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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and Indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 



Operating license stage documents & correspondence 


© © 


8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ consc- 
iences prior to issuing full power OL. 

^ SUGARMAN, R.J. 0 Sugarman, Denworth & Hellegers 0 84/11/21 

© Denton, H. Office of Nuclear Reactor Regulation, Director 2pp. 

27628:356:27628:357 
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1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 


vi 



I&E—Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG—Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 , 

9. 

10 . 
11 . 
12 . 


13. 


principal elements of the nondocketed items are: 

© NUREG— NUREG Reports and Related Correspondence 

© ® 

^2^90207'nUREG/CR- 1672 VOi' 

pRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
® ] NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-I377, NUREG/CR-1397 & 

LnUREG/CR-1608. 

® STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicaGons, Inc. 

Q FIN B-6694. SAI-262-8I-IJA. 82/0:^/28. Division of Risl^Analysis. 

^ 123p. 


12176:217: 12176:34' 


© 4 ) 


Available at NRC.j $6.00. 

( 8 ) ^( 9 ) 0 0 



Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series doucuments are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available ^t KTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 


viii 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-039 SHEFFIELD. IL, U.S. ECOLOGY. INC. 1 

27-047 BARNWELL, SC. CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-0943 WAH CHANG CORP., GLEN COVE, NY ' 1 

40-1 1 62 WESTERN NUCLEAR, INC., JEFFREY 2 

CITY. WY 

40-1341 TENNESSEE VALLEY AUTHORITY. 2 

CHATTANOOGA. TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 2 

CHICAGO. IL 

40-3392 ALLIED CHEMICAL CORP., 2 

MORRISTOWN, NJ 

40-3453 ATLAS MINERALS, INC., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPAR, 2 

WY 

40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 2 

40-6563 MALLINCKRODT CHEMICAL WORKS, ST. 2 

LOUIS. MO 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40-6659 GETTY OIL/PETROTOMICS CO., 3 

SHIRLEY BASIN, WY 

40-6908 WAH CHANG CORP., HUNTSVILLE DIV., 3 

HUNTSVILLE, AL 

40-6940 KAWECKI BERYLCO INDUSTRIES, INC., 3 

BOYERTOWN. PA 

40-7102 SHIELDALLOY CORP., NEWFIELD, NJ 3 

40-7455 WHITTAKER METALS. LOS ANGELES, 3 

CA 

40-7580 FANSTEEL. INC., NORTH CHICAGO, IL 3 

40-8027 KERR-MCGEE NUCLEAR CORP., 3 

OKLAHOMA CITY, OK 

40-8084 RIO ALGOM CORP., MOAB, UT 4 

40-8102 EXXON CO., USA. HOUSTON, TX 4 

40-8380 ROCKY MOUNTAIN ENERGY CO., 4 

BROOMFIELD, CO 

40-8452 ROCKY MOUNTAIN ENERGY CO.. 4 

BROOMFIELD, CO 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 5 

AZ 

40-8584 MINERALS EXPLORATION CO.. LOS 5 

ANGELES, CA 


Docket Name Page 

40-8681 UMETCO MINERALS CORP.. GRAND 5 

JUNCTION. CO 

40-8684 WESTERN NUCLEAR, INC., LAKEWOOD. 5 

CO 

40-8698 PLATEAU RESOURCES, LTD., GRAND 5 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO., 5 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 5 

40-8768 KERR-MCGEE NUCLEAR CORP., 5 

OKLAHOMA CITY, OK 

40-8786 URANIUM RESOURCES. INC., 6 

RICHARDSON, TX 

40-8800 MCGEAN DISPOSAL DUMP, NEWBURGH 6 

HEIGHTS, OH 

40-8829 FERRET EXPLORATION CO. OF 6 

NEBRASKA. INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 6 

COUNTY. WY 

40-8902 ANACONDA CO., GRANTS, NM 6 

40-8903 HOMESTAKE MINING CO., GRANTS. NM 6 

40-8904 KENNECOTT CORP./L-BAR URANIUM 6 

FACILITY, SALT LAKE CITY. 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 6 

CO., OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 7 

NM 

40-8911 MOBIL ALTERNATIVE ENERGY, INC., 7 

BOULDER, CO 

40-8913 UNITED NUCLEAR CORP., GALLUP, NM 7 

40-8926 ALTAIR RESOURCES. INC., CASPER, WY 7 

40-8943 FERRET EXPLORATION CO. OF 7 

NEBRASKA, DENVER, CO 

Domestic Licensing of Production and 

Utilization Faciiitles - Docket 50 

50-2 FORD NUCLEAR REACTOR 7 

50-3 INDIAN POINT STATION, UNIT 1 7 

50-10 DRESDEN NUCLEAR POWER STATION, 8 

UNIT 1 

50-16 ENRICO FERMI ATOMIC POWER PLANT, 8 

UNIT 1 

50-27 WASHINGTON STATE UNIV. RESEARCH 8 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 8 

STATION 

50-54 CINTICHEM 10 

50-57 BUFFALO MATERIALS RESEARCH 10 

CENTER 

50-62 UNIV. OF VIRGINIA RESEARCH 1 0 

REACTOR 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-72 

UNiV. OF UTAH RESEARCH REACTOR 

UNIV. OF FLORIDA TRAINING REACTOR 

10 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

32 

50-83 

50-112 

10 

50-261 

34 

UNIV, OF OKLAHOMA RESEARCH 

H.B. ROBINSON PLANT, UNIT 2 

11 



REACTOR 


50-262 

BRIGHAM YOUNG UNIV. RESEARCH 

35 

50-123 

UNIV. OF MISSOURI RESEARCH 

11 


REACTOR 



REACTOR-ROLLA 


50-263 

MONTICELLO NUCLEAR GENERATING 

35 

50-128 

TEXAS A&M UNIV. RESEARCH 

11 


PLANT 



REACTOR 


50-264 

DOW CHEMICAL CO. 

36 

50-131 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

11 

50-265 

QUAD-CITIES STATION. UNIT 2 

36 

50-133 

HUMBOLDT BAY POWER PLANT, UNIT 3 

11 

50-266 

POINT BEACH NUCLEAR PUNT. UNIT 1 

37 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

12 

50-267 

FORT ST. VRAIN NUCLEAR 

GENERATING STATION 

38 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

13 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

39 

50-163 

GA TECHNOLOGIES 

13 

50-270 

OCONEE NUCLEAR STATION. UNIT 2 

41 

50-166 

UNIV. OF MARYLAND RESEARCH 

13 

50-271 

VERMONT YANKEE NUCLEAR POWER 

43 


REACTOR 



STATION 


50-171 

PEACH BOTTOM ATOMIC POWER 

13 

50-272 

SALEM NUCLEAR GENERATING 

43 


STATION, UNIT 1 



STATION, UNIT 1 


50-182 

PURDUE UNIV. RESEARCH REACTOR 

13 

50-273 

BEZNAU NUCLEAR STATION. UNIT 1 

45 

50-186 

UNIV. OF MISSOURI RESEARCH 

13 

50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 

45 


REACTOR-COLUMBIA 



REACTOR 


50-188 

KANSAS STATE UNIV. RESEARCH 

14 

50-275 

DIABLO CANYON NUCLEAR POWER 

45 


REACTOR 



PLANT, UNIT 1 


50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

14 

50-277 

PEACH BOTTOM ATOMIC POWER 

47 


1 



STATION, UNIT 2 


50-213 

HADDAM NECK PUNT 

OYSTER CREEK NUCLEAR POWER 

15 

50-278 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 3 

49 

50-219 

16 




PLANT 


50-280 

SURRY POWER STATION, UNIT 1 

51 

50-220 

NINE MILE POINT NUCLEAR STATION. 

17 

50-281 

SURRY POWER STATION, UNIT 2 

52 


UNIT1 



50-223 



50-282 

PRAIRIE ISLAND NUCLEAR STATION. 

53 

UNIV. OF LOWELL RESEARCH 

18 

UNIT 1 



REACTOR 




50-225 

RPI CRITICAL EXPERIMENT 


50-284 

IDAHO STATE UNIV. RESEARCH 

54 

18 

REACTOR 


50-228 

AEROTEST RADIOGRAPHY & 

18 

50-285 

FORT CALHOUN STATION, UNIT 1 

54 


RESEARCH REACTOR 



50-237 

DRESDEN NUCLEAR POWER STATION, 

18 

50-286 

INDIAN POINT STATION. UNIT 3 

55 


UNIT 2 


50-287 

OCONEE NUCLEAR STATION, UNIT 3 

56 

50-243 

OREGON STATE UNIV. RESEARCH 
REACTOR 

20 

50-288 

REED COLLEGE RESEARCH REACTOR 

58 

50-244 


50-289 

THREE MILE ISLAND NUCLEAR 

58 

ROBERT EMMET GINNA NUCLEAR 

20 

STATION. UNIT 1 



PLANT, UNIT 1 




50-245 

MILLSTONE NUCLEAR POWER 

20 

50-293 

PILGRIM NUCLEAR POWER STATION, 
UNIT 1 

60 


STATION, UNIT 1 




50-247 

INDIAN POINT STATION, UNIT 2 

22 

50-295 

ZION NUCLEAR POWER STATION. UNIT 

1 

61 

50-249 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

23 

50-296 

BROWNS FERRY NUCLEAR POWER 

63 




STATION, UNIT 3 


50-250 

TURKEY POINT PUNT, UNIT 3 

24 

50-297 

NORTH CAROLINA STATE UNIV. 

64 

50-251 

TURKEY POINT PUNT. UNIT 4 

25 


PULSTAR REACTOR 


50-254 

QUAD-CITIES STATION, UNIT 1 

27 

50-298 

COOPER NUCLEAR STATION 

65 

50-255 

PALISADES NUCLEAR PUNT 

28 

50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

65 

50-259 

BROWNS FERRY NUCLEAR POWER 

30 

50-302 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 

66 


STATION, UNIT 1 



3 



X 



Docket Name Page 

50-304 ZION NUCLEAR POWER STATION, UNIT 68 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 69 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 70 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 71 

50-311 SALEM NUCLEAR GENERATING 72 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 73 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 75 

50-315 DONALD C. COOK NUCLEAR POWER 77 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 78 

PLANT, UNIT 2 

50-31 7 CALVERT CLIFFS NUCLEAR POWER 79 

PLANT, UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 80 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 81 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 84 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 85 

50-323 DIABLO CANYON NUCLEAR POWER 89 

PLANT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT, 91 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 93 

UNIT 1 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 94 

50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 97 

50-329 MIDLAND PLANT, UNIT 1 100 

50-330 MIDLAND PLANT, UNIT 2 100 

50-331 DUANE ARNOLD ENERGY CENTER 100 

50-332 BARNWELL REPROCESSING PLANT 101 

50-333 JAMES A. FITZPATRICK NUCLEAR 101 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION, 102 

UNIT 1 

50-335 ST. LUCIE PLANT, UNIT 1 103 

50-336 MILLSTONE NUCLEAR POWER 104 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION, UNIT 1 105 

50-339 NORTH ANNA POWER STATION, UNIT 2 106 

50-341 ENRICO FERMI ATOMIC POWER PLANT. 107 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 109 

50-346 DAVIS-BESSE NUCLEAR POWER 110 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT. 1 1 2 

UNIT 1 


Docket Name Page 


50-352 LIMERICK GENERATING STATION, UNIT 113 

1 

50-353 LIMERICK GENERATING STATION, UNIT 1 14 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 115 

1 

50-358 WILLIAM H. ZIMMER NUCLEAR 116 

STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 116 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 118 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PLANT, 1 1 9 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PLANT. UNIT 120 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 121 

50-369 WILLIAM B. MCGUIRE NUCLEAR 122 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 123 

STATION, UNIT 2 

50-373 LASALLE COUNTY STATION. UNIT 1 123 

50-374 LASALLE COUNTY STATION, UNIT 2 1 24 

50-375 NUCLEAR EXAMINATION REACTOR 125 

50-382 WATERFORD GENERATING STATION, 125 

UNIT 3 

50-386 NYC HALL OF SCIENCE RESEARCH 1 27 

REACTOR 

50-387 SUSQUEHANNA STEAM ELECTRIC 127 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 128 

STATION. UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 129 

50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 130 

50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 131 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 132 

UNIT1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 133 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 133 

50-400 SHEARON HARRIS NUCLEAR POWER 134 

PLANT. UNIT 1 

50-407 UNIV. OF UTAH RESEARCH REACTOR 135 

50-409 LA CROSSE BOILING WATER REACTOR 135 

50-410 NINE MILE POINT NUCLEAR STATION, 136 

UNIT 2 

50-41 2 BEAVER VALLEY POWER STATION, 1 37 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 140 

50-41 4 CATAWBA NUCLEAR STATION, UNIT 2 141 

50-41 6 GRAND GULF NUCLEAR STATION, UNIT 142 

1 

50-417 GRAND GULF NUCLEAR STATION, UNIT 143 

2 


XI 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-423 

MILLSTONE NUCLEAR POWER 

143 

STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

186 


STATION. UNIT 3 


530 

3 


50-424 

ALVIN W. VOGTLE NUCLEAR PLANT, 

144 

STN-50- 

GASSAR-6 

187 


UNIT 1 


535 



50-425 

ALVIN W. VOGTLE NUCLEAR PLANT. 

UNIT 2 

146 

50-537 

50-538 

CLINCH RIVER BREEDER REACTOR 

MEMPHIS STATE UNIV. RESEARCH 

187 

187 

50-433 

UNIV. OF CALIFORNIA AT SANTA 

146 

REACTOR 



BARBARA RESEARCH REACTOR 







STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

187 

STN-50- 

FLOATING NUCLEAR PLANT 

146 

546 

1 


437 





BELLEFONTE NUCLEAR PLANT. UNIT 1 

147 

STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

188 

50-438 

547 

2 


50-439 

BELLEFONTE NUCLEAR PLANT. UNIT 2 

147 

50-549 

GREENE COUNTY NUCLEAR POWER 

188 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

148 


PLANT 



1 


50-601 

RESAR SP/90 

188 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

149 

50-668 

WESTINGHOUSE ADVANCED PWR 

188 


2 



STANDARD DESIGN (WAPWR) 


50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

149 




50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

154 

Domestic Licensing of Special Nuclear 

Material - Docket 70 


50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 1 

157 

70-0008 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

188 

50-446 

COMANCHE PEAK STEAM ELECTRIC 

161 


188 


STATION, UNIT 2 


70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 




VA 


STN-50- 

BYRON STATION, UNIT 1 

165 




454 


70-0036 

COMBUSTION ENGINEERING, INC., 
WINDSOR. CT 

188 


STN-50- 

BYRON STATION, UNIT 2 

166 



455 


70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

188 

STN-50- 

BRAIDWOOD STATION, UNIT 1 

168 

70-0143 

NUCLEAR FUEL SERVICES, INC., 

189 

456 




ERWIN, TN 


STN-50- 

BRAIDWOOD STATION, UNIT 2 

169 

70-0157 

TEXAS, UNIV. OF, AUSTIN, TX 

190 

457 


190 


70-0364 

BABCOCK & WILCOX CO., APOLLO, PA 

50-458 

RIVER BEND STATION, UNIT 1 

170 

190 

70-0371 

UNC NAVAL PRODUCTS, INC., 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

171 

UNCASVILLE, CT 


50-461 

CLINTON POWER STATION, UNIT 1 

171 

70-0398 

COMMERCE, DEPT. OF, WASHINGTON, 

190 

STN-50- 

CESSAR SYSTEM 80 

172 


DC 


470 



70-0687 

CINTICHEM, INC., TUXEDO. NY 

191 

STN-50- 

WOLF CREEK GENERATING STATION 

173 

70-0698 

WESTINGHOUSE ELECTRIC CORP., 

191 

482 




PITTSBURGH, PA 


STN-50- 

483 

CALLAWAY PUNT, UNIT 1 

174 

70-0734 

GA TECHNOLOGIES, INC., SAN DIEGO, 

CA 

191 

STN-60- 

486 

CALLAWAY PUNT, UNIT 2 

175 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 
CA 

191 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

175 

70-0820 

UNITED NUCLEAR CORP., WOOD RIVER 

191 




^JUNCTION, Rl 


STN-60- 

SOUTH TEXAS PROJECT, UNIT 2 

179 


BABCOCK & WILCOX CO., LYNCHBURG, 

191 

499 

70-0824 




VA 


STN-50- 

WPPSS NUCLEAR PROJECT, UNIT 3 

182 


FLORIDA INSTITUTE OF TECHNOLOGY, 

191 

508 

70-0893 




MELBOURNE, FL 


50-522 

SKAGIT NUCLEAR POWER PROJECT, 

182 


ARKANSAS, UNIV. OF. FAYETTEVILLE, 

AR 

191 


UNIT 1 

70-0895 

50-523 

SKAGIT NUCLEAR POWER PROJECT, 

182 



STN-50- 

UNIT 2 


70-0920 

RENSSELAER POLYTECHNIC 

INSTITUTE, TROY. NY 

191 

PALO VERDE NUCLEAR STATION, UNIT 

182 



528 

1 


70-1068 

FLORIDA, UNIV. OF. GAINESVILLE, FL 

191 

STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

184 

70-1100 

COMBUSTION ENGINEERING, INC., 

192 

529 

2 



WINDSOR, CT 



Xll 



Docket Name Page 

70-1113 GENERAL ELECTRIC CO., WILMINGTON, 192 

NC 

70-1151 WESTINGHOUSE ELECTRIC CORP., 192 

COLUMBIA. SC 

70-1201 BABCOCK & WILCOX CO., LYNCHBURG. 192 

VA 

70-1207 NAVY, DEPT. OF. SILVER SPRING, MD 192 

70-1257 ADVANCED NUCLEAR FUELS CORP., 192 

RICHLAND, WA 

70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 192 

70-1359 IRT CORP., SAN DIEGO, CA 192 

70-1374 IDAHO STATE UNIV., POCATELLO, ID 192 

70-1426 TRANSNUCLEAR, INC., FALLS CHURCH, 193 

VA 

70-1621 DUQUESNE LIGHT CO., PITTSBURGH. 193 

PA 

70-1703 EASTMAN KODAK CO., ROCHESTER. NY 193 

70-2958 JOHNSON, B., STROME, ALBERTA, CN 193 

70-2982 ROCHESTER, UNIV. OF, ROCHESTER. 193 

NY 

70-3008 DUQUESNE LIGHT CO., PITTSBURGH, 1 93 

PA 

70-3016 HOUSTON LIGHTING & POWER CO., 193 

HOUSTON, TX 

70-3041 INTERNATIONAL FREIGHT 193 

FORWARDERS, INC., ATLANTA, GA 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-0003 EXXON NUCLEAR CO., INC. 193 

71-0082 KERR-MCGEE NUCLEAR CORP. 193 

71-01 43 RANCHERS EXPLORATION & DEV. CO. 1 93 

71-0393 ALLIS-CHALMERS CORP. 193 

71-0424 NAVY, DEPT. OF 193 

71-0426 NAVY. DEPT. OF 193 

71-0466 MINNESOTA MINING & 193 

MANUFACTURING CO. (3M CO.) 

71-0468 EL PASO NATURAL GAS. INC. 1 94 

71-0473 PITTSBURGH-DES MOINES CORP. 194 

71-0476 TEXAS, STATE OF 194 

71-0477 WILSON INSPECTION SERVICE 194 

71-0499 KOKOMO TUBE CO. 1 94 

71-0630 PROGRESS SERVICES, INC. 194 

71 -0631 WESTINGHOUSE ELECTRIC CORP. 1 94 

71-5787 MODEL: D-38, ENERGY, DEPT. OF 194 

71-5796 MODEL: 181375, 181361, ADVANCED 194 

MEDICAL SYSTEMS, INC. 

71-5874 MODEL: WAPD-40, ENERGY, DEPT. OF 194 

71 -5926 MODEL: GE-1 00, GENERAL ELECTRIC 1 94 

CO. 


Docket Name Page 

71-6227 MODEL: DT-2, -5, -7, ENERGY, DEPT. OF 194 

71-6574 MODEL: HN-200, WESTINGHOUSE- 194 

HITTMAN NUCLEAR. INC. 

71-6601 MODEL: CNS 8-1 20, CHEM-NUCLEAR 1 94 

SYSTEMS, INC. 

71 -9006 MODEL: Al 500 SU. TECH/OPS, INC. 1 94 

71-9007 MODEL: 520, TECH/OPS. INC. 194 

71 -901 0 MODEL: NLI-1 /2. NUCLEAR ASSURANCE 1 94 

CORP. 

71-9023 MODEL: NLI-1 0/24, NUCLEAR 1 94 

ASSURANCE CORP. 

71-9032 MODEL: 650, TECH/OPS, INC. 1 94 

71 -9033 MODEL: 660 & 660E, TECH/OPS, INC. 1 94 

71 -9036 MODEL: C-1 . SOURCE PRODUCTION & 1 95 

EQUIPMENT CO., INC. 

71-9044 MODEL: GE-1 600, GENERAL ELECTRIC 195 

CO. 

71 -9056 MODEL: SPEC 2-T, SOURCE 1 95 

PRODUCTION & EQUIPMENT CO. 

71-9070 MODEL: N-55, NUCLEAR PACKAGING, 195 

INC. 

71 -9073 MODEL: OH-1 42 SERIES, NUCLEAR 1 95 

PACKAGING, INC. 

71-9079 MODEL: NUPAC 14D-2.0, 195 

WESTINGHOUSE-HITTMAN NUCLEAR 

71 -9080 MODEL: HN-600 & NUPAC 1 00, 1 95 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9086 MODEL: HN-1 00, SERIES 1 , HITTMAN 1 95 

NUCLEAR & DEVELOPMENT 

71-9089 MODEL: HN-100S, HITTMAN NUCLEAR & 195 

DEVELOPMENT CORP. 

71-9094 MODEL: CNS 14-195-H. CHEM-NUCLEAR 195 

SYSTEMS, INC. 

71-9096 MODEL: CNS 21 -300, CHEM-NUCLEAR 1 95 

SYSTEMS, INC. 

71-9098 MODEL: UCC-20WC-2 & 2A, CINTICHEM, 195 

INC. 

71-9099 MODEL: ATR, EXXON NUCLEAR IDAHO 195 

CO. 

71-9100 MODEL: KKP-20-4950. KERR-MCGEE 195 

NUCLEAR CORP. 

71-9102 MODEL: NPI-20WC-6. NEUTRON 195 

PRODUCTS, INC. 

71-9103 MODEL: NLl-6502. NUCLEAR 196 

ASSURANCE CORP. 

71-9133 MODEL: C-10, GAMMA INDUSTRIES, INC. 196 

71 -91 41 MODEL: 900, TECH/OPS, INC. 1 96 

71 -91 47 MODEL: 850, TECH/OPS, INC. 1 96 

71-9151 MODEL: HN-1 00 SERIES 3, 196 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 196 

CO. 

71 -91 57 MODEL: IR-1 00, INDUSTRIAL NUCLEAR 1 96 

CO. 
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71-9159 

MODEL: NUPAC 14/1901, M & H, 

196 

71-9203 

MODEL: DHTF, BABCOCK & WILCOX CO. 

197 


NUCLEAR PACKAGING, INC. 


71-9204 

MODEL: CNS 10-160B, CHEM-NUCLEAR 

197 

71-9168 

MODEL: CNS 8-1208, CHEM-NUCLEAR 

196 


SYSTEMS, INC. 



SYSTEMS, INC. 


71-9208 

MODEL: NUPAC 10-142, NUCLEAR 

197 

71-9176 

MODEL: NUPAC 14/210L & 14/210H, 

196 


PACKAGING, INC. 



NUCLEAR PACKAGING, INC. 


71-9210 

MODEL: NUS 10-135, NUS CORP. 

197 

71-9183 

MODEL: NAC-I, NUCLEAR ASSURANCE 

197 





CORP. 


Licensing of Independent Spent Fuel Storage 


71-9184 

MODEL: PAS-1, NUCLEAR PACKAGING, 

197 

- Docket 72 




INC. 


72-0001 

MORRIS OPERATIONS. GENERAL 

197 

71-9185 

MODEL: OP-1 00. INDUSTRIAL NUCLEAR 

197 


ELECTRIC CO. 



CO. 


72-0002 

VIRGINIA ELECTRIC & POWER CO. 

197 

71-9200 

MODEL: 125-B, ENERGY. DEPT. OF 

197 

72-0003 

CAROLINA POWER & LIGHT CO. 

197 
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ALPHABETIC OF DOCKET ITEMS BY FACILITY NAME 


Name 


Low Level Radwaste Disposal Sites - 
Docket 27 

BARNWELL, SC, CHEM-NUCLEAR 
SYSTEMS, INC. 

RICHLAND, WA, U.S. ECOLOGY, INC. 
SHEFFIELD, IL, U.S. ECOLOGY, INC. 


Domestic Licensing of Source Material - 
Docket 40 

ALLIED CHEMICAL CORP., MORRISTOWN. 

NJ 

ALTAIR RESOURCES, INC., CASPER, WY 

AMERICAN NUCLEAR CORP., CASPAR, WY 

ANACONDA CO., GRANTS, NM 

ATLAS MINERALS, INC., DENVER, CO 

CHEMETRON CORP., CHICAGO, IL 

CLEVELAND-CLIFFS IRON CO., CLEVELAND, 
OH 

ENERGY, DEPT. OF, CANONSBURG, PA 

EVEREST MINERALS CORP., CONVERSE 
COUNTY, WY 

EXXON CO., USA, HOUSTON, TX 

FANSTEEL, INC., NORTH CHICAGO, IL 

FERRET EXPLORATION CO. OF NEBRASKA, 
DENVER, CO 

FERRET EXPLORATION CO. OF NEBRASKA. 
INC., CRAWFORD, NE 

GETTY OIL/PETROTOMICS CO.. SHIRLEY 
BASIN, WY 

HOMESTAKE MINING CO., GRANTS, NM 

KAWECK! BERYLCO INDUSTRIES. INC., 
BOYERTOWN, PA 

KENNECOTT CORP./L-BAR URANIUM 
FACILITY, SALT LAKE CITY, 

KERR-MCGEE CHEMICAL CORP., WEST 
CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 
OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP,, 

OKLAHOMA CITY. OK 

MALAPAI RESOURCES CO., PHOENIX, AZ 

MALLINCKRODT CHEMICAL WORKS. ST. 
LOUIS, MO 

MCGEAN DISPOSAL DUMP, NEWBURGH 
HEIGHTS, OH 

MINERALS EXPLORATION CO., LOS 
ANGELES, CA 

MOBIL ALTERNATIVE ENERGY, INC., 
BOULDER, CO 


Docket 

Page 

Name 

Docket 

Page 



PATHFINDER MINES CORP., SHIRLEY 

40-6622 

2 



BASIN, WY 



27-047 

1 

PLATEAU RESOURCES, LTD.. GRAND 

40-8698 

5 

JUNCTION, CO 



27-048 

1 

RIO ALGOM CORP., MOAB, UT 

40-8084 

4 

27-039 

1 

ROCKY MOUNTAIN ENERGY CO.. 

40-8380 

4 


BROOMFIELD, CO 





ROCKY MOUNTAIN ENERGY CO., 

40-8452 

4 



BROOMFIELD, CO 



40-3392 

2 

SHIELDALLOY CORP., NEWFIELD, NJ 

40-7102 

3 



TENNESSEE VALLEY AUTHORITY, 

40-1341 

2 

40-8926 

7 

CHATTANOOGA, TN 



40-4492 

40-8902 

2 

UMETCO MINERALS CORP., GRAND 
JUNCTION. CO 

40-8681 

5 

6 

40-0299 

1 

40-3463 

UMETCO MINERALS CORP., RIVERTON, WY 

2 

40-8913 

7 

40-8724 

UNITED NUCLEAR CORP., GALLUP. NM 

5 



40-8714 

5 

UNITED NUCLEAR CORP., SANTA FE, NM 

40-8907 

7 



URANIUM RESOURCES, INC., RICHARDSON, 

40-8786 

6 

40-6500 

2 

TX 



40-8857 

6 

WAH CHANG CORP., GLEN COVE, NY 

40-0943 

1 



WAH CHANG CORP., HUNTSVILLE DIV., 

40-6908 

3 

40-8102 

4 

HUNTSVILLE, AL 



40-7580 

3 

WESTERN NUCLEAR, INC., JEFFREY CITY. 
WY 

40-1162 

2 

40-8943 

7 

WESTERN NUCLEAR. INC., LAKEWOOD, CO 

40-8684 

5 

40-8829 

6 

WHITTAKER METALS, LOS ANGELES, CA 

40-7455 

3 

40-6659 


Domestic Licensing of Production and 



3 

Utilization Facilities - Docket 50 



40-8903 

5 

AEROTEST RADIOGRAPHY & RESEARCH 

50-228 

18 


REACTOR 



40-6940 

3 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 

50-424 

144 

40-8904 

6 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 

50-425 

146 



ARKANSAS NUCLEAR ONE, UNIT 1 

50-313 

75 

40-2061 

2 

ARKANSAS NUCLEAR ONE. UNIT 2 

50-368 

121 

40-8905 

6 

BARNWELL REPROCESSING PLANT 

50-332 

101 



BEAVER VALLEY POWER STATION, UNIT 1 

50-334 

102 

40-8768 

5 

BEAVER VALLEY POWER STATION. UNIT 2 

50-412 

137 

40-8027 


BELLEFONTE NUCLEAR PLANT. UNIT 1 

50-438 

147 

3 

50-439 

147 


BELLEFONTE NUCLEAR PLANT. UNIT 2 

40-8502 

5 

BEZNAU NUCLEAR STATION, UNIT 1 

50-273 

45 

40-6563 

2 

BIG ROCK POINT NUCLEAR PLANT 

50-155 

12 



BRAIDWOOD STATION. UNIT 1 STN-50-456 

168 

40-8800 

6 






BRAIDWOOD STATION, UNIT 2 STN-50-457 

169 

40-8584 

5 

BRIGHAM YOUNG UNIV. RESEARCH 

50^262 

35 



REACTOR 



40-891 1 

7 

BROWNS FERRY NUCLEAR POWER 

50-259 

30 


STATION, UNIT 1 


XV 



Name 


Docket Page 


Name 


Docket Page 


BROWNS FERRY NUCLEAR POWER 50-260 32 

STATION, UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 63 

STATION, UNIT 3 

BRUNSWICK STEAM ELECTRIC PLANT, 50-325 93 

UN1T1 

BRUNSWICK STEAM ELECTRIC PLANT, 50-324 91 

UNIT 2 

BUFFALO MATERIALS RESEARCH CENTER 50-57 10 

BYRON STATION, UNIT 1 STN-50-454 165 

BYRON STATION, UNIT 2 STN-50-455 166 

CALLAWAY PLANT, UNIT 1 STN-50-483 1 74 

CALLAWAY PLANT, UNIT 2 STN-50-486 1 75 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-31 7 79 

UNIT1 

CALVERT CLIFFS NUCLEAR POWER PUNT, 50-31 8 80 

UNIT 2 

CATAWBA NUCLEAR STATION, UNIT 1 50-413 140 

CATAWBA NUCLEAR STATION, UNIT 2 50-41 4 1 41 

CESSAR SYSTEM 80 STN-50-470 1 72 

CINTICHEM 50-54 10 

CLINCH RIVER BREEDER REACTOR 50-537 187 

CLINTON POWER STATION, UNIT 1 50-461 171 

COMANCHE PEAK STEAM ELECTRIC 50-445 157 

STATION, UNIT 1 

COMANCHE PEAK STEAM ELECTRIC 50-446 161 

STATION, UNIT 2 

COOPER NUCLEAR STATION 50-298 65 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 3 66 

DAVIS-BESSE NUCLEAR POWER STATION, 50-346 1 1 0 

UNIT1 

DIABLO CANYON NUCLEAR POWER PUNT, 50-275 45 

UN1T1 

DIABLO CANYON NUCLEAR POWER PLANT, 50-323 89 

UNIT 2 

DONALD C. COOK NUCLEAR POWER 50-315 77 

PUNT. UNIT 1 

DONALD C. COOK NUCLEAR POWER 50-316 78 

PUNT. UNIT 2 

DOW CHEMICAL CO. 50-264 36 

DRESDEN NUCLEAR POWER STATION. 50-10 8 

UNIT 1 

DRESDEN NUCLEAR POWER STATION, 50-237 18 

UNIT 2 

DRESDEN NUCLEAR POWER STATION. 50-249 23 

UNIT 3 

DUANE ARNOLD ENERGY CENTER 50-331 1 00 

EDWIN I. HATCH NUCLEAR PUNT, UNIT 1 50-321 84 

EDWIN I. HATCH NUCLEAR PUNT. UNIT 2 50-366 120 

ENRICO FERMI ATOMIC POWER PLANT, 50-1 6 8 

UNIT1 


ENRICO FERMI ATOMIC POWER PLANT. 
UNIT 2 

50-341 

107 

FLOATING NUCLEAR PLANT 

STN-50-437 

146 

FORD NUCLEAR REACTOR 

50-2 

7 

FORT CALHOUN STATION, UNIT 1 

50-285 

54 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

38 

GA TECHNOLOGIES 

50-163 

13 

GASSAR-6 

STN-50-535 

187 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

13 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

142 

GRAND GULF NUCLEAR STATION. UNIT 2 

50-417 

143 

GREENE COUNTY NUCLEAR POWER 
PUNT 

50-549 

188 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

34 

HADDAM NECK PUNT 

50-213 

15 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

115 

HUMBOLDT BAY POWER PLANT. UNIT 3 

50-133 

11 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

54 

INDIAN POINT STATION, UNIT 1 

50-3 

7 

INDIAN POINT STATION. UNIT 2 

50-247 

22 

INDIAN POINT STATION. UNIT 3 

50-286 

55 

JAMES A. FITZPATRICK NUCLEAR POWER 
PUNT 

50-333 

101 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-348 

1 

112 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

2 

119 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

50-188 

14 

KEWAUNEE NUCLEAR POWER PUNT 

50-305 

69 

U CROSSE BOILING WATER REACTOR 

50-409 

135 

USALLE COUNTY STATION, UNIT 1 

50-373 

123 

USALLE COUNTY STATION, UNIT 2 

50-374 

124 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

113 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

114 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

71 

MARBLE HILL NUCLEAR STATION, UNIT 1 

STN-50-546 

187 

MARBLE HILL NUCLEAR STATION, UNIT 2 

STN-50-547 

188 

MEMPHIS STATE UNIV. RESEARCH 
REACTOR 

50-538 

187 

MIDLAND PLANT, UNIT 1 

50-329 

100 

MIDLAND PLANT, UNIT 2 

50-330 

100 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 1 

50-245 

20 

MILLSTONE NUCLEAR POWER STATION, 

50-336 

104 


UNIT 2 
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Docket Page 


MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

50-423 

143 

MONTICELLO NUCLEAR GENERATING 

PLANT 

50-263 

35 

NINE MILE POINT NUCLEAR STATION. UNIT 

1 

50-220 

17 

NINE MILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

136 

NORTH ANNA POWER STATION. UNIT 1 

50-338 

105 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

106 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

64 

NUCLEAR EXAMINATION REACTOR 

50-375 

125 

NYC HALL OF SCIENCE RESEARCH 

REACTOR 

50-386 

127 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

39 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

41 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

56 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

50-131 

11 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

20 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

16 

PALISADES NUCLEAR PLANT 

50-255 

28 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

132 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

184 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

186 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

13 

PEACH BOTTOM ATOMIC POWER STATION. 
UNIT 2 

50-277 

47 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

49 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

148 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

149 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

60 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

37 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

65 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 

1 

50-282 

53 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

70 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

13 

QUAD-CITIES STATION. UNIT 1 

50-254 

27 

QUAD-CITIES STATION, UNIT 2 

50-265 

36 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

73 

REED COLLEGE RESEARCH REACTOR 

50-288 

58 

RESAR SP/90 

50-601 

188 

RIVER BEND STATION, UNIT 1 

50-458 

170 


ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

20 

RPI CRITICAL EXPERIMENT 

50-225 

18 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

43 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

72 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

14 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

116 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

118 

SEABROOK NUCLEAR STATION. UNIT 1 

50-443 

149 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

154 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

94 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

97 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

134 

SHOREHAM NUCLEAR POWER STATION 

50-322 

85 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

1 

50-522 

182 

SKAGIT NUCLEAR POWER PROJECT. UNIT 

2 

50-523 

182 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-498 

175 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

179 

ST. LUCIE PLANT. UNIT 1 

50-335 

•103 

ST. LUCIE PLANT. UNIT 2 

50-389 

129 

SURRY POWER STATION, UNIT 1 

50-280 

51 

SURRY POWER STATION, UNIT 2 

50-281 

52 

SUSQUEHANNA STEAM ELECTRIC 

STATION. UNIT 1 

50-387 

127 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 2 

50-388 

128 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

11 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

58 

THREE MILE ISLAND NUCLEAR STATION. 
UNIT 2 

50-320 

81 

TROJAN NUCLEAR PLANT 

50-344 

109 

TURKEY POINT PLANT, UNIT 3 

50-250 

24 

TURKEY POINT PLANT, UNIT 4 

50-251 

25 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

45 

UNIV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

146 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

10 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

18 

UNIV. OF MARYLAND RESEARCH REACTOR 

50-166 

13 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

13 

UNIV. OF MISSOURI RESEARCH REACTOR- 

50-123 

11 
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UNIV. OF OKUHOMA RESEARCH 

REACTOR 

50-112 

11 

UNIV. OF UTAH RESEARCH REACTOR 

50-72 

10 

UNIV. OF UTAH RESEARCH REACTOR 

50-407 

135 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

133 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

10 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

43 

VIRGIL C. SUMMER NUCLEAR STATION, 

UNIT 1 

50-395 

132 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

8 

WATERFORD GENERATING STATION, UNIT 

3 

50-382 

125 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

130 

WATTS BAR NUCLEAR PUNT, UNIT 2 

50-391 

131 

WESTINGHOUSE ADVANCED PWR 
STANDARD DESIGN (WAPWR) 

50-668 

188 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

122 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

• 50-370 

123 

WILLIAM H. ZIMMER NUCLEAR STATION, 
UNIT 1 

50-358 

116 

WOLF CREEK GENERATING STATION STN-50-482 

173 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

171 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

133 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

182 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

8 

ZION NUCLEAR POWER STATION. UNIT 1 

50-295 

61 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

68 

Domestic Licensing of Special Nuclear 
Material - Docket 70 



ADVANCED NUCLEAR FUELS CORP., 
RICHLAND, WA 

70-1257 

192 

ARKANSAS. UNIV. OF, FAYETTEVILLE, AR 

70-0895 

191 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0135 

188 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0364 

190 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0027 

188 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

191 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-1201 

192 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

70-0008 

188 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

191 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-1100 

192 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0036 

188 

COMMERCE. DEPT. OF, WASHINGTON, DC 

70-0398 

190 

DUQUESNE LIGHT CO., PITTSBURGH, PA 

70-3008 

193 


Name 

Docket 

Page 

DUQUESNE LIGHT CO., PITTSBURGH. PA 

70-1621 

193 

EASTMAN KODAK CO., ROCHESTER, NY 

70-1703 

193 

FLORIDA INSTITUTE OF TECHNOLOGY. 
MELBOURNE. FL 

70-0893 

191 

FLORIDA. UNIV. OF, GAINESVILLE, FL 

70-1068 

191 

GA TECHNOLOGIES. INC., SAN DIEGO, CA 

70-0734 

191 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

191 

GENERAL ELECTRIC CO.. SAN JOSE, CA 

70-1308 

192 

GENERAL ELECTRIC CO., WILMINGTON. NC 

70-1113 

192 

HOUSTON LIGHTING & POWER CO., 
HOUSTON, TX 

70-3016 

193 

IDAHO STATE UNIV., POCATELLO, ID 

70-1374 

192 

INTERNATIONAL FREIGHT FORWARDERS, 
INC., ATLANTA. GA 

70-3041 

193 

iRT CORP.. SAN DIEGO. CA 

70-1359 

192 

JOHNSON, B.. STROME, ALBERTA, CN 

70-2958 

193 

NAVY. DEPT. OF. SILVER SPRING, MD 

70-1207 

192 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

189 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY. NY 

70-0920 

191 

ROCHESTER, UNIV. OF, ROCHESTER, NY 

70-2982 

193 

TEXAS, UNIV. OF, AUSTIN. TX 

70-0157 

190 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-1426 

193 

UNC NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

190 

UNITED NUCLEAR CORP., WOOD RIVER 
JUNCTION, Rl 

70-0820 

191 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

192 

WESTINGHOUSE ELECTRIC CORP., 

70-0698 

191 


PITTSBURGH. PA 
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Conditions - Docket 71 


ALLIS-CHALMERS CORP. 

71-0393 

193 

EL PASO NATURAL GAS, INC. 

71-0468 

194 

EXXON NUCLEAR CO.. INC. 

71-0003 

193 

KERR-MCGEE NUCLEAR CORP. 

71-0082 

193 

KOKOMO TUBE CO. 

71-0499 

194 

MINNESOTA MINING & MANUFACTURING 
CO. (3M CO.) 

71-0466 

193 

MODEL: 125-B, ENERGY, DEPT. OF 

71-9200 

197 

MODEL 181375, 181361, ADVANCED 
MEDICAL SYSTEMS, INC. 

71-5796 

194 

MODEL: 520, TECH/OPS, INC. 

71-9007 

194 

MODEL: 660, TECH/OPS, INC. 

71-9032 

194 

MODEL: 660 & 660E. TECH/OPS, INC. 

71-9033 

194 

MODEL: 850, TECH/OPS, INC. 

71-9147 

196 
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MODEL: 900, TECH/OPS, INC. 

71-9141 

196 

MODEL: A! 500 SU, TECH/OPS, INC. 

71-9006 

194 

MODEL: ATR, EXXON NUCLEAR IDAHO CO. 

71-9099 

195 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO.. INC. 

71-9036 

195 

MODEL: C-10, GAMMA INDUSTRIES, INC. 

71-9133 

196 

MODEL: CNS 10-160B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9204 

197 

MODEL: CNS 14-195-H, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9094 

195 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9096 

195 

MODEL: CNS 8-120. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-6601 

194 

MODEL: CNS 8-1 20B. CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

196 

MODEL: D-38, ENERGY, DEPT. OF 

71-5787 

194 

MODEL: DHTF. BABCOCK & WILCOX CO. 

71-9203 

197 

MODEL: DT-2, -5, -7, ENERGY. DEPT. OF 

71-6227 

194 

MODEL: GE-100, GENERAL ELECTRIC CO. 

71-5926 

194 

MODEL: GE-1600, GENERAL ELECTRIC CO. 

71-9044 

195 

MODEL: HN-100 SERIES 3, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

196 

MODEL: HN-100, SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

71-9086 

195 

MODEL: HN-100S. HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

195 

MODEL: HN-200. WESTINGHOUSE-HITTMAN 
NUCLEAR, INC. 

71-6574 

194 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

195 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

196 

MODEL: fR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

196 

MODEL: KKP-20-4950. KERR-MCGEE 
NUCLEAR CORP. 

71-9100 

195 

MODEL: N-55, NUCLEAR PACKAGING, INC. 

71-9070 

195 

MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9183 

197 

MODEL: NLI-1/2. NUCLEAR ASSURANCE 

71-9010 

194 


CORP. 


Name 

Docket 

Page 

MODEL: NLI-10/24, NUCLEAR ASSURANCE 
CORP. 

71-9023 

194 

MODEL: N LI-6502, NUCLEAR ASSURANCE 
CORP. 

71-9103 

196 

MODEL: NPI-20WC-6, NEUTRON 

PRODUCTS, INC. 

71-9102 

195 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

197 

MODEL: NUPAC 14/190L, M & H, NUCLEAR 
PACKAGING, INC. 

71-9159 

196 

MODEL: NUPAC 14/210L & 14/21 OH, 
NUCLEAR PACKAGING, INC. 

71-9176 

196 

MODEL: NUPAC 14D-2.0, WESTINGHOUSE- 
HITTMAN NUCLEAR 

71-9079 

195 

MODEL: NUS 10-135, NUS CORP. 

71-9210 

197 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING, INC. 

71-9073 

195 

MODEL: OP-1 00, INDUSTRIAL NUCLEAR CO. 

71-9185 

197 

MODEL: PAS-1, NUCLEAR PACKAGING, INC. 

71-9184 

197 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

195 

MODEL: UCC-20WC-2 & 2A, CINTICHEM, 

INC. 

71-9098 

195 

MODEL: WAPD-40, ENERGY, DEPT, OF 

71-5874 

194 

NAVY, DEPT. OF 

71-0424 

193 

NAVY, DEPT. OF 

71-0426 

193 

PITTSBURGH-DES MOINES CORP. 

71-0473 

194 

PROGRESS SERVICES, INC. 

71-0630 

194 

RANCHERS EXPLORATION & DEV. CO. 

71-0143 

193 

TEXAS, STATE OF 

71-0476 

194 

WESTINGHOUSE ELECTRIC CORP. 

71-0631 

194 

WILSON INSPECTION SERVICE 

71-0477 

194 

Licensing of Independent Spent Fuel 
Storage - Docket 72 



CAROLINA POWER & LIGHT CO. 

72-0003 

197 

MORRIS OPERATIONS, GENERAL 

ELECTRIC CO. 

72-0001 

197 

VIRGINIA ELECTRIC & POWER CO. 

72-0002 

197 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, SL, U.S. ECOLOGY, INC. 

8705120027 NRC Staff response to motion by US Ecology for sanctions & other relief.* 
Response opposing US Ecology 870421 motion to strike State of IL as party to 
appeal for sanctions & other relief.Certificate of Svc & notice of appearance end. 
LEWIS, S.H. Assistant General Counsel for Hearings. #287 3382. 87/04/24. Atomic 
Safety and Licensing Appeal Panel. 9pp. 40873:272-40873:280. 

8705060012 Order.* Denies US Ecology motion for sanctions & other relief.State of IL 
brief to be filed & served by 870515 & NRC brief to be filed & served by 
870526.Served on 870430. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #287 3331. 87/04/29. 
U.S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). Ip. 40809:006-40809:006. 

8705060089 Requests that end published authority re Mason General Hosp vs Secre- 
tary of Dept of Health & Human Svcs be considered when making decision concern- 
ing 870316 brief. Published authority not available when brief submitted. 

RADER.R.M. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). RADER, R.M. 
Conner & Wetterhahn. #287 3341. 87/04/29. ROSENTHAL. A.S., MOORE.T.S.. 
WILBER, H.A. Atomic Safety and Licensing Appeal Panel. 15pp. 40808:200-40808:214. 

8705200084 Motion to extend time in which to file responsive brief.* Requests that time 
for filing responsive brief be extended to & include 870519 or for reasonable time 
after resolution of NRC 870514 motion. W/Certificate of Svc. 

HENDERSON, H.L Illinois, State of. #287 3467. 87/05/14. Atomic Safety and Licens- 
ing Appeal Panel. 4pp. 40974:057-40974:060. 

8705200099 Motion to extend time in which to file responsive brief.* Requests that time 
for filing responsive brief be extended to & include 870519 or after NRC 870514 
motion resolved.W/ Certificate of Svc.Granted for Appeal Board on 870515. 
HENDERSON, H.L Illinois, State of. #287 3466. 87/05/14. Atomic Safety and Licens- 
ing Appeal Panel. 3pp. 40974:054-40974:056. 

8705270062 NRC Staff motion to hold in abeyance further briefing of appeal in proceed- 
ing.* On 87051 3,Commission approved agreement w/State of IL under Section 274b 
of Atomic Energy Act of 1954.Notice of appearance & Certificate of Svc end. 
WOODHEAD.C.P. Assistant General Counsel for Hearings. #287 3490. 87/05/14. 
Atomic Safety and Licensing Board Panel. 6pp. 41042:075-41042:080. 

8705270038 Order granting staff motion to hold in abeyance further briefing of appeal in 
proceeding.Staff to file motion to terminate proceeding within 10 days of signing of 
agreement between NRC & State of IL.Served on 870519. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #287 3487. 87/05/18. 
Office of the General Counsel. 2pp. 41042:047-41042:048. 

8705270131 US Ecology Answer to NRC Staff Motion to Hold in Abeyance Further 
Briefing of Appeal.* Motion holds no existing basis & should be denied.Certificate of 
Svc end. 

WETTERHAHN, M.J. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc.). 
WETTERHAHN, M.J. Conner & Wetterhahn. #287 3524. 87/05/18. Atomic Safety and 
Licensing Appeal Panel. 7pp, 41042:009-41042:015. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 

8705070375 Requests addi info re "Reconnaissance Evaluation of Hazardous Chemical 
Migration in Groundwater in Vicinity of Low-Level Radwaste Disposal Facility,” includ- 
ing current map indicating locations of WO wells, 

WTDMAYER,D.A. Low-Level Waste & Uranium Recovery Projects Branch. 85/10/17. 
RYAN.M.T. Chem-Nudear Systems, Inc. 1p. 40857:050-40857:050. 

8705080090 Confirms arrangements for 870325-26 site visit w/NRC & EPA at Barnwell 
Low Level Waste Disposal Facility & Pinewood Hazardous Waste Facility for listed 
individuals.Concurrence & distribution record end. 

PANGBURN.G.C. Low-Level Waste & Uranium Recovery Projects Branch. 87/03/18. 
SHEALY.H. South Carolina, State of. 3pp. 40863:211-40863:213. 

8705080131 Forwards table re vol & activity of waste buried at three commercial low- 
level radwaste sites through 1986. 

NUSSBAUMER.D.A. Commissioners. 87/04/17. South Carolina, State of. 2pp. 
40875:046-40875:047. 


DOCKET 27-048 RICHLAND, WA, U,S. ECOLOGY, INC. 

8705070280 Trip rept of 850625-26 visit to Richland, WA low level waste disposal facility 
& Hanford reservation in preparation for review of license renewal 
application. Participants list end. 

VALDES, J.J. Geotechnical Branch (831001-870413). 85/07/31. KNAPP.M.R. Division 
of Waste Management (Pre 870413). 4pp. 40854:249-40854:252. 

8705080138 Forwards monthly SNM receipt & burial rept for License 16-19204-01 for 
Mar 1987 per Condition 6 & isotopic activity rept for License WN-I019-2.W/O end. 
RITTENBERG,R.B, U.S, Ecology, Inc. (formerly Nuclear Engineering. Inc.). 87/04/03. 
KNAPP,M.R. Office of Nuclear Material Safety & Safeguards, Director. Ip. 40875:048- 
40875:048. 

8705080131 Forwards table re vol & activity of waste buried at three commercial low- 
level radwaste sites through 1986. 

NUSSBAUMER.D.A. Commissioners. 87/04/17. South Carolina, State of. 2pp. 
40875:046-40875:047. 

8705260413 Forwards info on low level radwaste, including estimates of low level waste 
products disposed at site for 1 985 & 1 986. 

RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/04/29. 
JOHNSON.T. Office of Nuclear Material Safety & Safeguards.Director. 3pp. 
41039:006-41039:008. 


•8705220421 Forwards monthly SNM receipt & burial rept for Apr 1987, per License Con- 
dition S.Rept of isotopic activity as required by State of WA under License WN-1019-2 
also encl.W/o ends. 

RITTENBERG.R.B. U.S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). 87/05/07. 
KNAPP.M.R. NRC - No Detailed Affiliation Given. Ip. 41021:269-41021:269. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


8705060126 Advises that if option to remove mill tailings & mil! tailings impoundment 
from current land quality div permit area exercised.surety arrangement w/State of WY 
must be replaced w/surety acceptable to NRC. 

SMITH,R.D. Uranium Recovery Field Office. 87/04/27. LYONS.P.J. UMETCO Minerals 
Corp. (subs, of Union Carbide Corp.). 2pp. 40835:348-40835:349. 

8705060153 Forwards SER supporting licensee Gas Hills U processing facility applica- 
tion for renewal of License SUA-648. 

JIERREE.C.C., PETTENGILL,H.J. Uranium Recovery Field Office. 87/04/27. Uranium 
Recovery Field Office. Ip. 40841:057-40841:1 11. 

-8705060161 SER supporting licensee Gas Hills U mill 851230,860103,0801 & 870218 
applications for renewal of License SUA-648, authorizing operation of heap leach site 
which would be used to extract U from 0.037% grade of ore. 

JIERREE.C.C., PETTENGILL.H.J. Uranium Recovery Field Office. 87/04/30. 54pp. 
40841:058-40841:111. 

8705060287 Forwards environ assessment for UMETCO Minerals Corp supporting re- 
newal of License SUA-0648. 

JIERREE.C.C., PETTENGILL.H.J. Uranium Recovery Field Office. 87/04/27. Uranium 
Recovery Field Office. Ip. 40836:297-40837:016. 

-8705060294 Environ assessment supporting renewal of License SUA-0648. 

* Uranium Recovery Field Office. 87/04/27. 80pp. 40836:298-40837:016. 

8705060171 Forwards draft finding of no significant impact re proposed renewal of Li- 
cense SUA-648 for FR publication.Comments should be submitted within 30 days of 
date of publication in FR. 

PETTENGILL,H.J. Uranium Recovery Field Office. 87/04/28. LESAR.M. NRC - No De- 
tailed Affiliation Given. 3pp. 40841:185-40841:187. 

8705270714 Forwards A-9 collection drip sys quarterly rept for First Quarter 1987,per 
requirements of Permit GPC-84-598. Peristaltic pumps installed in Feb 1987 to inject 
acid into pump-back wells performing satisfactorily. 

LYONS,P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/04/29. 
GARLAND.W.L Wyoming, State of. 2pp. 41065:245-41065:272. 

-8705270718 “Quarterly Rept - First Quarter 1987." 

* UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/03/31. 26pp. 
41065:247-41065:272. 

8705270683 Informs of 870501 insp of limonite-stained areas on embankment of north 
evaporation pond.lnsp confirmed opinion that stains do not represent seepage from 
pond.Stains caused by oxidation of pyrite in spoils used during const. 

* United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/05/01. United Nuclear 
Corp. (subs: of UNC Resources, Inc.). Ip. 41065:244-41065:244. 

8705280099 Advises that licensee will participate in NRC Reclamation Workshop on 
870602-03 in Denver.List of designated representatives submitted. 

JONES,R. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/05/04. Urani- 
um Recovery Field Office. 1p. 41097:360-41097:360. 


DOCKET 40-0943 WAH CHANG CORP., GLEN COVE, NY 


8705290195 Partial response to FOIA requesLApp A documents re issuance of License 
STB-665 end & also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/27. SPERLING, L 
McKenna, Conner & Cuneo. 2pp. 41115:142-41115:166. 

-8705290239 Requests addI info supporting 620720 application for amend to License 
SMB-1 35,inciuding flow plan of facility operation, description of ventilation equipment &. 
procedures for monitoring alpha contamination, 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/08/01. HADLEY, C. Teledyne 
Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:149- 
41115:149. 

-8705290253 Responds to NRC request for addi info supporting application for amend 
to License SMB-1 35.Exemption from 10CFR40, "Control of Source Mail," 
requested.Thorium additions mad© at Glen Cove fadlity.Roof ventilation described. 
HADLEY, C. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville 
Div.). 62/08/13. NUSSBAUMER.D.A. Atomic Energy Commission. 2pp. 41115:150- 
41115:151. 

-8705290260 Application for amend to License SMB-1 35, changing address to reflect 
tranfer of operations involving use of thoriated mails to new plant m Huntsville.AL. 
GOW,C. Teledyne Wah Chang Albany (formerly Wah Chang Corp.). 62/08/17. Atomic 
Energy Commission. Ip. 41115:152-41115:152. 

-8705290271 Discusses licensee 620813 response to AEC 620801 request for add! info 
supporting application for amend to License SMB-1 35.Exemption from AEC licensing 
requirements denied. Addi info required to process application. 

NUSSBAUMER,D,A, Atomic Energy Commission. 62/08/28. HADLEY, C. Teledyn© 
Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville Div.). 1p. 41115:153- 
41115:153. 
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-8705290278 Responds to AEC 620829 request for addf info re application for amend 
to License SMB-1 35.Results of smear test so low no decontamination steps 
required.tndustrial Labs, Inc will conduct radiation surveys. 

HADLEY, C. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp„ Huntsville 
Div.). 62/10/26. NUSSBAUMER.D.A. Atomic Energy Commission. 2pp. 41115:154- 
41115:155. 

-8705290282 Informs of employment by Wah Chang.Inc to conduct surveys of alpha 
particle count in connection w/processing of sintered metal products containing 
thorium.Portion of Title 10 indicating acceptable radiation levels reguested. 

COOK,E.L. Industrial Laboratories. Inc. 62/10/29. Atomic Energy Commission. Ip. 
41115:156-41116:156. 

-8705290284 Provides addi info requested in telcon w/ AEC. Procedures for testing for 
airbom alpha radbactivit^/ described. 

HaDLEY.C. Teledvnv! VAn Chang Huntsville (formerly Wah Chang Corp., Huntsville 
Div.). 52/10/31 LA^’riELD.B Atomic Energy Commission. 2pp. 41115:157- 
41115:158. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8705060101 Advises that if option to remove mill tailings & mill tailings impoundment 
from current land quality div permit area exercised, surety arrangement w/State of WY 
must be replaced w/surety acceptable to NRC. 

SMITH.R.D. Uranium Recovery Field Office. 87/04/27. BAKER, S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 2pp. 40831:354-40831:355. 

8705060108 Discusses licensee semiannual ALARA rept for Split Rock U mill, per 
861022-24 audit proceedings. ALARA audit acceptable. Alleged violations noted during 
ALARA Committee audit end. 

SHOPENN.N.M., PETTENGILL.H.J. Uranium Recovery Field Office. 87/04/27. NRC - 
No Detailed Affiliation Given. 4pp. 40842:187-40842:190. 

8705270712 Submits rev to correct 870506 ltr.Amend request re points of compliance 
wells dtd 870113 not 0213. 

BAKER.S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/05/07. 
SMITH.D. Uranium Recovery Field Office. Ip. 41101:164-41101:164. 

8705280316 Fonwards Form NRC-484, “Detection Monitoring Rept," inadvertently omit- 
ted from Amend 36 to License SUA-56. 

PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/08. BAKER,S. Western Nu- 
clear, Inc. (subs, of Phelps Dodge Corp.). 2pp. 41114:120-41114:121. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8705060189 "Edgemont U Mill Decommissioning Project Annual ALARA Audit 1986," 
per License Condition 27.W/870416 Itr. 

GRIDLEY,R.L. Tennessee Valley Authority. 86/12/31. SMITH.R.D. Uranium Recovery 
Field Office. 28pp. 40842:091-40842:118. 

8705280057 Submits review of util 870416 second annual ALARA audit for Edgemont U 
Mill on 861027-29.Audit includes employee exposure records,insp log 
entries, employee training & radiological survey & sampling data. 

OLSEN,T.f., HAWKINS.E.F. Uranium Recovery Field Office. 87/05/13. Uranium Re- 
covery Field Offide, 3pp. 41101:001-41101:003. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 

8705180079 Ack receipt of end 870430 itr re views of Kerr-McGee Chemical Corp on 
proposed NRC agreement w/State of IL. Request for meeting to ensure adequate 
consideration of kerr-McGee position denied.Served on 870512. 

CARR.K.M. Commissioners. #287 3444. 87/05/12. MESERVE.R.A. Covington & Burl- 
ing. 1 p. 40936: 1 37-40936: 1 40. 

”8705180084 Requests informal meeting w/Commissioner K Carr prior to Commission 
action taken on proposed agreement w/Stale of IL. 

MESERVE,R.A, KMC, Inc. 'MESERVE.R.A. Covington & Burling. 87/04/30. CARR.K. 
Commissioners. 3pp. 40936:138-40936:140. 

8705200013 Advises of intent to file motion to terminate proceeding. Jurisdiction for 
Kress Creek site will reside in State of IL upon Commission relinquishment of author- 

L^WIS.S.H. Assistant General Counsel for Hearings. #287 3468. 87/05/14. 
KOHL.C.Nm JOHNSON, W.R., WILBER,H.A. Atomic Safety and Licensing Appeal 
Panel. 2pp. 40974:225-40974:226. 


DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 

8705120142 Revised "Radiological Contingency Plan." W/870403 Itr, 

HONEY,J.E., BISHOP.J.C. Allied-Signal Corp. 87/04/02. ROUSE, L Uranium Fuel Li- 
censing Branch. 33pp. 40894:127-40894:161. 

8705110200 Constitutes written notice of claim for property damage arising out of or in 
connection w/possession or use of radioactive mat! & tender of matter to US, per ERA 
notice of demand, AEC Contract AT-(40-1)-4S74 end, 

REICHENBACH.W. Allied-Signal Corp, 87/04/09. Office of Nuclear Material Safety & 
Safeguards, Director. 40pp. 40879:262-40879:305. 

8705120367 Confirms establishment of QA program for Metropolis Works facility.per 
NRC 861 21 1 Itr.QA program will contain listed elements. 

BISHOP.J.C. Allied-Signal Corp. 87/04/13. CUNNINGHAM, R.E. Division of Fuel Cyde 
& Material Safety (Pre 870413). 3pp. 40894:035-40894:037. 

8705260294 Forwards order, effective immediately, prohibiting filling w/UF6 or heating 
certain 48-inch cylinders mfg by WH Stewart Co of Oklahoma City,OK.Order will 
remain in effect until safety of identified cylinders certified to NRC. 

THOMPSON, H.L Office of Nuclear Material Safety & Safeguards, Director. 87/05/18. 
BISHOP.J.C. Allied-Signal Corp. 3pp. 41038:350-41038:356. 

”8705260305 Order, effective immediately.prohibiting filling w/UF6 or heating certain 48- 
inch cylinders not meeting ANSI stds, including stiffening rings.Due to incomplete mfg 
records, other cylinders made after May 1975 may also be affected. 

THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards.Director. 87/05/18. 
Allied-Signal Corp. 4pp. 41038:353-41038:356. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 


8705280132 Discusses review of Second Half 1986 environ monitoring rept for Atlas 
Minerals Moab mill based on 870224 submittal. Mill has been in standby mode since 
Apr 1984.AII required environ monitoring data has been provided. 

BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office, 87/05/08. Uranium 
Recovery Field Office. 5pp. 41097:080-41097:084. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPAR, WY 


8705130002 Informs that Apr 1986 annual rept for Mine Permit 352 reviewed by Land 
Quality District II staff & 860718 annual insp conducted. Bond amount set represents 
no change from current amount, per W.S. 35-11-41 1 (d).Annual insp rept end. 

WOOD.R. Wyoming. State of. 86/07/28. ANDRUS, N.J. American Nuclear Corp. 22pp. 
40912:233-40912:254. 

8705280484 Discusses company preference to remain as participant in domestic U 
mining & milling industry. Request for amend to License SUA-667 will be submitted fol- 
lowing negotiations w/ DOE & State of WY to obtain control over Riverton site. 
ANDRUS, N.J. American Nuclear Corp. 86/09/04. SHOPENN.N.W. Uranium Recovery 
Field Office. 2pp. 41097:181-41097:182. 

8705060077 Advises that if option to remove mill tailings & mill tailings impoundment 
from current land quality div permit area exercised.financial surety arrangement w/ 
State of WY must be replaced w/surety acceptable to NRC. 

SMITH.R.D. Uranium Recovery Field Office. 87/04/27. American Nuclear Corp. 2pp. 
40831:347-40831:348. 


8705290004 Forwards reanalysis of radon barrier thickness requirement & const specs 
for proposed 3 acre evaporation pond & synthetic liner.per NRC 870312 memo re 
Amend 27 to License SUA-667,Fee paid.W/three oversized drawings end. 
ANDRUS.N.J. American Nuclear Corp. 87/05/07. SMITH.R.D. Uranium Recovery Field 
Office. 15pp. 41 1 1 5:237-41 1 1 5:248. 

8705270618 Notifies that 870424 request to modify environ monitoring program as part 
of pending decommissioning amend not possible.Application to amend Table A of Li- 
cense SUA-667 should be resubmitted.Returns 870424 Itr. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/05/11. ANDRUS.N.J. American 
Nuclear Corp. Ip. 41101:167-41101:169. 

”8705270623 Requests that radon sampling requirements be amended so that each lo- 
cation being sampled will take continuous samples for entire quarter.each quarter. 
ANDRUS.N.J. American Nuclear Corp. 87/04/24. SHOPENN.N.M. Uranium Recovery 
Field Office. 2pp. 41101:168-41101:169. 

8705280052 Fonvards payment to cover filing cost for response to Amend 27 to Li- 
cense SUA-667. 

ANDRUS.N.J. American Nuclear Corp. 87/05/11. PETTENGILL,H. Uranium Recovery 
Field Office. 1 p. 41 097:079-41 097:079. 


DOCKET 40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 


8705070270 Forwards plots of displacement readings measured at Burrell UMTRA site 
from 870206-0401 .During 5 to 8 months since fill last placed.no displacement exceed- 
ed 0.1 ft. 

OLDHAM, J.G. MK-Ferguson Co. 87/04/20. KNAPP.M.R., SMYKOWSKI.S. NRC No 
Detailed Affiliation Given. 22pp. 40854:260-40854:281. 

8705220417 Record of 870429 telcon w/J Thiers of Morrison- Knudsen Fergusen re 
status of const at Burrell vicinity property. 

SMYKOWSKI.S. NRC - No Detailed Affiliation Given. 87/04/30. Ip. 41029:122- 
41029:122. 


DOCKET 40-6563 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8705190502 ENVIRONMENTAL ASSESSMENT FOR RENEWAL OF SOURCE MATERI- 
AL LICENSE NO. STB-401.Columbium-Tantalum Division.Docket No. 40- 
6563.(MalIinckrodt,lnc.) 

* Division of Fuel Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 
NUREG-1239. 87/04/30. 69pp. 40980:267-40980:335. 

8705220009 Forwards finding of no significant impact & environ assesment (NUREG- 
1239) re renewal of License STB-401. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/05/14. MCFADDEN.T.H. Malllnckrodt, Inc. 
2pp. 41023:167-41023:242. 

”8705220028 Notice of finding of no significant impact re renewal of License STB- 
401. Environ assessment (NUREG-1239) end. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/05/14. 77pp. 41023:169-41023:242. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


8705120097 Provides dept of environ quality observations & recommendations for sys 
improvements re “Hydrologic Monitoring for Shirley Basin Tailings Seepage Control 
Plan,” Feb 1 987 rept. 

PUCELP. Wyoming, State of. 87/04/10. MURDOCK, S. Pathfinder Mines Corp. 3pp. 
40897:133-40897:136. 


8705290046 Advises of completion of review of 870227 submittal entitled “Hydrologic 
Monitoring for Shirley Basins Tailinas Seep^e Control Plan." Review indicated that 
recharge drain not performing entirely as designed. 

PETT^GILL,H.J. Uranium Recovery Field Office. 87/06/08, HOPKINS,R. Pathfinder 
Mines Corp. 1 5pp. 41 1 1 6:243-41 1 1 6:257. 
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DOCKET 40-6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8705070096 Forwards revised "Mitigation Plan Tailings Pond Seepage," incorporating 
addi items established in 870223 meeting. Stage I evaporation/storage pond designed 
utilizing currently available space & reclamation plan final shape. 

PFAFRS.J. Petrotomics Co. (formerly Getty/ Petrotomics Co.). 87/04/06. 

HAWKINS, E.F. Uranium Recovery Field Office. Ip. 40849:345-40850:010. 

—8705070100 "Mitigation Plan Tailings Pond Seepage.” W/two oversize figures. 

* Petrotomics Co. (formerly Getty/ Petrotomics Co.). 87/04/03. 26pp. 40849:346- 
40850:010. 

8705050393 Advises that should licensee choose to remove mill tailings & mill tailings 
impoundment from current State of WY.Dept of Environ Quality land div permit 
area, financial surety arrangement must be replaced w/surety acceptable to NRC. 
SMITH.R.D. Uranium Recovery Field Office. 87/04/27. JUDAY,R.A. Petrotomics Co. 
(formerly Getty/ Petrotomics Co.). 2pp. 40810:146-40810:147. 

8705270698 Notifies of intent to participate in NRC-sponsored workshop on 870602 & 
03. 

PFAFF.S.J. Petrotomics Co. (formerly Getty/ Petrotomics Co.). 87/04/30. SMITH.R.D. 
Uranium Recovery Field Office. Ip. 41065:344-41065:344. 


DOCKET 40-6908 WAH CHANG CORP., HUNTSVILLE DIV., HUNTSVILLE, AL 

8705290195 Partial response to FOIA request. App A documents re issuance of License 
STB-665 end & also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/27. SPERLING, L. 
McKenna, Conner & Cuneo. 2pp. 41 1 15:142-41 1 15:166. 

-8705290212 Application for renewal of License STB-0665,authori2ing possession of 70 
lb thorium oxide In tungsten for welding electrodes. 

JOHNSON, J.P. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp., Hunts- 
ville Div,). 65/10/12. 3pp. 41115:144-41115:146. 

-8705290232 Application for amend to License SMB-1 35, authorizing possession & use 
of tungsten powder containing 2% by weight thorium oxide for welding electrodes. 
HADLEY,C. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville 
Div.). 62/07/20. 2pp. 41115:147-41115:148. 

-8705290287 Insp Findigs & Licensee Ack on 630828 of License STB-665. Insp 
findings:Form AtC-3 not properly posted. 

GUINN, P.R. Atomic Energy Commission. JOHNSON,J.P. Teledyne Wah Chang Hunts- 
ville (formerly Wah Chang Corp,, Huntsville Div.). 63/08/28. Ip. 41115:159-41115:159. 

-8705290290 Insp Findings & Licensee Ack on 650621 of License STB-665. Insp 
findings:no noncompliance noted. 

GUINN, P.R. Atomic Energy Commission. * Teledyne Wah Chang Huntsville (formerly 
Wah Chang Corp., Huntsville Div.). 65/06/21. Ip. 41115:160-41115:160. 

“8705290294 Notifies of expiration of License STB-665 on 651130.Renewal application 
must be received 30 days before expiration date. 

NUSSBAUMER,D.A. Atomic Energy Commission. 65/10/08. Teledyne Wah Chang 
Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:161-41115:161. 

-8705290299 Forwards amend renewing License STB-665. 

HARMON.D.F. Atomic Energy Commission. 65/10/21. JOHNSON,J.P. Teledyne Wah 
Chang Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:162- 
41115:162. 

-8705290302 License STB-665 for Wah Chang, Inc, authorizing possession & use of 70 
lb thorium contained in 2% thoriated tungsten. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/11/16, Ip. 41115:163- 
41115:163. 

-8705290307 Informs that AEC entered into agreements w/States of AL & NE for 
transfer of regulatory authority over byproduct matls, source mails & SNM in quantities 
below critical mass. Agreements will become effective 661001. 

MCBRIDE,J.A. Atomic Energy Commission. 66/09/01. Teledyne Wah Chang Hunts- 
ville (formerly Wah Chang Corp., Huntsville Div.). 2pp. 41115:164-41115:165. 

-8705290313 Renewed License STB-665 for Wah Chang, Inc.authorizing use of 70 lb 
thorium, contained in 2% thoriated tungsten. 

HARMON,D.F. Atomic Energy Commission. 65/10/21. Ip. 41115:166-41115:166. 


DOCKET 40-6940 KAWECKI BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 

8705190294 Requests submittal of application for amend to License SMB-1405 for ap- 
proval of decontamination plan for Reading facility & schedule for completion of 
effort, per 87051 2 telcon. 

ROUSE, L.C. Fuel Cycle Safety Branch. 87/05/12. GANNON,W.C. Cabot Corp. 2pp. 
40966:129-40966:130. 


DOCKET 40-7102 SHIELDALLOY CORP., NEWFIELD, NJ 

8705130146 Forwards addendum to 870422 response to NRC 861211 Itr & topographic 
map & aerial photograph.W/o ends. 

MORGENSTERN.M. Shieldalloy Corp. 87/04/29. HORN.M. Office of Nuclear Material 
Safety & Safeguards, Director. 2pp. 4091 9:290-4091 9;291. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 

8705110322 "Audit Rept of Radioactive Matl Located Next to Greenville Metals 
Greenville, PA.” 

MILLER, F. Whittaker Corp. 87/03/16. 2pp. 40884:301-40884:302. 

8705120205 Audit rept of radioactive matl located next to Greenville 
Metals,Greenville,PA. 

* Whittaker Corp. 87/04/14. 2pp. 40895:151-40895:152. 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO. IL 


8705220036 FOIA request for documents since 870330 re License SMB-911. 

SPERLING, LI. McKenna, Conner & Cuneo. 87/04/28. NRC - No Detailed Affiliation 
Given. 2pp. 41023:265-41023:266. 

8705190032 Requests that response to end request for addI info listing questions dis- 
cussed during 870409 & 10 site visit re environ assessment associated w/renewal of 
License SMB-911, be submitted by 870615. 

LAROCHE,G. Fuel Cycle Safety Branch. 87/05/12. CARLiLE,T.S. Fansteel Metals 
(subs, of Fansteel, Inc.). 5pp. 40966:300-40966:304. 

8705220043 Final response to FOIA request for documents re Fansteel.lnc under Li- 
cense SMB-91 1 .App A documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. 

SPERLING.LI. McKenna, Conner & Cuneo. 2pp. 41023:267-41023:268. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY. OK 

8705130251 Forwards "1986 Fertilizer Completion Rept,” describing application of facili- 
ty produced ammonium nitrate as nitrogen fertilizer on licensee lands near Gore.OK. 
STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/05/01. 
ROUSE,L.C. Office of Nuclear Material Safety & Safeguards, Director, 3pp. 40912:108- 
40912:232. 

—8705130254 “1986 Fertilizer Completion Rept." 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/05/01. 124pp. 
40912:110-40912:232. 

8705110065 Partial response to FOIA request for documents re Sequoyah Fuels protest 
of civil penalties & petition for remission or mitigatlon.App C documents available in 
PDR.;^p D documents withheld (ref FOIA Exemptions 5 & 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. HENSHAW.E. 
Henshaw, E. 4pp. 40879:011-40879:137. 

-8611180005 Discusses objections to licensee expansion of fertilizer program.Suggests 
response to E Henshaw 860718 complaint indicting that only issue of plant security 
has requisite specificity to be considered per 10CFR2.206. 

LIEBERMAN,J. Assistant General Counsel for Enforcement. 86/10/29. TAYLOR.J.M. 
Office of Inspection & Enforcement, Director (820201-870411). 10pp. 40879:012- 
40879:072. 

—8705110097 Comments on comprehensive waste disposal plan. Mountain of paperwork 
on program spells out obvious discrepencies. License should be suspended & dump- 
ing stopped immediately. 

BURTNER.D.S. Affiliation Not Assigned. 86/09/23. Associate General Counsel for Li- 
censing & Regulation. 9pp. 40879:073-40879:137. 

8705140154 Informs that License SUB-1010 amended to incorporate surface water 
monitoring program submitted w/851219 Itr.Review prepared in support of amend 
end. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/02/17. STAUTER.J.C. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 40920:204-40920:207. 

—8705140160 Submits review of licensee 851219 proposed surface water monitoring 
program as required by Condition 1 S.Staff found program adequate to satisfy require- 
ment set in license condition. 

SHUM.E.Y., CROW.W.T. Uranium Fuel Licensing Branch. 87/02/17. Uranium Fuel Li- 
censing Branch, 3pp. 40920:205-40920:207. 

8705070139 Requests info re end document stating NRC 821228 approval of const of 
sludge processing plant at facility.including whether or not plant built or operated & if 
any company currently processes raffinate sludge. Related correspondence. 
DEERINWAtER,J. Native Americans for a Clean Environment. f2&7 2935. 87/03/25. 
PAGE Uranium Fuel Licensing Branch. 1p. 40855:230-40855:232. 

8705120057 Advises of proposed expansion of Restricted Area 2, "Contamination 
Waste Storage Area," as reflected in end rev to Figure 3-1 , "Sequoyah Fadlity Gen- 
eral Arrangement - Fenced Area.” 

STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/03/26. 
ROUSE, L Uranium Fuel Licensing Branch. 4pp. 40895:170-40895:173. 

8705120052 Forwards description of changes to contingency plan & implementing 
procedures. Minor changes made based on experience gained from emergency drills 
conducted at facility. 

EMERSON, S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/ 
03. ROUSE,L.C. Uranium Fuel Licensing Branch. 9pp. 40895:231-40895:238. 

8705120083 Forwards Draft 2 to "1987 Emergency Exercise Manual” for exercise to be 
conducted on 870430.NRC briefing scheduled for 870429 at Carlile training ctr. 
UTNAGE,W.L. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/20. 
BANGART.R.L, Region 4, Office of Director. 1p. 40888:300-40889:054. 

-8705110324 Draft 2 to "1987 Emergency Exercise Manual." 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/18. 114pp. 
40888:301-40889:054. 

8705010083 PNO-IV-87-021 :on 870424, licensee introduced depleted UF6 as feed matl 
in initial startup phase of newly constructed processing plant.Minor difficulties associ- 
ated w/process equipment encountered during testing. 

EVEREtT.R.J., HOLLEY, L Region 4, Office of Director. 87/04/27. Ip. 40771:332- 
40771:332. 

8705010145 Advises that based on listed changes, including licensee initiation of raffi- 
nate shipment to Ambrosia Lake Mill, proceeding should be terminated. 

ROUSE, LC. Fuel Cycle Safety Branch, 87/04/28. LEWIS, S.H. Office of the General 
Counsel. 3pp. 40773:169-40773:171. 

8705060032 Motion for presiding officer to issue procedural orders & memorandums.* 
Reestablishment of abandoned Informal hearing procedures requested.Certificate of 
Svc end. 

LAMMERS.E.O. Carlile Area Residents Association. #287 3319. 87/04/28, Atomic 
Safety and Licensing Board Panel. 3pp. 40806:334-40806:336. 
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870S12008S NRC Staff response to Sequoyah Fuels Corp motion to terminate proceed- 
ing.* Ruling should be deferred pending further rept from licensee re solid waste dis- 
posal & storage plan.Certificate of Svc end. 

LEWIS, S.H. Assistant General Counsel for Hearings. #287 3381. 87/04/29. Atomic 
Safety and Licensing Board Panel. 13pp. 40874:331-40874:343. 

8705050091 Requests that DOE be apprised of requirement re proprietary info con- 
tained in rept entitled, "Probabilistic Risk Assessment of Heating UF6 Cylinders in Au- 
toclaves....” Project descriptive summary end. 

STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/01. 
ROUSE, L.C. Uranium Fuel Licensing Branch. 5pp. 40895:081-40895:084. 

8705050297 PNO-!V-87-024:on 870429, licensee announced intent to sell nuclear 
operations.No time frame for divestiture of holdings specified. 

BANGART.R.L Region 4, Office of Director. 87/04/30. 1p. 40812:003-40812:003. 

8705110362 Responds to violations noted in Insp Rept 40-8027/87-01 on 870331. Cor- 
rective actions: Emergency Procedure E-105, "Spill of Dry U Compounds’* implement- 
ed & employees trained re spills & visual insp of damaged drums. 

STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/30. 
MARTIN, R.D. Region 4. Office of Director. 3pp. 40907:073-40907:075. 

8705130066 Response of Warner Area Residents to NRC Staff response to Sequoyah 
Fuel Corp motion to terminate.* Lessons of West Chicago & Kress Creek support 
views that license include waste disposal funding guarantees.W/Certfficate of Mailing. 
SYNAR,B. Warner Area Residents Association, Warner, OK. #287 3409. 87/05/07. 
Atomic Safety and Licensing Board Panel. 3pp. 40892:258-40892:260. 

8705130183 Partial response to FOIA request re fadlity.App E documents withheld (ref 
FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. HENSHAW,E. 
Henshaw, E. 3pp. 40919:303-40919:312. 

8705180244 Final response to appeal re denial of FOIA request.Vol I already 
released.Vol II contains descriptions of UF6 fuel handling process & will continue to 
be withheld (ref FOIA Exemption 4). 

STELLO.V. Office of the Executive Director for Operations. 87/05/11. 
DEERINWATER,J. Native Americans for a Clean Environment. 3pp. 40962:234- 
40962:248. 

8705180007 Issues Amend 11 to License SUB-1 OlO.revising License Condition 22 to 
maintain up-to-date refs to radiological contingency plan.Ack receipt of 870403 re- 
sponse to Ucense Condition 22.SER supporting issuance of amend end. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/05/12. STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 40959:356-40959:360. 

»8705180013 SER recommending that License SUB-1010 be amended per 870410 Itr 
to incorporate 860820 revs to facility radiological contingency plan. 

PROVENCHER.R.B.. ROUSE.L.C. Fuel Cycle Safety Branch. 87/05/12. 3pp. 
40959:358-40959:360. 

8705180115 Issues Amend 10 to License SUB-1 01 0.incorporating replacement of Moni- 
toring Wells 2301,2302 & 2303 & abandonment of Monitoring Well ED-6, per 861219 
application. SER supporting Issuance of amend end. 

ROUSE, L.C. Fuel Cycle Safety Branch. 87/05/12. STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 40962:101-40962:106. 

“8705180122 SER recommending that License SUB-1010 be amended to incorporate 
replacement of Monitoring Wells 2301,2302 & 2303 & abandonment of Monitoring 
Well ED-6,per 861219 application. 

PROVENCHER,R„ ROiJSE.LC. Fuel Cycle Safety Branch. 87/05/12. 4pp. 40962:103- 
40962:106. 

8705180374 Ack receipt of 870430 response to 870331 notice of violation based on 
Insp Rept 40-8027/87-01 .NRC disagrees that licensee in full compliance w/CPIP-11 
on 870206,per NUREG-0762 re classification sys.Listed addi info requested. 

FISHER, W.L Region 4, Office of Director. 87/05/12. STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 40958:078-40958:082. 

8705220158 Submits status of facility actions re certain UF6 shipping cylinders fabricat- 
ed w/A 306 Gr 75 Steel stiffening rings. Cylinders filled w/UF6 solid will be temporari- 
ly held & cylinders filled w/depleted uF6 will be inspected. 

EMERSON, S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/05/ 
13. BANGART,R.L. Region 4. Office of Director. 3pp. 41020:207-41020:209. 

8705190119 Responds to 870507 request for phased reduction of Independent Over- 
sight Team coverage at facility.Phased reduction cannot be permitted at this 
time.Request will be kept under active consideration. 

STELLO.V. Office of the Executive Director for Operations. 87/05/15. 
RANDOLPH, J.G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 
40969:090-40969:090. 

8705260226 Forwards order prohibiting filling w/UF6 or heating certain 48-inch diameter 
cylinders mfg by WH Stewart Co, Oklahoma City,OK.Order effective Immediately & will 
remain In effect until safety of identified cylinders certified. 

THOMPSON.H.L Office of Nuclear Material Safety & Safeguards, Director. 87/05/18. 
STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 3pp. 
41030:017-41030:023. 

“8705260237 Order prohibiting filling w/UF6 or heating listed 48-inch diameter 
cylinders.including stiffening rings. 

THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards, Director. 87/05/18. 
Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 4pp. 41030:020- 
41030:023. 

8705270109 Sequoyah Fuels Corp response to Warner Area Residents filing.* Warner 
Area Residents interpretation of amend re waste storage capacity of site 
incorrectAmend request effort to implement waste mgt program.W/Certiflcate of Svc. 
MESERVE,R.A. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 
MESERVE.R.A. Covington & Burling. #287 3523. 87/05/18. Atomic Safety and Li- 
censing Board Panel. 5pp. 41042:022-41042:026. 

8705270580 Advises that rept "Analysis & Improvements in Handling Procedures for 
Product Cylinders Containing Liquid UF6.’' vol II will be withheld from public,per 
860420 request & 10CFR2.790. 

CUNNINGHAM, R.E. Division of Fuel <>cle, Medical, Academic & Commercial Use 
"-fety (Post 870413). 87/05/19. STAUTiER,J.C. Sequoyah Fuels Corp. (subs, of Kerr- 
Gee Nuclear Corp.). 3pp. 41065:221-41065:223. 


8705270114 Informs that time provided by NRC regulations which Commission rnay 
review Director’s Decision OD-87-07 expired. Review declined. Decision became final 
agency action on 87051 8.Served on 870520. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3506. 87/05/20. 
STRACHAN.P., BURTNER.D.S. Affiliation Not Assigned. DEER IN WATER Native 
Americans for a Clean Environment. Ip. 41042:021-41042:021. 

8705280274 Informs that staff completed review of emergency plan changes submitted 
to Region IV ofc by Itr dtd 870410. Emergency plans do not appear to decrease effec- 
tiveness of facility emergency plan.Lists areas needing better defining. 

FISHER, W.L. Region 4, Office of Director. 87/05/21 . STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 41 109:048-41109:049. 


DOCKET 40-8084 RIO ALGOM CORP., MOAB, UT 

8705070119 Notifies of issuance of end Amend 11 to License SUA-1119, changing 
Condition 54 for disposal of contaminated matl,per licensee 861215 submittal. 
SMITH,R.D. Uranium Recovery Field Office. 87/04/28. LAWTON, M. Rio Algom Corp. 
2pp. 40855:155-40855:180. 

—8705070123 Amend 11 to Ucense SUA-1119 for Rio Algom Mining Corp, authorizing 
disposal of max of 3,000 cubic yards of contaminated matls & soil at location speci- 
fied in licensee submittal within 9 months of issuance of amend. 

SMITH,R.D. Uranium Recovery Field Office. 87/04/28. 11pp. 40855:157-40855:177. 

“8705070128 Recommends approval of 861215 application for amend to License SUA- 
1119,authorizing disposal of approx 3,000 cubic yards of contaminated matl & 
soil.Basis for acceptance discussed. 

BIRCH,R.F.. PETTENGILL.H.J. Uranium Recovery Field Office. 87/04/28. Uranium 
Recovery Field Office. 3pp. 40855:178-40855:180. 

8705130115 Discusses review of Sept 1986 - Jan 1987 ALARA audit rept for Rio Algom 
Mining Co, submitted by 870303 Itr per License Condition 40.Personnel exposures 
maintained ALARA & effluent releases minimal to extent practicable. 

BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/04. Uranium 
Recovery Field Office. 3pp. 40919:265-40919:267. 

8705130263 Discusses review of semiannual environ monitoring rept for Rio Algom 
Mining Corp,Lisbon U mill for Jul-Dec 1986, submitted by util 870302 Itr.Rept accepta- 
ble & no licensing action necessary. 

BRICH,R.F., PETTENGiLL,H.J. Uranium Recovery Field Office. 87/05/04. Uranium 
Recovery Field Office. 4pp. 40911:072-40911:076. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 

8705060335 Notifies that should Exxon Corp choose to remove mill tailings & tailings 
impoundment from permit area,financial surety arrangement w/State of WY must be 
replaced w/surety acceptable to NRC.Commission requirements listed. 

SMITH, R.D. Uranium Recovery Field Office. 87/04/27. RANGE,D. Exxon Corp. 2pp. 
40837:022-40837:023. 

8705280066 Ack receipt of 870428 archeological & historical artifact survey.Survey rep- 
resents accurate cultural resource inventory & acceptable. 

HAWKINS, E.F. Uranium Recovery Field Office. 87/05/13. Exxon Corp. Ip. 41101:005- 
41101:005. 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO., BROOMFIELD, CO 


8705180175 Informs that two areas on refinery site contaminated by unauthorized dis- 
posal of byproduct matl wastes from Rocky Mountain Energy (RME) former Nine Mile 
lake in situ leach facility,adequately cleaned by RME contractor. 

SMITH,R.D. Uranium Recovery Field Office. 87/05/11. GLASER,R.J. Amoco Oil Co. 
Ip. 40954:123-40954:128. 

—8705180188 Discusses review of Rocky Mountain Energy (RME) Amoco site remedi- 
ation rept re cleanup actions.Amoco site cleanup completed by 861230 & RME con- 
tracted lab performed final verification survey.Adequacy of response under review. 
JIERREE,C.C., PETTENGILUH.J. Uranium Recovery Field Office. 87/05/11. Uranium 
Recovery Field Office. 5pp. 40954:124-40954:128. 


DOCKET 40-8452 ROCKY MOUNTAIN ENERGY CO., BROOMFIELD, CO 


8705280186 Submits status of Bear Creek U Co mill to satisfy Condition 21 of License 
SUA-1310.Land use within 5 miles of restricted area boundry remain as described in 
June 1982 environ rept, renewal application. 

BLOSSOM.J.N. Bear Creek Uranium Co. 86/08/19. GRACE, S. Uranium Recovery 
Field Office. Ip. 41097:071-41097:071. 

8705120002 “Water Quality Data First Quarter 1987." 

* Rocky Mountain Energy Co. 87/03/31. 3pp. 40898:349-40898:351. 

8705060125 Advises that applications to NRC for approval of financial surety arrange- 
ments should be submitted to U Recovery Field Ofc 60 days prior to removal of tail- 
ings or tailings impoundmentAcceptable surety arrangements listed. 

SMITH, R.D. Uranium Recovery Field Office. 87/04/27. SCOTT,E. Bear Creek Uranium 
Co. 2pp. 40831:356-40831:357. 

8705060164 Discusses change of fee classification for licensee 860912 & 870113 & 
0401 requests for mods to License SUA-1310.Requests originally scheduled for non- 
fee review.Submittals will now be assessed for amend fee.Fee classification memo 
end. 

HAWKINS,E.F. Uranium Recovery Field Office. 87/04/29. WEISS.D.J. License Fee 
Management Branch. 2pp. 40837:044-40837:045. 

8705060149 Reviews licensee 860731 & 870120 submittals of environ & personnel 
monitoring repts for 1986, per previously reported data & applicable stds.Licensee ap- 
pears to be maintaining emissions & exposures ALARA.No licensing action required. 
JACOBY,D.L., HAWKIhrs,E.F. Uranium Recovery Field Office. 87/04/30. Uranium Re- 
covery Field Office. 4pp. 40837:104-40837:107. 
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8705280154 Submits findings of licensee 860819 submittal of 1986 land use survey as 
required by Condition 21 of License SUA-1310. Land use within 8 km radius of mill 
unchanged since 820630 submittal of environ rept 

JACOBY.D.L., HAWKINS.E.F. Uranium Recovery Field Office. 87/05/07. Uranium Re- 
covery Field Office. 2pp. 41114:115-41114:116. 


DOCKET 40-8502 IIALAPAi RESOURCES CO., PHOENIX, AZ 


8705280166 Forwards “Aquifer-Aquitard Characterization Production Units 2 & 3:lrigaray 
Mine.” Review of rept & declaration that integrity of interburden unit demonstrated re- 
quested. 

RUTLEDGE.C. Westinghouse Electric Corp. 86/09/04. SHAFFER, R.. HOGG.S. Wyo- 
ming, State of. 2pp. 41095:024-41095:124. 

-8705280177 “Aquifer-Aquitard Characterization Production Units 2 & 3: Irigaray Mine." 
* Canonie, Inc. 86/09/04. 99pp. 41095:028-41095:124. 

8705060177 Clarifies 870330 Itr re necessity to inject fluids underground due to unex- 
pected conditions under Permit 478. Understands that injection not permitted w/o 
addi permit action. 

RUTLEDGE.C. Westinghouse Electric Corp. 87/04/14. MANCINI,A.J. Wyoming, State 
of. 2pp. 40841:188-40841:189. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8705280095 Details plans re radiation safety officer under Licenses SUA-1350 & 49- 
19005-01 .per M Shopen request.C Hill & D Roybal will take Texas Nuclear training 
course in Fall. Upon completion of course, licenses will be amended. 

HILL.C. Union 76 Minerals. 86/09/10. HAWKINS.E. Uranium Recovery Field Office. 
Ip. 41098:001-41098:001. 

8705060330 Notifies that should Mineral Exploration Co choose to remove mill tailings & 
tailings impoundment from permit area, financial surety arrangement w/State of WY 
must be replaced by surety acceptable to NRC.Requirements listed. 

SMITH.R.D. Uranium Recovery Field Office. 87/04/27. HILL,C. Minerals Exploration 
Co. (subs, of Union Oil Co. of California). 2pp. 40837:020-40837:021. 

8705280101 Forwards approval of exception re end 870303 request to continue use of 
existing U mill tailings pile in Sweetwater U Project in State of WY Red Desert. 
POTTER.J.C. Environmental Protection Agency. 87/05/01. HILL,C.Z. Minerals Explo- 
ration Co. (subs, of Union Oil Co. of California). 3pp. 41098:002-41098:004. 

8705280100 Reviews licensee 870218 submittal of results of environ monitoring for 
Third & Fourth Quarters 1986.AII sampling results for second half of 1986 consistent 
w/prior results. No addI data required.No licensing action necessary. 

SHOPENN,N.M. Uranium Recovery Field Office. 87/05/07. Uranium Recovery Field 
Office. 3pp. 41114:112-41114:114. 

8705120346 Forwards Radiation Safety Insp Rept 40-8584/87-01 on 870428- 30. No vio- 
lations or deviations noted. 

PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/08. Minerals Exploration Co. 
(subs, of Union Oil Co. of California). 2pp. 40915:015-40915:024. 

-8705120352 Insp Rept 40-8584/87-01 on 870428-30.No violations or deviations 
noted. Major areas inspected:mgt organization & controls/operations review,operator 
training & retraining, maint survdilance & testing & radiation protection. 
SHOPENN,N.M., PETTENGILL,H.J. Uranium ifecovery Field Office. 87/05/08. 8pp. 
40915:017-40915:024. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 


8705120401 Informs of implementation of groundwater detection monitoring program 
per License Condition 48 of License SUA-1358.Fee paid. 

HAMRICK,J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/04/27. 
PETTENGILL,H.J. Region 4, Office of Director. 40pp. 40895:035-40895:074. 

8705280099 Advises that licensee will participate in NRC Reclamation Workshop on 
870602-03 in Denver.List of designated representatives submitted. 

JONES,R. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/05/04. Urani- 
um Recovery Field Office. Ip. 41097:360-41097:360. 


DOCKET 40-8684 WESTERN NUCLEAR, INC., LAKEWOOD, CO 


8705280436 Forwards listed supplemental info to 860627 amend request for approval of 
monitor well upper control limits,per 860729 & 0801 telcons. 

WICHERS,D.L. Malapai Resources Co. 86/08/06. GRACE, S. Uranium Recovery Field 
Office. 5pp. 41097:165-41097:169. 

8705280133 Responds to NRC 860813 Itr re violations noted in Insp Rept 40-8684/86- 
01 .Licensee does not agree w/violation re performance of baseline 
urinalysis.Employees not assigned to site until 860626. W/one oversize drawing. 
DEASON.C. Malapai Resources Co. 86/08/15. Uranium Recovery Field Office. 15pp. 
41114:097-41114:111. 

8705280438 Provides rept on evaporation pond leak reported to NRC on 860729.Cause 
of reservoir leak determined to be inadequate seam patch.Patch repaired.Results of 
repair over past 26 days show that leak mitigated.One oversize figure end. 

BROWN,K. Malapai Resources Co. 86/08/26. GRACE, S. Uranium Recovery Field 
Office. 8pp. 41114:089-41114:096. 

8705120067 “Discharge Monitoring Rept, First Quarter 1987.” W/870416 Itrs. 
WICHERS.D.L. Malapai Resources Co. 87/03/31. WAGNER, J. Wyoming, State of. 
3pp. 40895:239-40895:241. 

8705280475 Application for amend to License SUA-1 337, incorporating administrative 
changes to license, changes to aquifer restoration plan & approval for usage of two 
addi reductants.Supporting documentation encl.Fee paid. 

WICHERS,D.L. Malapai Resources Co. 87/04/23. HAWKINS.E. Uranium Recovery 
Field Office. 92pp. 41105:146-41105:238. 


8705280282 Forwards Page 17a of Attachment 2 & replacement resumes for State of 
WY director of operations & operations superintendent 860530 QA/QC 
documentPages inadvertently omitted from 870423 request for amend to License 
SUA-1 337. 

* Malapai Resources Co. 87/04/27. HAWKINS.E. NRC - No Detailed Affiliation Given. 
31pp. 41097:221-41097:251. 

8705270667 Fonvards “Third Quarterly Operations Rept Jan-Mar 1987” & “Second 
Semiannual ALARA Audit Oct 1986 - Mar 1987." 

BROWN, K.J., WICHERS.D.L. Malapai Resources Co. 87/04/28. GRACE.S. Uranium 
Recovery Field Office. Ip. 41080:001-41080:072. 

-8705270671 “Third Quarterly Operations Rept Jan-Mar 1987.” 

* Malapai Resources Co. 87/03/31. 57pp. 41080:002-41080:059. 

-8705270676 “Second Semiannual ALARA Audit Oct 1986 - Mar 1987.” 

* Malapai Resources Co. 87/03/31. 13pp. 41080:060-41080:072. 

8705280152 Forwards rept re solution spillage on 870427.Solutions contained within 
bermed spillage containment area & collected for disposal in south evaporation pond. 
WICHERS.D.L. Malapai Resources Co. 87/05/01. GRACE.S. Uranium Recovery Field 
Office. 3pp. 41097:085-41097:087. 

8705280020 Ack receipt of 870501 submittal re 870427 solution spillage & confirms that 
vendor promptly notified NRC of event & corrective actions taken within required time 

K sriod.Actions taken considered proper & responsive to incident. 

AWKINS.E.F. Uranium Recovery Field Office. 87/05/12. Malapai Resources Co. Ip. 
41065:346-41065:346. 

8705280060 Ack receipt of 870331 submittal re 870301 south evaporation pond leak & 
confirms that licensee promptly notified NRC of event.Corrective actions taken within 
required time period & considered proper & responsive to incident. 

HAWKINS,E.F. Uranium Recovery Field Office. 87/05/12. Malapai Resources Co, Ip. 
41100:360-41100:360. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8705130171 Reviews 870310 submittal of semiannual environ monitoring rept for Jul- 
Dec 1986.AII monitoring performed in accordance w/License Conditions 30 & 32 of 
License SUA-1 371 .No significant trends identified.No licensing warranted. 

BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/05. Uranium 
Recovery Field Office. 3pp. 40919:298-40919:300. 

8705270703 Responds to NRC 870415 Itr re violations noted during insp on 870224- 
26.Corrective action:calibr of radiation detection instrumentation done on site. 
THAMM,J.K. Plateau Resources, Ltd. 87/05/06. PETTENGILL,H. NRC - No Detailed 
Affiliation Given. 2pp. 41101:162-41101:163. 

8705280199 Ack receipt of 870413 Itr of creditRevised surety, incorporating correction 
for long-term surveillance shortfall & absence of automatic renewal clause within irrev- 
ocable Itr of credit,required within 30 days. 

PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/11. BERG,R.T. Plateau Re- 
sources, Ltd. Ip. 41097:088-41097:088. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 


8705120099 "Quarterly Rept for Jan-Mar 1987." 

LOUDERBACK,T.E. Cleveland-Cliffs Iron Co. 87/04/24. SMITH,R.D. Uranium Recov- 
ery Field Office. 2pp. 40894:023-40894:024. 

8705060058 Discusses licensee quarterly rept for First Quarter 1 987. Facility remained 
shutdown during quarter.Activities limited to radiation & environ monitoring.Quarterly 
rept acceptable, therefore,no followup action necessary. 

KONWINSKLG.R., HAWKINS,E.F. Uranium Recovery Field Office. 87/04/29. Uranium 
Recovery Field Office. 2pp. 40831:342-40831:343. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 


8705210592 Forwards preliminary results of confirmatory survey of Chemetron-McGean 
Industrial Dump site.Numerous locations of surface & subsurface contamination ex- 
ceeding 35 pCi/g guideline level for U-238 still remain. 

BOERNER,A.J. Oak Ridge Associated Univs. 86/03/27. COOL,D.A. Uranium Fuel Li- 
censing Branch. 25pp. 41016:165-41016:190. 

8705130122 Requests comments re release for unrestricted use of part of site de- 
scribed in 861022 Itr & per 870423 telcon.Straight average of figures reported on grid 
lines 120N & higher yielded average value of 28.43 pc/g per end tape. 

ZELLNER,R.J. McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 87/04/24. 
LAR(X3HE,G. Office of Nuclear Material Safety & Safeguards,Director. 3pp. 

40911:009-40911:011. 

8705130209 Requests release of site described by licensee 861022 Itr for unrestricted 
u8e.Straight average of grid scan figures, taken following 870423 telcon,yielded aver- 
age value of 28.43 pc/g as indicated on end. 

ZELLNER,R.J. McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 87/04/24. 
LAROCHE,G. Office of Nuclear Material Safety & Safeguards, Director. 3pp. 

40911:104-40911:105. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8705070211 Forwards Amend 15 to License SUA-1 387, authorizing installation & oper- 
ation of temporary ion exchange columns, per 870213 request.! wo stipulations cited 
re personnel alpha monitoring. 

SMITH.R.D. Uranium Recovery Field Office. 87/04/27. STAUTER,J.C. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 40850:047-40850:076. 

-8705070221 Amend 15 to License SUA-1 387 for Sequoyah Fuels Corp, authorizing in- 
stallation & operation of temporary ion exchangers. 

SMITH.R.D. Uranium Recovery Field Office. 87/04/27. 22pp. 40850:049-40850:070. 
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~8705070226 Recommends that License SUA-1387 be amended by adding License 
Condition 64 authorizing installation & operation of two temporary ion exchange col- 
umns. 

GRACE, S.R. Uranium Recovery Field Office. 87/04/23. Uranium Recovery Field 
Office. 6pp. 40850:071-40850:076. 


DOCKET 40-8786 URAMIUM RESOURCES, IMC., RICHARDSON, TX 

8705280313 Expresses concern over status of regulatory disposition surrounding resto- 
ration & stability efforts at subj in situ U pilot projectRequests final determination of 
satisfactory restoration which will allow decommissioning. 

CLEMENT, R.F. Uranium Resources, Inc. 87/04/29. WOOD.R. Wyoming, State of. 
2pp. 41114:118-41114:119. 


DOCKET 40-8800 ^CGEAH DISPOSAL DUMP, NEWBURGH HEIGHTS, OH 

8705210592 Forwards preliminary results of confsrmatoiy survey of Chemetron-McGean 
Industrial Dump site.Numerous locations of surface & subsurface contamination ex- 
ceedinc 35 cCi/g guideline level for U-238 still remain. 

EOF.PNEP..i J. Oak Ridcc &.sncc= 2 ied L'nivs. 86/03/27. COOL.D.A. Uranium Fuel U- 
censing Branch. 25pp. - ' C itf - ' o5-‘. = 0' 5 1 9 j. 

8705130122 Requests comments re release for unrestricted use of part of site de- 
scribed in 861022 Itr & per 870423 t-nlccn. Straight ava'ace cf 'igures reported on grid 
liros 120N o h>hn' y'oldc- d ave^-ace va c.' oc'o p-r end tape. 

ZELLMEm.R.. L'cGecn Rciico. Ir^. (fermony L^:Gc£:- Chem.za: Co.. Inc.). 87/04/24. 
LAFOCi-'E,G Cf'icc- ot \ucica- Material Safety & Safeguards, Director. 3pp. 

40911:009-40911:011. 

8705130209 Requests release of site described by licensee 861022 Itr for unrestricted 
use.Strp/ght avo-a^c cf grk; scar' igLiv-s taken following 870423 telcon,yielded aver- 
age .a je 0* 28 -Ci a-c/c as c" c-rc’ 

ZELLNER,R.-. -.'c'ieari’-Rcnco, i.fcr'.-.or'v McGean Chemical Co., Inc.). 87/04/24. 
LAROCHE, G oi ^luciey ..riai Safety & Safeguards. Director. 3pp. 

40911:104-40911:105. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8705050384 Forwards ALARA rept for 6 months ending 861231.W/0 end. 
COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 87/02/27. 
GONZALES.R. Uranium Recovery Field Office. Ip. 40810:015-40810:015. 

8705120164 Advises of approval of land application of reverse osmosis water from east 
cell of evaporation ponds, only if water meets drinking water stds.No discharge to sur- 
face water courses allowed. 

GRAMS, D. Nebraska, State of. 87/04/14. COLLINGS.S.P. Ferret Exploration Compa- 
ny of Nebraska, Inc. Ip. 40895:227-40895:227. 

8705060088 Summarizes Ferret Exploration Co of Nebraska.Inc 870207 semiannual 
ALARA aiidi" :’Cpt for facilit,.' fer G6C70'! 231 . ALARA concept being incorporated into 
radiation s-rery o-rg.-ar-.No fL.'ir.:.-' 2 c:.c-' required. 

KONWINSKi.G.r?., hAWK!''.S,E.“. j.'u.'.iur-.’ Recovery Field Office. 87/04/27. Uranium 
Recovery Field Office. 3pp. 40831:351-40831:353. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

8705280210 Advises that end listed info being submitted to State of WY Dept of Envi- 
ron Quality, Land Quality Div & NRC U Recovery Field Ofc in suppMort of Everest Miner- 
als Corp in situ mining permit appplications.W/six oversized drawings. 

* Everest Minerals Corp. 86/08/18. Everest Minerals Corp. 57pp. 41114:032- 
41 1 14:088. 

8705120066 Requests approval of proposed monitoring network for Section 21 mine 
area.Map of "20” & "SO” sand ore zones encl.W/o ends. 

MORZENTLS.P. Evergreen International Airlines. 87/04/15. OLSEN, T.T. Region 4, 
Office of Director. 1p. 40895:230-40895:230. 

8705130126 Forwards draft finding of no significant impact re new source matl license 
for publication in FR.Comments on draft finding should be submitted within 30 days of 
FR publication date. 

HAWKINS, E.F. Uranium Recovery Field Office. 87/05/04. LESAR.M. Office of the 
Secretary of the Commission. Ip. 40919:270-40919:272. 

-8705130138 Notice of draft finding of no significant impact re new source & byproduct 
matl license for operation of Everest Minerals Corp, Highland site.iocated in Converse 
County, WY. 

HAWKINS, E.F. Uranium Recovery Field Office. 87/05/04. 2pp. 40919:271-40919:272. 

8705280075 Recommends acceptance of Everest Minerals Corp 870304 stated cost es- 
timate for reclamation of presently described site decommissioning & reclamation 
plan.Shortfalls discussed not considered significant w/15% contingency. 

ROSE.H.D., PETTENGILL.H.J. Uranium Recovery Field Office. 87/05/11. Uranium Re- 
covery Field Office. 3pp. 41 101:131-41 101:133, 


8705280077 Informs that review of interim stabilization portions of Bluewater Mill recla- 
mation plan submitted w/861125 Itr completed.Review indicates that specific time- 
frame for recontouring tailings necessary. 

PETTENGILL,H. Uranium Recovery Field Office. 87/05/08. Anaconda Co. (subs, of 
Atlantic Richfield Co.). Ip. 41098:024-41098:024. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, HM 


8705120175 Fonvards “Homestake Mining Co Grants Operation Emission Control 
Device Program,” inadvertently omitted from 870401 itr. 

KENNEDY, E.E. Homestake Mining Co. 87/04/13. PETTENGILL.H.J. Uranium Recov- 
ery Field Office. Ip. 40895:174-40896:226. 

-8705120177 "Homestake Mining (Co Grants Operation Emission Control Device Pro- 
gram." 

FARRELL.R.F., KENNEDY, E.E., PARKER.J.M. Homestake Mining Co. 86/12/15. 
52pp. 40895:175-40895:226. 

8705280151 Forwards response to NRC 870309 comments on licensee tailing stabiliza- 
tion & site reclamation plan.Licensee will make single.final rev to plan when all NRC 
concerns addressed & general consensus reached. 

KENNEDY.E.E. Homestake Mining Co. 87/04/28. PETTENGILL.H.J. Uranium Recov- 
ery Field Office. 75pp. 41097:283-41097:359. 

8705270657 Forwards, “Licensing Assistance/Geotechnical & Hydrological Evaluations/ 
URFO.Task Order 2," final rept for review of Homestake Mining Co submittal for Milan 
Mill. 

VASQUEZ,R.J. Goodson & Associates, Inc. NRC-3 1-85-377. 87/05/01. GARCIA.P.J. 
Uranium Recovery Field Office. Ip. 41065:326-41065:340. 

“8705270663 "Licensing Assistance/Geotechnical & Hydrological Evaluations/ 
URFO.Task Order 2,” final rept. 

* Goodson & Associates. Inc. NRC-31 -85-377. 87/04/30. NRC - No Detailed Affili- 
ation Given. 14pp. 41065:327-41065:340. 


DOCKET 40-8904 KENNECOTT CORP./L-BAR URANIUM FACILITY, SALT UKE 
CITY, 


8705280237 Forwards “Groundwater Monitoring Near L-Bar Tailings, First Semiannual 
1986 Analysis.” W/o end. 

TRBOVICH.A.M. Kennecott Corp. 86/09/04. ROSE.H. Uranium Recovery Field Office. 
BOSTICK.K. New Mexico, State of. Ip. 41097:089-41097:089. 

8705280054 Forwards “Rock Durability Testing Plan for L-Bar U Mine” & “Disposal of 
Precipitated Salts at L-Bar U Mine.” Repts address specific issues raised during pre- 
liminary review of L-Bar U Mine & Mill reclamation & closure plan. 

GRAHAM, D.L INTERA Technologies, Inc. 87/04/27. PETTENGILL.H.J. Uranium Re- 
covery Field Office. Ip. 41100:131-41100:143. 

“8705280056 "Rock Durability Testing Plan for L-Bar U Mine.” 

* INTERA Technologies. Inc. 87/04/30. 5pp. 41100:132-41100:136. 

“8705280062 "Disposal of Precipitated Salts at L-Bar U Mine.” W/one oversize end. 

* INTERA Technologies. Inc. 87/04/30. 7pp. 41100:137-41100:143. 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8705120043 Forwards “Quivira Mining Co Ambrosia Lake Groundwater Monitoring Rept 
for Second Quarter 1986," per Discharge Plan DP-169 & “Old Stope Leaching Moni- 
toring Rept for Discharge Plan DP-362, for Second Quarter 1986. 

CLEVELAND. J.E. Quivira Mining Co. 87/01/21. OLSON.T. Uranium Recovery Field 
Office. 2pp. 40895:358-40896:023. 

“8705120049 "Quivira Mining Co Ambrosia Lake Groundwater Quality Monitoring Rept 
for Second Quarter 1 986." 

• Quivira Mining Co. 86/06/30. 24pp. 40895:360-40896:022. 

“8705120056 “Old Stope Leaching Monitoring Rept for Second Quarter 1986.” 

• Quivira Mining Co. 86/06/30. 1p. 40896:023-40896:023. 

8704030409 Forwards radiation safety & emergency response program manual for 
review,per NRC 870219 Itr.Manual addresses deficient areas noted in 860912 insp & 
author 861112 respnses.Resportse to End 1 also end. 

STAUTER.J.C. Quivira Mining Co. 87/03/20. PETTENGILL,H. Uranium Recovery Field 
Office. 18pp. 40884:00340884:267. 

“8705110244 "Radiation Safety & Emergency Response Programs.” 

• Quivira Mining Co. 87/03/31. 247pp. 40884:021-40884:267. 

8705270724 Provides summary of 870331 site visit to Kerr-McGee Ambrosia Lake U 
mill. 

WILL1AMS,R.E. Williams & Associates. 87/04/13. OLSON.T. Uranium Recovery Field 
Office. 3pp. 41 064:34341 064:345. 

8705060130 Forwards notice of intent to modify effluent for Discharge Plan 71 & appli- 
cation for amend to License SUA-1473 to NRC, reflecting change in discharge into 
Section 4 ponds.Process of changes discussed. 

STAUTER.J.C. Quivira Mining Co. 87/04/14. LEWIS, G. New Mexico, State of. Sop. 
40842:203-40842:216, 

8705050399 Requests response to end comments based on review of 870320 re- 
sponse to NRC concerns noted in 870219 Itr re methods & procedures to control 
d usting from tailings within 30 days of Itr date. 

PETTENGILUH.J. Uranium Recovery Field Office. 87/04/27. STAUTER.J.C. Quivira 
Mining Co. 2pp. 40810:151-40810:152. 

8705060118 Requests supp! to 870106 amend request should Kerr-McGee decide to 
conduct U recovery by iniecting chemically fortified mine water into previously mined 
stopes, within 30 days.SuppI should meet discussed objectives. 

PETTENGILL,H.J. Uranium Recovery Field Office. 87/04/28. STAUTER.J.C. Kerr- 
McGee Corp. 2pp. 40831:358-40831:359. 
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8705280079 Requests addi info re end pages of "Ambrosia Lake Mill Tailings Stabiliza- 
tion Rept, including complete decription of sampling & analytical procedures used & 
explanation of discrepancy between rept & discharge rept for Jul 1986 
KNUDSON.M.O. Environmental Protection Agency. 87/04/28. STAUTER.J.C. Quivira 
Mining Co. 9pp. 41098:015-41098:023. v... wumra 

8705180041 Forwards Amend 2 to License SUA-1473 for Quivira Mining Co, revising 
Condition 30 to read as listed. “ ^ 

SMITH, R.D. Uranium Recovery Field Office. 87/05/06. CLEVELAND JE Quivira 
Mining Co. Ip. 40960:341-40960:358. wu ira 

-8705180046 Amend 2 to License SUA-1473 for Quivira Mining Co, authorizina posses- 
sion & use of U at Ambrosia Lake facility. ^ ^ 

SMITH,R.D. Uranium Recovery Field Office. 87/05/06. 5pp. 40960:342-40960:355. 


8705200002 Informs that 870326 request for approval of route for transport of spent 
reactor fuel from Ann Arbor,MI to DOE Savannah River plant, Aiken, SC approved. Data 
re arrangments & approved route end. 

MACDONALD,C.E. Transportation Branch. 87/05/15. KERR.W. Michigan, Univ. of, 
Ann Arbor, Ml. 16pp. 40987:233-40987:248 


Q. Inspection reports, IE Bulletins & correspondence 

8705110165 Forwards Exam Rept 50-002/87-0 10L of exam administered during wk of 
870414. 

HEHL.C.W. Region 3, Office of Director. 87/05/05. KERR,W. Michigan, Univ. of, Ann 
Arbor. Ml. Ip. 40881:255-40881:302. 


“8705180049 Recommends issuance of Amend 2 to License SUA-1473 amendina Li- 
cense Condition 30 as listed. 

SHOPENN,N.M., PETTENGILL.H.J. Uranium Recovery Field Office. 87/05/05. Urani- 
um Recovery Field Office. 3pp. 40960:356-40960:358. 


8705280067 Discusses potential conflict between specified response date to 870427 Itr 
& reclamation conference scheduled for 870602-03.Response time extended to 
87061 9 so that info presented at conference may be used to formulate response 
PETTENGILUH.J. Uranium Recovery Field Office. 87/05/07, STAUTER.J.C. Goodson 
& Associates, Inc. Ip. 41101:130-41101:130. 


DOCKET 40-8907 UNITED NUCLEAR CORP., SANTA FE, NM 


■8705110170 Exam Rept 50-002/87-01 OL on 870414.Exam results:both candidates 
passed. Exams & answer keys end. 

HARE,E.A., RIDGWAY.K.R., BURDICK,T.M. Region 3, Office of Director. 87/05/04 
47pp. 40881:256-40881:302. 


V. Operator Examinations 

Forwards Exam Rept 50-002/87-01 OL of exam administered during wk of 

870414. 

HEHL,C.W Region 3. Office of Director. 87/05/05. KERR,W. Michigan. Univ. of. Ann 

Arbor, Ml. Ip. ^0881 :255-<i08B;:302. 


8705120260 Forwards review of documents pertaining to United Nuclear Corp mill tail- 
ings ponds near Church Rock,NM.Documents reviewed listed. 

WTLLIAMS,R.E. Williams & Associates. 87/03/23. OLSON,T. Uranium Recovery Field 
Office. 37pp. 40895:085-40895:121. 

8705120191 Comments on 870402 site visit to United Nuclear Corp U mill. In context of 
four listed documents reviewed prior to visit. Due to expected reequilibration 
process,observation of water quality monitoring data from wells in alluvium recom- 
mended. 

WILLIAMS,R.E. Williams & Associates. 87/04/13. OLSON, T. Uranium Recovery Field 
Office. 4pp. 40894:2 1 6-40894:2 1 9. 


-8705110^0 Exam Rept 50-002/87-01 OL on 87041 4.Exam results:both candidates 
passed.Exams & answer keys end. 

HARE,E.A., RIDGWAY.K.R., BURDICK, T.M. Region 3, Office of Director. 87/05/04 
47pp. 40881:256-40881:302. 

DOCKET 50-3 INDIAN POINT STATION, UNIT 1 

F. Security, medical, emergency & fire protection plans 


DOCKET 40-8911 MOBIL ALTERNATIVE ENERGY, INC., BOULDER, CO 


8705060154 Forwards "Request for Restoration Parameter Mod at Mobil Pilot In Situ 
Leach U Project,Crownpoint,NM," for info. Request contains results of sampling of 
well field groundwater during ongoing stability period. 

CULLEN, J.F. Mobil Alternative Energy. Inc. 87/04/15. ANDREWS, J.M. Interior, Dept 
of. Geological Survey. 1 p. 40835:350-40835:350. 


»oi^iwii wi riov o lu riui^cuuits ir-i' 

ological Data" & table of contents. W/870505 release memo. 

SELMAN M. Consolidated Edison Co. of New York. Inc. 87/04/15. Document Control 
Branch (Document Control Desk). 4pp. 40854:089-40854:109. 




•®J0^50®0029 Public version of Rev 3 to Procedure IP-1016, “Obtaining Meteorological 
• Consolidated Edison Co. of New York, Inc. 87/04/15. 17pp. 40854:093-40854:109. 


8705270694 Ack receipt of 870504 Itr requesting amend to License SUA-1479 NRC 
cannot initiate review of request w/o required application fee. 

HAWKINS.E.F. Uranium Recovery Field Office. 87/05/19. CULLEN.J.F. Mobil Coal 
Producing, Inc. Ip. 41101:161-41101:161. 


DOCKET 40-8913 UNITED NUCLEAR CORP., GALLUP, NM 


8705270644 Expresses appreciation for courtesy extended during recent visiLSchedule 
re work that must be done in order to submit acceptable tailings reclamation plan pro- 
vided. r r- 

VELASQUEZ.J.R. UNC Resources, Inc. 86/07/01. PETTENGILLH. NRC - No De- 
tailed Affiliation Given. Ip. 41101:153-41101:153. 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 

8705120080 "Second Quarterly ALARA Audit.Jan-Mar 1987." W/870424 Itr. 
CATHPOLE,G.J. Altair Resources, Inc. 87/03/31. KONWINSKI.G. Uranium Recovery 
Field Office. 10pp. 40894:025-40894:034. 

8705060169 Discusses licensee 870424 Itr forwarding quarterly ALARA audit covering 
restoration activities at Bison Basin site, per License Condition 15.No trends of con- 
cern identified.NRC agrees w/iicensee conclusions.No further action necessary. 
KONWINSKi.G.R., HAWKINS.E.F. Uranium Recovery Field Office. 87/04/29. Uranium 
Recovery Field Office. 3pp. 40841:182-40841:184. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8705120106 Notification of 870520 meeting in Kansas City.KS to discuss permitting & 
aquifer exemption activities in Crow Butte Class III U project near Crawford. 
LANGEMEIER.R.N. Environmental Protection Agency. 87/04/22. KONWINSKI.G. Ura- 
nium Recovery Field Office. Ip. 40894:022-40894:022. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


horwaros public version of revs to Procedures IAP-1,IAP-3, IAP-5,IAP-7 & 
IAP-13 of Book 1 & Procedures IP-1 002, IP-1 034 & IP-1045 of Book 2 of emergency 
procedures document. W/870505 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/04/22. Document Control 
Branch (Document Control Desk). 3pp. 40853:137-40853:227. 


“8705070154 Public version of revs to Procedures IAP-1,IAP-3,IAP-5,IAP-7 & IAP-13 of 
Book 1 & Procedures IP-1 002,IP-1 034 & IP-1045 of Book 2 of emergency procedures 
document. 

* Consolidated Edison Co. of New York, Inc. 87/04/22. 89pp. 40853:140-40853:227. 

8705280430 Forwards Safeguards Insp Repts 50-003/87-01 & 50-247/87-10 on 
870330-0401 & 03.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 87/05/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41107:266-41107:274. 


“8705280442 Insp Repts 50-003/87-01 & 50-247/87-10 on 870330-0401 & 03. No vio- 
lations noted.Major areas inspectGd:nuclear matl control & accounting, including orga- 
nization & operation, shipping & receiving & storage & internal control. 

RATTA,A.D., KEIMIG.R.R. Region 1, Office of Director. 87/05/05. 7pp. 41107:268- 


P. Operating license stage documents & correspondence 


8705060219 Summary of 870403 meeting w/util In Bethesda.MD re environ info needed 
to support decommissioning plan.List of attendees end. 

ERICKSON, P.B. Standardization & Non-Power Reactor P-o’cct D^'-ectorate 87/05/01 
BERKOW.H.N. Standardization & Non-Power Rcacror wrcjc?cr Directorate 3dd’ 
40842:140-40842:142. aie. opp. 


power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


VtXT; r looHwnac: lu rwirt lequtjsi.rtpp u Qocumenis available in 

PDR.Fgrwards App D documents re Seabrook probabilistic safety study.AddI records 
available in PDR in Folder FOIA-87-10.Records referred to another agency for review 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLYSC 
MHB Technical Associates. 5pp. 41045:006-41045:341. 


F. Security, medical, emergency & fire protection plans 

8705220067 Revised "Ford Nuclear Emergency Plan." W/870514 Itr. 

BURN.R.R. Michigan, Univ. of, Ann Arbor, Ml. 87/05/14. 5pp. 41016:270-41016:274. 


“8705260301 "Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinqhouse 
, Std Plant-FDA," “Safety Evaluation of Core-Melt Accidents:lndian Point. .& Zion-Oper- 
ating Reactor" & "Review of PRA for Seabrook...," monthly repts for Oct 1984 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3705. 84/11/16. LYON.W Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 


P. Operating license stage documents & correspondence 


Q. inspection reports, IE Bulletins & correspondence 


8705110209 Requests approval of route to be used for transport of spent reactor 
fuel. Proposed route attached. 

KERR.W. Michigan. Univ. of, Ann Arbor, Ml. 87/03/26. SHERR.T.S. Division of Safe- 
guards (Pre 870413). 4pp. 40880:084-40880:087. 


8704160063 buppii to It info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultirig Frorn Bone Acid Corrosion." Sve list end. ^ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 
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DOCKETED STEMS 


8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 106pp. 40961:001-40961:106. 

Forwards Safeguards Insp Repts 50-003/87-01 & 50-247/87-10 on 
870330-0401 & 03. No violations notecf. 

MARTIf^T.T. Region 1, Office of Director. 87/05/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41107:266-41107:274. 

-8705280442 Insp Repts 50-003/87-01 & 50-247/87-10 on 870330-0401 & 03. No vlo- 
latioris noted.Major areas inspected:nuclear mail control & accounting, including orga- 
^operation, shipping & receiving & storage & internal control. 

RA™,A.D., KEIMIG.R.R. Region 1, Office of Director. 87/05/05. 7pp. 41107:268- 


8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068, 


R. Periodic operating reports & related correspondence 

8705060085 "1986 Radiological Environ Operating Rept." W/870427 Itr. 

JOSiGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 86/12/31. RUSSELL, W.T. Region 1, Office of Director. 94pp. 40816:115- 
40816:208. 

8705070109 “Annual Environ Protection Plan Rept for CY86." W/870430 Itr. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 86/12/31, 8pp. 40849:328- 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementing procedures, including Rev 1 to EG-13, "Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050182 Revised emergency plan implementing procedures, including revised table 
of contents, Rev 4 to ED-5A, “Calculation of Offsite Whole Body Radiation Dose...” & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges....” 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705120282 Revised emergency procedures, including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705140122 Rev 4 to Emergency Plan Implementing Procedure EPIP 300-Cl, “State of 
IL Nuclear Accident Reporting Sys Form.” 

* Commonwealth Edison Co. 87/05/04. 3pp. 40915:183-40915:185. 

8705190303 Discusses Physical Protection Insp Repts 50-010/87-03, 50-237/87-12 & 
50-249/87-12 on 870326-31 & forwards notice of violation & proposed imposition of 
civil penalty in amount of $50,000.Notice of violation withheld. 

DAVIS. A.B. Region 3, Office of Director. 87/05/13. O’CONNOR.J.J. Commonwealth 
Edison Co. 4pp. 40975:081-40975:084. 

8705220440 Forwards Enforcement Conference Repts 50-010/87-04, 50-237/87-15 & 
50-249/87-15 on 870410. 

HlND,J.A. Region 3, Office of Director. 87/05/15. REED.C. Commonwealth Edison 
Co. 2pp. 41020:138-41020:140. 

“8705220447 Partially withheld Enforcement Conference Repts 50-010/87-04,50-237/ 
87-15 & 50-249/87-15 on 870410 (ref 10CFR73.21).Major areas 

discussed:enforcement options for violation of licensee security plan re protected 
area. 

CREED, J.R, Region 3, Office of Director. 87/05/14. Ip, 41020:140-41020:140. 

8706280393 Rev 6 to Emergency Plan Implementing Procedure EPIP 300-3, "Assembly 
& Evacuation of Personnel (Primary Responsibility- Operations Director).” 

* Commonwealth Edison Co. 87/05/30. 13pp. 41107:113-41107:125. 

8705050374 Revised emergency plan implementing procedures.including Rev 14 to 
NST-CCC-1 , “Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, '^Nuclear Duty 
Officer" & Rev 11 to NST-CCC-12, “Sys Power Dispatcher,” 

BLACKMAN.T.G., WAGNER, G., GOLDEN,J.C. Commonwealth Edison Co. 87/05/31. 
154pp. 40800: 1 52-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 

8705140391 Rev 7 to Emergency Plan implementing Procedure EPIP 100-C1, "Station 
Director (Checklist of Initial GSEP Responsibilities).” Revised table of contents provid- 
ed. 

* Commonwealth Edison Co. 87/05/31. 11pp. 40924:232-40924:242. 

8705140400 Rev 12 to Emergency Plan Implementing Procedure EPIP 300-1, "Initial 
Notification & Generating Station Emergency Plan Responses (Primary Responsibility - 
Station Director).” Revised table of contents provided. 

HOLMAN, R., ADAM.D. Commonwealth Edison Co. 87/05/31. 28pp. 40924:201- 
40924:228. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSt.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102*40769:203. 

8705130258 EN-87-039:on 87051 2, notice of violation & proposed imposition of civil pen- 
alty in amount $50,000 for licenses will be issued.Action based on failure to ensure 
integrity of protected area barrier. 

RObINSON,P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/07. Ip. 
40910:028-40910:028. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 106pp. 40961:001-40961:106. 

8705190303 Discusses Physical Protection Insp Repts 50-010/87-03, 50-237/87-12 & 
50-249/87-12 on 870326-31 & forwards notice of violation & proposed imposition of 
civil penalty in amount of $50,000.Notice of violation withheld. 

DAVIS,A.B. Region 3, Office of Director. 87/05/13. O’CONNOR.J.J. Commonwealth 
Edison Co. 4pp. 40975:081-40975:084. 

8705220440 Forwards Enforcement Conference Repts 50-010/87-04, 50-237/87-15 & 
50-249/87-15 on 870410. 

HIND, J. A. Region 3. Office of Director. 87/05/15. REED.C. Commonwealth Edison 
Co. 2pp. 41020:138-41020:140. 

“8705220447 Partially withheld Enforcement Conference Repts 50-010/87-04,50-237/ 
87-15 & 60-249/87-15 on 870410 (ref 10CFR73.21).Major areas 

discussed:enforcement options for violation of licensee security plan re protected 
area. 

CREED, J.R., AXELSON.W.L. Region 3, Office of Director. 87/05/14. Ip. 41020:140- 
41020:140. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

870S260485 “Annual Operating Rept of Dresden Nuclear Power Station for 1986.” W/ 
870513 Itr. 

EENIGENBURG,E. Commonwealth Edison Co. 86/12/31. 27pp. 41043:149- 
41043:175. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


P. Operating license stage documents & correspondence 

8705010156 Notification of 870429 meeting w/util in Bethesda,MD to discuss environ 
info needed to si^port proposed 40-yr extension of “possession-only” license. 
ERICKSON, P.B. Standardization & Non-Power Reactor Project Directorate. 87/04/28. 
MURLEY.T., SNIEZEK.J., MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 
40773:182-40773:184. 

8705120294 Advises that util will begin accumulating environ info similar to Philadelphia 
Electric Co 870304 submittal, per 870429 agreement.Info will be submitted by 870731. 
AGOSTI.F.E. Detroit Edison Co. 87/05/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 40904:033-40904:034. 


Q. Inspection reports, IE Bulletins & correspondence 

8705120300 Forwards Insp Repts 50-016/87-01 & 50-341/87-18 on 870406-1 0.No vio- 
lations noted. 

SHAFER,W.D. Region 3. Office of Director. 87/05/07. SYLVIA, B.R. Detroit Edison Co. 
2pp. 40907:118-40907:129. 

“8705120306 Insp Repts 50-016/87-01 & 50-341/87-18 on 870406-1 0.No violations or 
deviations 'noted.Major areas inspected: organization & mgt control, training & 
qualification, exposure control & control of radioactive mails & contamination. 
PAUL,R.A., GREGER.LR. Region 3, Office of Director. 87/05/07. 10pp. 40907:120- 
40907:129. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


P. Operating license stage documents & correspondence 


8705210414 Forwards Washington State Univ request for change to requalification pro- 
gram for review.W/o end. 

PATE.R.J, Region 5, Office of Director. 87/05/12. ADAMS,A. Standardization & Non- 
Power Reactor Project Directorate. Ip. 41010:303-41010:303. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


P. Operating license stage documents & correspondence 

8705110372 Generic Ltr 87-08 to all power reactor licensees re Implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31 1-41018:002. 


F. Security, medical, emergency & fire protection plans 

8705110292 Requests scheduler extension for implementation of upgraded emergency 
operating procedures, required to be implemented prior to startup of Cycle 19.Fee 
paid. 

PAPANIC.G. Yankee Atomic Electric Co. 87/05/05. MCKENNA, E.M. Project Director- 
ate 1-3. 1p. 40880:206-40880:206. 
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8705210223 Forwards Insp Rept 50-029/87-02 on 870127-0417 & notice of 
violation.Violation re inadequate reviews of temporary change permitting incorrect re- 
moval of main coolant pressure chanel from svc assigned Severity Level IV. 
WENZINGER.E.C. Region 1. Office of Director. 87/05/12. HEIDER.LH. Yankee 
Atomic Electric Co. 2pp. 41002:058-41002:133. 

—8705210233 Insp Rept 50-029/87-02 on 8701 27-041 7. Violations noted: failure to pro- 
vide adequate review prior to implementation of temporary change request re main 
coolant pressure channel. 

ELSASSER.T. Region 1, Office of Director. 87/05/12. 72pp. 41002:062-41002:133. 


P. Operating license stage documents & correspondence 

8705070159 Fonvards listed info re SEP Topic III-6, "Seismic Design Considerations," 
per NRC concerns during 1986/1987 meetings. 

PAPANIC.G. Yankee Atomic Electric Co. 87/03/09. MCKENNA.E.M. PWR Project Di- 
rectorate 1. 11pp. 40863:233-40869:284. 

“8705070165 Requests that listed documents re SEP Topic II 1-6, submitted by 870309 
Itr to NRC, be withdrawn. 

PAPANIC.G. Yankee Atomic Electric Co. 87/04/30. MCKENNA.E.M. Project Director- 
ate 1-3. 4pp. 40863:244-40863:244. 

“8705070206 Engineering Change Notice 3 to Rev 1 to Project Instruction 0570-033- 
1771-001, "Yankee Nuclear Power Station - Small Bore SSS Piping Support Mods." 

* Impell Corp, 86/06/06. 42pp. 40864:023-40864:298. 

“8705070215 “Summary Design Rept for Block Wall Mods Inside Turbine Bldg." 
GUSTAFSON, D.A.. PHILLEY.G.H. Chas. T. Main. Inc. ER-2648-10-1. 85/05/10. 60pp. 
40863:245-40863:295. 

“8705070219 "Summary Design Rept for Block Wall Mods at Primary Auxiliary Bldg 
North Wall.Upper Pipe Chase & Cable Spreading Room." 

GUSTAFSON.D.A., PHILLEY.G.H. Chas. T. Main, Inc. ER-2648-10-2. 86/04/03. 87pp. 
40863:296-40864:022. 

“8705070277 Rev 1 to "Major Equipment Qualification Final Rept Yankee Rowe SEP." 
ATALAY.M.B.. WANG.T.Y., COWELL.A. CYGNA Energy Services. E-y-YR-83033-2 
R01. 84/05/08. 220pp. 40864:299-40865:158. 

“8705070293 Spec YR-EDCR 81-37-S-1 for "480 Volt Emergency Motor Control Ctrs 3 
& 4.” Related info end. 

* Yankee Atomic Electric Co. 82/01/06. 345pp. 40868:300-40869:284. 

“8705070312 Procedure DCD-2648-6-1 , "Structural Design Criteria for Evaluation & 
Mod of Existing Masonry Block Walls." 

PHILLEY.G.H. Chas. T. Main. Inc. 84/02/08. 24pp. 40865:159-40865:182. 

“8705070323 Viewgraphs from NRC 860224-1106 presentations on resolution of issues 
re SEP Topic III-6. 

* CYGNA Energy Services. 86/02/24. 1,197pp. 40865:183-40868:299. 

8705010116 Summary of 870413-14 meetings w/util,INEL & CYGNA in Idaho Falls, ID re 
seismic reevaiuation of piping & equipment. List of attendees & meeting agenda end. 
MCKENNA, E. Project Directorate 1-3. 87/04/27. Project Directorate 1-3. 8pp. 
40774:155-40774:162. 

8705280143 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46 equipment seismic adequacy verification require- 
ments. Response extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH.N.P. Seismic Qualification Utility Group. 2pp. 41065:347-41065:350. 

“8705270144 Forwards Itr to chairman of Seismic Qualification Util Group.granting relief 
from 60-day reporting requirement of Generic Ltr 87-02. 

MCKENNA,E.M. Project Directorate 1-3. 87/05/14. PAPANIC.G. Yankee Atomic Elec- 
tric Co. 2pp. 41065:349-41065:350. 

8705050344 Forwards listed technical info in support of util responses to technical 
questions by NRC re SEP Topic III-6, "Seismic Design Considerations," from 1986/87 
meetings-Meeting viewgraphs end. 

PAPANIC.G. Yankee Atomic Electric Co. 87/04/30, MCKENNA.E.M. Project Director- 
ate I-3. 328pp. 40813:193-40814:160, 

“8705050355 Rev 4 to Procedure DC-1, "Seismic Reevaluation & Retrofit Criteria." 
WANG.T.Y., ATALAY.M.B., LEONG.D.K. CYGNA Energy Services. 87/04/20. 126pp. 
40814:035-40814:160. 

8705060228 Notification of 870518-20 meetings w/ util, Franklin Research Ctr & NCT En- 
gineering in Framingham, MA to discuss SEP review of design codes & load combina- 
tions. 

MCKENNA, E. Project Directorate 1-2. 87/04/30. NERSES, V. Project Directorate 1-3. 
6pp. 40842: 1 49-40842: 1 54. 

8705260475 FOIA request for documents re pumps in RHR sys used at facility. 

WEISS, E.R. Harmon & Weiss. 87/05/01. FELTON, J. Division of Rules & Records 
(Post 870413), Ip. 41039:102-41039:102. 

8705110226 Responds to questions re SEP Topic III-6 concerning ultimate bearing ca- 
pacity & vapor container evaluation.Soil beneath vapor container footings has ade- 
quate factors of safety in event of bearing capacity failure. 

PAPANIC.G. Yankee Atomic Electric Co. 87/05/06. MCKENNA.E.M. Project Director- 
ate 1-3. 11pp. 40876:063-40876:073. 

8705130144 Forwards notice of environ assessment & finding of no significant impact re 
exemption from certain 1 0CFR50,App J requirements. 

MCKENNA, E.M. Project Directorate 1-3. 87/05/06. PAPANIC.G. Yankee Atomic Elec- 
tric Co. 1 p. 4091 9:283-4091 9:289. 

“8705130162 Notice of environ assessment & finding of no significant impact re exemp- 
tion from certain 10CFR50,App J requirements. 

NERSES, V. Project Directorate 1-3, 87/05/05. 6pp. 40919:284-40919:289. 

8705140409 Forwards Amend 104 to License DPR-3 & safety evaluation. Amend modi- 
fies Tech Specs re reporting requirements on reportable events & on primary coolant 
iodine spiking. 

MCKENNA.E.M. Project Directorate 1-3. 87/06/07. PAPANIC.G. Yankee Atomic Elec- 
tric Co. 4pp, 40921:009-40921:072. 


“8705140417 Amend 104 to License DPR-3, revising Tech Specs re reporting require- 
ments on reportable events & on primary coolant iodine spiking. 

NERSES, V. Project Directorate 1-3. 87/05/07. 57pp. 40921:013-40921:069. 

“8705140421 Safety evaluation supporting Amend 104 to License DPR-3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 3pp. 
40921:070-40921:072. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end, 
MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190021 Forwards Amend 105 to License DPR-3 & safety evaluation. Amend re- 
vises Tech Spec requirements for surveillance testing of power range & intermediate 
power range neutron flux channels. 

MCKENNA.E. Project Directorate 1-3. 87/05/13. PAPANIC.G. Yankee Atomic Electric 
Co. 3pp. 40963:317-40963:329. 

“8705190025 Amend 105 to License DPR-3, revising Tech Spec requirements for sur- 
veillance testing of power range & intermediate power range neutron flux channels. 
NERSES, V. Project Directorate 1-3. 87/05/13. 5pp. 40963:320-40963:324. 

“8705190027 Safety evaluation supporting Amend 105 to License DPR-3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 5pp. 
40963:325-40963:329. 

8705260078 Forwards safety evaluation supporting util 840709,1231 & 851024 repts re 
evaluation of plant for wind & tornado events as requested in integrated plant safety 
assessment rept, Sections 4.5 & 4.8.TER-C5506-433 rept also end. 

MCKENNA,E.M. Project Directorate 1-3. 87/05/13. PAPANIC.G. Yankee Atomic Elec- 
tric Co. 2pp. 41030:208-41030:251. 

“8705260085 Safety evaluation supporting util 840709.1231 & 851024 repts re evalua- 
tion of plant for wind & tornado events as requested in integrated plant safety assess- 
ment rept, Sections 4,5 & 4.8.Risk from wind/tornado events assessed. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 11pp. 
41030:210-41030:219. 

“8704200396 “Review of Wind & Tornado Loading Responses, Yankee Nuclear Power 
Station," technical evaluation rept. 

TRIOLO,S.J., OKAILY,A.A., CARFAGNO.S.P. Calspan Corp. (subs. Arvin Industries/ 
Franklin Research Center). NRC-03-81-130. TER-C5506-433. 87/04/16. NRC - No 
Detailed Affiliation Given. 32pp. 41030:220-41030:251. 

8705270011 Discusses util 860829 Itr re adequacy of electrical distribution sys voltages 
study.NRC concludes some transient testing to determine voltage drop & recovery 
when large motor started required. 

MCKENNA,E. Project Directorate 1-3. 87/05/18. PAPANIC,G. Yankee Atomic Electric 
Co. 2pp. 41049:337-41049:338. 

8705260481 Final response to FOIA request. Documents listed in end App A re pumps 
In RHR sys available In PDR, 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/20, WEISS.E.R. 
Harmon & Weiss. 2pp. 41039:103-41039:104. 

8705270574 Record of telcon w/B Holmgren, J Haseltine,G Papanic, D Le Franeois,N 
Williams & M Russell on 870522 re acceptability of analyses performed using YCS 
input & 100% SAMs. 

CHENG, T.. MCKENNA.E. NRC - No Detailed Affiliation Given. 87/05/22. Ip. 
41101:236-41101:236. 

8705270584 Record of telcon w/BW Holmgren of util & TY Wang of CYGNA on 870327 
re soil ultimate bearing capacity beneath vapor container. 

CHENG.T.M. NRC - No Detailed Affiliation Given. 87/05/22. Ip. 41101:237- 
41101:237. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705120219 Withdraws 861020 Relief Request 3 re inservice insp program changes. 
PAPANIC.G. Yankee Atomic Electric Co. 87/05/06. MCKENNA.E.M. Project Director- 
ate 1-3. Ip. 40888:181-40888:181. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11, 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210223 Forwards Insp Rept 50-029/87-02 on 870127-0417 & notice of 
violation.Violation re inadequate reviews of temporary change permitting incorrect re- 
moval of main coolant pressure chanel from svc assigned Severity Level IV. 
WENZINGER.E.C. Region 1, Office of Director. 87/05/12. HEIDER.LH. Yankee 
Atomic Electric Co. 2pp. 41002:058-41002:133. 

“8705210227 Notice of violation from insp on 870127-0417. 

♦ Region 1, Office of Director. 87/05/12. 2pp. 41002:060-41002:061. 

“8705210233 Insp Rept 50-029/87-02 on 8701 27-041 7. Violations noted: failure to pro- 
vide adequate review prior to implementation of temporary change request re main 
coolant pressure channel. 

ELSASSER.T. Region 1, Office of Director. 87/05/12. 72pp. 41002:062-41002:133. 

8705260077 Summary of 870422 meeting w/util in Bethesda.MD re steam generator 
insps.List of attendees & agenda end. 

MCKENNA.E. Project Directorate 1-3. 87/05/13. Project Directorate 1-3. 35pp. 
41030:252-41030:286. 
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8705180155 NRC Info Notice 87-022, ‘‘Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports 4 related correspondence 

8705040130 “Annual Radiological Environ Operating Rept,1986." W/870430 Itr. 
PAPANIC.G. Yankee Atomic Electric Co. 86/12/31. 84pp. 40781:306-40782:029. 


S. Reportabte occurrences, LERs & related correspondence 

8705190282 Part 21 rept re capacity of thermal comcensatina accumulator being insuffi- 
cient to compensate for thermal expansions O' k: f u-ri during full ambient temp 

transient required by customer specs.Interim & permanent mods identified. 

WEBB.F.L. Rockwell International Corp. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 12pp. 40968:164-40968:175. 


DOCKET 50-54 CiNTiCHEM 


Q. Inspection reports, IE Bulletins & correspondence 

8705270418 Forwards Safety Insp Rept 50-054/87-01 on 870120-23.No violations 
noted.Steps taken to correct violations noted in NRC 861125 Itr verified. 
WENZINGER.E.C, Region 1, Office of Director. 87/05/01. MCGOVERN.J.J. Cinti- 
chem, Inc. 2pp. 41088:252-41088:263. 

-8705270421 Insp Rept 50-054/87-01 on 8701 20-23. No violation noted.Major areas 
inspected: licensee action on previous insp findings, facility operations,maint 
activities, research reactor surveillance & research reactor experiments. 
ELSASSERJ.C. Region 1, Office of Director. 87/05/01. 10pp. 41088:254-41088:263. 

8705180209 Forwards Roc’.:'i''Fc3tic" P-ogram Evaluation Rept 50-054/87-020L of 
exam administered or'- 6 'C:'' r review & assessment of info & individual 

exams within 30 days of Itr date. 

COLLINS, S.J. Region 1, Office of Director. 87/05/08. MCGOVERN, J.J. Cintichem, Inc. 
2pp. 40953:234-40953:312. 

-8705180216 Requalification Evaluation Rept 50-054/87-020L on 870327. Exam 
resultsigeneric weakness in licensee requalification training program in area of princi- 
ples & theory of reactor operation indicated.Sample exam & other related info end. 
COE.D., KELLER, R., COLLINS.S.J. Region 1. Office of Director. 87/05/08. 60pp. 
40953:236-40953:295. 

-8705180220 Forwards comments on reactor operator & senior reactor operator exams 
administered on 870327. 

RUZICKA.W.G. Cintichem, Inc. 87/04/02. COE,D. Region 1, Office of Director. 17pp. 
40953:296-40953:312. 


R. Periodic operating reports & related correspondence 

8705270678 “Annual Operating Rept for 1986." W/870331 Itr. 

RU2lCKA,iA'.G. Cintichem, Inc. (subs, of Medi-Physics, Inc.). 86/12/31. 
STAROSTECKl.R. Region 1. Office of Director. 6pp. 41084:291-41084:295. 


V. Operator Examinations 

8705180209 Forwards Requalification Program Evaluation Rept 50-054/87-020L of 
exam administered on 870327.Requests review & assessment of info & individual 
exams within 30 days of Itr date. 

COLLINS.S.J. Region 1. Office of Director. 87/05/08. MCGOVERN.J.J. Cintichem. Inc. 
2pp. 40953:234-40953:312. 

-8705180216 Requalification Evaluation Rept 50-0S4/87-02OL on 870327. Exam 
resu!ts;generic weakness in licensee requalification training program in area of princi- 
ples & theory of reactor operation indicated.Sample exam & other related info end. 
COE.D., KELLER, R., COLLINS.S.J. Region 1, Office of Director. 87/05/08. 60pp. 
40953:236-40953:295. 

—8705180220 Fonwards comments on reactor operator & senior reactor operator exams 
administered on 870327. 

RUZiCKA.W.G. Cintichem. Inc. 87/04/02. COE.D. Region 1, Office of Director. 17pp. 
40953:296-40953:312. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


Q. Inspection reports, !£ Bulletins & correspondence 

8705110064 Forwards Requalification Program Evaluation Rept 50-057/87-01 -OL. 
GALLO, R. Region 1, Office of Director. 87/05/01. RENNIE, D.W. New York, State 
Univ. of, Buffalo, NY. 2pp. 40877:085-40877:118, 

-8705110073 Requalification Program Evaluation Rept 50-057/87-01 -OL on 870213.No 
noncompliance noted.Major areas inspected: facility licensee administration of 1987 
requalification written exam to ten licensed operators. 

COE.D., KELLER, R., COLLINS.S.J. Region 1, Office of Director. 87/04/28. 31pp. 
40877:088-40877:118. 


V. Operator Examinations 

8705110064 Forwards Requalification Program Evaluation Rept 50-057/87-01 -OL. 
GALLO, R. Region 1, Office of Director. 87/05/01. RENNIE, D.W. New York, State 
Univ. of, Buffalo. NY. 2pp. 40877:085-40877:118. 

-8705110073 Requalification Program Evaluation Rept 50-067/87-01 -OL on 870213.No 
noncompliance noted.Major areas inspected: facility licensee administration of 1987 
requalification written exam to ten licensed operators. 

COE.D., KELLER, R., COLLINS.S.J. Region 1, Office of Director, 87/04/28. 31pp. 
40S77:088-'^0S77:118. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


F. Security, medicai, emergency & fire protection plans 

8705190373 Forwards IE Info Notice 86-028, “Telephone Numbers to NRC Operations 
Ctr & Regional Ofcs,” indicating proper points of contact for emergency notifications 
during drills & real situations. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. MULDER.R.U. Virginia, Univ. 
of. Charlottesville, VA. 2pp. 40973:272-40973:276. 


P. Operating license stage documents & correspondence 

8705120155 Requests approval of proposed route when shipping DOE owned, MTR 
type, research reactor fuel under Licenses R-66 & R-123 to Savannah River Lab in 
Aiken, SC. 

FARRAR.J.P. Virrin-a. Univ. of, Charlottesville, VA. 87/04/14. HILLMAN.C. NRC - No 
Dota od ?.::on G.-en 4pp. 40894:016-40894:019. 

8705270715 Advises that 870414 request for approval of route for transportation of 
spent reactor fuel from Charlottesville, VA to Aiken.SC in accordance W/10CFR73.37 
regulatory requirements & approved. 

MACDONALD, C.E. Transportation Branch. 87/05/20. FARRAR.J.P. Virginia. Univ. of. 
Charlottesville, VA. 11pp. 41065:273-41065:283. 


Q. Inspection reports, IE Bulletins & correspondence 


8705190373 Forwards IE Info Notice 86-028, ‘‘Telephone Numbers to NRC Operations 
Ctr & Regional Ofcs," indicating proper points of contact for emergency notifications 
during drills & real situations. 

COLLINS.D.M. Region 2. Office of Director. 87/05/01. MULDER.R.U. Virginia, Univ. 
of. Charlottesville. VA. 2pp. 40973:272-40973:276. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8705280134 Revised UTEC ME 86-112, "Univ of Utah En'.rcDrcv Piar for Training & 
Research Reactors R-25:AGN Nuclear Reactor & R- '.2r;.".'T.C^. jcr .R-iii’Cior." W/ 
870521 Itr. 

SA.NDC'JIST.C L; . BRYNER.C.G. Utah, Univ. of. Salt Lake City. UT. 86/12/01. 27pp. 
-I iO?::32S-41 1:>9:35!. 


R. Periodic operating reports & related correspondence 


8705040216 "Annual Operating Rept 1986." W/870406 Itr. 

CRAWFORD.K.C., BRYNER.C.G. Utah. Univ. of, Salt Lake City. UT. 86/12/31. 
SEIDLE.W.C. Region 4, Office of Director. 5pp. 40777:197-40777:201. 


DOCKET 50-83 UNiV. OF FLORIDA TRAINING REACTOR 


F. Security, medical, emergency & fire protection plans 


8705190490 Forwards Insp Rept 50-083/87-03 on 870406-08.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/28. TULENKO.J.S. Florida. Univ. 
of. Gainesville. FL 2pp. 40967:038-40967:040. 

-8705190506 Partially withheld Insp Rept 50-083/87-03 on 870406-08 (ref 10CFR2.790 
& 73.21). No violations or deviations noted. Major areas inspected:nuclear matl control 
& accounting procedures, records & repts & SNM physical inventory. 

NINH.S.Q., TODD.G.A., MCALPINE.E.J. Region 2, Office of Director. 87/04/23. Ip. 
40967:040-40967:040. 

8705200155 Forwards IE Info Notice 86-028, “Telephone Numbers to NRC Operations 
Ctr & Regional Ofcs," indicating proper points of contact for notification & current tele- 
phone numbers in light of questions re research reactor emergency response. 
COLLINS.D.M. Region 2, Office of Director. 87/05/01. TULENKO.J.S. Florida, Univ. 
of. Gainesville, FL 2pp. 40992:268-40992:272. 


P. Operating license stage documents & correspondence 


8705260105 Responds to NRC 870417 Itr re highly enriched U/lowly enriched U con- 
version schedule. Schedule shortened by 8 months as shown on end reworked Table 
II (Rev 1).Atl analytical work will be performed in-house. 

VERNETSON.W.G. Florida. Univ. of. Gainesville. FL. 87/05/14. Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). 2pp. 41038:336-41038:337. 


Q. Inspection reports, tE Bulletins & correspondence 


8705060099 Responds to NRC 870326 Itr re violations noted in Insp Repts 50-083/87- 
01 & 50-083/87-02.Corrective actions:produced new policy requiring licensed shipper 
& new procedure to control shipment of waste.No shipments until procedure in effect. 
VERNETSON.W.G. Florida. Univ. of. Gainesville, FL. 87/04/23. GRACE, J.N. Region 2. 
Office of Director. 4pp. 40818:333-40818:336. 

8705190490 Forwards Insp Rept 50-083/87-03 on 870406-08.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2. Office of Director. 87/04/28. TULENKO.J.S. Florida, Univ. 
of, Gainesville. FL. 2pp. 40967:038-40967:040. 
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“8705190506 Partially withheld Insp Rept 50-083/87-03 on 870406-08 (ref 10CFR2.790 
& 73.21 ).No violations or deviations noted. Major areas inspected:nuclear mat! control 
& accounting procedures, records & repts & SNM physical inventory. 

NINH.S.Q., TODD,G.A., MCALPINE.E.J. Region 2. Office of Director. 87/04/23. Ip. 
40967:040-40967:040. 

8705280297 Ack receipt of 870423 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-083/87-01 .Response meets requirements of 10CFR2.2O1. 
GRACE.J.N. Region 2, Office of Director. 87/05/11. TULENKO.J.S. Florida, Univ. of. 
Gainesville, FL. Ip. 41095:023-41095:023. 


S. Reportable occurrences, LERs St related correspondence 

8705010046 RO:on 870401 .reactor experienced safety Channel 1 trip. Caused by opera- 
tor error.Rapid recovery restart performed by operator.Memorandum issued placing re- 
strictions on automatic operation & limiting removal of regulating blade, 
VERNETSON.W.G. Florida. Univ. of, Gainesville, FL. 87/04/13. GRACE.J.N. Region 2. 
Office of Director. 7pp. 40772:177-40772:183. 


DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

6705270256 Ack receipt of 870414 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-1 12/87-01. Requests addi info re listed violation from 870316 
notice of violation. 

YANDELL.L.A. Region 4, Office of Director. 87/05/20. EGLE.D.M. Oklahoma. Univ. of. 
Norman, OK/Oklahoma Teaching Hosps,, Oklahoma City, OK. 4pp. 41051:180- 
41051:188. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 


R. Periodic operating reports St related correspondence 

8705040231 "Progress Rept, 1 986-1 987.University of Missouri-Rolla Nuclear Reactor Fa- 
cility.” W/870427 Itr. 

BOLON,A.E.. STRAKA.M. Missouri, Univ. of. Rolla, MO. 87/03/31. 27pp. 40788:021- 
40788:048. 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8705270287 Requests that recipient advise appropriate ofcs & Region IV of request that 
correspondence re Nuclear Science Ctr Reactor be distributed as llsted.FE Vandiver 
removed from distribution list re reactor, 

FELTZ.D.E. Texas A&M Univ., College Station, TX. 87/05/12. MARTIN.R.D. Region 4, 
Office of Director. 2pp. 41086:032-41086:033. 


Q. Inspection reports, IE Bulletins & correspondence 

8705210534 Responds to 870428 request for addi info re 861218 violation on irradiation 
of bromophenanthrene.Bromine sample handling procedures have been 
modified.Minutes of Staff Meeting 374 end. 

FELTZ.D.E. Texas A&M Univ., College Station, TX. 87/05/12. FISHER, W.L Region 4, 
Office of Director. 14pp. 41011:192-41011:205. 


DOCKET 50-131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 

REACTOR 


F. Security, medical, emergency & fire protection plans 

8705270201 Forwards Insp Rept 50-131/87-01 on 870413-17 & notice of violation. 
YANDELL,L.A. Region 4, Office of Director. 87/05/20. TURCOTTE.R.L. Veterans 
Admin. Medical Center, Omaha, NE. 2pp. 41051:258-41051:269. 

“8705270218 Insp Rept 50-131/87-01 on 87041 3-1 7. Violations noted:failure to conduct 
operator requalification program & to perform required surveillance within specified 
time period. 

BAER.R.E., MURRAY.B. Region 4, Office of Director. 87/05/13. 9pp. 41051:261- 
41051:269. 


Q. Inspection reports, IE Bulletins & correspondence 

8705270201 Forwards Insp Rept 50-131/87-01 on 870413-17 & notice of violation. 
YANDELL,L.A. Region 4. Office of Director. 87/05/20. TURCOTTE.R.L. Veterans 
Admin. Medical Center, Omaha, NE. 2pp, 41061:258-41051:269. 

“8705270207 Notice of violation from insp on 870413-17. 

* Region 4, Office of Director. 87/05/20. Ip. 41051:260-41051:260. 

“8705270218 Insp Rept 50-131/87-01 on 87041 3-1 7. Violations noted:failure to conduct 
operator requalification program & to perform required sunreillance within specified 
time period. 

BAER.R.E., MURRAY.B. Region 4, Office of Director. 87/05/13. 9pp. 41051:261- 
41051:269. 


V. Operator Examinations 

8705270201 Forwards Insp Rept 50-131/87-01 on 870413-17 & notice of violation. 
YANDELL.L.A. Region 4, Office of Director. 87/05/20. TURCOTTE.R.L. Veterans 
Admin. Medical Center, Omaha, NE. 2pp. 41051:258-41051:269. 

“8705270207 Notice of violation from insp on 870413-17. 

* Region 4, Office of Director. 87/05/20. Ip. 41051:260-41051:260. 


“8705270218 Insp Rept 50-131/87-01 on 87041 3-1 /.Violations noted:failure to conduct 
operator requalification program & to perform required surveillance within specified 
time period. 

BAER.R.E., MURRAY.B. Region 4. Office of Director. 87/05/13. 9pp. 41051:261- 
41051:269. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


D. NRC Draft/Final Environmental Statements, suppis & correspondence 

8705130014 Forwards FES on decommissioning of facility.Comments on DES & re- 
sponses to comments incorporated in FES.W/o FES. 

BERKOW.H.N, Standardization & Non-Power Reactor Project Directorate. 87/05/06. 
WOOD.J.M. Commerce, Dept, of. National Oceanic & Atmospheric Administration. 
5pp. 40919:255-40919:261. 

8705130019 Forwards FES re decommissioning of facility.Notice of issuance forwarded 
to Ofc of FR for publication. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/06. 
SHIFFER,J.D. Pacific Gas & Electric Co. 3pp. 40918:355-40918:359. 

8705130129 Forwards FR notice of availability for FES re decommissioning of plant, 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/06. 
Conservation Foundation. 3pp. 40919:273-40919:277. 

“8705130131 Notice of availability of FES for decommissioning of facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/06. 
2pp. 40919:276-40919:277. 

8705130272 Forwards notice of availability of FES for decommissioning of facility. 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/06. 
HIRSCH.A. Environmental Protection Agency. 3pp. 40912:269-40912:273. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8705060065 Forwards SER re decommissioning plan.Copies provided to licensee & in- 
terveners under separate cover. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #287 3296. 87/05/01. 
LAZO.R.M., CARPENTER.J.H., MORRIS, P.A. Atomic Safety and Licensing Board 
Panel. 93pp. 40809:108-40809:200. 


F. Security, medical, emergency & fire protection plans 


8705060107 Forwards change pages for Rev 1 to facility physical security plan to more 
accurately describe certain provisions of plan.EncI withheld (ref 10CFR73.21). 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 40820:124-40820:124. 


G. Adjudicatory correspondence 

8705120036 NRC Staff first set of interrogatories to Joint Interveners.* First set of inter- 
rogatories re decommissioning of facility.Certificate of Sve end. Related correspond- 
ence. 

YOUNG.M.A. Assistant General Counsel for Hearings. #287 3383. 87/04/24. Pacific 
Gas & Electric Co. 3pp. 40873:298-40873:300. 

8705060065 Forwards SER re decommissioning plan.Copies provided to licensee & in- 
terveners under separate cover. 

WOODHEAD,C.P, Assistant General Counsel for Hearings. #287 3296. 87/05/01. 
LAZO.R.M.. CARPENTER,J.H., MORRIS, P.A. Atomic Safety and Licensing Board 
Panel. 93pp. 40809:108-40809:200. 

8705120042 Joint intervenors response to first set of interrogatories propounded by 
NRC Staff.* List of witnesses will be provided when settled upon.Proof of Sve 
encI.Related correspondence. 

FIELDER.S.L. Joint Intervenors - Humboldt Bay. #287 3378. 87/05/01. Office of the 
General Counsel. 6pp. 40874:249-40874:254. 

8705180125 PG&E supplemental response to second set of interrogatories propounded 
by Joint Intervenors.* Forwards Attachment 2 in response to info requested re Inter- 
rogatory 148.W/ Certificate of Svc.Related correspondence. 

L(5CKE,R.F. Pacific Gas & Electric Co. #287 3443. 87/05/05. Joint Intervenors - 
Humboldt Bay. 7pp. 40936:151-40936:157. 

8705130060 Requests that Joint intervenors be added to sve list re facility license pro- 
ceeding. 

FIELDER.S.L Joint Intervenors - Humboldt Bay. FIELDER.S.L Fielder, S.L. #287 
3399. 87/05/06. LAZO.R.M. Atomic Safety and Licensing Board Panel. 2pp. 
40893:100-40893:101. 

8705270080 Forwards FES concerning decommissioning plan for plant. Licensee & in- 
tervenors provided copies of FES under separate cover. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #287 3491. 87/05/08. 
LAZO.R.M., MORRIS, P.A., CARPENTER,J.H. Atomic Safety and Licensing Board 
Panel. Ip. 41042:176-41042:176. 


P. Operating license stage documents & correspondence 

8705060214 Forwards SER re proposed decommissioning of facility.SER evaluates 
840730 application to delete certain license conditions re seismic mods before NRC 
would authorize return to power & to extend License DPR-7 to 151109. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/04/29. 
SHIFFER.J.D. Pacific Gas & Electric Co. 3pp. 40836:175-40836:269, 

“8705060220 SER re decommissioning of facility. 

* NRC - No Detailed Affiliation Given. 87/04/30. 92pp. 40836:178-40836:269. 
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3"^, Z4'3C 5^pp„ A:'S7S,.3‘a-4::S73:t22. 


£.!al"S£ Dc £’'pp 


'0 ze^e: 

’£'~Z5 Hi esar: 



■ce:"sees 'e :rr.p,ementation of 
■ects.Svc ;i£: eoc.. 

■’3-it-: . 57. CS/tt. Atlantic City 


i7C52«1M Resixrds !c rO'A req^i^es! "or GE Repts NEOE-10182 & GEAP-3143.For- 
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8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705140032 Informs of processing of 870416 request for approval under 
10CFR50.80.NRC consideration of approval requires notice to interested persons. Due 
to notice requirement, 870506 action cannot be approved prior to 870529, dependent 
upon review. 

VIRGILIO,M.J. Project Directorate III-1. 87/05/11. BERRY,K.W. Consumers Power Co. 
2pp. 40920:016-40920:017. 

8705190618 Notification of 870521 meeting w/util in Bethesda,MD to discuss licensee 
plans for resolution of NRC concern on environ qualification of cables in plant. 

HALL,J.R. Project Directorate 111-1. 87/05/13. MURLEY.T., SNIEZEK.J., MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 4pp. 40966:080-40966:083. 


Q. Sfa^5#ctSo« repot*, IE Buiittliis & coiTes|K>iid€ifnce 
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F. Secsifty, medlcai emergency & fir* pfot»ctk>n plans 
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8705260133 Requests schedule for plant-specific implementation of USI A-46, “Seismic 
Qualification of Equipment in Operating Plants” no later than 871 201, per end 870428 
Id granting 870410 request for scheduler relief. 

WAMBACH.T.V., HALL,J.R. Project Directorate III-1. 87/05/14. BERRY K W, Consum- 
ers Power Co. 2pp. 41031:273-41031:275. 

8705220050 Responds to Generic Ltr 87-06 re periodic verification of leak tight integrity 
of pressure isolation valves.Present Tech Spec requirements combined w/sys design 
features adequate to detect RCS pressure boundary leakage. 

FRISCH, R.R. Consumers Power Co. 87/05/15. Document Control Branch (Document 
Condol Desk). 5pp. 41016:193-41016:202. 

8705270329 Informs of plans to test emergency condenser tube bundle for leakage 
dunng June 1 987 outage.Extent of analyses planned discussed. 

JC.HNSON,3.sD Consumers Power Co. 87/05/19. Document Control Branch (Docu- 
.Tt-n! oonlroi Desk). 2pp. 41085:259-41085:260. ^ 

^^faclty^*^ ^fifirms 870526 meeting in Glen Ellyn, IL to discuss util performance at 

BUCKMAN,F.W. consumers 

Q. Inspection reports, IE Bulletins & correspondence 

"Degradation of RCS Pressure Boundary 
g®sult«ng From Boric Acid Corrosion.” Sve list end. ^ 

SiildSn C°l 

®SZ\rWh!lfon ^^causs Licensed Oper- 

Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961*106 

MILLER,Fi. Region 3, Office of Director. 87/05/13. 125pp. 40995:032-40995*185 

S'®"®'’ (Document 

TlQ)“"wnmem tem*qS^?icIfon' environ qualification 

®“^of |EQ insp finSSmS fi"gum gnd “ ^'9®™ ' 

cSSrk,.%pTw5f3T^^ ^®®®’®"' Co®*'®' Branch (Document 

NonpowCT Reactored' Sve ksl Ind^^’ °9®'®*°' (-icensing Requalification Exams at 
Co. 

R. Periodic operating reports & related correspondence 

^"®®' f’®9‘ F®oili'y Changes.Spec Changes.Tests & Experi- 
JOHNSON,8.D. Consumers Power Co. 87/05/01. 18 pp. 40801:29740801:314. 

S. Reportable occurrences, LERs & related correspondence 

'^^mentf^r®Twh*Sp^"375 FM^ snu^^^^ '"®®* *®9 force 

40770:107. "'^i^UN.B.D. Consumers Power Co. 87/04/28. 4pp. 40770:104- 

^ ^fety relief ?nd?cate?cons1sSlv ^ showed that primary 

40775:250. ’ Consumers Power Co. 87/04/29 7pp 40775:244- 

of rubber ‘hsulated cables^ausS'Ev^inadL^^^ unresolved item re qual- 
MfXAfSERiR documentation showing 
40904:047. ’ ' * ‘^^'^^SON.B.D. Consumers Power Co. 87/05/08. 2pp. 40904:046- 
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¥. Operator Examinations 

8705200336 Forwards Exam Rept 50-155/OL-87-01 administered on 870414-16. 
HEHL.C.W. Region 3, Office of Director. 87/05/14. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 40995:030-40995:185. 

-8705200348 Exam Rept 50-155/OL-87-01 on 870414-1 6.Exam results:one reactor op- 
erator & two senior reactor operators passed written & oral exams. Exam & answers 
keys end. 

MILLER, R. Region 3, Office of Director. 87/05/13. 125pp. 40995:032-40995:185. 


DOCKET 50-160 GEOROiA WSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8705200139 Forwards IE Info Notice 86-028, ‘Telephone Numbers to NRC Operations 
Ctr & Regional Ofcs,” indicating proper points of contact for notification & current tele- 
phone numbers in light of questions re research reactor emergency response. 
COLLINS, D.M. Region 2, Office of Director. 87/05/01. KARAM.R.A. Georgia Institute 
of Technology, Atlanta, GA. 2pp. 40992:273-40992:277. 

8705280230 Forwards Insp Rept 50-160/87-04 on 870422-23 & notice of deviation. 
COLLINS, D.M. Region 2, Office of Director. 87/05/14. KARAM.R.A. Georgia Institute 
of Technology, Atlanta, GA. 2pp. 41109:104-41109:111. 

-8705280238 Notice of deviation from insp on 870422-23. 

COLLINS, D.M. Region 2, Office of Director. 87/05/14. Ip. 41109:106-41109:106. 

-8705280251 Insp Rept 50-160/87-04 on 870422-23.0eviation noted:failure to imple- 
ment corrective action commitment re procedure for notifying of events, Including re- 
sponsible individual & agencies needing notification for each type of emergency. 
SARTOR, W.M., DECKER,T.R. Region 2, Office of Director. 87/05/13. 5pp. 
41109:107-41109:111. 


Q. Inspection reports, IE Bulletins & correspondence 

8705050324 Forwards Insp Rept 50-160/87-03 on 870407-10. Violations noted during 
insp currently under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/04/27. KARAM.R.A. Georgia Institute of 
Technology, Atlanta, GA. 2pp. 40815:285-40815:300. 

-8705050333 insp Rept 50-160/87-03 on 870407-1 ©.Violations noted;failure to label 
containers of radioactive matl.failure to perform radiological surveys & failure to follow 
procedures. 

REVSIN.B.K., BASSETT, C.H., HOSEY.C.M. Region 2, Office of Director. 87/04/23. 
14pp. 40815:287-40815:300. 

8705280230 Forwards Insp Rept 50-160/87-04 on 870422-23 & notice of deviation. 
COLLINS, D.M. Region 2, Office of Director. 87/05/14. KARAM.R.A. Georgia Institute 
of Technology. Atlanta, GA. 2pp. 41109:104-41109:111. 

-8705280238 Notice of deviation from insp on 870422-23. 

COLLINS, D.M. Region 2, Office of Director. 87/05/14. Ip. 41109:106-41109:106. 

“8705280251 Insp Rept 50-160/87-04 on 870422-23.Deviation notedrfailure to imple- 
ment corrective action commitment re procedure for notifying of events, including re- 
sponsible individual & agencies needing notification for each type of emergency. 
SARTOR, W.M., DECKER.T.R. Region 2, Office of Director. 87/05/13. 5pp. 
41109:107-41109:111. 


DOCKET 50-163 GA TECHNOLOGIES 


P. Operating license stage documents & correspondence 

8705050061 Application for amend to License R-67, revising Tech Specs to extend irra- 
diation time for direct conversion devices to beyond 20,000 h for uninterrupted con- 
tinuation of DOE research program on thermonic devices.Safety analysis end. 
ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 87/04/30. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 23pp. 40796:072-40796:094. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8705040225 Forwards Exam Rept 50-1 66/87-01 OL of exam administered during wk of 
8701 26-30. W/o stated end. 

WENZINGER.E.C. Region 1, Office of Director. 87/04/21. DIETER, G.E. Maryland. 
Univ. of, College Park, MD. 2pp. 40775:242-40775:243. 


V. Operator Examinations 

8705040225 Forwards Exam Rept 50-1 66/87-01 OL of exam administered during wk of 
870126-30.W/O stated end. 

WENZINGER.EC. Region 1. Office of Director. 87/04/21. DIETER, G.E. Maryland. 
Univ. of. College Park, MD. 2pp. 40775:242-40775:243. 


DOCKET 60-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


U. Insurance & indemnity information 

^705220031 Forwards Endorsements 120 & 97 to NELIA policies NF-164 & NF-220 & 
Endorsements 97 & 84 to MAELU Policies MF-44 & MF-73.respect)vely. 

FARRELL.E. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 6pp, 41017:089-41017:093. 


P. Operating license stage documents & correspondence 

8705150276 “Technical Rept 23.1 PB Peach Bottom Atomic Power Station- Integrated 
Containment Analysis.” W/870313 release Itr. 

• Industry Degraded Core Rulemaking Program. * Atomic Industrial Forum. * Philadel- 
phia Electric Co. 85/03/31. 200pp. 40933:253-40934:099. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS,P. 
Simpson. Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705050109 Lists plant-specific info needed to suppi GE NEDO-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus” (Apr 1973) & 730521 
errata & addenda sheeLInfo re Items 1 & 2 requested within 30 & 60 
days, respectively. 

ZItMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK.I.R. Jersey Central Power & Light Co. BAUER, E.G. Philadelphia Electric 
Co. ABEL.J.S. Commonwealth Edison Co. 7pp. 40840:082-40840:088. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200675 Partial response to FOIA request for documents.App G records available in 
PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/15, MORfARTY,P. 
KYW-TV3. Philadelphia, PA. 3pp. 41004:180-41004:186. 


R. Periodic operating reports & related correspondence 


8705050111 “1986 Annual Decommissioning Rept 14.” W/870424 Itr. 

ALDEN.W.M. Philadelphia Electric Co. 86/12/31. BERNERO.R.M. NRC - No Detailed 
Affiliation Given. 4pp. 40812:135-40812:138. 


U. Congressional/Executive Correspondence 

8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.CommIssion unable to comment on issues before Commission or adjudica- 
tory boards. 

ZECH.LV^. Commissioners. #287 3482. 87/05/15. HUMPHREY, G.J. Senate. 3pp. 
41101:136-41101:140. 

-8705280094 Commends Commission on shut down of Peach Bottom plant due to 
plant operators sleeping at controls.Malnt of safety stds & concern re Seabrook EPZ 
diso discussoct 

HUMPHREY, C.J. Senate. 87/04/02. ZECH,LW. Commissioners. 2pp. 41101:139- 
41101:140. 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8705220231 Forwards revised security plan submitted as suppi in support of renewal of 
License R-87.Plan withheld. 

CLIKEMAN.F.M. Purdue Univ., West Lafayette, IN. 87/05/15. Division of Reactor In- 
spection & Safeguards (Post 870411). Ip. 41017:005-41017:005. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P. Operating license stage documents & correspondence 

8705110187 Requests withdrawal of 860521 request for amend to License R-103. 
HULTSCH,R.A., BRUGGER,R.M. Missouri, Univ. of. Columbia. MO. 87/05/04. Office 
of Nuclear Reactor Regulation, Director (Post 870411). Ip. 40882:019-40882:019. 

8705130235 Forwards request for addi info re 860912 application for amend to 
OL, authorizing use of newly developed extended life aluminide fuel element containing 
higher densities of U & burnable poison. 

CARTER, R.E. Standardization & Non-Power Reactor Project Directorate. 87/05/07. 
BRUGGER.R.M. Missouri, Univ. of, Columbia. MO, 5pp, 40911:066-40911:069. 


Q. Inspection reports, IE Bulletins & correspondence 

8705280046 EN-87-001 A:on 870522, notice of violation & proposed imposition of civil 
penalty in amount of $4,000 issued. Action based on violations re overexposure & in- 
adequate radiation hazard evaluation during pellet handling. 

FLACK.E., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/22. Ip. 
41088:340-41088:340. 

8705280463 Forwards order imposing civil penalty in amount of $4,000 based on review 
of 870213 response to 870116 notice of violation & proposed imposition of civil penal- 
ty from safety insp on 860826-1 003 .Violations did occur. 

TAYLOR. J.M. Deputy Executive Director for Regional Operations (Post 870413). 87/ 
05/22. BRUGGER.R.M. Missouri, Univ. of. Columbia. MO. 1p. 41097:173-41097:180. 

-8705280466 Order imposing civil penalty in amount of $4,000 based on violations 
noted during 860826-1003 insp re overexposure reported to NRC by licensee 860820 
Itr. 

TAYLOR, J.M. Deputy Executive Director for Regional Operations (Post 870413), 87/ 
05/21. Missouri, Univ. of, Columbia. MO. 7pp. 41097:174-41097:180. 
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DOCKET 50-168 KANSAS STATE UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

8705050121 Forwards Automatic Sprinkler Corp of America 861201 Part 21 rept re 6 
inch Model C valve & mercury check device, for info.W/o end. 

GAGUARDO.J.E. Region 4. Office of Director. 87/04/29. FAW.R.E. Kansas State 
Univ., Manhattan, KS. 1p. 40812:142-40812:157. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705050338 Forwards Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 
870114-0326.NC -idator. nctoi. 

CHAFFEE.A.E. on 5 D'iice D eo.or. 87/04/15. BASKlN,K.P. Southern Califor- 
nia Edison Co. 2;i|:’ -'-0322:122-- t;<s22 '1-2. 

-87050S0352 Insp Repts 50-206/87-06.50-361/87-02 & 50-362/87-02 on 870114- 
0326.No violation or deviation noted.Major areas inspeGted:calibr program implemen- 
tation & LER review. Confirmatory action Itr issued re unplanned ESF actuations. 
QUALLS.P.M. Region 5, Office of Director. 87/04/15. 9pp. 40822:124-40822:132. 

8705040139 FonArards Fire Protection Insp Repts 50-206/87-09, 50-361/87-08 & 50- 
362/87-09 O'" nT:33C-:-i:3.No vid:=itOfS noted. 

PATE.R.J. :;r Cir-co o» Dru::'.c:. 87/04/17. BASKIN.K.P. Southern California 
Edison Co. 2pp. ^0730: 139-40730:147. 

-8705040142 Insp Repts 50-206/87-09.50-361/87-08 & 50-362/87-09 on 870330- 
0403.No violations noted.Major areas inspected: previously identified open items & im- 
plementation of fire protection program. 

RAMSEY.S. Region 5, Office of Director. 87/04/16. 7pp. 40780:141-40780:147. 

8705220353 Forwards proposed scope & objectives for facility 1 987 annual emergency 
plan exercise, per guidance contained in 830803 & 840403 Itrs. 

BASKIN.K.P. Southern California Edison Co. 87/05/04. MARTiN.J.B. Region 5. Office 
of Director. 4pp. 41024:128-41024:131. 

8705130232 Informs that fee for 840608 application.consisting of proposed Tech Spec 
Change 136 re fire protection equipment, not required since application continuance 
of earlier application in which fees waived. 

DIGGS.R.M. License Fee Management Branch. 87/05/07. ' BASKIN.K.P. Southern 
California Edison Co. Ip. 40911:064-40911:064. 


J. Insurance & indemnity Information 

8705220295 Forwards Endorsements 116,117 & 118 to NELIA Policy NF-146, Endorse- 
ments 102 & 103 to MAELU Policy MF-38 & Endorsement 46 to NELIA Policy NS- 
282. 

ADAMS.J.B. Southern California Edison Co. 87/04/28. DINITZ.I. NRC - No Detailed 
Affiliation Given. 7pp. 41016:227-41016:233. 


P. Operating license stage documents & correspondence 

8705050307 Responds to NRC request for addi info re configuration of San Diego Gas 
& Electric Co offsite power sys at plant, per 861219 Amend Application 127.Physicai 
independence of two offsite power sys not affoctc-d by *.*;-.sion TL 23006 tie line. 
MEDFORD.M.O. Southern California Edi:K;r= Co. ?r'0-t.'2'3. Document Control Branch 
(Document Control Desk). 2pp. 40815:301-40815:302, 

8705050381 Forwards Amend Application 140 to License DPR-13,consisting of Pro- 
posed Change 1 64, upgrading DHR requirements for Mode 3 w/reactor trip breakers 
closed to same requirements that exist for Modes 1 & 2.Fee paid. 

BASKIN.K.P. Southern California Edison Co. 87/04/28. Document Control Branch 
(Document Control Desk), ip. 40810:252-40810:285. 

—8705050388 Amend Application 140 to License DPR-1 3, consisting of Proposed 
Change 164,revising Section 3.1.2, “Operational Components" & Table 4.1.2, “Min 
Equipment Check & Sampling Frequency." Certificate of Svc end. 

BASKIN.K.P. Southern California Edison Co. HOLCOMBE, J.C. San Diego Gas & Elec- 
tric Co. 87/04/28. 9pp. 40810:253-40810:261. 

“8705050389 Proposed Tech Specs, revising Pages 3-6 through 3-10 & 4-7 through 4- 
12 to upgrade DHR requirements for Mode 3 w/ reactor trip breakers closed to same 
requirements that exist for Modes 1 & 2. 

* Southern California Edison Co. 87/04/28. 24pp. 40810:262-40810:285. 

8705060096 Forwards list of FOX-3 parameters w/scan rates & post-trip review param- 
eters for clarification of info provided in util 860715 Itr re Generic Ltr 83-28. Post-trip 
review function revised to include 10 minutes of post-trip data. 

MEDFORD.M.O. Southern California Edison Co. 87/04/28. Document Control Branch 
(Document Control Desk). 5pp. 40816:237-40816:241. 

8705040034 Forwards safety evaluation re util mod to enhance availability of second 
source of offsite power at facility. Existing sys for providing offsite power to facility 
acceptable for long-term plant operation. 

DUDLEY.R.F. Project Directorate V. 87/04/29. BASKIN.K.P. Southern California 
Edison Co. 3pp. 40790:191-40790:201. 

-8705040035 Safety evaluation supporting mod to enhance availability of second 
source of offsite power at facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/29, 8pp. 
40790:194-40790:201. 

8705050335 Provides info re 870407 Amend 97 to License DPR-1 3 in response to 
861111 Amend Application 138, consisting of Proposed Change 165 to Tech 
Specs.Amend lowers pressurizer high level reactor trip set point from 27.3 to 20.8 ft. 
MEDFORD.M.O. Southern California Edison Co. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40815:283-40815:284. 


8705110297 Informs of intention to perform seismic analyses for only .67 g modified 
Housner earthquake for all future design mods requiring seismic review.No operating 

basis earthquake analyses will be performed. 

MEDFORD.M.O. Southern California Edison Co. 87/05/04. Document Control Branch 
(Document Control Desk). 2pp. 40880:204-40880:205. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, "Equipment Seismic Adequacy 

Verification Requirements." 

LONG.W.O. Project Directorate IV. 87/05/05. TREVORS.G.A. Nebraska Public Power 
District. 2pp. 40863:151-40863:153. 

-8705080002 Responds to 870410 request fc” c!ari*:cr.t;cr c" 60-day repcrtinc provi- 
sions of Generic Ltr 87-02 re US! A-46, "EqLip.rer.; Soisiv;::: Adequacy Vs.‘'ivi,'j?.;:c.'- 
Requirements." Response to generic Itr exte.ndec: .o S/ '.'-C';. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705130232 Informs that fee for 840608 application.consisting of proposed Tech Spec 
Change 136 re fire protection equipment, not required since application continuance 
of earlier application in which fees waived. 

DIGGS.R.M. License Fee Management Branch. 87/05/07. BASKIN.K.P. Southern 
California Edison Co. 1p. 40911:064-40911:064. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements. Svc list end. 

MIRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V.including Diablo Canyon, Palo Verde, Rancho Seco.San 
Onfore.Trojan & WPPSS 2. 

KNIGHTON.G.W. Project Directorate V. 87/05/12. MURLEY.T., SNIE2EK.J.. 
MIRAGLIA,F. NRC - No Detailed Affiliation Given. Ip. 40966:121-40966:121. 

8705190371 Forwards 19th edition of description of progress on selected regulatory 
projects now ongoing. 

MEDFORD.M.O. Southern California Edison Co. 87/05/12. Document Control Branch 
(Document Control Desk). 2pp. 40967:087-40967:088. 

8705280227 Forwards Change Notice 22 to Amend 9 to QA Program Topical Rept SCE- 
1 -A, reflecting changes in document mat sys & responsibilities. 

MEDFORD.M.O. Southern California Edison Co. 87/05/18. Document Control Branch 
(Document Control Desk). Ip. 41095:008-41095:018. 

—8705280247 Change Notice 22 to Amend 9 to QA Program Topical Rept SCE-1- 
A.reflecting changes in document mgt & responsibilities. 

* Southern California Edison Co. SCE-1-A A09 R22. 87/05/18. 10pp. 41095:009- 
41095:018. 

8705280303 Forwards Change Notice 23 to Amend 9 to QA Program Topical Rept SCE- 
1 -A.reflecting changes to calibr program.Changes will be incorporated into next amend 
to rept. 

MEDFORD.M.O. Southern California Edison Co. 87/05/18. Document Control Branch 
(Document Control Desk). 1p. 41109:249-41109:251. 

-8705280310 Change Notice 23 to Amend 9 of QA Program SCE-1-A reflecting 
changes in calibr program, 

* Southern California Edison Co. SCE-1-A AOS R23. 87/05/18. 2pp. 41109:250- 
41109:251. 

8705260032 Forwards addI info re modeling error in main feediine break transient 
analysis, submitted in support of Amend 97 to License DPR-1 S.Results of original cal- 
culation confirmed & acceptance c.'iteria mei.Calcuiaiic'! £ analysis also end. 
MEDFORD.M.O. Southern California Edison Cc. 37/05/19. Document Control Branch 
(Document Control Desk). 33pp. 41032:332-41033:003. 

8705280241 Advises that 870420 request that Figure 1 of FH Attix rept entitled, 
“Review of Reported High Exposure to Extremity TLD 80365 at San Onofre Genera- 
tion Site in Oct 1986." be withheld (ref 10CFR2.790) approved. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/21. YODER.R.C. R.S. Lan- 
dauer, Jr. & Co. 2pp. 41094:354-41094:355. 

8705280382 Forwards FH Attix 870516 Itr re 870508 visit to facility to gather addi data 
concerning processing of Southern California Ed TLD finger Bridge- 6C'335.VV/o end. 
WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/22. FULTON,"".:/. R.S. Lan- 
dauer. Jr. & Co. Ip. 41097:162-41097:162. 


Q. Inspector) reports, IE Bulletins & correspondence 

8705050338 Forwards Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 
870114-0326.No violation noted. 

CHAFFEE.A.E. Region 5. Office of Director. 87/04/15. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 40822:122-40822:132. 

-8705050352 Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 870114- 
0326.No violation or deviation noted.Major areas inspected:calibr program implemen- 
tation & LER review. Confirmatory action Itr issued re unplanned ESF actuations. 
QUALLS.P.M., JOHNSON, P.H. Region 5, Office of Director. 87/04/15. 9pp. 
40822:124-40822:132. 

8705040139 Forwards Fire Protection Insp Repts 50-206/87-09, 50-361/87-08 & 50- 
362/87-09 on 870330-0403.No violations noted. 

PATE.R.J. Region 5, Office of Director. 87/04/17. BASKIN.K.P. Southern California 
Edison Co. 2pp. 40780:139-40780:147. 

-8705040142 Insp Repts 50-206/87-09.50-361/87-08 & 50-362/87-09 on 870330- 
0403.No violations noted.Major areas inspected: previously identified open items & im- 
plementation of fire protection program. 

RAMSEY.S., RICHARDS, S. Region 5. Office of Director. 87/04/16. 7pp. 40780:141- 
40780:147. 
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8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110007 Forwards Insp Repts 50-206/87-03,50-361/87-04 & 50-362/87-05 on 
870208-0404 & notice of violation.Enforcement action re plant housekeeping activities 
will be subj of future correspondence, 

CHAFFEE,A.E. Region 5, Office of Director. 87/04/24. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 40877:136-40877:167. 

-8705110010 Notice of violation from insp on 870208-0404. 

JOHNSON, P.H. Region 5. Office of Director. 87/04/24. Ip. 40877:138-40877:138. 

-8705110012 Insp Repts 50-206/87-03,50-361/87-04 & 50-362/87-05 on 870208- 
0404.Violations noted:inadequate control of mod to safety-related equipment & failure 
to comply w/station housekeeping requirements. 

HUEY,F.R., TATUM, J.E., HON,A. Region 5, Office of Director. 87/04/24. 29pp. 
40877:139-40877:167. 

8705270335 Forwards Insp Repts 50-206/87-07,50-361/87-06 & 50-362/87-07 on 
870309-041 7.No violations noted. 

CHAFFEE,A.E. Region 5. Office of Director. 87/05/07, BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 41085:149-41085:158. 

-8705270354 Insp Repts 50-206/87-07.50-361/87-06 & 50-362/87-07 on 870309- 
0417,No violations or deviations noted.Major areas inspected:corrective action,open 
item followup, overpressure protection & independent insp. 

QUALLS.P.M., 0’BRIEN,J., JOHNSON, P.H. Region 5, Office of Director. 87/05/07. 
8pp. 41085:151-41085:158. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty,” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp, 40961:001-40961:106. 

8705190258 Comments on observations noted in summary of Insp Repts 50-206/86- 
47,50-361/86-36 & 50-362/86-35 on 861117-20 re fitness for duty program, per NRC 
870304 reqyest. 

BASKIN,K.P. Southern California Edison Co. 87/05/14. PARTLOW.J.G. NRC - No De- 
tailed Affiliation Given. 6pp. 40967:345-40967:350. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROsSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040264 “Annual Radiological Environ Operating Rept for 1986,San Onofre Nuclear 
Generating Station Units 1 ,2 & 3." W/870430 Itr. 

MEDFORD, M.O. Southern California Edison Co. 86/12/31. 263pp. 40778:144- 
40779:046. 

8705190158 Monthly operating rept for Apr 1987.W/870511 Itr. 

SIACOR,E.R., MORGAN,H.E. Southern California Edison Co. 87/04/30. 6pp. 
40968:342-40968:347. 


V. Operator Exatninations 

8705180229 Revises 870311 Itr re scheduling of reactor & senior reactor operator li- 
censing exams,per 870504 discussion. Written exams rescheduled for 870728 & oral 
exams rescheduled for 870729-31 & 870803-06, 

PATE.R.J. Region 5, Office of Director. 87/05/08. RAY,H. Southern California Edison 
Co. 2pp. 40955:178-40955:179. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 

8705140131 Rev 5 to Emergency Plan Implementing Procedure EPIP 1.5-18, “Emergen- 
cy Plan Training, Drills & Exercises.” W/870507 Itr. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/05/07. 6pp. 40918:231- 
40918:236. 

8705270713 Forwards Health Physics Insp Rept 50-213/87-11 on 870420-24. No viola- 
tions noted. 

MARTIN,T.T. Region 1, Office of Director. 87/05/18. MROC2KA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41084:270-41084:277. 

-8705270717 Health Physics Insp Rept 50-213/87-11 on 870420-24.No violations 
noted.Major areas inspected:health physics & status of previously identified items. 
SHERBINI.S., SHANBAKY.M. Region 1, Office of Director. 87/05/15. 6pp. 41084:272- 
41084:277. 

8705280301 Fon^ards Resident Insp Rept 50-213/87-08 on 87031 9-0505.No violations 
noted.Requests reply to Inadequate Implementation of license commitments 
noted, including exceeding max allowable reactor vessel cooldown rate. 
WENZINGER,E.C. Region 1, Office of Director. 87/06/19. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 41 107:296-41 107:309. 

-8705280309 Insp Rept 50-213/87-08 on 87031 9-0505,No violations noted. Major 
areas inspected:plant operations, radiation protection, fire protection, security & 
maintUnresolved items re licensee commitment control & Invalid temp charts noted. 
MCCABE,E.C. Region 1, Office of Director. 87/05/21. 12pp. 41107:298-41107:309. 

8705280191 Forwards info on fire protection re wall between control room & computer 
room.Wall works in conjunction w/computer room Halon sys to prevent fires which 
may occur in computer room from spreading to control room. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/05/21. Document Control 
Branch (Document Control Desk). 18pp. 41090:039-41090:066. 


P. Operating license stage documents & correspondence 

8705080203 Forwards results of RCS seismic reevaluations & final plans for mods iden- 
tified in NRC safety evaluation of SEP Topic III-6.AII outstanding issues re Generic Ltr 
84-04 & SEP Topic III-6 resolved. 

MROCZKA,E.J., WERNER,R.P. Connecticut Yankee Atomic Power Co. 87/05/01. 
Document Control Branch (Document Control Desk). 4pp. 40872:022-40872:025. 

8705080002 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification Require- 
ments." Re^onse to generic Itr extended to 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH,N.P, Seismic Qualification Utility Group. 1p. 40863:153-40863:153. 

8705110184 Forwards response to NRC 870402 request for addi info re NUSCO 140-1, 
“NUSCO Thermal Hydraulic Model Qualifcation Vol 1 (RETRAN).” Util staff available 
to hold meeting during wk of 870518. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 163pp. 40883:191-40883:353. 

8705150417 Forwards revs to NUSCO 151 rept re reanalysis of non-LOCA DBAs,in sup- 
port of design of Cycle 15 reload.Major changes in analyses include, uncontrolled rod 
withdrawal from subcritical, steam line break & boron dilution. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 121pp. 40926:198-40926:314. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705270625 Ack receipt of listed invoices for cost incurred for review of facility 
submittals. Fee paid.License number for Millstone Unit 3 incorrect on Invoice 1099A. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
05/18. Document Control Branch (Document Control Desk). lOpp, 41085:030- 
41085:039. 

8705270721 Remits fee re 870401 submittal of updated bimonthly progress rept & 
design info for new switchgear bldg.per 870422 request. Fee required since NRC 
review requested. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co, 87/05/18. Document Control 
Branch (Document Control Desk). Ip. 41084:269-41084:269, 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060184 Forwards Relief Request 2.0,requesting relief from performing inservice 
surface exam of eight nozzle-to-safe end butt welds for inservice insp program.Code 
Categoiy B-F, Item BS.IO.Relief requested by 87061 S.Fee paid. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 5pp. 40829:354-40829:358. 

8705110307 Forwards safety evaluation granting relief from ASME Code Section XI in- 
service insp requirements for certain Category B-J welds, for second 10-yr insp interval 
ending on 880101. 

THOMAS.C.O. Integrated Safety Assessment Project Directorate. 87/05/07. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 5pp. 40884:305-40884:312. 

-8705110312 Safety evaluation granting relief from ASME Code Section XI inservice 
insp requirements for Category B-J welds for second 10-yr insp interval ending on 
8801 01 .unless revised or modified prior to end of interval. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 3pp. 
40884:310-40884:312. 

8705180227 Forwards Exam Rept 50-21 3/87-07OL for exams administered during wk of 
87031 6-1 9.Exam questions & findings end. 

WENZINGER.E. Region 1. Office of Director. 87/05/08. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 40952:033-40952:078. 

-8705180231 OL Exam Rept 50-21 3/87-07OL for exams administered during wk of 
87031 6-1 9. Exam results.'all four senior upgrade candidates passed written & oral 
exams. 

CRESCENZO.F., KELLER, R., COLLINS, S.J. Region 1, Office of Director. 87/05/07. 
44pp. 40952:035-40952:078. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of (Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280311 Ack receipt of 870310 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-213/87-01. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/14. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41094:284-41094:287. 

8705270713 Forwards Health Physics Insp Rept 50-213/87-11 on 870420-24. No viola- 
tions noted. 

MARTIN.T.T. Region 1, Office of Director. 87/05/18. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41084:270-41084:277. 

-8705270717 Health Physics Insp Rept 50-213/87-11 on 870420-24.No violations 
noted.Major areas inspected:health physics & status of previously identified items. 
SHERBINI.S., SHANBAKY,M. Region 1, Office of Director. 87/05/15. 6pp, 41084:272- 
41084:277. 

8705280301 Forwards Resident Insp Rept 50-213/87-08 on 87031 9-0505. No violations 
noted.Requests reply to inadequate implementation of license commitments 
noted, including exceeding max allowable reactor vessel cooldown rate. 
WENZINGER,E.C, Region 1. Office of Director. 87/05/19. MROCZKA,E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 41107:296-41107:309. 
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-8705280309 Insp Rept 50-213/87-08 on 87031 9-0505. No violations noted. Major 
areas inspected:plant operations, radiation protection, fire protection, security & 
maintUnresolved items re licensee commitment control & invalid temp charts noted. 
MCCABE,E.C. Region 1. Office of Director. 87/05/21. 12pp. 41107:298-41107:309. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040267 "Radiological Environ Monitoring Program Annual Radiological Environ Op- 
erating Rept, 1 986." W/870430 Itr. 

MR0C2KA,E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 86/12/31. 236pp. 40782:103- 
40782:338. 

8705220189 Monthly operating rept for Apr 1987.W/870515 Itr. 

DEAN,C.B., MILLER,D.B. Connecticut Yankee Atomic Power Co. 87/04/30. 8pp. 
41020:175-41020:184. 


S. Reportable occurrences, LERs & related correspondence 

8705080214 LER 87-004-00:on 870406.fire barrier separating cable spreading area & 
turbine bldg declared inoperabte.Caused by inadequate engineering involvement 
during initial installation of seal.Fire watch established.W/870504 Itr. 

LAPUTNEY,J.J., MILLER.D.B. Connecticut Yankee Atomic Power Co. 87/05/04. 5pp. 
40872:001-40872:005. 

8705210420 LER 87-006-00;on 870421, w/plant in Mode 1, turbine load runback feature 
of reactor protection sys actuated.Gaused by spurious down spike on nuclear 
InstrumenLExact cause unknown.Sys scheduled for upgrade in 1989.W/870514 Itr. 
DANIELSON, B.R., MILLER, D.B. Connecticut Yankee Atomic Power Co. 87/05/14. 
4pp. 41012:254-41012:257. 

8705210605 LER 87-005-00:on 87041 6,reactor trip occurred due to high steam flow 
from steam generators 3 & 4.Caused by rust & debris in control oil sys due to water 
contamination. Turbine governor section cleaned. W/87051 4 Itr. 

BEGANSKl,R., MILLER.D.B. Connecticut Yankee Atomic Power Co. 87/05/14. 4pp. 
41012:159-41012:162. 


V. Operator Examinations 

8705010130 Partial response to FOIA request for documents re INPO accreditation of 
training programs.Forwards App B document. Document also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project. 2pp. 40773:159-40773:164. 

-8705010140 Summarizes INPO 861210 accreditation meeting in Atlanta.GA. Listed 
plants presented training programs for nonlicensed operators, reactor operators.senior 
reactor operators & shift technical advisors. 

PAPERIELLO.C.J. Region 3. Office of Director. 86/12/22. RUSSELL. W.T. Division of 
Human Factors Technology (851125-870411). 2pp. 40773:161-40773:164. 

8705180227 Forwards Exam Rept 50-21 3/87-07OL for exams administered during wk of 
870316-1 9. Exam questions & findings end. 

WENZINGER.E. Region 1, Office of Director. 87/05/08. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 40952:033-40952:078. 

-8705180231 OL Exam Rept 50-21 3/87-070L for exams administered during wk of 
87031 6-1 9.Exam results:all four senior upgrade candidates passed written & oral 
@x3ms 

CRESCENZO.F., KELLER.R., COLLINS.S.J. Region 1, Office of Director. 87/05/07. 
44pp. 40952:035-40952:078. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8705180283 Advises that 870130 Rev 21 to security plan consistent w/provisions of 
10CFRS0.54(p) & acceptable. 

MARTIN.T.T. Region 1. Office of Director. 87/04/29. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 40956:064-40956:066. 

8705080212 Forwards Safety Insp Rept 50-219/87-08 on 870309-0419 & notice of vio- 
lation. 

COLLINS.S.J. Region 1. Office of Director. 87/05/01. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 40871:339-40871:357. 

-8705080236 Insp Rept 50-219/87-08 on 870309-041 9. Violations noted: failure to de- 
velop & implement formal surveillance procedure for ensuring operability of contain- 
ment leakage rate flow integrators. 

BLOUGH,A.R. Region 1, Office of Director. 87/04/28. 16pp. 40871:342-40871:357. 

8705220277 Revised emergency plan Implementing procedures, including Rev 3 to 6430- 
IMP-1 300.41, “Emergency Duty Roster Activation" & Rev 4 to 6430-IM P-1 300.35, 
“Radiological Controls Emergency Actions.’’ W/87051 5 Itr & Index. 

BARTON, J.J., SULLIVAN.R.L General Public Utilities Corp. - GPU Service Corp. 87/ 
05/11. 171pp. 41023:321-41024:121. 


J. Insurance & indemnity information 

8705220031 Forwards Endorsements 120 & 97 to NELIA policies NF-164 & NF-220 & 
Endorsements 97 & 84 to MAELU Policies MF-44 & MF-73, respectively. 

FARRELL, E. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 5pp. 41017:089-41017:093. 


P. Operating license stage documents & correspondence 

8705220012 FOIA request for PRAs for listed plants be placed in PDR. 

CONNOR,L. Affiliation Not Assigned. 87/04/16. Division of Rules & Records (Post 
870413). Ip. 41023:245-41023:245. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. . „ ^ „ 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

—8705040203 Forwards addi info re relief valve blowdowns at facility, per 740307 
request.Info suppis data previously submitted on 740118 & 0207. 

FINFROCK,I.R. Jersey Central Power & Light Co. 74/04/15. ZIEMANN,D.L. Atomic 
Energy Commission, Directorate of Licensing. 2pp. 40839:065-40839:066. 

-8705040271 Fonvards summary of electromagnetic relief valve operation at facility 
from Jan-Dec 1969,per Item 1 of 731219 request. Future relief valve operation will be 
reported in facility semiannual operating repts. 

FINFROCK.i.R. Jersey Central Power & Light Co. 74/01/18. ZIEMANN,D.L Atomic 
Energy Commission, Directorate of Licensing. 6pp. 40839:104-40839:109. 

-8705050109 Lists plant-specific info needed to suppi GE NEDO-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet. Info re Items 1 & 2 requested within 30 & 60 
days, respectively. 

ZltMANN,D.L Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK,I.R. Jersey Central Power & Light Co. BAUER.E.G. Philadelphia Electric 
Co. ABEL.J.S. Commonwealth Edison Co. 7pp. 40840:082-40840:088. 

-8705050211 Provides estimation of main steam electromatic relief valve operations at 
operating conditions for listed facilities, per 730718 request. Histories of relief valve op- 
eration at pressure & temp & related info end. 

DANCE, H.C. Region 3. Chicago, Office of the Director. 73/07/31. BRYAN.S. Region 

3, Chicago, Office of the Director. 1 3pp. 40839:337-40839:349. 

8705060309 Notification of 87061 1 meeting w/util in Bethesda.MD to discuss status of 
SEP & drywell shell corrosion program. 

DROMERlCK,A.W. Project Directorate I-4. 87/04/29. STOLZ.J.F. Project Directorate I- 

4. 3pp. 40837:030-40837:032. 

8705180456 Advises of intent to submit info to demonstrate adequacy of compliance w/ 
10CFR50.62, “ATWS Rule," by 870701. Development of info currently underway. 
WILSON.R.F. General Public Utilities Corp, - GPU Service Corp. 87/05/08. Document 
Control Branch (Document Control Desk). 1 p. 40958:305-40958:305. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGL!A,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220367 Submits response to 870312 Generic Ltr 87-05 re measures to mitigate &/ 
or identify potential degradation of Mark I drywells.Drywell shell ultrasonic thickness 
measurements performed during 1 986 refueling outage. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/05/12. Document 
Control Branch (Document Control Desk). 4pp. 41024:215-41024:225. 

—8705220370 Rev 2 to “Functional Requirements for Drywell Containment Vessel 
Thickness Exam." 

MART1N.J,A. General Public Utilities Corp. - GPU Service Corp. 87/02/20. 7pp. 
41024:219-41024:225. 

8705260132 Forwards TE Murley 870428 Itr granting relief from 60 day reporting re- 
quirement of Generic Ltr 87-02 to members of of Seismic Qualification Utils Group. 
STOLZ,J.F. Project Directorate 1-4. 87/05/15. FIEDLER.M.P. General Public Utilities 
Corp. - GPU Service Corp. Ip. 41043:298-41043:300. 

8705220326 .-ira! 'esconse to FOIA request.No PRAs on file for McGuire 1 .Bellefonte 1 
& GASS.AR.PRAs fcr Susquehanna 1 & Oyster Creek available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/18. CONNOR.L. Af- 
filiation Not Assigned. Ip. 41023:246-41023:246. 

8705290196 Summary of 870515 meeting w/utll in Bethesda,MD re status of station li- 
censing actions.Attendance list & marked-up licensing action rept end. 

DROMERICK.A. Project Directorate 1-4. 87/05/22. Project Directorate 1-4. 9pp. 
41117:056-41117:064. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 Suppi 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060097 Forwards response to SALP rept, per 870312 requestlnfo provided in 
870406 meeting summarized or expanded. Measures taken to reduce number of per- 
sonnel errors re plant operations discussed. 

CLARK,P.R. General Public Utilities Corp. - GPU Service Corp, 87/04/28. Document 
Control Branch (Document Control Desk). 21pp. 40816:216-40816:236. 

8705080188 Fonwards Exam Rept 50-21 9/87-09OL of exam administered on 870227. 
COLLINS, S.J. Region 1. Office of Director. 87/05/01. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 40871:320-40871:323. 

-8705080195 Exam Rept 50-21 9/87-09OL on 870227.Exam results:one senior reactor 
operator candidate passed operating exam.Candidate had passed written exam previ- 
ously. 

LANGE, D.J., KELLER, R., COLLINS,S.J. Region 1, Office of Director. 87/04/29. 2pp. 
40871:322-40871:323. 

8705080212 Forwards Safety Insp Rept 50-219/87-08 on 870309-0419 & notice of vio- 
lation. 

COLLINS.S.J. Region 1. Office of Director. 87/05/01. FIEDLER.P.B. General Public 
■ Utilities Corp. - GPU Service Corp. 2pp. 40871:339-40871:357. 
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-8705080213 Notice of violation from insp on 870309-0419. 

* Region 1, Office of Director. 87/06/01. Ip. 40871:341-40871:341. 

-8705080236 Insp Rept 50-219/87-08 on 870309-041 9. Violations noted: failure to de- 
velop & implement formal surveillance procedure for ensuring operability of contain- 
ment leakage rate flow integrators. 

BLOUGH.A.R. Region 1. Office of Director. 87/04/28. 16pp. 40871:342-40871:357. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705270276 Ack receipt of 870416 Itr responding to NRC 870317 Itr re violations noted 
in Insp Rept 50-21 9/87-05. 

MARTIN, T.T. Region 1. Office of Director. 87/05/12. FIEDLER,P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 41048:211-41048:215. 

8705260442 Responds to notice of violation re Insp Rept 50-219/87-07. Corrective 
actions:Drafting Std DS-002 revised to require that const drawings must all carry note 
stating which other drawings affected by const of subj drawing. 

WILSON, R.F. General Public Utilities Corp. - GPU Service Corp. 87/05/14. Document 
Control Branch (Document Control Desk). 3pp. 41038:170-41038:172. 

8705270553 Forwards Mgt Meeting Rept 50-219/87-18 on 870511. Confirmatory Action 
Ltr 87-05 closed.NRC continued followup of containment vacuum breaker issues will 
be tracked under Insp Rept 50-219/87-16. 

KANE.W.F. Region 1, Office of Director. 87/05/15. FIEDLER,P.B. General Public Utili- 
ties Corp. - GPU Service Corp. 2pp. 41084:011-41084:023. 

-8705270558 Mgt Meeting Rept 50-219/87-18 on 870511. Major areas 
discussed:Confirmatory Action Ltr 87-05 re 870424 containment vacuum breaker 
event & problem of water hammer in core spray test lines during sys testing. 
BLOUGH,A.R. Region 1, Office of Director. 87/05/13. 4pp. 41084:013-41084:016. 

-8705270564 Ack receipt of 870507 Itr describing corrective actions re violation of pri- 
mary containment due to blocked-open vacuum breakers,investigation & Special Insp 
Rept 50-219/87-16. Understands util will fulfill commitments of 870507 Itr. 
RUSSELL,W.T. Region 1, Office of Director. 87/05/08. CLARK, P.R. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 41084:017-41084:018. 

-8705270573 RO:on 870424,operator personnel blocked open two torus to drywell 
vacuum breaker valves at time when primary containment integrity was 
required.Caused by cognitive personnel error.Procedures revised. 

FIEDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 87/05/07. 
RUSSELL, W. Region 1, Office of Director. 5pp. 41084:019-41084:023. 

8705270438 Forwards Safety Insp Rept 50-219/87-10 on 870331 -0403,No violations 
noted.Several technical issues remain for resolution before stack & turbine effluent 
monitoring sys & RAGEMS I & II can be considered fully operational. 

MARTIN,T.T. Region 1, Office of Director. 87/05/18. FIEDLER, P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 41088:129-41088:139. 

-8705270441 Safety Insp Rept 50-219/87-10 on 870331 -0403.No violations 
noted. Major areas inspected:status of inspector followup items re implementation of 
NUREG-0737. 

SHERBINI,S.. MCFADDEN.J., SHANBAKY.M. Region 1, Office of Director. 87/05/15. 
9pp. 41088:131-41088:139. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Norpower Reactors.” Svc list end. 

ROSSLC.E, Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERs & related correspondence 

8705040240 LER 87-01 5-00:on 87021 8, three intermediate range monitors in reactor 
protection trip sys discovered inoperable.Caused by break in nickel ribbon flexible 
conductor attached to detector anode.Maint procedures revised.W/870424 Itr. 
BABECKA,R., FIEDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
04/24. 6pp. 40782:068-40782:073. 

8705050364 LER 86-008-01 :on 86041 5,leak rates in excess of Tech Spec 4.5.F.d crite- 
ria discovered in 21 containment isolation valves.Caused by degradation of valve in- 
ternals due to general wear of components. Valves replaced.W/870428 Itr. 

EMRICH.W., F]EDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 87/04/ 
28. 7pp. 40815:256-40816:262, 

8705110302 LER 87-011 -01 :on 87021 4, reactor scram occurred as result of high reactor 
water level turbine trip.Caused by faulty wire installation during plant const or 
maintTerminations in control room inspected & tightened.W/870504 Itr. 

BABECKA,R.J., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/04. 6pp. 40883:165-40883:170. 

8705120398 LER 87-020-00:on 870402, daily 5% MSIV closure test not performed within 
time frame per Tech Specs.Caused by personnel error during shift turnover.Test com- 
pleted & shift supervisor counseled.Furtner training planned.w/870504 Itr. 
CERVENKA.P.F., FIEDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/04. 4pp. 40887:195-40887:198, 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428.List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E, Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 41115:224-41115:236. 


V. Operator Examinations 

8705080188 Forwards Exam Rept 50-21 9/87-09OL of exam administered on 870227. 
COLLINS,S.J. Region 1, Office of Director. 87/05/01. FIEDLER,P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 40871:320-40871:323. 

-8705080195 Exam Rept 50^21 9/87-09OL on 870227. Exam re8Ults;one senior reactor 
operator candidate passed operating exam.Candidate had passed written exam previ- 
ously. 

LANGE,D.J., KELLER.R., COLLINS, S.J. Region 1, Office of Director, 87/04/29. 2pp. 
40871:322-40871:323. 


DOCKET 50-220 NINE MiLE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705060064 Forwards Rev 2 to physical security plan.AddI 60 days for implementation 
of security sys closed-circuit television assessment feature described in Attachment B 
requested.Rev withheld (ref 10CFR73.21). 

BERATTA,J.P. Niagara Mohawk Power Corp. 87/04/24. RUSSELL, W.T. Region 1, 
Office of Director. 1p. 40821:085-40821:085. 

8705180178 Revised emergency procedures, including Rev 3 to Emergency Plan Maint 
Procedure EPMP-5, ‘‘On-Call Procedure" & Rev 4 to Emergency Plan Implementing 
Procedure EPP-24, “Nuclear Transportation Accidents.” W/870511 Itr. 

VOLZA,P., ROMAN, T.W., MANGAN,C.V. Niagara Mohawk Power Corp. 87/05/11. 
37pp. 40954:086-40954:122. 


J. Insurance & indemnity information 

8705260364 Forwards Endorsements 102 & 85 to NELIA Policy NF-161 & MAELU 
Policy MF-46, respectively. 

O’CONNOR, D.J. Marsh & McLennan, Inc. 87/05/18. DINITZ,!. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41038:251-41038:253. 


P. Operating license stage documents & correspondence 

8705040184 Partial response to FOIA request for documents. Category 1 documents 
subj to request end. 

GRfMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705040289 Responds to 731219 request for addi info re dynamic effects of relief 
valve blowdowns in torus chamber.Summary of all electromatic relief valve actuations 
at facility end. Proposed Tech Spec change will be submitted by 740219. 
RAYMOND,P.D. Niagara Mohawk Power Corp. 74/01/18. ZIEMANN,D.L. Atomic 
Energy Commission, Directorate of Licensing. 3pp. 40839:113-40839:115. 

-8705050109 Lists plant-specific info needed to suppi GE NEDO-10859, "Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus” (Apr 1973) & 730521 
errata & addenda sheetlnfo re Items 1 & 2 requested within 30 & 60 
days,respectively. 

ZIEMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK,I.R. Jersey CentrafPower & Light Co. 7pp. 40840:082-40840:088. 

-8705050211 Provides estimation of main steam electromatic relief valve operations at 
operating conditions for listed facilities,per 730718 request. Histories of relief valve op- 
eration at pressure & temp & related into end. 

DANCE,H.C. Region 3, Chicago, Office of the Director. 73/07/31. BRYAN, S. Region 
3, Chicago, Office of the Director. 1 3pp. 40839:337-40839:349. 

8705070301 Summary of 870424 meeting w/util in Bethesda,MD re status of certain li- 
censing issues & opportunity to meet new NRC staff due to reorganization.Util & NRC 
organization charts & agenda end. 

NEIGHBORS, J.D. Project Directorate 1-1. 87/05/04. Project Directorate 1-1. 39pp. 
40851:099-40851:137. 

8705120236 Informs of discovery of leakage on HXs 11 & 12 during installation of sup- 
porting straps.HXs removed from svc until straps installed.Two HXs ordered as re- 
placements & will be installed by end of Spring 1988 refueling & maint outage. 
MANGAN,C.V. Niagara Mohawk Power Corp. 87/05/07. Document Control Branch 
(Document Control uesk). 2pp. 40888:102-40888:103. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180191 Informs of determination that certain commitments in 840402 & 851018 
Reg Guide 1.97 submittals not fully implemented, Review of complete instrumentation 
sys used to monitor variables will be completed by 870630. 

MANGAN,C.V. Niagara Mohawk Power Corp, 8^05/12. Document Control Branch 
(Document Control Desk). 2pp. 40952:296-40952:297. 

8705220450 Requests schedule for implementation of requirements of USI A-46, “Seis- 
mic Qualification of Equipment in Operating Plants" no later than 871 201, per end 
870428 Itr granting 870410 request for schedular relief. W/o end. 

CAPRA, R.A. Project Directorate I-1. 87/05/12. MANGAN,C.V. Niagara Mohawk Power 
Corp. 3pp. 41021:265-41021:268, 

8705190235 Fonvards response to Generic Ltr 87-05 re measures to identify &/or miti- 
gate potential degradation of Mark I drywe!ls.Affidavit encl.W/one oversize drawing. 
MANGAN,C.V. Niagara Mohawk Power Corp. 87/05/13. Document Control Branch 
(Document Control Desk). 5pp. 40967:041-40967:046. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Suppi 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Add Corrosion." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010066 EN-87-037:notice of violation & proposed imposition of civil penalty in 
amount of $50,000 will be issued on or about 870429 to utiLAction based on failure to 
follow procedures, evaluate test results & perform adequate radiation survey. 
MILANO,P., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/04/24. 1p. 
40772:100-40772:100. 

8705060232 Advises that NRR reviewed end proposed Enforcement Adion (EA) EA-87- 
45, including notice of violation & proposed imposition of civil penalty.EA based on 
insps during Aug & Sep 1 986.NRR concurs w/Region I proposed EA. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/04/28. 
LIEBERMAN,J. NRC - No Detailed Affiliation Given. 31pp. 40837:048-40837:078. 
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8705080281 Discusses Insp Repts 50-220/86-13,50-220786-16 & 50-220/86-17 on 

860804-0919 & forwards notice of violation & proposed imposition of civil penalty in 
amount of $50,000. Apparent complacency of util staff members noted. 

RUSSELL, W.T. Region 1. Office of Director. 87/04/29. MANGAN.C.V. Niagara 
Mohawk Power Corp. 4pp. 40862:1 78-40862:1 87. 

“8705080293 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.violation noted:written procedures & administrative policies not 
established, implemented or maintained covering listed maint activities. 

RUSSELL, W.T. Region 1. Office of Director. 87/04/29. 6pp. 40862:182-40862:187. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210023 Forwards Safety Insp Rept 50-220/87-06 on 870420-24.No violations 
noted. 

MARTIN, T.T. Region 1. Office of Director. 87/05/12. MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp? - 1 003; 1 77-i 1 003: 1 85. 

“8705210039 Insp Rept 50-220/87-06 on 870420-24.No violation or deviation 
noted. Major areas inspected:radioactive liquid & gaseous effluent orog'arr.ircL-ding 
records S procedures. Need for improvements in radiochemistry lab CC identified. 
STRUCK.MEY=R,P.. PASCIAK.W.J. Region 1, Office of Director. 87/05/07. 7pp. 
41003:179-41003:185. 

8705270372 Remits payment of civil penalty in amount of $50,000,per 870429 notice of 
violation & proposed imposition of civil penalty. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/05/19. Document Control Branch 
(Document Control Desk), ip. 41088:280-41088:301. 

“8705270382 Responds to NRC 870429 notice of violation & proposed imposition of 
civil penalty. Corrective action:each specific example reviewed by appropriate supervi- 
sor w/personne! & need for strict adherence to procedures stressed. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/05/19. Document Control Branch 
(Document Control Desk). 21pp. 41088:281-41088:301. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705040150 "Annual Radiological Environ Operating Rept, 1986." W/870430 Itr. 
LEMPGES.T.E. Niagara Mohawk Power Corp. 86/12/31. RUSSELL.W.T. Region 1, 
Office of Director. 137pp. 40786:139-40786:275. 


S. Reportable occurrences, LERs & related correspondence 


8705280059 PNO-l-87-044;on 87051 6,receipt insp of two radioactive matls shipping 
packages showed external radiation levels of 2,000 & 1 ,500 mrem/h, exceeding NRu 
& DOT limit of 200 mrem/h. Cause being investigated.States of NY & NC will be in- 
formed. 

BICEHOUSE.H., PASCIAK.W. Region 1, Office of Director. 87/05/20. Ip. 41094:177- 
41094:177. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8705190030 Final response to FOIA request for documents re new rule. Forwards docu- 
ments listed in App B.App A documents already available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. 

AFTERGOOD, S. Committee to Bridge the Gap. 6pp. 40981:118-40981:169. 

“8705190232 Informs of expected schedule for conversion from highly enriched U fuel 
to low enriched fuel.Grant awarded from DOE to evaluate effects of conversion on 
performance of reactor. 

WALLACE, T.J. Lowell. Univ. of. Lowell, MA. 87/04/01. MICHAELS.T. Special Projects 
Branch. Ip. 40981:169-40981:169. 


DOCKET 50-225 RP! CRITICAL EXPERIMENT 


f. Security, medical, emergency & fire protection plans 


8705180326 Forwards request for addi info re security plan on protection of SNM of low 
strategic significance submitted by 861223 Itr.Encl withheld (ref 10CFR2.790(d)). 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/13. 
HARRIS, D.R. Rensselaer Polytechnic Institute, Troy. NY. Ip. 40960:012-40960:012. 


Q. Inspection reports, IE Bulletins & correspondence 

8705280482 Forwards Insp Rept 50-225/87-01 .Licenses of two of three currently li- 
censed operators will be reactivated upon proper application & subsequently renewed 
for use w/new core configuration. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/18. LAHEY.R.T. Rensselaer 
Polytechnic Institute, Troy, NY. 2pp. 41107:207-41107:211. 

“870528048S Insp Rept 50-225/87-01 on 870428.No violations noted.Major areas 
lnspected:RP! critical facility ref data handbook & licensee response to questions re 
proposed revs to SAR & Tech Specs for low enriched U core. 

COE.D.H., ELASSER.T.C. Region 1. Office of Director. 87/05/18. 3pp. 41107:209- 
41107:211. 


V. Operator Examinations 

8705280482 Forwards Insp Rept 50-225/87-01. Licenses of two of three currently li- 
censed operators will be reactivated upon proper application & subsequently renewed 
for use w/new core configuration. 

WENZINGER.E.C. Region 1. Office of Director. 87/05/18. LAHEY.R.T. Rensselaer 
Polytechnic Institute, Troy, NY. 2pp. 41107:207-41 107:211. 

“8705280485 Insp Rept 50-225/87-01 on 870428.No violations noted.Major areas 
inspected;RPI critical facility ref data handbook & licensee response to questions re 
proposed revs to SAR & Tech Specs for low enriched U core. 

COE.D.H., ELASSER.T.C. Region 1. Office of Director. 87/05/18. 3pp. 41107:209- 
41107:211. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8705280314 Forwards corrected emergency plan for Aerotest radiography & research 
reactor.per NRC 870331 request.Check of files disclosed 840914 telcon memo which 
covered items omitted. Memo lost in sizeable file on emergency plans. 
NEWACHECK.R.L Aerotest Operations, Inc. 87/05/21. MICHAELS.T.S. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41109:204-41109:235. 

“8705280320 Corrected emergency plan for Aerotest radiography & research reactor. 
NEWACHECK.R.L. HASKINS, J. Aerotest Operations, Inc. 87/05/21. 30pp. 

41109:206-41109:235. 


H. General correspondence 


8705280468 Provides NRC w/correct mailing address. 

NEWACHECK,R.L Aerotest Operations, Inc. 87/05/21. Office of Nuclear Reactor 
Regulation, Director (Post 870411). ip. 41107:027-41107:027. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8705050207 Revised generating station emergency plan environ group emergency plan 
implementing procedures, including Rev 1 to EGi-13, “Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705060135 Summary of 870406-07 site meetings w/util re 10CFR50,App R exemption 
requests.Including waikdown of fire protection equipment.Attendance list & related info 
end. 

GROTENHUIS.M. Project Directorate 111-2. 87/04/21. Project Directorate III-2. 8pp. 
40840:170-40840:177. 

8705050182 Revised emergency plan implementing procedures.including revised table 
of contents.Rev 4 to ED-5A, "Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges...." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705120282 Revised emergency procedures.including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705140122 Rev 4 to Emergency Plan Implementing Procedure EPIP 300-C1, “State of 
IL Nuclear Accident Reporting Sys Form.” 

* Commonwealth Edison Co. 87/05/04. 3pp. 40915:183-40915:185. 

8705190303 Discusses Physical Protection Insp Repts 50-010/87-03, 50-237/87-12 & 
50-249/87-12 on 870326-31 & forwards notice of violation & proposed imposition of 
civil penalty in amount of $50,000.Notice of violation withheld. 

DAVIS, A.B. Region 3, Office of Director. 87/05/13. O’CONNOR, J.J. Commonwealth 
Edison Co. 4pp. 40975:081-40975:084. 

8705220440 Forwards Enforcement Conference Repts 50-010/87-04, 50-237/87-15 & 
50-249/87-16 on 870410. 

HIND,J.A. Region 3, Office of Director. 87/05/15. REED.C. Commonwealth Edison 
Co. 2pp. 41020:138-41020:140. 

“8705220447 Partially withheld Enforcement Conference Repts 50-010/87-04.50-237/ 
87-15 & 50-249/87-15 on 870410 (ref 10CFR73.21).Major areas 

discussed-.enforcement options for violation of licensee security plan re protected 
area. 

CREED, J.R. Region 3, Office of Director. 87/05/14. 1p. 41020:140-41020:140. 

8705280393 Rev 6 to Emergency Plan Implementing Procedure EPIP 300-3, "Assembly 
& Evacuation of Personnel (Primary Responsibility- Operations Director)." 

* Commonwealth Edison Co. 87/05/30. 13pp. 41107:113-41107:125. 

8705050374 Revised emergency plan implementing procedures.including Rev 14 to 
NST-CCC-1 , “Corporate Command Ctr Director," Rev 1 to NST-CCC-9, ‘l^uclear Duty 
Officer” & Rev 11 to NST-CCC-1 2, “Sys Power Dispatcher.” 

BLACKMAN, T.G., WAGNER.G., GOLDEN, J.C. Commonwealth Edison Co. 87/05/31. 
154pp. 40800:152-40800:306. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 
Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 

8705140391 Rev 7 to Emergency Plan Implementing Procedure EPIP 100-C1, “Station 
Director (Checklist of Initial GSEP Responsibilities)." Revised table of contents provid- 
ed. 

Commonwealth Edison Co. 87/05/31. 11pp. 40924:232-40924:242. 
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8705140400 Rev 12 to Emergency Plan Implementing Procedure EPIP 300-1, “Initial 
Notification & Generating Station Emergency Plan Responses (Primary Responsibility - 
Station Director)." Revised table of contents provided. 

HOLMAN.R.. ADAM.D. Commonwealth Edison Co. 87/05/31. 28pp. 40924:201- 

40924:228. 


P. Operating license stage documents Bl correspondenc® 

8705140076 Forwards summary of 870120 meeting w/utils in Bethesda.MD re sys used 
in Mark ! containment plants for combustible gas control during LOCA.Requests that 
utils submit plant specific position re compliance to 10CFR50.44. 

GROTENHUIS.M. Project Directorate III-2. 87/04/24. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 40920:037-40920:061. 

“8705140091 Summary of 870120 meeting w/utils & GE in Bethesda.MD re sys used in 
Mark I containment for combustible gas control.Staff requested plant specific position 
on compliance to 10CFR50.44(g). Attendees list & meeting matls end. 

GROTENHUIS.M. Project Directorate I1I-2. 87/04/24. Project Directorate III-2. 23pp. 
40920:041-40920:061. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. 1p. 40839:055-40840:169. 

“8705050073 Forwards summaries of operating history of electromagnetic relief 
valves.per 731219 request.Summaries include date.type of operation & circumstances 
for each valve listed. Response to second request will be submitted by wk of 740218. 
ABEL,J.S. Commonwealth Edison Co. 74/01/21. ZIEMANN.D.L Atomic Energy Com- 
mission, Directorate of Licensing. 7pp. 40840:066-40840:072. 

“870505010® Lists plant-specific info needed to suppl GE NEDO-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet. Info re Items 1 & 2 requested within 30 & 60 
days, respectively. 

ZltMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK.I.R. Confrr,! Po'vor & Light Co. RAYMOND.P.D. Niagara Mohawk 

Power Corp. SY'lfZr.:’-!,.:; r:. iv.illslcno Point Co. 7pp. 40840:082-40840:088. 

8705050103 Notification of 870514 meeting w/util in Bethesda.MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate III-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region 111 & Region V Reactors. 10pp. 40810:153-40810:162. 

8705080284 Forwards weekly update of out-of-svc equipment for plant, per C Reed 
870306 Itr. 

EENIGENBURG.E. Commonwealth Edison Co. 87/05/01. RING.M. Region 3, Office of 
Director. 3pp. 40862:C43“40862:045. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements. Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150380 Forwards response to Generic Ltr 87-05 re plans to identify potential deg- 
radation of Mark I dn^/wsils at plants.Two oversize drawinqs also end. 

TUfiBAX.M.S. Cor.'.monweaith Edison Co. 87/05/11. Office of Nuclear Reactor Regu- 
latic.i. Director (Po.*/. 1170411). 3pp. 40928:114-40928:117. 


8705180290 Submits response to Sections 4.21.2 & 4.21.5 to SEP Integrated Plant 
Safety Assessment Rept Topic VI-7.C.1, "App K-Electrical Instrumentation & Control 
(EIC) Re-Reviews.” Related info, including Rev 7 to DOP 6900-E2 end. 

JOHNSON, I.M. Commonwealth Edison Co. 87/05/12. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 40963:344-40963:360. 

“8705180300 Rev 7 to DOP 6900-E2, "Unit 2/3 125-V DC Sys." 

* Commonwealth Edison Co, 86/06/30. 13pp. 40963:348-40963:360. 


87051800®4 Forwards addi info re embedment plate strap anchor spacing assessment 
program, per 870416 meeting.Allowable nominal stresses used in embedment plate as- 
sessment program conform to FSAR requirements, 

JOHNSON, I.M. Commonwealth Edison Co. 87/05/13. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 56pp. 40952:319-40953:031, 


8705210648 Revises schedules in util 860604 Itr re A Model implementation at 
facilities.Schedule provided in 860604 ltr significantly impacted by implementation of 
new QA procedure re software configuration mgt. Revised target dates listed. 

ALLEN, C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 


8705270021 Confirms plans to have mgt meeting w/util on 870529 at Region III ofc to 
discuss recent performance at plant, per 870515 discussion.Notice of significant licens- 
00 rnootino onci 

NORELIUS.C.E.* Region 3, Office of Director. 87/05/18, REED.C. Commonwealth 
Edison Co. 2pp. 41043:356-41043:357. 


Q. Inspection reports, IE Bulletins St correspondence 

8704160063 Suppl 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. _ 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411), 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705040184 Partial response to FOIA request for documents.Category 1 documents 
sub] to request end, 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

“8705050219 Responds to AEG 721213 questions re torus ring header & forwards Spe- 
cial Rept 31, “‘Torus Ring Header Support Mod ” describing ring header Insps & re- 
pairs. 

ABEL.J.S. Commonwealth Edison Co. 73/07/11. SKOVHOLT.D.J. Atomic Energy 
Commission, Directorate of Licensing, 4pp. 40839:351-40839:354. 


“8705050224 Special Rept 31, “Torus Ring Header Support Mod." 

* Commonwealth Edison Co. 31. 73/07/31. 18pp. 40839:355-40840:012. 


8705130258 EN-87-039:on 87051 2,notice of violation & proposed imposition of civil pen- 
alty in amount $50,000 for licenses will be issued.Action based on failure to ensure 
integrity of protected area barrier. 

ROBINSON, P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/07. 1p. 
40910:028-40910:028. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190303 Discusses Physical Protection Insp Repts 50-010/87-03, 50-237/87-12 & 
50-249/87-12 on 870326-31 & forwards notice of violation & proposed imposition of 
civil penalty in amount of $50,000.Notice of violation withheld. 

DAVIS,A.B. Region 3. Office of Director. 87/05/13. O’CONNOR, J.J. Commonwealth 
Edison Co. 4pp. 40975:081-40975:084. 

8705220440 Forwards Enforcement Conference Repts 50-010/87-04, 50-237/87-15 & 
50-249/87-15 on 870410. 

HIND,J.A. Region 3. Office of Director. 87/05/15. REED.C. Commonwealth Edison 
Co. 2pp. 41020:138-41020:140. 

“8705220447 Partially withheld Enforcement Conference Repts 50-010/87-04,50-237/ 
87-15 & 50-249/87-15 on 870410 (ref 10CFR73.21).Major areas 

discussed :enforcement options for violation of licensee security plan re protected 
area. 

CREED,J.R., AXELSON.W.L Region 3, Office of Director. 87/05/14. Ip. 41020:140- 
41020:140. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705280265 Responds to NRC 870423 notice of violation & proposed imposition of civil 
penalty.Requests extension until 870623 to respond to NRC rept on safety sys outage 
mod insp.Payment of civil penalty in amount of $25,000 end. 

FARRAR.D.L Commonwealth Edison Co. 87/05/22. LIEBERMAN.J. Office of En- 
forcement (Post 870413). 2pp. 41109:071-41109:072. 

8705280365 Responds to NRC 870424 notice of violation & proposed imposition of civil 
penalty.Corrective actions:water temp reduced below 212 F & primary containment es- 
tablished. Payment of civil penalty in amount of $25,000 end. 

FARRAR.D.L. Commonwealth Edison Co. 87/05/22. LIEBERMAN.J. Office of En- 
forcement (Post 870413). 6pp. 41094:313-41094:317. 


R. Periodic operating reports & related correspondence 


8705260485 “Annual Operating Rept of Dresden Nuclear Power Station for 1986.” W/ 
870513 Itr. 

EENIGENBURG.E. Commonwealth Edison Co. 86/12/31. 27pp. 41043:149- 
41043:175. 

8705060276 Fonwards "Assessment of Embedment Plates Status as of 870430,” 
weekly status rept.describing progress in resolving questions about installed configura- 
tion of plates at Quad Cities & Dresden Units 1 & 2. 

JOHNSON.I.M. Commonwealth Edison Co. 87/04/30. DAVIS, A.B. Region 3, Office of 
Director. 1p. 40872:119-40872:137. 

“8705110127 “Assessment of Embedment Plates Status as of 870430,” weekly status 
rept 

* Commonwealth Edison Co. 87/04/30. 18pp. 40872:120-40872:137. 

8705210072 Monthly operating repts for Apr 1987.W/870512 Itr. 

MAXWELUD.C., EENIGENBURG.E. Commonwealth Edison Co. 87/04/30. 26pp. 
41003:099-41003:124. 

8705260312 Forwards "Assessment of Embedment Plates Status as of 870513," 
weekly status repLper C Reed 870306 Itr. 

JOHNSON.I.M. Commonwealth Edison Co. 87/05/13. DAVIS, A.B. Region 3, Office of 
Director. 1p. 41038:280-41038:299. 

“8705270145 "Assessment of Embedment Plates Status as of 870513," weekly status 
rept. 

* Commonwealth Edison Co. 87/05/13. 19pp. 41038:281-41038:299. 


S. Reportable occurrences, LERs & related correspondence 

8705110215 LER 87-006-01 :on 870228, reactor scram & Group II primary containment 
isolation occurred.Caused by main feed breaker trip in Motor Control Center 28-2.Root 
cause not determined. Bus reset & main feed breaker tested.W/870408 Itr. 

JOHNSON, R.H., EENIGENBURG.E. Commonwealth Edison Co. 87/04/08. 8pp. 
40881:070-40881:077. 

8705130049 LER 87-01 1-00:on 870404, Halon 1301 auxiliary electric equipment room 
fire suppression sys inadvertently actuated. On 870409, discovered that continuous fire 
watch in auxiliary electric room not maintained.Watch resumed. W/870430 Itr. 
MERRITT, S., EENIGENBURG.E. Commonwealth Edison Co. 87/04/30. 4pp. 

40910:323-40910:326. 

8705210127 LER 87-01 3-00:on 87041 6,while performing Instrument Surveillance 700- 
3, source range monitor rod block calibr checks 21,22 & 23 exceeded Tech Spec 
setpointCaused by instrument drift.Setpoints adjusted.W/870512 ltr. 

BIHLMAN.L, EENIGENBURG.E. Commonwealth Edison Co. 87/05/12. 4pp. 

41001:299-41001:302. 

8705190168 Partial response to FOIA request for documents re USI A-46, “Seismic 
Qualification of Equipment in Operating Plants.” Forwards App B documents.App A & 
B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ, E.F. 
Impell Corp. 3pp. 40966:325-40966:327. 
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-8611190076 Forwards “Engineering Evaluation of Seismic Anchors for Electrical & 
Contro’ Panels" re several recent events involving inadequate anchorage of electrical 
& control panels.USI A-46 nearing resolution. 

HEBDON.F.J. Planning & Program Analysis Staff (851125-870411). 86/10/16. 
VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 
16pp. 40966:359-40967:031. 

8705270593 LER 87-01 5-00:on 870426, drywell floor & equipment drain sumps not 
pumped at 1600 h,per Tech Spec 4.6.D.1. Caused by personnel error.Operators rein- 
structed re requirement to pump sumps on time.W/870514 Itr. 

ANANDAPPA,A.. EENIGENBURG.E. Commonwealth Edison Co. 87/05/14. 4pp. 
41086:057-41086:060. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428.List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 41115:224-41115:236. 

8705280222 LER 87-01 4-00:on 870425, radiation chemistry technician was unable to 
obtain sample flow from high radiation sample sys sample point.Caused by two isolat- 
ed reactor coolant sample point valves.Sampling procedure revised.W/870515 Itr. 
MERR1TT,S., EEN1GENBURG,E. Commonwealth Edison Co. 87/05/15. 5pp. 
41094:258-41094:262. 

8705280009 LER 87-01 2-00:on 870422, reactor operator observed that HPCI turbine trip 
reset light not lit.On 870425 & 27, auxiliary oil pump tripped causing HPCI turbine stop 
valve to drift closed.Components adjusted.W/&7052l Itr. 

LI2ALEK.J.F.. EENIGENBURG.E. Commonwealth Edison Co. 87/05/21. 8pp. 
41092:104-41092:111. 


DOCKET 50-243 OREGON STATE UNiV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8705050197 Forwards Insp Rept 50-243/87-01 on 870330-0401. No violations identified. 
WENSUWSKI,F.A. Region 5. Office of Director, 87/04/21. COATE.E. Oregon State 
Univ., Corvallis, OR. 2pp. 40802:079-40802:089. 

-8705050199 Insp Rept 50-243/87-01 on 870330-0401. No violations or deviations 
identified.Major areas inspectedrorganization, audits & reviews, experiments, health 
physics functions, environ monitoring program & emergency preparedness program. 
JOHNSON,A.D., CILLIS.M., YUHAS,G.P. Region 5, Office of Director. 87/04/21. 9pp. 
40802:081-40802:089. 


Q. inspection reports, IE Bulletins & correspondence 

8705050197 Forwards insp Rept 50-243/87-01 on 870330-0401, No violations identified. 
WENSLAWSKI.F.A. Region 5. Office of Director. 87/04/21. COATE.E. Oregon State 
Univ., Corvallis, OR. 2pp. 40802:079-40802:089. 

-8705050199 Insp Rept 50-243/87-01 on 870330-0401. No violations or deviations 
identified.Major areas inspected;organization, audits & reviews, experiments, health 
physics functions, environ monitoring program & emergency preparedness program. 
JOHNSON.A.D.. CILLIS.M., YUHAS.G.P. ffegion 5, Office of Director. 87/04/21. 9pp. 
40802:081-40802:089. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705210298 Forwards Safety insp Rept 50-244/87-12 on 870427-30,No violation noted. 
MARTIN.T.T. Region 1, Office of Director. 87/05/12. KOBER,R.W. Rochester Gas & 

‘ Electric Corp. 2pp. 41 000:330-41 000:337. 

-8705210308 Insp Rept 50-244/87-12 on 870427-30.No violations noted. Major areas 
inspected:changes to emergency preparedness program, emergency detection & 
classification, protective action decision making & communications. 

CONKLIN.C., LAZARUS.W.J. Region 1, Office of Director. 87/05/07. 6pp. 41000:332- 
41000:337. 

8705270252 Forwards Rev 3 to Emergency Plan Implementing Procedure SC-430, “Ad- 
ministration of Potassium Iodine (Kl)," Revs 3 & 4 to emergency response 
plan, revised nuclear emergency offsite response procedures & revised emergency info 
plan, 

KOBER,R.W. Rochester Gas & Electric Corp. 87/05/15. LEAR.G. NRC - No Detailed 
Affiliation Given. Ip. 41044:001-41044:221. 

-8705270259 Rev 3 to Emergency Plan Implementing Procedure SC-430, “Administra- 
tion of Potassium Iodine (Kl)." 

* Rochester Gas & Electric Corp. 87/05/15. 6pp. 41044:002-41044:007, 

-8705270267 Rev 3 to emergency response plan. 

* Rochester Gas & Electric Ctorp. 86/11/30. 29pp. 41044:008-41044:036. 

-8705270273 Rev 4 to emergency response plan. 

* Rochester Gas & Electric Corp. 87/01/31. 40pp. 41044:037-41044:076. 

—8705270306 Revised nuclear emergency offsite response procedures, including Rev 
12 to ESP 4 re call list for nuclear operations manager.Rev 9 to Adds A & B of ESP 
5, Rev 4 to ESP 11, Rev 4 to ESP 15 re training program & Rev 1 to ESP 21. 

* Rochester Gas & Electric Corp. 87/05/15. 61pp. 41044:077-41044:137. 

—8705270313 Revised nuclear emergency info plan. 

* Rochester Gas & Electric Corp. 87/01/20. 74pp. 41044:138-41044:211. 

—8705270315 Revised emergency info plan. 

* Rochester Gas & Electric Corp. 87/03/06. 10pp. 41044:212-41044:221. 


J. Insurance & indemnity information 

8705220466 Forwards Endorsements 119 & 102 to NELIA Policy NF-170 & MAELU 
Policy MF-47, respectively. „ 

O’CONNOR.D.J. Marsh & McLennan. Inc. 87/05/15. DINITZ.l. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41020:109-41020:111. 


P. Operating license stage documents & correspondence 

8705130288 Forwards info re installation of 16 Westinghouse optimized fuel assemblies 
containing integral fuel burnable absorber rods in plant Cycle 17 startup loading pat- 
tern for 1987, per Tech Spec 6.9. 1.1. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/05/06. LEAR.G. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 40910:265-40910:268. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705270510 Forwards TE Murley 870428 Itr granting relief from 60-day reporting re- 
quirement of Generic Ltr 87-02. 

STAHLE.C.R. Project Directorate 1-3. 87/05/15. KOBER.R.W. Rochester Gas & Elec- 
tric Corp. 2pp. 41048:335-41048:339. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210298 Forwards Safety Insp Rept 50-244/87-12 on 870427-30.No violation noted. 
MARTIN.T.T. Region 1. Office of Director. 87/05/12. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 41000:330-41000:337. 

-8705210308 Insp Rept 50-244/87-12 on 870427-30.No violations noted. Major areas 
inspected:changes to emergency preparedness program.emergency detection & 
classification, protective action decision making & communications, 

CONKLIN.C., LAZARUS.W.J. Region 1, Office of Director. 87/05/07. 6pp. 41000:332- 
41000:337. 

8705280335 Responds to notice of violation re Insp Rept 50-244/87-04 on 870208- 
0314.Corrective actions:alI applicable area & process radiation monitors inspected to 
ensure that check sources & check solenoids installed & operable. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/05/20. NERSES.V. Project Director- 
ate 1-3. 9pp. 41109:145-41109:153. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROlfel.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705210417 Monthly operating rept for Apr 1987.W/870512 Itr. 

MCNAMARA.A.E., i^BER.R.W. Rochester Gas & Electric Corp. 87/04/30. 6pp. 
41001:082-41001:087. 


S. Reportable occurrences, LERs & related correspondence 

8705010188 RO:on 870420, truck bomb threat received.Armed security personnel posted 
at site entrances.Security threat did not materialize & plant resumed normal oper- 
ations. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/04/21. Document Control Branch 
(Document Control Desk). 2pp. 40764:359-40764:360. 

8705290244 LER 87-004-00:on 870424,during full power, Train B containment isolation 
occurred.Caused by personnel accidentally bumping relay in safeguards cabinet during 
electrical wire checkout.Personnel counse!ed.W/870522 ltr. 

BACKUS, W.H.. KOBER.R.W. Rochester Gas & Electric Corp. 87/05/22. 7pp. 
41106:336-41106:342. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705050299 Rev 1 to Emergency Plan Implementing Procedures EPIP 4201-13, “Work- 
sheet One Calculation Data Sheet.” W/870501 ltr. 

MflOCZKA,E.J., WERNER.R.P. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). MROCZKA.E.J. Northeast Utilities. 87/06/01. 7pp. 40804:333-40804:339. 

8705270561 Responds to NRC 870410 ltr re violations noted in Insp Repts 50-245/87- 
02.50-336/87-02 & 50-423/87-03.CoiTective actions: all safeguard info contained in 
repository subsequently relocated to designated repository in main office area. 
MROC2KA,EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/12. 
RUSSELL, W.T. Region 1. Office of Director. 2pp. 41086:030-41086:031. 

8705210466 Revised emergency procedures, Including Rev 3 to EPIP-4224 re reactor 
coolant & liquid waste post-accident sampling & Rev 2 to EPlP-4225 re Unit 3 ventila- 
tion & containment air post-accident sampling.W/870514 Itr. 

TORTORA,M.. DILLON, P., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 87/05/14. 109pp. 41012:001-41012:109. 
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I. Financial information 


8705040297 “Northeast Utils Co, 1986 Annual Financial Rept." W/870424 Itr. 
ANDERSEN, A., GULIELMO,FJ, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 86/12/31. 143pp. 40781:038-40781:180. 


P. Operating license stage documents & correspondence 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

—8705050062 Submits summary of safety/relief valve operation for period Jul 1970 - 
Dec 1973, in response to Part 1 of 731219 Itr. 

SWITZER, D.C. Millstone Point Co. 74/01/21. SKOVHOLT.D. Atomic Energy Commis- 
sion, Directorate of Licensing, 2pp. 40840:064-40840:065, 

—8705050109 Lists plant-specific info needed to suppi GE NEDO-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BwR Torus” (Apr 1973) & 730521 
errata & addenda sheetlnfo re Items 1 & 2 requested within 30 & 60 
days,respectively. 

ZIEMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK.I.R. Jersey Centraf Power & Light Co. 7pp. 40840:082-40840:088. 

—870505021 1 Provides estimation of main steam electromatic relief valve operations at 
operating conditions for listed facilities,per 730718 request. Histories of relief valve op- 
eration at pressure & temp & related into end. 

DANCE, H.C. Region 3, Chicago, Office of the Director. 73/07/31, BRYAN.S. Region 
3, Chicago, Office of the Director. 1 3pp. 40839:337-40839:349. 

8705050074 Application for amend to License DPR-21, consisting of proposed rev to 
Tech Specs 3.7.1, “Primary Containment Isolation,” reflecting plant mods & increasing 
scope of table to include check valves.Fee paid. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/04/28, Document Control Branch (Document 
Control Desk). 6pp. 40794:290-40794:302. 

-8705050086 Proposed rev to Tech Specs 3.7.1, "Primary Containment Isolation,” re- 
flecting plant mods & increasing scope of table to include check valves. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/04/28. 6pp. 
40794:296-40794:302. 

8705080002 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification Require- 
ments." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705110290 Forwards requested info to sufficientiy demonstrate adequacy of alternate 
rod insertion sys,reactor coolant recirculation pump trip & standby liquid control 
sys.per 10CFR50.62. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/05/05. Document Control Branch (Document 
Control Desk). 14pp. 40880:207-40880:220. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705210079 Application for amend to License DPR-21, revising Tech Specs re pressure- 
temp limits & max allowable heatup & cooldown rates for RCS.Fee paid. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/05/12. Document Control Branch (Document 
Control Desk). 7pp. 41001:318-41001:348. 

—8705210086 Proposed Tech Specs.revising pressure-temp limits & max allowable 
heatup & cooldown rates for RCS. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/12. 24pp. 
41001:325-41001:348. 

8705210253 Responds to request for addi info re Generic Ltr 87-05, “Assessment of 
Licensee Measures to Mitigate &/or Identify Potential Degradation of Mark I 
Diywells." Daily visual insp performed for water leakage in torus room, per procedure. 

MROCKZA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities, 87/05/12. Document Control Branch (Document 
Control Desk). 4pp. 41 01 1 :085-41 01 1 :088. 

8705260016 Application for amend to License DPR-21 .deleting safety- related hydraulic 
& mechanical snubbers from list- in Tech Spec Tables 3.6.1 .a & 3.6.1.b.Changes to 
snubber population resulted from work accomplished during 1 985 outage. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/05/15. Document Control Branch (Document 
Control Desk). 4pp. 41032:323-41032:331. 

-8705260030 Proposed Tech Specs, deleting safety-related hydraulic & mechanical 
snubbers from Tech Spec Tables 3.6.1, a & 3.6. 1.b, 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/15. 
4pp. 41032:327-41032:331. 

8705270625 Ack receipt of listed invoices for cost incurred for review of facility 
submittals. Fee paid.License number for Millstone Unit 3 incorrect on Invoice 1099A. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
05/18. Document Control Branch (Document Control Desk). 10pp. 41085:030- 
41085:039. 

8705270371 Forwards environ assessment & finding of no significant impact re 860117 
application for exemption from certain requirements of 10CFR50.49. 

THOMAS.C.O. Integrated Safety Assessment Project Directorate. 07/05/19. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
41051:028-41051:035. 


-8705270480 Environ assessment & finding no significant impact re licensee exemption 
from requirements of 10CFR50.49, “Environ Qualification of Electric Equipment Impor- 
tant to Safety for Nuclear Power Plants." 

THOMAS.C.O. Integrated Safety Assessment Project Directorate. 87/05/19. 4pp. 
41051:031-41051:034. 


-8705270744 Advises that 10CFR50.49 exemption acceptable except for one point re 
usual boilerplate about alternatives. 

SCINTO,J. NRC - No Detailed Affiliation Given. 87/05/15. SHEA.J. NRC - No Detailed 
Affiliation Given. Ip. 41051:035-41051:035. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Suppi 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040328 Forwards Insp Repts 50-245/87-04 & 50-336/87-05 on 87031 0-041 3.No 
violations noted.Unit 1 reactor scram requires addI mgt review & eating found in red 
line area. 

WENZINGER.E.C. Region 1, Office of Director. 87/04/24. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 40780:273-40780:287. 

-8705040333 Insp Repts 50-245/87-04 & 50-336/87-05 on 87031 0-041 3.No violations 
noted.Major areas inspected:facility activities, operational safety.fuel 
reconstitution, actuation of ESF, reactor scram & surveillance. 

MCCABE,E.C. Region 1, Office of Director. 87/04/21. 13pp. 40780:275-40780:287. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705270561 Responds to NRC 870410 Itr re violations noted in Insp Repts 50-245/87- 
02,50-336/87-02 & 50-423/87-03.Corrective actions: all safeguard info contained in 
repository subsequently relocated to designated repository in main office area. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/12. RUSSELL,W.T. Region 1, Office of Di- 
rector. 2pp. 41086:030-41086:031. 


8705270191 Responds to NRC comments received on 870304 re IGSCC insp plan for 
1987 refueling outage, per NRC 860403 requestlGSCC plan developed in accordance 
w/guidelines of Rev 2 to draft NUREG-0313.Rev 1 to IGSCC insp plan for 1987 
outaqe end 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E,J. Northeast Utilities. 87/05/14. Document Control Branch (Document 
Control Desk). 57pp. 41088:004-41088:062. 

8705260484 Provides updated response to NRC 860722 Itr re violations noted in Insp 
Repts 50-245/86-06 & 50-336/86-06.Corrective actlons:development of training pro- 
gram for radwaste personnel & surveillances of radwaste processing continuing. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/05/15. Document Control Branch (Document 
Control Desk). 4pp. 41043:116-41043:119. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411), 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705050143 “Radiological Environ Monitoring Program Annual Radiological Environ Op- 
erating Rept,1986." W/870430 Itr. 

MROCZKA,E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 86/12/31. 263pp. 40802:131-40803:033. 

8705060001 Forwards "Millstone Unit 3 Environ Protection Plan 1986 Annual Environ 
Operating Rept” & summary of studies of marine environ of Long Island Sound prior 
to Unit 3 operation. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/04/30. Document Control Branch (Document 
Control Desk). 2pp. 40816:290-40818:091. 

-8705060136 “Monitoring Marine Environ of Long Island Sound at Millstone Nuclear 
Popwer Station;Summary of Studies Prior to Unit 3 Operation." 

* Northeast Utilities. 87/04/30. 51 3pp. 4081 6:299-4081 8:091 . 

8705120332 Monthly operating rept for Apr 1 987.W/870508 Itr. 

NEWBURGH, G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE,S.E. Northeast Utilities. 87/04/30. 5pp. 40907:284-40907:288. 


S. Reportable occurrences, LERe & related correspondence 


8705260280 LER 06-028-01 :on 861203,3 of 4 pressure switches failed to meet Tech 
Spec setpoint requirements.Caused by inherent problems w/ Bourdon tube pressure 
switches-Setpoint change request generated & switch resetW/870514 Itr. 

YEE.D.Y., SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE,S.E. Northeast Utilities. 87/05/14. 3pp. 41038:318-41038:320. 



22 DOCKETED ITEMS 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Secority, medical, emergency & fire protection plans 

8705070144 Forwards public version of Rev 3 to Procedure IP-1016, ‘‘Obtaining Meteor- 
ological Data” & table of contents. W/870505 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/04/15. Document Control 
Branch {Document Control Desk). 4pp. 40854:089-40854:109. 

-8705080029 Public version of Rev 3 to Procedure IP-1016, ‘‘Obtaining Meteorological 
Data.” 

“ Consolidated Edison Co. of New York, Inc. 87/04/15. 17pp. 40854:093-40854:109. 

8705070147 Forwards public version of revs to Procedures lAP-1,lAP-3, IAP-5,IAP-7 & 
iAP-13 of Book 1 & Procedures 1P-1002,IP-1034 & IP-1045 of Book 2 of emergency 
procedures document. W/870505 release memo. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/04/22. Document Control 
Branch (Document Control Desk). 3pp. 40853:137-40853:227. 

-8705070154 Public version of revs to Procedures lAP-1,IAP-3,IAP-5,IAP-7 & IAP-13 of 
Book 1 & Procedures IP-1 002, IP-1 034 & IP-1045 of Book 2 of emergency procedures 
document. 

• Consolidated Edison Co. of New York, Inc. 87/04/22. 89pp. 40853:140-40853:227. 

8705290016 Forwards Safeguards Insp Rept 50-247/87-11 on 870330-0403.No viola- 
tions noted. 

MARTIN, T.T. Peoion 1. Office of Director. 87/05/21. SELMAN,M. Consolidated 
Edison Co. of New Ycr-^.. :r:c. 2Dp. 41106:244-41106:249. 

-8705290031 Physical Security Insp Rept 50-247/87-1 1 on 870330-0403.No violations 
noted.Major areas inspected:status of inspector followup item, independent 
insp, personnel training & qualification review & safeguards contingency plan. 
SCHULINGKAMP.C.. KEIMIG.R.R. Region 1. Office of Director. 87/05/05. 4pp. 
41106:246-41106:249. 


H. Genera! correspondence 

8705130026 Submits questions re apparent NRC decision to approve util request for ex- 
tension of expiration date of Unit 2 license until 130928. Rationale for issuance of ex- 
tension when condition of plant in 20 yrs unknown questioned. 

HOLT.J. Public Interest Research Group, New York. 87/04/20. VARGA, S.A. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 40910:163-40910:164. 


P. Operating license stage documents & correspondence 

8705070336 Forwards technical evaluation rept, ‘‘TMI Actlon-NUREQ-0737 (II.D.1) 
Relief & Safety Valve Testing, Indian Point,Unit 2," informal rept. 

RC.EEr*S,E.'*V. EGSiG Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
::C'ia! Ergireer.-nc; Laboratory. FIN A-6492. 87/02/09. CARRINGTON.M. Office of Nu- 
cic-ar Ruac:or Reci.lai.c.n, Director (851125-870411). Ip. 40851:207-40851:234. 

-8705070342 “TMI Action-NUREG-0737 (1I.D.1) Relief & Safety Valve Testing, Indian 
Point Unit 2," informal rept, 

MILLER, Q.K.. NALEZNY.C.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). MILLER.G.K. 
Idaho National Engineering Laboratory. FIN A-6492. EGG-NTA-7500. 87/02/28. NRC 
- No Detailed Affiliation Given. 27pp. 40851:208-40851:234. 

8705060163 Forwards biweekly FR notice covering period through 870422. Expiration 
date for hearing requests & comments is 870522. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/28. NRC - No 
Detailed Affiliation Given. 35pp. 40841:112-40841:146. 

8705060167 Forwards bi-weekly FR notice covering period through 870422. Expiration 
for hearing requests & comments on 870522. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/28. Affiliation 
Not Assigned. 35pp. 40841:147-40841:181. 

8705130267 Responds to request for Tech Spec change to reflect periodic updating 
schedule in 10CFR50.55a, Resubmittal of Tech Spec amend appiication,w/revised 
wording re inservice testing & insp programs requested. 

SLOSSON,M.M. Project Directorate 1-1. 87/05/07. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 3pp. 40911:238-40911:240. 

8705190041 Advises of incorrect info stated in 810210 response to Generic Ltr 81-14 re 
seismic qualification of auxiliary feedwater sys.Steam inlet valve to turbine driven 
pump not backed up w/automatic high pressure nitrogen supply. 

SELMAN.M. Consolidated Edison Co. of New York. Inc. 87/05/08. SLOSSON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 40968:219- 
40968:220. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220352 Requests schedule for implementation of requirements of USI A-46. “Seis- 
mic Qualification of Equipment in Operating Plants” no later than 871 201, per end 
NRC 870428 ltr granting 870410 request for schedular retief.W/o end. 

CAPRA, R.A. Project Directorate 1-1. 87/05/12. SELMAN.M. Consolidated Edison Co. 
of New York. Inc. 3pp. 41023:100-41023:103. 

8705260094 Final response to FOIA request.App C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study.Addl records 
available in PDR In Folder FOIA-87-1 ©.Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045^167. 

“8705260301 “Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA,” “Safety Evaluation of Core-Melt Accidents: Indian Point..& Zion-Oper- 
ating Reactor” & “Review of PRA for Seabrook...," monthly repts for Oct 1984. 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3712. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp, 41045:185-41045:193. 


Q. Inspection reports, IE Builetins a corresporsdence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060329 Forwards suppI to 10-yr inservice insp program previously submitted in 
850930 ltr, adding Relief Request 24 & incorporating code case. 

SELMAN.M, Consolidated Edison Co. of New York, Inc. 87/04/23. Document Control 
Branch (Document Control Desk). 5pp. 40838:138-40838:142. 

8705130145 Responds to NRC 870320 ltr re Requalification Program Evaluation Insp 
Rept 50-247/86-29 on 861210-12.Policy to incorporate requirements of 10GFR55 final 
rule re operator training & requalification to be revised by 870526. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/05. GALLO, R.M. 
Region 1, Office of Director. 2pp. 40915:029-40915:030. 

8705180469 Responds to NRC 870408 ltr re violations noted in Insp Rept 50-247/87- 
OS.Corrective actions:gas cylinders not utilized removed from radiologically controlled 
& vital areas. 

SELMAN.M. Consolidated Edison Co. of New York. Inc. 87/05/06. JOHNSTON.W.V. 
Region 1, Office of Director. 3pp. 40958:166-40958:168. 

8705130267 Responds to request for Tech Spec change to reflect periodic updating 
schedule in 10CFR50.55a.Resubmittal of Tech Spec amend application, w/revlsed 
wording re inservice testing & insp programs requested. 

SLOSSON.M.M. Project Directorate 1-1. 87/05/07. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 3pp, 4091 1:238-4091 1:240, 

8705210696 Forwards summary description of measures instituted to improve control 
over SNM.per AD Ratta request during recent insp. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/08. RUSSELL.W. 
Region 1, Office of Director. 3pp. 41012:291-41012:293. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280321 Ack receipt of 870410 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-247/87-02. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/14. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41094:288-41094:293. 

8705280224 Responds to violations noted In Insp Rept 50-247/87-08 on 870303- 
0406.Corrective actions:principal mat staff for maint & planning reinstructed on re- 
quirements re temporary repairs & plant mods. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/20. RUSSELL, W.T. 
Region 1, Office of Director. 3pp. 41089:274-41089:276. 

8705280430 Forwards Safeguards Insp Repts 50-003/87-01 & 50-247/87-10 on 
870330-0401 & 03.No violations noted. 

MARTIN, T.T. Region 1. Office of Director. 87/05/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41 107:266-41107:274. 

-8705280442 Insp Repts 50-003/87-01 & 50-247/87-10 on 870330-0401 & 03. No vio- 
lations noted.Major areas inspected.nuclear matl control & accounting, including orga- 
nization & operation, shipping & receiving & storage & internal control. 

RATTA.A.D.. KEIMIG.R.R. Region 1. Office of Director. 87/05/05. 7pp. 41107:268- 
41107:274. 

8705290016 Forwards Safeguards Insp Rept 50-247/87-11 on 870330-0403.No viola- 
tions noted. 

MARTIN, T.T. Region 1, Office of Director. 87/05/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41 106:244-411 06:249. 

—8705290031 Physical Security Insp Rept 50-247/87-1 1 on 870330-0403.No violations 
noted.Major areas inspected:status of Inspector followup item, independent 
insp.personnei training & qualification review & safeguards contingency plan. 
SCHULINGKAMP.C., KEIMIG.R.R. Region 1. Office of Director. 87/05/05. 4pp. 
41106:246-41106:249. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068, 


R. Periodic operating reports & related correspondence 


8705060085 “1986 Radiological Environ Operating Rept." W/870427 ltr. 

JOSlGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 86/12/31. RUSSELL, W.T. Region 1, Office of Director. 94pp, 40816:115- 
40816:208. 

8705070109 “Annual Environ Protection Plan Rept for CY86.” W/870430 ltr. 

SELMAN.M. Consolidated Edison Co. of New York, Inc, 86/12/31. 8pp. 40849:328- 
40849:335. 

8705270401 Monthly operating rept for Apr 1987.W/870515 ltr. 

KRIEGER.K., SELMAN.M. Consolidated Edison Co. of New York. Inc. 87/04/30. 6pp. 
41088:268-41088:273. 


S. Reportable occurrences, LERs & related correspondence 

8705080012 PNO-l-87-039;on 870430, licensee identified potential circuit failure prevent- 
ing automatic start of auxiliary feedwater pumps by loss of main feedwater or lo-lo 
steam generator signals.Circuit modified for independent relays. 

NORRHOLM.L, LINVILLE.J. Region 1, Office of Director. 87/05/01. Ip. 40872:245- 
40872:245. 
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V. Operator Examinations 

8705010130 Partial response to FOIA request for documents re INPO accreditation of 
training programs.Forwards App B document. Document also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project. 2pp. 40773:159-40773:164. 

-8705010140 Summarizes INPO 861210 accreditation meeting in Atlanta.GA. Listed 
plants presented training programs for nonlicensed operators, reactor operators, senior 
reactor operators & shift technical advisors. 

PAPERIELLO.C.J. Region 3, Office of Director. 86/12/22. RUSSELL, W.T. Division of 
Human Factors Technology (851125-870411). 2pp. 40773:161-40773:164. 

8705130145 Responds to NRC 870320 Itr re Requalification Program Evaluation Insp 
Rept 50-247/86-29 on 861210-12.Policy to incorporate requirements of 10CFR55 final 
rule re operator training & requalification to be revised by 870526. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/05. GALLO.R.M. 
Region 1, Office of Director. 2pp. 40915:029-40915:030. 
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F. Security, medical, emergency & fire protection plans 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementing procedures.including Rev 1 to EG-13, “Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO,M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705060135 Summary of 870406-07 site meetings w/util re 10CFR50,App R exemption 
requests,including waikdown of fire protection equipmentAttendance list & related info 
end. 

GROTENHUIS,M. Project Directorate III-2. 87/04/21. Project Directorate III-2. 8pp. 
40840:170-40840:177. 

8705050182 Revised emergency plan implementing procedures,including revised table 
of contents,Rev 4 to ED-5A, “Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges...." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705120282 Revised emergency procedures.including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form.Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705140122 Rev 4 to Emergency Plan Implementing Procedure EPIP 300-C1 , “State of 
IL Nuclear Accident Reporting Sys Form." 

* Commonwealth Edison Co. 87/05/04. 3pp. 40915:183-40915:185. 

8705190303 Discusses Physical Protection Insp Repts 50-010/87-03, 50-237/87-12 & 
50-249/87-12 on 870326-31 & forwards notice of violation & proposed imposition of 
civil penalty in amount of $50,000. Notice of violation withheld. 

DAVIS.A.B. Region 3, Qffice of Director. 87/05/13. Q’CQNNOR.J.J. Commonwealth 
Edison Co. 4pp. 40975:081-40975:084. 

8705220440 Forwards Enforcement Conference Repts 50-010/87-04, 50-237/87-15 & 
50-249/87-15 on 870410. 

HIND,J.A. Region 3, Qffice of Director. 87/05/15. REED.C. Commonwealth Edison 
Co. 2pp. 41020:138-41020:140. 

-8705220447 Partially withheld Enforcement Conference Repts 50-010/87-04,50-237/ 
87-15 & 50-249/87-15 on 870410 (ref 10CFR73.21).Major areas 

dlscussed:enforcement options for violation of licensee security plan re protected 
area. 

CREED.J.R. Region 3. Qffice of Director. 87/05/14. 1p. 41020:140-41020:140, 

8705280393 Rev 6 to Emergency Plan Implementing Procedure EPIP 300-3, “Assembly 
& Evacuation of Personnel (Primary Responsibility- Qperations Director)." 

* Commonwealth Edison Co. 87/05/30. 13pp. 41107:113-41107:125. 

8705050374 Revised emergency plan implementing procedures,including Rev 14 to 
NST-CCC-1. “Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, ‘^Nuclear Duty 
Qfficer” & Rev 11 to NST-CCC-1 2, "Sys Power Dispatcher." 

BLACKMAN,T.G., WAGNER, G.. GOLDEN, J.C. Commonwealth Edison Co. 87/05/31. 
154pp, 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 

8705140391 Rev 7 to Emergency Plan Implementing Procedure EPIP 100-C1, "Station 
Director (Checklist of Initiaf GStP Responsibilities).” Revised table of contents provid- 

* Commonwealth Edison Co. 87/05/31. 11pp. 40924:232-40924:242. 

8705140400 Rev 12 to Emergency Plan Implementing Procedure EPIP 300-1, “Initial 
Notification & Generating Station Emergency Plan Responses (Primary Responsibility - 
Station Director)," Revised table of contents provided. 

HOLMAN,R., ADAM,D. Commonwealth Edison Co. 87/06/31. 28pp. 40924:201- 
40924:228. 


P. Operating license stage documents & correspondence 

8705140076 Forwards summary of 870120 meeting w/utils in Bethesda,MD re sys used 
in Mark I containment plants for combustible gas control during LOCA.Requests that 
utils submit plant specific position re compliance to 10CFR50.44. 

GROTENHUIS,M. Project Directorate lli-2. 87/04/24. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 40920:037-40920:061 , 

-8705140091 Summary of 870120 meeting w/utils & GE in Bethesda,MD re sys used in 
Mark I containment for combustible gas control.Staff requested plant specific position 
on compliance to 1 0CFR50.44(g). Attendees list & meeting matls end. 
GRQTENHUIS,M. Project Directorate III-2. 87/04/24. Project Directorate III-2. 23pp. 
40920:041-40920:061. 


8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705050073 Forwards summaries of operating history of electromagnetic relief 
valves.per 731219 requestSummaries include date, type of operation & circumstances 
for each valve listed. Response to second request will be submitted by wk of 740218. 
ABEL,J.S. Commonwealth Edison Co. 74/01/21. ZIEMANN.D.L Atomic Energy Com- 
mission. Directorate of Licensing. 7pp. 40840:066-40840:072. 

-8705050109 Lists plant-specific info needed to suppi GE NEDQ-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet. Info re Items 1 & 2 requested within 30 & 60 
days.respectively. 

ZIEMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK.I.R. Jersey Central Power & Light Co. RAYMQND.P.D. Niagara Mohawk 
Power Corp. SWITZER, D.C. Millstone Point Co, 7pp. 40840:082-40840:088. 

8705050103 Notification of 870514 meeting w/util in Bethesda.MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate III-2. 87/04/30. HQLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705080284 Forwards weekly update of out-of-svc equipment for plant, per C Reed 
870306 Itr. 

EENIGENBURG.E. Commonwealth Edison Co. 87/05/01. RING.M. Region 3. Office of 
Director. 3pp. 40862:043-40862:045. 

8705110305 Requests response by 870513 of items to be reviewed in Integrated Safety 
Assessment Project Directorate (ISAP). End 1 provides current status of integrated 
plant safety assessment rept.W/encl. 

MULLER.D.R. Project Directorate III-2. 87/05/08. THOMAS, C. Integrated Safety As- 
sessment Project Directorate. 3pp. 40879:193-40879:195. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150380 Forwards response to Generic Ltr 87-05 re plans to identify potential deg- 
radation of Mark I drywells at plants.Two oversize drawings also end. 

TURBAK,M.S, Commonwealth Edison Co. 87/05/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 3pp. 40928:114-40928:117. 

8705180094 Forwards addi info re embedment plate strap anchor spacing assessment 
program, per 870416 meeting.Allowable nominal stresses used in embedment plate as- 
sessment program conform to FSAR requirements. 

JOHNSON,I.M. Commonwealth Edison Co. 87/05/13. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 56pp. 40952:319-40953:031. 

8705210648 Revises schedules in util 860604 Itr re A Model implementation at 
facllities.Schedule provided In 860604 ltr significantly impacted by implementation of 
new QA procedure re software configuration mgt.Revised target dates listed. 
ALLEN,C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants. Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705270021 Confirms plans to have mgt meeting w/util on 870529 at Region III ofc to 
discuss recent performance at plant.per 870515 discussion.Notice of significant licens- 
ee meeting end. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/18. REED.C, Commonwealth 
Edison Co. 2pp. 41043:356-41043:357. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Suppi 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.u.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705050219 Responds to AEG 721213 questions re torus ring header & forwards Spe- 
cial Rept 31, “Torus Ring Header Support Mod,” describing ring header insps & re- 
pairs. 

ABEUJ.S. Commonwealth Edison Co. 73/07/11. SKQVHOLT.D.J. Atomic Energy 
Commission, Directorate of Licensing. 4pp. 40839:351-40839:354. 

-8705050224 Special Rept 31, “Torus Ring Header Support Mod." 

* Commonwealth Edison Co. 31. 73/07/31. 18pp. 40839:355-40840:012. 

8705130258 EN-87-039:on 87051 2, notice of violation & proposed imposition of civil pen- 
alty in amount $50,000 for licenses will be issued-Action based on failure to ensure 
integrity of protected area barrier. 

ROBINSON.P. Office of Enforcement (Post 870413). 87/06/07. 1p. 40910:028- 
40910:028. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190303 Discusses Physical Protection Insp Repts 50-010/87-03, 50-237/87-12 & 
50-249/87-12 on 870326-31 & forwards notice of violation & proposed imposition of 
civil penalty in amount of $50,000.Notice of violation withheld. 

DAVIS, A.B. Region 3. Office of Director. 87/05/13. O’CONNQR.J.J. Commonwealth 
Edison Co, 4pp. 40975:081-40975:084. 
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8705220440 Forwards Enforcement Conference Repts 50-010/87-04, 50-237/87-15 & 
50-249/87-15 on 870410. 

HIND,J.A. Region 3, Office of Director. 87/05/15. REED.C. Commonwealth Edison 
Co. 2pp. 41020:138-41020:140. 

-•8705220447 Partially withheld Enforcement Conference Repts 50-010/87-04,50-237/ 
87-15 & 50-249/87-15 on 870410 (ref 10CFR73.21).Major areas 

discussedrenforcement options for violation of licensee security plan re protected 

CREED.J.R., AXELSON.W.L. Region 3. Office of Director. 87/05/14. Ip. 41020:140- 
41020:140. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reaciors.” Svc i s: cncf. 

FOSSI.C.E. Di'. Sion o‘ Cperat;cnal Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705280265 Responds to NRC 870423 notice of violation & proposed imposition of civil 
penalty. Requests extension until 870623 to respond to NRC rept on safety sys outage 
mod insp.Payment of civil penalty in amount of $25,000 end. 

FARRAR.D.L. Commonwealth Edison Co. 87/05/22. LIEBERMAN.J. Office of En- 
forcement (Post 870413). 2pp. 41109:071-41109:072. 

8705280365 Responds to NRC 870424 notice of violation & proposed imposition of civil 
penalty.Corrective actions:water temp reduced below 212 F & primary containment es- 
tablished. Payment of civil penalty in amount of $25,000 end. 

FARRAR.D.L. Commonwealth Edison Co. 87/05/22. LIEBERMAN.J. Office of En- 
forcement (Post 870413). 5pp. 41094:313-41094:317. 


R. Periodic operating reports & related correspondence 


8705260485 “Annual Operating Rept of Dresden Nuclear Power Station for 1986." W/ 
870513 Itr. 

EENIGENBURG.E. Commonwealth Edison Co. 86/12/31. 27pp. 41043:149- 
41043:175. 

8705080276 Forwards “Assessment of Embedment Plates Status as of 870430,” 
weekly status rept, describing progress in resolving questions about installed configura- 
tion of plates at Quad Cities & Dresden Units 1 & 2. 

JOHNSON, I.M. Commonwealth Edison Co. 87/04/30. DAVIS, A.B. Region 3, Office of 
Director. Ip. 40872:119-40872:137. 

-8705110127 “Assessment of Embedment Plates Status as of 870430," weekly status 
rept. 

• Commonwealth Edison Co. 87/04/30. 18pp. 40872:120-40872:137. 

8705210072 Monthly operating repts for Ap- 1967.W/87C512 l:r. 

MAXWELUD.C., EENIGENBURG.E. Ccmnonwealth Edison Co. 87/04/30. 26pp. 
41003:099-41003:124. 

8705260312 Fonvards "Assessment of Embedment Plates Status as of 870513," 
weekly status rept,per C Reed 870306 Itr. 

JOHNSON.I.M. Commonwealth Edison Co. 87/05/13. DAVIS,A.B. Region 3, Office of 
Director. 1p. 41038:280-41038:299. 

-8705270145 "Assessment of Embedment Plates Status as of 870513," weekly status 
rept. 

* Commonwealth Edison Co. 87/05/13. 19pp. 41038:281-41038:299. 


S. Reportable occurrences, LERs & related correspondence 


8705130283 LER 87-008-01 ;on 870321, reactor scrammed on low reactor water 
level.Caused by procedural inadequacy in conjunction w/component failure. Procedure 
revised to add provision for opening feedwater pump discharge valves.W/870429 Itr. 
MOY.M.E., EENIGENBURG.E. Commonwealth Edison Co. 87/04/29. 5pp. 40910:198- 
40910:202. 

8705120268 LER 87-01 0-00:on 870409,reactor manually scrammed due to high conden- 
sate temp & main condenser low vacuum.Caused by broken turbine bearing water & 
oil drain.turbine bearing cone drains cut & plugs installed for cone.W/870501 Itr. 
MOY.M.E, EENIGENBURG.E. Commonwealth Edison Co. 87/05/01. 5pp. 40907:194- 
40907:198. 

8705190168 Partial response to FOIA request for documents re USI A-46, “Seismic 
Qualification of Equipment in Operating Plants." Fonvards App B documents.App A & 
B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ.E.F. 
Impell Corp. 3pp. 40966:325-40966:327. 

-8611190076 Forwards “Engineering Evaluation of Seismic Anchors for Electrical & 
Control Panels" re several recent events involving inadequate anchorage of electrical 
& control panels.USI A-46 nearing resolution. 

HEBDON.RJ. Planning & Program Analysis Staff (851125-870411). 86/10/16. 
VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 
16pp. 40966:359-40967:031, 

8705280021 LER 87-004-00:on 870420.fuel poo! area radiation monitor 1 705-1 6A ex- 
ceeded Tech Spec 3.2,D.3 limits.Caused by instrument setpoint drlft.Trip upscale set- 
point readjusted & functionally verlfied.W/870514 Itr. 

MERRITT, S., EENIGENBURG.E. Commonwealth Edison Co. 87/05/14. 4pp. 
41088:343-41088:346. 
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P. Security, medical, emergency & fire protection plans 


8705040319 Forwards Insp Repts 50-250/87-16 & 50-251/87-15 on 870329-0403 & 
notice of violation. 

COLLINS, D.M. Region 2. Office of Director. 87/04/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40779:179-40779:189. 


-8705040326 Insp Repts 50-250/87-15 & 50-251/87-15 on 870329-0403. Violation 
noted:fai}ure to post documents re radiological working conditions as required by 
10CFR1 9.1 1(a)(4). 

COOPER.W.T., CIOFFI.M.J., HOSEY.C.M. Region 2. Office of Director. 87/04/21. 
8pp. 40779:182-40779:189. 

8705110169 Revised Emergency Plan Implementing Procedure 20101, “Duties of Emer- 
gency Coordinator." W/ 870507 Itr. 

WOODY,C.O. Florida Power & Light Co. 87/05/07. 66pp. 40881:188-40881:254. 

8705190267 Advises that Rev 16 to radiological emergency plan (REP) consistent w/ 
provisions of 10CFR50.47(b) & acceptable w/ listed exceptions. Faultily worded state- 
ment exists in Section 4.6 re locations of notification telephones. 

COLL!NS,D.M. Region 2. Office of Director. 87/05/08. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40967:238-40967:239. 

8705290019 Forwards exercise rept for 870114-15 partial participation joint exercise of 
offsite radiological emergency response plans for plant.No deficiencies identified.Two 
areas require corrective action & 1 1 recommended for improvement. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/18. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 1p. 
41119:218-41119:260. 

-8705290035 “Turkey Point Nuclear Power Plant Exercise." evaluation of 870114-15 
exercise. 

• Federal Emergency Management Agency. 87/03/09. 42pp. 41119:219-41119:260. 


G. Adjudicatory correspondence 

8705010039 Submits proposed schedule for completion of hearings on two contentions 
not summarily dismissed for Board approval. Certificate of Svc end. 

REIS.H.F. Florida Power & Light Co. REIS.H.F. Newman & Holtzinger. #287 3289. 87/ 
04/27. LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board 
Panel. 4pp. 40743:114-40743:117. 

8705200129 Order establishing schedule for hearing (expansion of spent fuel pool stor- 
age capacity).* Each party must identify witnesses who will testify w/respect to each 
contention by 870623.Hearing scheduled for 87091 5.Served on 870518. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #287 3460. 87/05/15. Office of 
the General Counsel. 2pp. 40974:048-40974:049. 


H. General correspondence 

8705140010 Responds to 870331 Itr forwarding PA Oldfield Itr expressing concern that 
facility unsafe & should be closed.Licensee & NRC performing independent assess- 
ments of effects of RCS leakage & preparing detailed repts to determine conform- 

STELLO.V. Office of the Executive Director for Operations. 87/05/07. CHILES, L 
Senate. 6pp. 40921:001-40921:008. 

-8705140014 Forwards PA Oldfield 870319 Itr re repts that facility unsafe.Comments 
requested. 

CHILES, L. Senate. 87/03/31. KAMMERER.C. Office of Congressional Affairs. 2pp. 
40921:007-40921:008. 


J. Insurance & indemnity information 


8705220284 Forwards Endorsements 72.104.46.67.83,96 & 59 to NELIA Policies NF- 
238.NF-215,NF-252.NF-227,NF-185,NF-198 & NF-247 & Endorsements 

60,86.27.54.70,82 & 51 to MAELU Policies MF-93.MF-78,MF-108,MF-88,MF-55,MF-66 
& MF-1 02, respectively. 

SANNA,L.J. Marsh & McLennan, Inc. 87/05/07. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 15pp. 41016:234-41016:248. 


P. Operating license stage documents & correspondence 

8705040143 Requests analyses of spiked samples for tritium, Fe-56,Sr-89 & Sr-90 as 
part of NRC Confirmatory Measurements Program. Analyses requested within 60 days 
of receipt of samples. 

VERRELLI.D.M. Region 2. Office of Director. 87/04/23. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40786:282-40786:283. 

8705060045 Summarizes enhancements made in nuclear unit power turbine runback 
logic as result of task force review of original logic design, as discussed at 840220 
meeting & in 840221 Itr. 

WOODY.C.O. Florida Power & Light Co. 87/04/26. Document Control Branch (Docu- 
ment Control Desk). Ip, 40821:014-40821:014. 

8705060346 Forwards integrated schedule, updating 861219 application for amends to 
Licenses DPR-31 & DPR-41. Issuance of amends anticipated within 1 month. 
WOODY.C.O. Florida Power & Light Co, 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 32pp. 40838:044-40838:068. 

8705010093 Responds to 870304 request for one-time extension of interim administra- 
tive 7-day limiting condition of operation on each of two emergency diesel generators 
to 14 days to perform extensive maintRequest for extension withdrawn. 
MCDONALD.D.G. Project Directorate 11-2. 87/04/28. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40774:148-40774:149. 

8705180372 Informs that 841001 initial response to “SuppI 1 to NUREG-0737, Require- 
ments for Emergency Response Capability" contains items that need to be 
addressed. Response requested within 60 days.Draft SER encl.W/o end. 
MCDONALD.D.G. Project Directorate 11-2. 87/05/08. WOODY.C.O. Florida Power & 
Light Co. 1 p. 40960:029-40960:029. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.RJ. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002, 
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870S190070 Notification of 870603 & 04 meetings w/util in Bethesda.MD to discuss 
proposed Tech Specs re special test exceptions & refueling operations. 

MCDONALD, D.G. Project Directorate 11-2. 87/05/13. RUBENSTEIN,L.S. Project Direc- 
torate II-2. 3pp. 40963:341-40963:343. 

8705190640 Notification of 870604 meeting w/util in Bethesda.MD to discuss proposed 
onsite power sys upgrade. 

MCDONALD, D.G. Project Directorate 11-2. 87/05/13. RUBENSTEIN.L.S. Project Direc- 
torate 11-2. 3pp. 40966:072-40966:074. 

8705210604 Responds to Generic Ltr 87-02, “Verification of Seismic Adequacy of Me- 
chanical & Electrical Equipment in Operating Reactors.” NUREG-1030 & NUREG- 
1121. Updated response will be submitted by 871001. 

WOODY, C.O. Florida Power & Light Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:163-41012:164. 


Q. Inspection reports, IE Bulletins & correspondence 

8705010180 Forwards Insp Repts 50-250/87-10 & 50-251/87-10 on 870209-0309.No 
violation or deviation noted.Attention directed to Paragraph 1 1 in rept & concerns that 
address adequacies of engineering evaluations. 

REYES.LA. Region 2, Office of Director. 87/04/16. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40772:001-40772:028. 

-8705010193 Insp Repts 50-250/87-10 & 50-251/87-10 on 870209-0309. No violation 
or deviation noted.Major areas inspected:annual & monthly surveillance.maint obser- 
vations & reviews, operational safety & plant events. 

BREWER.D.R., VAN DYNE.K.W., MACDONALD.J.B. Region 2. Office of Director. 87/ 
04/15. 26pp. 40772:003-40772:028. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,(;.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040313 Forwards Insp Rept 50-250/87-16 on 870330-0403.No violation or devi- 
ation noted. 

HERDT,A.R. Region 2, Office of Director. 87/04/22. WOODY,C.O. Florida Power & 
Light Co. 2pp. 40789:155-40789:165. 

—8705040318 Insp Rept 50-250/87-16 on 870330-0403.No violation or deviation 
noted.Major areas inspected:housekeeping,matl identification & control & Inservice 
insp. 

KLEINSORGE,W.P., BLAKE, J.J. Region 2, Office of Director. 87/04/16. 9pp. 
40789:157-40789:165. 

8705040226 Forwards Insp Repts 50-250/87-07 & 50-251/87-07 on 870202-06.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Office of Director. 87/04/28. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40782:048-40782:067. 

-8705040244 Insp Repts 50-250/87-07 & 50-251/87-07 on 870202-06.No violations or 
deviations noted.Major areas inspected: closeout of open insp items. 

STADLER,S,D., ShVmL 0CK,M.B. Region 2, Office of Director. 87/04/20. 18pp. 
40782:050-40782:067. 

8705040319 Forwards Insp Repts 50-250/87-15 & 50-251/87-15 on 870329-0403 & 
notice of violation. 

COLLINS, D.M. Region 2, Office of Director. 87/04/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40779:179-40779:189. 

—8705040322 Notice of violation from insp on 870329-0403. 

COLLINS.D.M. Region 2, Office of Director. 87/04/29. 1p. 40779:181-40779:181, 

-8705040326 Insp Repts 50-250/87-15 & 50-251/87-15 on 870329-0403. Violation 
noted:failure to post documents re radiological working conditions as required by 
10CFR1 9.1 1(a)(4). » « MX 

COOPER,W.T., CIOFFI,M.J., HOSEY.C.M. Region 2, Office of Director. 87/04/21. 
8pp. 40779:182-40779:189. 

8705190162 Fonivards Insp Repts 50-250/87-09 & 50-251/87-09 on 87021 6-21. No vio- 
lations or deviations identified.Response requested indicating proposed corrective ac- 
tions re mgt controls. 

JULIAN, C.A. Region 2, Office of Director. 87/04/30. WOODY.C.O. Florida Power & 
Light Co, 2pp. 40969:127-40969:172. 

-8705190173 Insp Repts 50-250/87-09 & 50-251/87-09 on 87021 6-21 .No violations or 
deviations identified.Major areas inspected: plant operations, including 

maint, operations, mgt controls & training. 

STADLER.S.D., SHYMLOCK.M.B. Region 2, Office of Director. 87/04/30. 44pp. 
40969:129-40969:172. 

8705190215 Forwards Insp Repts 50-250/87-17 & 50-251/87-17 on 870406-10.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/06/01. WOODY.C.O. Florida Power & 
Light Co. 2pp, 40964:254-40964:265. 

-8705190224 insp Repts 50-250/87-17 & 50-251/87-17 on 870406-1 0.No vioiations or 
deviations noted.Major areas inspected:plant chemistry control & corrosion prevention. 
ROSS.W.J. Region 2, Office of Director. 87/05/01. 10pp. 40964:256-40964:265, 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asieep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210361 Fon^rards response to Insp Repts 50-250/87-06 & 50-251/87-06. New pro- 
cedures written governing conditions adverse to quality.check valves replaced & addi 
safety concerns discussed.Full compliance will be achieved by 870529. 

WOODY.C.O. Florida Power & Light Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41002:053-41002:057. 

8705260451 Ack receipt of 870514 ltr & payment for $75,000 civil penalty proposed by 
NRC in 870421 Itr.Corrective actions will be examined during future insps. 
LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/20. WOODY.C.O. Florida 
Power & Light Co. 1p. 41038:115-41038:115. 


8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSLC.E, Division of Operational Events Assessment (Post 870411), 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060244 "1986 Annual Radiological Environ Operating Rept,Turkey Point Plant Units 
3 & 4." W/870426 ltr. 

WOODY.C.O. Florida Power & Light Co. 86/12/31. 70pp. 40818:262-40818:331. 

8705210533 Monthly operating repts for Apr 1987.W/870515 ltr. 

GRANT.M.W., WOODY.C.O. Florida Power & Light Co. 87/04/30, 17pp. 41011:168- 
41011:184. 

8705210423 Forwards Apr 1987 summary progress rept of select sys assessment. 
WOODY.C.O. Florida Power & Light Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:252-41012:253. 


S. Reportable occurrences, LERs & related correspondence 

8705080263 Special rept re fire barriers breached for longer than 7 days.Caused by on- 
going App R alternate shutdown work. Impairments being reported in one rept due to 
large vol of work.Compensatory measures continue to be implemented. 

WOODY.C.O. Florida Power & Light Co. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40862:085-40862:088. 

8705280270 LER 86-040-01 :on 861 2 18, deficiency discovered re potential for loss of 
three air conditioner compressors & air handlers of control room ventilation 
sys.Caused by excessive clearance between cover plate & relay.W/861218 ltr. 
HART.R.D., WOODY.C.O. Florida Power & Light Co. 87/05/19. 6pp. 41109:050- 
41109:055. 


V. Operator Examinations 


8705190096 Confirms 870421 telcon re 870514 meeting at Region II ofc to discuss op- 
erator license training. 

REYES, L. A. Region 2. Office of Director. 87/05/08. WOODY.C.O. Florida Power & 
Light Co. Ip. 40964:222-40964:222. 
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F. Security, medical, emergency & fire protection plans 


8705040319 Fonvards Insp Repts 50-250/87-15 & 50-251/87-15 on 870329-0403 & 
notice of violation. 

COLLINS.D.M. Region 2, Office of Director. 87/04/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40779:179-40779:189. 

-8705040326 Insp Repts 50-250/87-15 & 50-251/87-15 on 870329-0403. Violation 
noted:failure to post documents re radiological working conditions as required by 
10CFR19.1 1(a)(4). 

COOPER, W.T. Region 2, Office of Director. 87/04/21. 8pp. 40779:182-40779:189. 

8705110169 Revised Emergency Plan Implementing Procedure 20101, "Duties of Emer- 
gency Coordinator," W/870507 ltr. 

WOODY.C.O. Florida Powers Light Co. 87/05/07. 66pp. 40881:188-40881:254. 

8705190267 Advises that Rev 16 to radiological emergency plan (REP) consistent w/ 
provisions of 10CFR50.47(b) & acceptable w/ listed exceptions.Faultily worded state- 
ment exists in Section 4.6 re locations of notification telephones. 

COLLINS.D.M. Region 2, Office of Director. 87/05/08. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40967:238-40967:239. 

8705210562 Submits info required by IAEA to allow next insp, per IAEA safeguards 
program.Schedule of events to minimize impact of insp on return to power, Including 
reinstallation of reactor head.provided.VA Kaminskas new IAEA contact 
WOODY.C.O. Florida Power & Light Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:360-41012:361. 

87052900t9 Forwards exercise rept for 870114-15 partial participation joint exercise of 
offsite radiological emergency response plans for plant No deficiencies identified.Two 
areas require corrective action & 1 1 recommended for improvement. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/18. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41119:218-41119:260. 

-8705290035 "Turkey Point Nuclear Power Plant Exercise," evaluation of 870114-15 
exercise. 

* Federal Emergency Management Agency. 87/03/09. 42pp. 41119:219-41119:260. 


Q. Adjudicatory correspondence 


8705010039 Submits proposed schedule for completion of hearings on two contentions 
not summarily dismissed for Board approval. Certificate of Svc end. 

REIS.H.F. Florida Power & Light Co. REIS.H.F. Newman & Holtzinger. #287 3289. 87/ 
04/27. LAZO,R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board 
Panel. 4pp. 40743:1 1 4-40743:1 17. / 

8705200129 Order establishing schedule for hearing (expansion of spent fuel pool stor- 
age capacity).* Each party must identify witnesses who will testify w/respect to each 
contention by 870623.Hearing scheduled for 87091 S.Served on 870518. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #287 3460. 87/05/15. Office of 
the General Counsel. 2pp. 40974:048-40974:049. 
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H. General correspondence 

8705060195 Responds to 870409 Itr re constituent J Lorion 870330 request to be 
placed on svc list for all correspondence concerning RCS leak.Lorion currently on svc 
list. Effort to provide docketed correspondence expeditiously underway. 

STELLO.V. Office of the Executive Director for Operations. 87/04/30. FASCELUD.B. 
House of Rep. 2pp. 40842:072-40842:080. 

-8705060209 Forwards J Lorion 870330 Itr to NRC, requesting placement on svc list for 
documentation re corrosion of vessel studs & heads, for response. 

FASCELL,D.B. House of Rep. 87/04/09. BRADBURNE.J. Office of Congressional Af- 
fairs. 1p. 40842:079-40842:080. 

8705140010 Responds to 870331 Itr fon^rarding PA Oldfield Itr expressing concern that 
facility unsafe & should be closed. Licensee & NRC performing independent assess- 
ments of effects of RCS leakage & preparing detailed repts to determine conform- 
ance. 

STELLO.V. Office of the Executive Director for Operations. 87/05/07. CHILES, L. 
Senate. 6pp. 40921:001-40921:008. 

“8705140014 Forwards PA Oldfield 870319 Itr re repts that facility unsafe.Comments 
requested. 

CHILES.L. Senate. 87/03/31. KAMMERER.C. Office of Congressional Affairs. 2pp. 
40921:007-40921:008. 


P. Operating license stage documents & correspondence 

8705040143 Requests analyses of spiked samples for tritium, Fe-55,Sr-89 & Sr-90 as 
part of NRC Confirmatory Measurements Program. Analyses requested within 60 days 
of receipt of samples. 

VERRELLt.D.M. Region 2, Office of Director. 87/04/23. WOODY, C.O. Florida Power & 
Light Co. 2pp. 40786:282-40786:283. 

8705060045 Summarizes enhancements made in nuclear unit power turbine runback 
logic as result of task force review of original logic design, as discussed at 840220 
meeting & in 840221 Itr. 

WOODY.C.O. Florida Power & Light Co. 87/04/26. Document Control Branch (Docu- 
ment Control Desk). 1p. 40821:014-40821:014. 

8705060346 Forwards integrated schedule, updating 861219 application for amends to 
Licenses DPR-31 & DPR-41 .Issuance of amends anticipated within 1 month. 
WOODY.C.O. Florida Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 32pp. 40838:044-40838:068. 

8705010093 Responds to 870304 request for one-time extension of interim administra- 
tive 7-day limiting condition of operation on each of two emergency diesel generators 
to 14 days to perform extensive mainLRequest for extension withdrawn. 

MCDONALD. D.G. Project Directorate lt-2. 87/04/28. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40774:148-40774:149. 

8705070308 Confirms 870430 telcon between Brach & Mende re proposed IAEA com- 
mencement of reactor head & transfer gate sealing between reactor & spent fuel 
pool.Measures against accidental seal breakage urged.inciuding use of labels. 
MCDONALD.D.G. Project Directorate 11-2. 87/05/01. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40851:138-40851:139. 

8705180372 Informs that 841001 initial response to “SuppI 1 to NLIREG-0737, Require- 
ments for Emergency Response Capability" contains items that need to be 
addressed.Response requested within 60 days.Draft SER encl.W/o end. 
MCDONALD.D.G. Project Directorate 11-2. 87/05/08. WOODY.C.O. Florida Power & 
Light Co. 1p. 40960:029-40960:029. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190070 Notification of 870603 & 04 meetings w/util in Bethesda.MD to discuss 
proposed Tech Specs re special test exceptions & refueling operations. 
MCDONALD.D.G. Project Directorate 11-2. 87/05/13. RUBENSTEIN.L.S. Project Direc- 
torate 11-2. 3pp. 40963:341-40963:343. 

8705190640 Notification of 870604 meeting w/util in Bethesda.MD to discuss proposed 
onsite power sys upgrade. 

MCDONALD.D.G. Project Directorate 11-2. 87/05/13. RUBENSTEIN.LS. Project Direc- 
torate 11-2. 3pp. 40966:072-40966:074. 

8705210604 Responds to Generic Ltr 87-02, "Verification of Seismic Adequacy of Me- 
chanical & Electrical Equipment in Operating Reactors," NUREG-1030 & NUREG- 
11 21 .Updated response will be submitted by 871001. 

WOODY.C.O. Florida Power & Light Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:163-41012:164. 


Q. Inspection reports, IE Bulletins & correspondence 

8705010180 Forwards Insp Repts 50-250/87-10 & 60-251/87-10 on 870209-0309.No 
violation or deviation noted.Attention directed to Paragraph 1 1 in rept & concerns that 
address adequacies of engineering evaluations. 

REYES, LA. Region 2. Office of Director. 87/04/16. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40772:001-40772:028. 

“8705010193 Insp Repts 50-250/87-10 & 50-251/87-10 on 870209-0309.No violation 
or deviation noted.Major areas inspected:annual & monthly sun/eillance.maint obser- 
vations & reviews, operational safety & plant events. 

BREWER.D.R.. VAN DYNE.K.W., MACDONALD, J.B. Region 2, Office of Director. 87/ 
04/1 5. 26pp. 40772:003-40772:028. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040226 Forwards Insp Repts 50-250/87-07 & 50-251/87-07 on 870202-06.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Office of Director. 87/04/28. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40782:048-40782:067. 


“8705040244 Insp Repts 50-250/87-07 & 50-251 /87-07 on 870202-06.No violations or 
deviations noted.Major areas inspected: closeout of open insp items. 

STADLER.S.D.. SHYMLOCK,M.B. Region 2, Office of Director. 87/04/20. 18pp. 
40782:050-40782:067. 

8705040319 Forwards Insp Repts 50-250/87-15 & 50-251/87-16 on 870329-0403 & 
notice of violation. 

COLLINS.D.M. Region 2, Office of Director. 87/04/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40779:179-40779:189. 

“8705040322 Notice of violation from insp on 870329-0403. 

COLLINS.D.M. Region 2, Office of Director. 87/04/29. Ip. 40779:181-40779:181. 

“8705040326 Insp Repts 50-250/87-15 & 50-251/87-15 on 870329-0403. Violation 
noted:fallure to post documents re radiological working conditions as required by 
10CFR19.1 1(a)(4). 

COOPER.W.T., CIOFFl,M.J.. HOSEY,C.M. Region 2, Office of Director. 87/04/21. 
8pp. 40779:182-40779:189. 

8705190162 Forwards Insp Repts 50-250/87-09 & 50-251/87-09 on 87021 6-21. No vio- 
lations or deviations identified. Response requested indicating proposed corrective ac- 
tions re mgt controls. 

JULIAN,C.A. Region 2. Office of Director. 87/04/30. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40969:127-40969:172. 

“8705190173 Insp Repts 50-250/87-09 & 50-251/87-09 on 87021 6-21. No violations or 
deviations identified.Major areas inspected: plant operations, including 

maint,operations,mgt controls & training. 

STADLER.S.D., SHYMLOCK.M.B. Region 2, Office of Director. 87/04/30. 44pp. 
40969:129-40969:172. 

8705190215 Forwards Insp Repts 50-250/87-17 & 50-251/87-17 on 870406-10.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40964:254-40964:265. 

-8705190224 Insp Repts 50-250/87-17 & 50-251/87-17 on 870406-1 0.No violations or 
deviations noted.Major areas inspected:plant chemistry control & corrosion prevention. 
ROSS.W.J. Region 2, Office of Director. 87/05/01. 10pp. 40964:256-40964:265, 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11, 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210562 Submits info required by IAEA to allow next Insp.per IAEA safeguards 
program.Schedule of events to minimize impact of insp on return to power, including 
reinstallation of reactor head, provided. VA Kaminskas new IAEA contact. 

WOODY.C.O. Florida Power & Light Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:360-41012:361. 

8705210361 Forwards response to Insp Repts 50-250/87-06 & 50-251/87-06. New pro- 
cedures written governing conditions adverse to quality.check valves replaced & addi 
safety concerns discussed.Full compliance will be achieved by 870529. 

WOODY.C.O. Florida Power & Light Co, 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41002:053-41002:057. 

8705260451 Ack receipt of 870614 Itr & payment for $75,000 civil penalty proposed by 
NRC in 870421 Itr.Corrective actions will be examined during future insps. 
LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/20. WOODY.C.O. Florida 
Power & Light Co. Ip. 41038:115-41038:115. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705060244 "1986 Annual Radiological Environ Operating Rept, Turkey Point Plant Units 
3 & 4." W/870426 Itr. 

WOODY.C.O. Florida Power & Light Co. 86/12/31. 70pp. 40818:262-40818:331. 

8705210533 Monthiy operating repts for Apr 1987.W/870515 Itr. 

GRANT, M.W., WOODY.C.O. Florida Power & Light Co. 87/04/30. 17pp. 41011:168- 
41011:184. 

8705210423 Fonwards Apr 1987 summary progress rept of select sys assessment. 
WOODY.C.O. Florida Power & Light Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:252-41012:253. 


S. Reportable occurrences, LERs & related correspondence 

8705060055 Forwards "Rept on Instrumentation Port Column Assembly Leakage, Turkey 
Point Unit 4,” Rept prepared In response to 870313 discovery of boric acid crystals on 
reactor vessel head due to leak in lower seal (conoseal) of assembly. 

WOODY.C.O. Florida Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 1p, 40821:043-40821:084. 

“8705060062 "Rept on Instrumentation Port Column Assembly Leakage, Turkey Point 
* Florida Power & Light Co. 87/04/27. 41pp. 40821:044-40821:084. 

8705080263 Special rept re fire barriers breached for longer than 7 days.Caused by on- 
going App R alternate shutdown work. Impairments being reported in one rept due to 
large vol of work. Compensatory measures continue to be Implemented. 

WOODY.C.O. Florida Power & Light Co. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40862:085-40862:088. 

8705180120 LER 87-008-00:on 870409, while In Mode 6, containment purge valves jum- 
pered open, violating Tech Specs.Caused by inadequate procedure.Movement of 
upper internals halted, jumpers removed & containment valves closed.W/87051 1 Itr. 
SALAMON.G.. WOODY.C.O. Florida Power & Light Co. 87/05/11. 4pp. 40953:084- 
40953:087. « 
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V. operator Examirtatioris 


@705190096 Confirms 870421 telcon re 870514 meeting at Region ii ofc to discuss op- 
erator license training. 

REYES.L.A. Region '2, Office of Director. 87/05/08. WOODY.C.O. Florida Power & 

Light Co. Ip. 40964:222-40964:222. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medlcaj, emergency & fire protection plans 


87O5OS02O7 Revisnd renn'cting .^tatior. smsrgency plan environ group emergency plan 
implementing p'c;.;.;.::,j....'Oc!.i.'c!'jd;.''.:; F’ev 1 to EG-13, “Transfer of Environ Samples 

From Field Ter:, s io ._ab." 

DIPOUZIO.M.E, C.:..mV Zdiscn Cc. 87/04/09. 15pp. 40811:118-40811:132. 

87050S0182 Revised emergency plan implementing procedures, including revised table 
of contents, Rev 4 to ED-5A, “Calculation of Offsite Whole Body Radiation Dose...” & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges...." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705120250 Revised emergency plan implementing procedures, including Rev 7 to QEP 
350-0, ‘■Rf-csmrrii.ndaLons for Offsite Protective Actions & Rev 6 to QEP 350-T1, 
"Recomrnc.-. X'O Actions for Gaseous Release Conditions." 

BROWN,C. Commonwealth Edison Co. 87/05/04. 7pp. 40888:153-40888:160. 

8705120282 Revised emergency procedures, including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705120411 Revs to emergency plan implementing procedures,including Rev 35 to QEP 
310-0, “Notification of Responsible Authorities," Rev 15 to QEP 310-1, “Initial Notifi- 
cation" & Rev 1 to QEP 310-T13 "QSEP Event Investigation." 

* Commonwealth Edison Co. 87/05/04. 27pp. 40905:173-40905:199. 

8705260047 Requests that util remit fee for 870112 application for exemption from fire 
protection requirements of App R re hot shutdown repairs to defeat high impedance 
faults. 

DIGGS, R,M. License Fee Management Branch. 87/05/14. FARRAR, D.L. Common- 
wealth Edison Co. Ip. 41031:046-41031:046. 

8705290286 Final response to FOIA request for documents, including plant investiga- 
tion/insp of physical security program.EncI App A, B,C & D documents also available 
in PDR-App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLEY,D. Division of f=lules & Records (Post 870413). 87/05/27, MCKAY, J. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 

-8012160444 Advises that investigation initiated by Region 3 on 770426 has not yet 
been completed. 

DIRCKS,VV.J. Office of tiie Executive Director for Operations. 77/05/23. PERCY.C.H. 
Se:-iatc. 1p. 41 127:230-41127:231. 

“8705290300 Partially deleted suppi to 770311 memo re complaints made by contract 
guard re activities at plant site.Analysis of guard complaints do not indicate major 
.c'chlems l.'censfje recommended to conduct physical security insp. 

A ' r. of Director. 77/03/25. Region 3, Office of Director. 

2pp. 41127:169-41127:170. 

“8705290308 Partially deleted Itr discussing security & safety-related allegations by 
plant contract security guard. JE McKay initially provided info by 770221 & 24 
telcons.EncI rept of investigation requested by 770314.W/O end. 

BOLGER,R.L. Commonwealth Edison Co. 77/03/10. KEPPLER.J.G. Region 3, Chica- 
go, Office of the Director. 2pp. 41 127:171-41127:172. 

“8705290312 Partially deleted Itr informing that Pinkerton, Inc has assigned investigator 
as quard at station to observe activities of JE McKay & determine If allegations previ- 
ously described credible. 

BOLGER.R.L. Commonwealth Edison Co. 77/03/25. KEPPLER.J.G. Region 3, Chica- 
go. Office of the Di.x«ctor. 1p. 41127:173-41127:173. 

“870S29031S Partially deleted Itr re 770321-0407 investigation to determine If allega- 
tions by JE McKay credible.All station guards & many employees of util disliked 
McKay.invcstigator believed McKay to be troublemaker.Related info end. 

BOuQER.R.L. Commonwealth Edison Co. 77/04/28. KEPPLER.J.G. Region 3, Chica- 
go, Office of the Director. 56pp. 41127:174-41127:229. 

“8706010117 Partially deleted Insp Repts 50-254/77-14 & 50-265/77-14 on 770426- 
0526.No noncompliance or deviations noted in 2 areas. Infractions noted re guards 
not properly trained, deviation repts not made & physical barrier Inadequate. 
BELANGER. J.L., DONAHUE, J.R, PHILLIP.G.A. Region 3, Chicago. Office of the Direc- 
tor. 77/06/27. 26pp. 41127:232-41127:257. 

8705050374 Revised emergency plan implementing procedures, including Rev 14 to 
NST-CCC-1, “Corporate Command Ctr Director," Rev 1 to NST-CCC-9, ‘Nuclear Duty 
Officer" & Rev 11 to NST-CCC-1 2, “Sys Power Dispatcher." 

BLACKMAN, T.G, Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:306. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:266-40816:263. 


J. Insurance & Indemnity information 


8705210698 Forwards Endorsements 100 & 101 to NELIA Policy NF-187, Endorse- 
ments 83 & 84 to MAELU Policy MF-54, Endorsements 90 & 77 to NELIA Policy NF- 
201 & MAELU Policy MF-64, respectively & Endorsement 43 to NELIA Policy NF-253. 
OSTERJ. Commonwealth Edison Co. 87/05/15. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 41012:279-41012:287. 


P. Operating license stage documents & correspondence 

8705140076 Forwards summary of 870120 meeting w/utils in Bethesda.MD re sys used 
in Mark I containment plants for combustible gas control during LOCA. Requests that 
utils submit plant specific position re compliance to 10CFR50.44. 

GROTENHUIS.M. Project Directorate III-2. 87/04/24. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 40920:037-40920:061. 

“8705140091 Summary of 870120 meeting w/utils & GE in Bethesda.MD re sys used in 
Mark I containment for combustible gas control. Staff requested plant specific position 
on compliance to 10CFR50.44(g). Attendees list & meeting matls end. 
GROTENHUIS.M. Project Directorate III-2. 87/04/24. Project Directorate l!l-2. 23pp, 
40920:04 1 -40920:06 1 . 

8705050239 Fonvards comments on BNL rept re PRA on interfacing sys LOCA & cost 
estimate of proposed BNL corrective actions for facilities. Rept results must be viewed 
as upper bounds on core damage frequency & corrective actions overstated. 
JOHNSON.I.M. Commonwealth Edison Co. 87/04/27. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 9pp. 40804:324-40804:332. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson. Thatcher & Bartlett, ip. 40839:055-40840:169, 

“8705050073 Forwards summaries of operating history of electromagnetic relief 
valves.per 731219 request.Summaries include date, type of operation & circumstances 
for each valve listed. Response to second request will be submitted by wk of 740218. 
ABEL.J.S. Commonwealth Edison Co. 74/01/21. ZIEMANN.D.L. Atomic Energy Com- 
mission, Directorate of Licensing. 7pp, 40840:066-40840:072. 

“8705050082 Submits Technical Request ORB-2-42 for review of end draft, "Torus 
Ring Header Rept." On 720529,four hanger bolts for torus section header on Unit 2 
failed during startup tests. Corrective actions not adequate to prevent header failure. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 72/10/13. 
HENDRIE.J.M. Atomic Energy Commission, Directorate of Licensing. 38pp. 
40839:121-40839:158. a fk 

“8705050109 Lists plant-specific info needed to suppi GE NEDO-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet. Info re Items 1 & 2 requested within 30 & 60 
days, respectively. 

ZIEMANN.D.L Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK.I.R. Jersey CentralPower & Light Co. CREE.A.A. Vermont Yankee Nuclear 
Power Corp. MAYER, L.O. Northern States Power Co. 7pp. 40840:082-40840:088. 

—8705050249 Forwards outline for rept re torus suction header, per commitment made 
at 721102 meeting. 

HINDS, J.A. General Electric Co. 72/12/18. SKOVHOLT.D.J. Atomic Energy Commis- 
sion. 4pp. 40840:047-40840:050. 

—8705050276 Informs that rept on relief valve blowdown test program will be transmit- 
ted by 73051 4.Static & dynamic analysis performed to determine behavior of torus 
during relief valve piping clearing transient & conclusions discussed. 

HINDS.J.A. General Electric Co. 73/04/30. SKOVHOLT.D.J. Atomic Energy Commis- 
sion. 2pp. 40840:019-40840:020. 

—8705050282 Notifies that tests to verify adequacy of torus suction header supports 
during relief valve blowdown into torus will start on 721019 & terminate on 
721020.Branch participation in observing tests requested. 

SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 72/10/10. 
HENDRIE,J.M. Atomic Energy Commission, Directorate of Licensing. Ip. 40840:056- 
40840:056. 

8705050103 Notification of 870514 meeting w/util in Bethesda.MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate III-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705190210 Forwards listing of changes, tests & experiments completed during month of 
Apr 1987.Summary of safety evaluation reported in compliance W/10CFR50.59. 
ROBEY, R.A. Commonwealth Edison Co. 87/05/08. VOLLMER.R.H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 40964:356-40964:359, 

8705110372 Generic Ltr 87-08 to all power reactor licensees re Implementation of 
10CFR73.55 miscellaneous amends & search reguirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150380 Forwards response to Generic Ltr 87-05 re plans to identify potential deg- 
radation of Mark I drywells at plants.Two oversize drawings also end. 

TURBAK.M.S. Commonwealth Edison Co. 87/05/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 87041 1 ). 3pp. 40928: 1 1 4-40928:1 1 7. 

8705180094 Forwards addi info re embedment plate strap anchor spacing assessment 
program, per 870416 meetlng.Allowable nominal stresses used in embedment plate as- 
sessment program conform to FSAR requirements. 

JOHNSON.I.M. Commonwealth Edison Co. 87/05/13. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 66pp. 40952:319-40953:031. 

8705210648 Revises schedules in util 860604 ltr re A Model implementation at 
facilities.Schedule provided in 860604 Itr significantly impacted by implementation of 
new QA procedure re software configuration mgt.Revlsed target dates listed. 
ALLEN,C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants. Meeting agenda & list of attendees end. 

MULLER, D.R. Project Directorate 1II-2. 87/06/18. Project Directorate III-2, 12Db. 
41038:338-41036:349. ^ 

8705290286 Final response to FOIA request for documents, including plant investlga- 
tion/insp of physical security program.EncI App A, B,C & D documents also available 
in PDR.App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLtY.D. Division of IRules & Records (Post 870413). 87/05/27. MCKAYJ. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 
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Q. Inspection reports, 8E Bulletins & correspondence 

8705290179 FOIA request for documents re NRC (FB! Senator Percy ofc) insp & inves- 
t'cation conducted bv representatives of Region ill on plant. 

.A'fiia-.o-.'Not Assigned. 86/12/22. Office of Administration (Pre 870413). 
3pp. 41127:156-41127:158. 


S7041SCOS3 Supp! 1 to IE Info Notice 86*108. “Degradation of RCS Pressure Boundary 
Resulting .f^rom Bc.'ic Acid Corrosion.” Svc list end. 

■ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705120248 Forwards AEOD assessment of LEFts for Oct 1985 - Mar 1987 as part of 
SALP program. Evaluation indicated significant improvement in quality of LERs since 
last evaluation. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/05. REED.C. Commonwealth 
Edison Co. 51pp. 40906:319-40907:009. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 


8705220079 Requests that util submit listed documents by 870601 to facilitate prepara- 
tion of environ qualification insp of electrical & instrumentation equipment on 870608- 
12.per 87051 1 telcon.Areas to be inspected listed. 

CHRISSOTIMOS.N. Rocicn 3 Cffico of Director. 87/05/15. REED.C. Commonwealth 
Edison Co. 3pp. ■;'C?c::2‘6"'.'C2C-2'8 


8705050345 Corrected cover sheet to Rev 2 to Emergency Implementation Procedure 
El-5. “Reentry/Recovery." 

* Consumers Power Co. 86/06/20. 2pp. 40812:047-40812:048. 

8705220293 Temproary Change Notice TCN-87-004 to Rev 3 to Emergency Plan Imple- 
menting Procedure El-7.0. “Emergency Post-Accident Sampling Decision Process.” 

* Consumers Power Co. 86/06/30. 4pp. 41020:354-41020:357. 


8705040140 Rev & approval summary sheet to Rev 2 to Emergency Implementation 
Procedure El-16.2, “Post-Accident Sample Monitoring Sys Supplies & Associated 


Equipment Checks." 

RAMSEY, M., DAWSON.M, Consumers Power Co. 86/08/18. 2pp. 40786:280- 


40786:281. 


8705040173 Revised coversheet to Rev T to Emergency Implementation Procedure El- 

12.1, “Personnel Accountability." 

BRUNET.J.R. Consumers Power Co. 86/09/02. 2pp. 40774:360-40774:361. 


8705040214 Rev & approval summary sheet to Rev 3 to Emergency Implementation 
Procedure El-13, "Evacuation/Reassembly.” 

BRUNET, J.R., ROGERS.D.W. Consumers Power Co. 86/09/02. 2pp. 40780:211- 
40780:212. 


8705050021 Revised coversheet to Rev 0 to Emergency Implementation Procedure El- 

12.2, “Assembly Area Personnel Lists.” 

BRUNET.J.R., ROGERS.D.W. Consumers Power Co. 86/09/02. 2pp. 40797:282- 
40797:283. 


8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. ^ ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


8705290286 Final response to FOIA request for documents, including plant investiga- 
tion/insp of physical security program. Enel App A, B,C & D documents also available 
in PDR.App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/27. MCKAY.J. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 


“8706010117 Partially deleted Insp Repts 50-254/77-14 & 50-265/77-14 on 770426- 
0526. No noncompliance or deviations noted in 2 areas. Infractions noted re guards 
not properly trained, deviation repts not made & physical barrier inadequate. 
BELANGER.J.L.. CARLSON.D.M., CREED.J.R. Region 3, Chicago. Cffice of the Direc- 
tor. 77/06/27. 26pp. 41127:232-41127:257. 


R. Periodic operating reports & related correspondence 


8705040263 Revised cover sheet to Temporary Change Notice TCN-EI-86-007 to Rev 4 
to Emergency Implementation Procedure El-4.2, “Operational Support Ctr Activation.” 
DUQUETTE, J.M.. BECK.W.L, BRUNET.J.R. Consumers Power Co. 86/09/08. 2pp. 
40788:258-40788:259. 

8705050353 Rev 5 to Emergency Implementation Procedure El-4.3, "Emergency Oper- 
ations Facility Activation." rev & approval summary. 

* Consumers Power Co. 86/09/08. 2pp. 40801:008-40801:009. 

8705110075 Temporary Change Notice TCN-EI-87-003 to Rev 5 to Emergency Imple- 
mentation Procedure Et-4.1, '^Technical Support Ctr." 

BRUNET.J.R. Consumers Power Co. 86/09/08. 2pp. 40872:359-40872:360. 

8705040268 Temporary Change Notice TCN-EI-85-007 to revised coversheet to Rev 6 
to Emergency Implementing Procedure El-10, "Accident Environ Assessment.” 
DUQUETTE.J.M., ANDERSEN.D.J., BRUNET.J.R. Consumers Power Co. 86/09/09. 
2pp. 40778:141-40778:142. 


8705080276 Forwards "Assessment of Embedment Plates Status as of 870430," 
weekly status rept, describing progress in resolving questions about installed configura- 
tion of plates at Quad Cities & Dresden Units 1 & 2. 

JOHNSCN.I.M. Commonwealth Edison Co. 87/04/30. DAVIS, A.B. Region 3, Office of 
Director. 1p. 40872:119-40872:137. 


8705040117 Rev & approval summary sheet to Technical Change Notices TCN-EI-85- 
004,TCN-EI-85-010,TCN-EI-85-026,TCN-EI-86-004. TCN-EI-86-012 & TCN-EI-86-015 
to Rev 1 to Emergency Implementation Procedure El-16.1, "Maint of Emergency...." 
DUQUETTE, J.M., BRUNET.J.R.. ANDERSEN.D.J. Consumers Power Co. 86/09/11. 
2pp. 40788:237-40788:238. 


“8705110127 “Assessment of Embedment Plates Status as of 870430," weekly status 
rept. 

* Commonwealth Edison Co. 87/04/30. 18pp. 40872:120-40872:137. 


8705050330 Rev 1 to Section 2 of Palisades Nuclear Plant site emergency plan rev & 
approval summary. 

* (Consumers Power Co. 86/09/11. 2pp. 40812:098-40812:099. 


8705210396 Month!'’ ope''at‘nn ■'pp+s fo'” Aor 1987.W/870508 Itr. 

SCHMIDT, A., RCREV.P A tcrmcr-vcal:?- Edison Co. 87/04/30. 26pp. 41010:167- 
41010:193. 

8705260312 Forwards "Assessment of Embedment Plates Status as of 870513," 
weekly status rept, per C Reed 870306 Itr. 

JOHNSCN.I.M. Commonwealth Edison Co. 87/05/13. DAVIS.A.B. Region 3, Office of 
Director. 1p. 41038:280-41038:299. 

“8705270145 "Assessment of Embedment Plates Status as of 870513," weekly status 
rept. 

* Commonwealth Edison Co. 87/05/13. 19pp. 41038:281-41038:299. 


8705050358 Rev 2 to Section 1 to "Palisades Nuclear Plant Site Emergency Plan, Rev & 
Approval Summary." 

* Consumers Power Co. 86/09/11. 2pp. 40815:263-40815:264. 

8705050319 Rev 3 to Emergency Implementation Procedure El 6.8, “Backup & Supple- 
mental Meteorology," rev & approval summary. 

* Consumers Power Co. 86/09/23. 2pp. 40800:140-40800:141. 

8705040118 Revised coversheet to Rev 4 to Emergency Implementation Procedure El 
6.1, "Release Rate Determination From Stack Gas Monitors." 

FUGERE.D.L, DAWSON.M., PENROD, K. Consumers Power Co. 86/10/13. 2pp. 
40777:222-40777:223. 


S. Reportable occurrences, LERs & related correspondence 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

“8705050242 Forwards request for add! info needed to complete evaluation of “Quad 
Cities Station Special Rept 5, Torus Ring Header Support Failure," including summary 
of dynamic analysis of torus ring header sys subjected to blowdown forces. 
MACCARY.R.R. Atomic Energy Commission, Directorate of Licensing. 72/11/09. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 2pp. 
40840:043-40840:044. 

“8705050257 Requests comments on end rept re torus ring header hanger failure by 
721127. 

SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 72/11/06. 
HENDR!E,J.M. Atomic Energy Commission, Directorate of Licensing. 1p. 40840:051- 
40840:051. 

”8705050265 Notification of 721102 & possible 721103 meeting w/GE to discuss torus 
ring header hangers failure, design descriptions, test program, design alteration consid- 
erations & program schedule.Proposed agenda end. 

RIESLAND,J.I. Atomic Energy Commission, Directorate of Licensing. 72/10/27. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 2pp. 
40840:052-40840:053. 


8705050379 Revised coversheet to Rev 3 to Emergency Implementina Procedure El 
6.3, "Release Rate Determination From High-Range Effluent Monitors.’^ 

FUGERE.D.L, PENROD, K. Consumers Power Co. 86/10/13. 2pp. 40809:359- 
40809:360. 

8705050328 Rev 3 to Section 3 of Palisades Nuclear Plant site emergency plan rev & 
approval summary. 

DAWSON.M. Consumers Power Co. 86/12/02. 2pp. 40812:096-40812:097. 

8705040111 Rev 0 to Emergency Implementation Procedure El-12.3, "Search & Rescue 
Team Responsibilities," rev & approval summary. 

* Consumers Power Co. 86/12/23. 2pp. 40789:106-40789:107. 

8705040179 Rev & approval summary sheet to Rev 1 to Emergent Implementation 
Procedure El-15.3. "Post-Accident Sample Monitoring Sys Operator Training.” 
BRUNET, J.R., ROGERS.D.W., FUHT.J.P. Consumers Power Co. 86/12/30. 2pp. 
40777:164-40777:165. 

8705040169 Rev 10 to Attachment 4 to Emergency Plan Implementing Procedure El-3, 
"Emergency Support Contact List." 

* Consumers Power Co. 87/04/23. 2pp. 40777:279-40777:281. 

8705040197 Rev 1 to Attachment 2 to Emergency Plan Implementing Procedure El- 

15.2, “Quarterly Communication Drill Telephone Number Verification." 

* Consumers Power Co. 87/04/23. 3pp. 40777:129-40777:131. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8705040152 Revised coversheet to Rev 13 to Emergency Plan Implementing Procedure 
El-2.1 , “Emergency Actions/Notifications/ Responsibilities." 

BRUNET.J.R. Consumers Power Co. 85/12/10. 2pp. 40777:220-40777:221. 


8705050194 Attachment 1, “ESF," to Rev 12 to Emergency Implementing Procedure El- 
1, "Activation of Site Emergency Plan/Emergency Classification," indicating editorial 
changes, 

* Consumers Power Co. 87/04/30. 3pp. 40802:073-40802:075. 

8705050300 Attachment 1, “Monthly Communications Drill,” to Rev 1 to Procedure El- 

15.2, "Communications Drills," making editorial changes. 

* Consumers Power Co. 87/04/30. 2pp. 40812:087-40812:088. 



DOCKETED ITEMS 29 


8705050390 Forwards Rev 1 to Physical Security Event Rept PAL-87-1, including addi 
info obtained from investigation of event. Rept withheld (ref 10CFR73.21). 

JOHNSON, E!.D. Consumers Power Co. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 1 p. 40809:358-40809:358. 

8705190189 Temporary Change Notice TCN-E 1-86-020 to Attachment 1 of Rev 1 to 
Emergency Plan Procedure El-15.2, "Communications Drills." 

* Consumers Power Co. 87/05/01 . 2pp. 40964:360-40964:361 . 

8705110155 Ack receipt of util 861212 Itr informing NRC of steps taken to correct non- 
compliance noted in Insp Rept 50-255/86-22. Installed junction box/pul! box failed to 
comply w/criteria. Corrective actions will be reviewed in future insp. 

HARRISON, J.J. Region 3, Office of Director. 87/05/04. BUCKMAN.F.W. Consumers 
Power Co. Ip. 40883:086-40883:090. 

8705210522 Attachment 2 to Rev 1 to Procedure El-15.2, "Quarterly Communications 
Drill Telephone Number Verifications.” 

* Consumers Power Co. 87/05/08. 3pp. 41011:189-41011:191. 

8705180285 Forwards Safety Insp Rept 50-255/87-10 on 870420-24.No violation 
noted.NRC expects util to meet commitment of conducting one call-in drill before 
870701, w/ second drill conducted within 90 days of first 

SHAFER.W.D. Region 3. Office of Director. 87/05/12. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 40957:279-40957:288. 

-8705180311 Insp Rept 50-255/87-10 on 870420-24.No violations noted. Major areas 
inspected:changes to emergency preparedness program. Licensee made commitment 
to conduct two addI shift augmentation call-in drills in certain time spans. 
PATTERSON.J.P., CHRISTOFFER.G., SNELL.W. Region 3, Office of Director. 87/05/ 
11. 8pp. 40957:281-40957:288. 

8705220312 Rev 1 to Emergency Implementing Procedure El-16.1, "Maint of Emergen- 
cy Equipment," consisting of editorial changes. 

• Consumers Power Co. 87/05/12. 8pp. 41021:003-41021:010. 

8705280403 Revised emergency implementing procedures index. 

• Consumers Power Co. 87/05/12. 2pp. 41107:096-41107:098. 

8705220299 Rev 4 to Emergency Plan Implementing Procedure El 6.8, “Backup & Sup- 
lemental Meteorology." 

RUNET, J.R., KOZUP.C.S. Consumers Power Co. 87/05/14. 12pp. 41021:011- 
41021:022. 

8705220137 Submits info to enable NRC to evaluate util determination that bulletproof 
fire doors equivalent to 3-hr rated fire doors.Analysis comparing CPC A Wisconsin 
Electric Power Co doors end. 

SMEDLEY.R.W. Consumers Power Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41016:258-41016:261. 

8705280023 Advises that 870422 Rev 5 to stability training & qualification plan consist- 
ent w/provisions of 1 0CFR50.54(p) & acceptable. 

AXELSON,W.L. Region 3, Office of Director. 87/05/19. BERRY, K.W. Consumers 
Power Co. 2pp. 41094:199-41094:200. 


H. General correspondence 

8705130215 Forwards FR notice of proposed corporate restructuring per util 870416 Itr. 
VIRGILIO,M.J. Project Directorate 111-1. 87/05/11. BERRY, K.W. Consumers Power Co. 
2pp. 40919:313-40919:316. 

-8705140088 Notice of proposed corporate restructuring per util 870416 Itr. 
VIRGILIO,M.J. Project Directorate lll-l. 87/05/11. 2pp. 40919:315-40919:316. 

8705280088 Provides conclusions based on review of 870506 Itr Informing NRC that 
shareholders approved restructuring plan creating holding company.NRC consents to 
proposed ownership of util by CMS Energy Corp. 

VIRGILIO.M.J. Project Directorate lll-l. 87/05/22. BUCKMAN,F. Consumers Power 
Co. 5pp. 41101:141-41101:145. 


I. Financial Information 

8705280167 Requests reconsideration of NRC 87051 1 assertion that notice requirement 
of 10CFR50.80 precluded approval of formation of holding company before 
870529.Delays to planned 870522 merger would not be in best interest of util. 
REYNOLDS, J.W. Consumers Power Co. 87/05/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41108:268-41108:269. 


8705050325 Informs that DP Hoffman replacing JF Firlit at Palisades & TW Elward re- 
placing DP Hoffman at Big Rock Point as plant general manager & plant 
manager,respectively,effective on 870501 .Qualifications discussed. 

BERRY,K.W. Consumers Power Co. 87/05/01. Document Control Branch (Document 
Control Desk). 2pp. 40813:052-40813:053. 

8705110234 Ack fulfillment of commitments documented in util 870326 Itr & confirmed 
by NRC 870327 confirmatory action Itr.Safety evaluation approving util 870413 analy- 
sis for operation w/ svc water temps up to 80 F end. 

DAVIS, A. B. Region 3, Office of Director. 87/05/04. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 40881:031-40881:041. 

-8705110245 Safety evaluation approving util 870413 request for withdrawal of 861202 
Tech Spec change request re diesel fire pump operability & svc water temp. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/01. 6pp. 
40881:033-40881:038. 

-8705060312 Forwards safety evaluation approving licensee 870413 analysis for oper- 
ation w/svc water inlet temp up to 80 F,in support of rev or closeout of 870327 con- 
firmatory action Itr. 

WAMBACH,T.V. Project Directorate lll-l. 87/05/01. NORELIUS.C.E. Region 3, Office 
of Director. 3pp. 40881:039-40881:041. 

8705080231 Advises that util shareholders voted to approve restructuring plan.Under 
plan,util will become wholly-owned subsidiary of new holding company, CMS Energy 
Com.effective on 870522. 

BERRY,K.W. Consumers Power Co. 87/05/06. Document Control Branch (Document 
Control Desk). Ip. 40862:091-40862:091. 

8705120340 Forwards addi info re Items 2.1 & 2.2 of Generic Ltr 83-28, “Vendor Inter- 
face (Reactor Trip Sys Components) & Equipment Classification (Programs for All 
Safety-Related Components),*' per 870309 request. 

KUEMIN,J.L. Consumers Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 22pp. 40909:176-40909:198. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705140032 Informs of processing of 870416 request for approval under 
10CFR50.80.NRC consideration of approval requires notice to interested persons.Due 
to notice requirement,870506 action cannot be approved prior to 870529, dependent 
upon review. 

VIRGILIO,M.J. Project Directorate lll-l. 87/05/11. BERRY,K.W. Consumers Power Co. 
2pp. 40920:016-40920:017. 

8705260133 Requests schedule for plant-specific implementation of USI A-46, “Seismic 
Qualification of Equipment in Operating Plants” no later than 871 201, per end 870428 
Itr granting 870410 request for schedular relief. 

WAMBACH,T.V., HALUJ.R. Project Directorate lll-l. 87/05/14. BERRY,K.W. Consum- 
ers Power Co. 2pp. 41031:273-41031:275. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.uE. Division of Operational Events Assessment (Post 870411), 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060344 Forwards Safety Insp Rept 50-255/87-06 on 870303-0406 & notice of vio- 
lation. 

GULDEMOND,W.G. Region 3, Office of Director. 87/04/30. BUCKMAN,F.W. Consum- 
ers Power Co. 2pp. 40825:254-40825:265. 

•-8705060345 Notice of violation from insp on 870303-0406. 

GULDEMOND,W.G. Region 3. Office of Director. 87/04/27. Ip. 40825:256-40825:256. 

->8705060349 Insp Rept 50-255/87-06 on 860303-0406. Violations noted: failure to take 
corrective action to prevent recurrence of operators not aware of Tech Spec require- 
ments re certain combinations of components removed from svc. 

BURGESS,B.L Region 3, Office of Director. 87/04/24. 9pp. 40825:257-40825:265. 


J. Insurance & indemnity Information 

8705190246 Forwards Endorsement 96 to NELIA Policy NF-179 & Endorsement 82 to 
MAELU Policy MF-50. 

FROUNFELKER,R. Consumers Power Co, 87/05/04. DINITZ.I. NRC - No Detailed Af- 
filiation Given. 3pp. 40968:017-40968:019. 


P. Operating license stage documents & correspondence 

8705040176 Forwards rev to proposed Tech Specs re containment air cooler design,per 
NRC determination that spec did not reflect ongoing evaluation that all critical svc 
water components can perform functions w/80 F svc water temp. 

KUEMIN,J.L. Consumers Power Co. 87/04/30. Document Control Branch (Document 
Control Desk). Ip. 40789:272-40789:274. 

-•8705040180 Revised proposed Tech Spec change re containment air cooler design. 
* Consumers Power Co. 87/04/30. 2pp. 40789:273-40789:274. 


8705040193 Fonvards info for resolution of open items re SEP Topic III-6, "Seismic 
Design Considerations," including Rev 0 to 87137.01-0-001, "Response to Palisades 
Integrated Plant SAR, Palisades Nuclear Plant” re Motor Control Ctrs 1 & 2. 
KUEMIN,J.L Consumers Power Co. 87/04/30. Document Control Branch (Document 
Control Desk). 13pp. 40779:214-40779:257. 


-8705040208 Rev 0 to "Response to Palisades Integrated Plant SAR Open 
Items, Palisades Nuclear Plant." 

* EQE, Inc. 87137.01-0-001 ROO. 87/04/30. 31pp. 40779:227-40779:257. 


8705110155 Ack receipt of util 861212 Itr informing NRC of steps taken to correct non- 
compliance noted in Insp Rept 50-255/86-22. Installed junction box/pull box failed to 
comply w/criteria. Corrective actions will be reviewed in future insp. 

HARRISON,J.J. Region 3. Office of Director. 87/05/04. BUCKMAN.F.W. Consumers 
Power Co. Ip. 40883:086-40883:090. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180285 Forwards Safety Insp Rept 50-255/87-10 on 870420-24.No violation 
noted.NRC expects util to meet commitment of conducting one call-in drill before 
870701 ,w/second drill conducted within 90 days of first. 

SHAFER,W,D. Region 3, Office of Director. 87/05/12. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 40957:279-40957:288. 

-8705180311 Insp Rept 50-255/87-10 on 870420-24.No violations noted. Major areas 
inspected:changes to emergency preparedness program.Licensee made commitment 
to conduct two addi shift augmentation call-in drills in certain time spans. 
PATTERSON.J.P., CHRIST<5ffER,G., SNELL, W. Region 3, Office of Director. 87/05/ 
11. 8pp. 40957:281-40957:288. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 
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R, Periodic operating reports & related correspondence 

8705050185 “1986 Annua! Envircr C=c-ratina Peel.” W/870501 Itr. 

JOHNSON, B.D. 3c.-5u:T.ers Pc.-er C=. 66/ 12/31. 8pp. 40812:212-40812:219. 

87C50i^Oi'i1 “.Arn;:?J Pan! FaesHty Changes, Tests & Experiments for 1986.” 

JO'-: ^ SO'!. 5. 2. Oc'.sur:-.-;-: .^ower Cc, 87/04,>'30. Document Centroi Branch (Docu- 
ms~ OcrOc! Oe? -^0777:062-40777:104. 

8705120338 Monthly operating rept for Apr 1 987.W/870507 itr. 

PACKARD.G.C., VANDENBERG.D. Consumers Power Co. 87/04/30. 5pp. 40907:239- 
40907:243. 


S. Reportable occurrences, LERs & related correspondence 

870S120018 LER 87-01 0-00:on 870322 & 0426.water flow switch fire detectors identi- 
fied inoperable.Caused by eroded flow sensing mechanism.Two detectors replaced & 
remaining units will be.repiaced.W/870505 Itr. 

KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 87/05/05. 4pp. 40886:161- 
40886:164. 

8705190477 LER 87-01 1-00:on 87041 2.manual reactor trip initiated by operations 
personnel.Caused by tooth breaking off electric hydraulic control fluid pump 
rotor.Pump B disassembled & sent to corporate lab for further anaiysis.W/870512 Itr. 
KOZUP,C.S., JOHNSON.B.D. Consumers Power Co. 87/05/12. 4pp. 40967:072- 
40967:075. 

8705260352 LER 87-01 2-00:on 87041 7.turbine generator trip on reverse power caused 
actuation of standby diese! generator 1-1. Caused by electro-hydraulic control sys fluid 
leak from turbine Lntsrfacs valve.Adjustments mEde.W/870515 i-r. 

KOZUP.C.S., JOHNSON.B.D. Consumers Power Cc. S7/05/18. 4pp. 41043:145- 
41043:148. 

8705280356 LER 87-01 3-00:on 870322, personnel identified that water flow switch fire 
detector WFS-262 {KP;FIS) inoperable.Caused by failure to perform 1 h fire 
watch.Quarterly test revised to include refs to appropriate Tech Specs. W/870520 Itr. 
KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 87/05/20. 4pp. 41107:355- 
41107:358. 
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F. Security, medical, emergency & fire protection plans 

8705010191 Revised emergency plan implementing procedures, including Rev 1 to IP-8, 
“Personnel Accountability,” Rev 2 to IP-IO, “Medical Emergency Procedure" & Rev 4 
to IP-17, "Emergency Equipment & Supplies.” W/870423 Itr. 

MAY.M.J. Tennessee valley Authority. 87/04/23. EBNETER.S. Document Control 
Branch (Document Control Desk). 65pp. 40789:192-40789:255. 

8705270571 Rev 34 to BFN-REP, “Radiological Emergency Response Plan.” List of ef- 
fective pages & table of contents also encl.W/ 870509 Itr. 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/28. 156pp. 41054:293-41055:094. 

8705130103 Advises that emergency response facilities & meteorological data upgrade 
will be audited against requirements of SuppI 1 to NUREG-0737 & NUREG- 
0654, respectively, I nsp will be arranged prior to restart of Unit 2. 

ZWOLINSK!,J.A. Office of Special Projects. 87/05/04. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 40911:044-40911:045. 

8705120220 Revised emergency plan implementing procedures, including Rev 1 to lP-8, 
"Personnel Accountability & Evacuation," Rev 2 to iP-10, "Medical Emergency Proce- 
dure” & Rev 4 to IP-17, “Emergency Equipment & Supplies." W/870506 Itr. 

MAY.M.J. Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 65pp, 40909:221-40909:285. 

8705120223 Rev 5 to Emergency Plan Implementing Procedure IP-10, “Medical Emer- 
gency Procedure,” inserting Forms SDSP-1 & SDSP-1 5. W/870506 Itr. 

MAY.M.J. Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 7pp. 40888:093-40888:099. 

8705120295 Revised emergency plan implementing procedures, Including Rev 0003 to 
lP-5, "Protective Action Recommendations Based on Plant Conditions” & Rev 0001 to 
IP-7, “Activation of Operational Support Ctr." W/870506 Itr. 

MAY.M.J. Tennessee Valley Authority. 87/05/06. 9pp. 40907:173-40907:181. 

8705130001 Rev 0002 to Emergency Plan Implementing Procedure IP-20, “Technical 
Support Ctr Operation.” W/870506 Itr & revised index. 

MAY,M.J. Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 33pp. 40910:165-40910:197. 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities. Meeting will be rescheduled. 

ZECH.G.G. Cffice of Special Projects. 87/05/07. WHITE, S,A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 

8705260018 Forwards supplemental Revs 7 & 15 to physical security/ contingency 
plans for Browns Ferry & Sequoyah.respectivelv. Revs agreed upon as reliable in 
870331 telcon.Revs withheld (ref 10CFR73.21). 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/12. Office of Nuclear Reactor Reg- 
ulation, Director (Post 87041 1). 2pp. 41033:009-41033:010. 

8705260348 Trip rept of 870420-24 visit to site to attend welding insp team entrance 
meeting, observe restart review board meeting, discuss potential trouble spots In App 
R program & to setup common DBASE file to track all restart Tech Specs. 

StANG.J, Office of Special Projects. 87/05/13. ZWOLINSKI,J.A. Office of Special 
Projects. 7pp. 41039:083-41039:089. ^ 

8705280391 Forwards Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 
870421 -24 .no violations or deviations noted.Understands that NRC will be notified if 
oral commitment made in end insp rept differs. 

2ECH,G.G. Office of Special Projects. 87/05/13. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41107:126-41107:133. ^ 


-8705280396 Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 870421- 
24.No violations or deviations noted.Major areas inspectedtreview & evaluation of li- 
censee emergency preparedness program. 

KREH,J.L. Region 2. Office of Director. 87/05/06. 6pp. 41107:127-41107:133. 

8705290200 Forwards SER re util 851120 proposed Tech Specs rev, deleting require- 
ment for annual smoke detector sensitivity checks. Denial recommended due to inad- 
equate sensitivity testing procedures & out-of-date detectors. 

LIAW,B.D. Office of Special Projects. 87/05/22. ZWOLINSKI.J.A. Office of Special 
Projects. 2pp. 41 1 15:022-41 1 1 5:025. 

-8705290205 Safety evaluation re proposed Tech Spec rev concerning fire detector 
surveillance, 

• Office of Special Projects. 87/05/22. 2pp. 41115:024-41115:025. 


J. insurance & indemnity information 

8705220284 Forwards Endorsements 72,104.46,67.83.96 & 59 to NELIA Policies NF- 
238.NF-215,NF-252.NF-227,NF-185.NF-198 & NF-247 & Endorsements 

60,86,27,54,70,82 & 51 to MAELU Policies MF-93,MF-78.MF-108,MF-88.MF-55,MF-66 
& MF-1 02, respectively. 

SANNA.L.J. Marsh & McLennan, Inc. 87/05/07. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 15pp. 41016:234-41016:248. 


P. Operating license stage documents & correspondence 

8705190595 RAMONA-3B CALCULATIONS FOR BROWNS FERRY ATWS STUDY. 
SAHA,P., SLOVIK.G.C., NEYMOTIN.L.Y. Brookhaven National Laboratory. FIN A-3273. 
NUREG/CR-4739. 87/02/28. Office of Nuclear Regulatory Research, Director (Post 
860720). 117pp. 40976:071-40976:190. 

8704270352 DEMONSTRATION TESTING OF A SURVEILLANCE ROBOT AT 
BROWNS FERRY NUCLEAR PLANT.Analysis Of Costs And Benefits. 

WHITE, J.R., HARVEY, H.W.. FARNSTROM.K.A. Remote Technology Corp. FIN D- 
1558. NUREG/CR-4815. 87/03/31. Division of Regulatory Applications (860720- 
870413). 82pp. 40704:117-40704:194. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705040285 Annotated memo re proposed program for verification of BWR torus 
capability.per GE plant-specific analytical model for Quad Cities Unit 2, Means of verifi- 
cation for remaining listed plants needed, based on tests at Browns Ferry Unit 1. 
RIESLIND.J.l. Atomic Energy Commission. 74/02/21. GIAMBUSSO.A. Atomic Energy 
Commission. 2pp. 40840:039-40840:040. 

“8705050089 Documents 740104 telcon between util & FJ Williams & JF Stolz of NRC 
re history & present status of torus problem & steps being taken. Drawing of torus & 
torus ring header end. 

GILLAND,J.E., SESSIONS.K.L Tennessee Valley Authority. 87/04/28. MOORE,V.A. 
Atomic Energy Commission, Directorate of Licensing. 9pp. 40840:073-40840:081 . 

8705190349 Confirms 870427 telcon re cancellation of 870430 meeting to discuss 
maint improvement program.Meeting will be rescheduled for May 1987. 

ZECH.G.G. Office of Special Projects. 87/04/30. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 40973:298-40973:298. 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLlNSKI,J.A. Office Of Special Projects. 87/06/01, Office of Special Projects. 
105pp. 41050:145-41051:027, 

-8705270212 Transcript of 870310 meeting w/utll in Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 

8705080001 Forwards NRC 870428 itr granting extension to 871201 for providing 
schedule of plant-specific implementation re A-46, “Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Project Directorate IV. 87/05/05. TREVORS.G.A. Nebraska Public Power 
District. 2pp. 40863: 1 51 -40863: 1 53. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements.” Response to generic Itr extended to 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986, per BK Singh request. Requests advice if util should submit charts in succeeding 
months. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705280269 Forwards recent allegation pertaining to TVA nuclear program in addition to 
most recently transmitted by 870331 Itr.End withheld (ref 10CFR2.790). 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41107:001-41107:002. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search reguirements.Svc list end. 

MIRAGUA,F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260348 Trip rept of 870420-24 visit to site to attend welding Insp team entrance 
meeting, observe restart review board meeting, discuss potential trouble spots in App 
R program & to setup common DBASE file to track all restart Tech Specs. 

STANG,J., GEARS, G. Office of Special Projects. 87/05/13. ZWOLINSKI.J.A. Office of 
Special Projects. 7pp. 41039:083-41039:089. 
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870S270516 Forwards Amends 133,129 & 104 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively & safety evaluation.Amends change Tech Specs re requirements for 
rod worth minimizer & rod sequence control sys. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/13. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41065:144-41065:212. 

-8705270523 Amends 133,129 & 104 to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, changing Tech Specs re rod worth minimizer & rod sequence control sys 
requirements. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/13. 63pp. 41065:147-41065:209. 

-8705270539 Safety evaluation supporting Amends 133,129 & 104 to Licenses DPR- 
33,DPR-52 & DPR-68,respectively. 

* Office of Special Projects. 87/05/13. 3pp. 41065:210-41065:212. 

8705260091 Forwards weekly schedule of TVA activities for wks of 870518 & 26.Updat- 
ed input requested before noon each Thursday. 

KELLY, J.L. Office of Special Projects. 87/05/15. ZWOLINSKI,J.A, Office of Special 
Projects. 4pp. 41030:335-41030:338. 

8705260448 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, deleting 
optional reduced pressure test method for containment integrated leak rate test & cor- 
recting error in acceptable leakage rate. Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/0'5/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41038:141-41038:166. 

“8705260452 Proposed Tech Specs.deleting optional reduced pressure test method for 
containment integrated leak rate test & correcting error in acceptable leakage rate. 

* Tennessee Valley Authority. 87/05/15. 24pp. 41038:143-41038:166. 

8705270297 Responds to 861027 Itr suggesting that util develop integrated surveillance 
program for all three units more related to fluence than to predetermined exposure.Util 
will reconsider need for program based on surveillance results. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:314-41088:315. 

8705270328 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, changing 
Tech Specs by deleting requirement to perform partial closure test of main steam iso- 
lation valves twice per week. Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:302-41088:310. 

“8705270362 Proposed Tech Specs.deleting requirement to perform partial closure test 
of main steam isolation valves twice per wk. Description & justification for change & 
proposed determination of NSHC end. 

* Tennessee Valley Authority. 87/05/15. 7pp, 41088:304-41088:310. 


-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244, 

-8705050004 Insp Repts 50-438/86-11,50-439/86-11.50-259/86-43. 50-260/86-43,50- 
296/86-43,50-327/86-73.50-328/86-73. 50-390/86-27 & 50-391/86-26 on 871215- 
19. Violation noted: failure to follow engineering procedures. 

WALTON.G.A.. SHYMLOCK.M.B. Region 2. Office of Director. MCKEE, P.F. NRC - No 
Detailed Affiliation Given. 87/04/27. 9pp. 40788:245-40788:253. 

8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56.50-328/86-56,50- 

390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731, per 
telcon. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705060110 Provides followup response to violations noted in Insp Rept 50-259/79- 
04.Corrective actions:dewaterlng pumps will be removed from svc.Groundwater inlea- 
kage during probable max flood would not affect safety-related equipment operation. 
GRIDLEY.R. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40829:359-40829:360. 

8705050261 Forwards si^plemental response to IE Bulletin 85-003, “Motor-Operated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Set- 
tings.” Updated list of milestones for completing bulletin items also end. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40813:018-40813:021. 

8705120369 Responds to Severity Levels IV & V violations noted in Insp Repts 50-259/ 
87-11,50-260/87-11 & 50-296/87-11. Corrective actions:util Initiated corrective action 
repts to identify problems re matl traceability & maint of records. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/07. Document Control Branch (Docu- 
ment Control Desk). 6pp. 40905:056-40905:061. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280431 Forwards Insp Repts 50-259/87-04,50-260/87-04 & 50-296/87-04 on 
870126-30.No violations or deviations noted.Understands that unresolved item identi- 
fied re lack of timely evaluation & disposition will be pursued during future insp. 
ZECH.G.G. Office of Special Projects. 87/05/12. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41107:275-41107:287. 


8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts.including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/20. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 41101:1 65-41 1 01 :1 66. 

8705270546 Summary of 870423 meeting w/util re restart activity at plant. Discussions 
focused on design baseline & verification program. List of attendees & viewgraphs 
end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/22. Office of Special Projects. 
25pp. 41202:284-41202:308. 

-8705270557 Rev 1 to BFN-OSG3-048. “Safe Shutdown Analysis.” 

ECKERT.E.C., PARKER, C.M. Tennessee Valley Authority. BFN-OSG3-048 R01. 87/ 
02/26. 800pp. 41061:028-41063:236. 

8705290094 Notification of 870605 meeting w/util in Decatur, AL to discuss all licensing 
action schedules & milestones for plant. 

GEARS.G. Office of Special Projects. 87/05/22. ZWOLINSKI.J.A. Office of Special 
Projects. 3pp. 41 1 1 5:1 37-41 1 1 5:1 39. 


-8705280440 Insp Repts 50-259/87-04,50-260/87-04 & 50-296/87-04 on 870126- 
30.No violations or deviations noted.Major areas inspected:recirculation sys piping 
replacement, program for inservice testing of pumps & valves & followup items. 
GIRARD,E.H., COLEY.J.L, BLAKE.J.J. Region 2, Office of Director. 87/02/23. 11pp. 
41107:277-41107:287. 

8705280391 Forwards Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 
870421 -24.No violations or deviations noted.Understands that NRC will be notified if 
oral commitment made in end insp rept differs. 

ZECH.G.G. Office of Special Projects. 87/05/13. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41107:126-41107:133. 

-8705280396 Insp Repts 50-269/87-18.50-260/87-18 & 50-296/87-18 on 870421- 
24.No violations or deviations noted.Major areas inspected: review & evaluation of li- 
censee emergency preparedness program. 

KREH,J.L., DECKER.T.R. Region 2. Office of Director. 87/05/06. 6pp. 41107:127- 
41107:133. 

8705270244 Responds to NRC 870414 Itr re violations noted in Insp Repts 50-259/87- 
08,50-260/87-08 & 50-296/87-08.Corrective actions: Rev 0 to PMI-8.2 revised to 
allow knowledgeable individual designated by plant manager to perform technical 
review. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41055:095-41055:100. 


8705290164 Responds to 87021 1 Itr recommending options for resolving intimidation & 
harassment cases from QTC files.ldentities of concerned individuals, in general, cannot 
be reveaied.Plans for resolution of allegations discussed. 

KEPPLER.J.G. Office of Special Projects. 87/05/22. ZIGROSSI.N.A. Tennessee 
Valley Authority, 2pp. 41 1 1 5:1 76-41 1 1 5:1 77. 


Q. Inspection reports, IE Bulletins & correspondence 


8705010017 Forwards Insp Repts 50-259/87-02,60-260/87-02 & 50-296/87-02 on 
870101-31 & notice of deviation.Concern noted re surveillance intervals that may be 
longer than intended due to extended outage of units, 

ZECH.G.G. Office of Special Projects. 87/04/17. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 40772:317-40772:343. 


-8705010021 Notice of deviation from Insp on 870101-31. 

ZECH.G.G. Office of Special Projects. 87/04/17. 2pp. 40772:319-40772:320. 


-8705010029 Insp Repts 50-259/87-02,50-260/87-02 & 50-296/87-02 on 870101- 
31. Deviations noted:failure to have battery room curbs Installed as described in FSAR 
& no neutron dosimeters provided in new fuel storage vaults per FSAR. 

PAULK.G.L, PATTERSON, C.A., BROOKS, C.R. Region 2, Office of Director. 87/03/ 
17. 23pp. 40772:321-40772:343. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705270051 Responds to NRC 870408 Itr re violations noted in Insp Repts 50-259/87- 
09,50-260/87-09 & 50-296/87-09.Corrective actions: base-plate bolts of RHR SW 
pump w/noted discrepancy & all other RHR SW pumps retorqued to ensure correct 
vqIij0S 

GRIDLEY.R. Tennessee Valley Authority. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41048:121-41048:126. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
NorH)ower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705060122 “Supplemental Annual Operating Rept.New Procedures & Procedure 
Changes. Browns Ferry Nuclear Plant.1985.” W/870501 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 85/12/31. 4pp. 40831:287-40831:290. 

8705180252 “Environ Radioactivity Levels Browns Ferry Nuclear Plant Annual Rept 
1986.” W/870508 Itr. 

GRIDLEY.R. Tennessee Valley Authority, 86/12/31. 64pp. 40952:158-40952:217. 

8705010139 "Discharge Monitoring Rept,Browns Ferry Nuclear Plant," for Mar 1987. 
RIVERS.M.E. Tennessee Valley Authority. 87/03/31. 11pp. 40764:335-40764:345. 


8705040334 Forwards Insp Repts 50-438/86-11.50-439/86-11.50-259/86-43. 50-260/ 
86-43,50-296/86-43.50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. _ ..... 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 


8705270533 Monthly operating repts for Apr 1987.W/870513 Itr. 

LEWIS, R.L Tennessee Valley Authority. 87/04/30. 18pp. 41084:040-41084:057. 


S. Reportable occurrences, LERs & related correspondence 
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870S110254 LER 86-031 -01:on 861105, reactor protection sys Channel 1A deenergized 
when circuit protector tripped motor cercratcr eet.Ceusod by dir5/ voltage adjustment 
poteritiometer.causinc output voltage Vo c. cp.roier.’.iometer cieeneo.vv/SBOoOi Itr. 
JONES, S.B., LE/.-lsr^.L. "ennessee Valley Authority. 86/04/28. 3pp. 40880:323- 
40880:325. 

8705050377 LER 87-006-00:on 870302, discovered that routine flow rate surveillance on 
control room rs-'r . •, '-t‘r:t=r.n Train B performed incorrectly on 870301 .Caused 
by personnel c-.:;- tlc"-.; r ■ p procedure c!arified.W/870428 Itr. 

GORDON, A.V'" , ■■■ ... 3ssee Valley Authority. 87/04/28. 5pp. 40812:004- 

40812:008. 

8705140384 LER 87-007-00:on 870409,following calibr & functional test of control room 
air inlet radiation monitor, erratic count observed & subsequent spike.Caused by 
broken terminal lug. Connector rewired St replaced.W/870506 Itr. 

GORDON, A.W., LEWIS, R.L Tennessee Valley Authority. 87/05/05. 3pp. 40924:249- 
40924:251. 

8705280195 LER -"7 srcrt occurred in diesel genera- 
tor contrc' cabinc: .'c ’c.'i.-'l' .su'vc'-ia'-ca rest performance.Caused by 

failure of c:r::;-c:s > . c"75i! 

JONES,S.L'. L:iV."S .3 _ Valley Authority. 87/05/19. 4pp. 41109:114- 

41109:117. 

8705280276 LER 87-011 -00;on 870424, maint personnel discovered valve disks so heav- 
ily coated w/hard deposits,valves would not close & could not perform backflow 
function.Caused by inadequate insp program. Instructions written.W/870522 Itr. 
GORDON. A.W., LEWIS.R.L. Tennessee Valley Authority. 87/05/22. 4pp. 41109:044- 
41109:047. 


T. Hearing transcripts on non-antitrust matters 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

-8705270212 Transcript of 870310 meeting w/util in Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 


V. Operator Examinations 

8705270224 Submits list of license candidates who have participated in reactor & plant 
operations at power level of greater than 20% of full power for 1 month.Candidates 
passed all portions of NRG license exam administered on 861201-12. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/16. GRACE.J.N., BROCKMAN, K. 
Region 2, Office of Director. 2pp. 41051:148-41051:149. 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medlcai, emergency & fire protection plans 

8705010191 Revised emergency plan implementing procedures.including Rev 1 to IP-8, 
“Personnel Accountability," Rev 2 to iP-lO, “Medical Emergency Procedure" & Rev 4 
to IP-17. “Emergoncv Fc'u r.non: £-, Supplies." v .■37C-123 ir. 

MAY.M.J. “c-r'ressoc '/a'.'ey .Auti'crih/. 87/04/23. EBNETER.S. Document Control 
Branch (Document Coni:".:; Dos:-;;.. 35rjp. 40789:192-40789:255. 

8705270571 Rev 34 to BFN-REP, “Radiological Emergency Response Plan." List of ef- 
fective pages & table of contents also encl.W/ 870509 Itr. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/28. 156pp. 41054:293-41055:094. 

8705130103 Advises that emergency response facilities & meteorological data upgrade 
will be audited against requirements of SuppI 1 to NUREG-0737 & NUREG- 
0654,respectively.lnsp will be arranged prior to restart of Unit 2. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/04. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 40911:044-40911:045. 

8705120220 Revised eme-Gor.cv pla'* inrplemont'f'n nrcccdiTCS.including Rev 1 to iP-8, 
“Personnel Accountabil::> a Ev.rsC..G;'G:’.' Rev ?. ;c :^-lC. ■ !;iodical Emergency Proce- 
dure” & Rev 4 to lP-17, Eq.i::rcr-. £. Suco cs." W/870506 Itr, 

MAY.M.J. Tennessee '/.a.ioy S7/3J;.06. iiBNiiTER.S. Document Control 

Branch (Document Com::: Dcsi'.' c-Tpp. ■'■■0509:.221-^-35r.0:265. 

8705120223 Rev 5 to Emergency Plan Implementing Procedure IP-10, “Medical Emer- 
gency Procedure,” inserting Forms SDSP-1 & SDSP-15.W/870506 Itr. 

MAY.M.J. Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 7pp. 40888:093-40888:099. 

8705120295 Revised cmGrcencv p'an l~p'c-r:ertmc prccedurcs.includr.g Rev 0003 to 
IP-5, “Protective Aclicr'- Rccor-imcr'ca: cr.s Basod'or -'-an: Conditions ' & Rev 0001 to 
lP-7, “Activation of Opo:T.:ion£: S...::cor. C;t ' W.'3”C::05 IL. 

MAY,M.J. Tennessee Vslicy Ru:ro:::y. 57. jt'Ce. 9pp ^3337:1 73-40937:181. 

8705130001 Rev 0002 to Emergency Plan Implementing Procedure IP-20, "Technical 
Support Ctr Operation." W/B70506 Itr & revised index. 

MAY.M.J. Tennessee Valley Authority, 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 33pp. 40910:165-40910:197. 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities.Meeting will be rescheduled. 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 

8705260018 =o™/ards supplemental Revs 7 & 15 to physical security/ contingency 
plans for Browns -orry & Sequoyah respect ■.'Olj. Re.s agreed upon as reliable in 
870331 coicc':..=^c^'.s withhe'-J {.-g: iCCFR73.;>t). 

GRIC.,.EY.R._. Tenn.cssee Valley /\JthGr:iv. 57.' 05/ 12. Oi-'.ce of Nuclear Reactor Reg- 
uiat'on. CrecTor (Pcsi S-'V-r ). 2op. ■033:019. 


8705280348 Trip rept of 870420-24 visit to site to attend welding Insp team entrance 
meeting, observe restart review board meeting, discuss potential trouble spots in App 
R program & to setup common DBASE file to track all restart Tech Specs. 

STANG.J. Office of Special Projects. 87/05/13. ZWOLINSKI.J.A. Office of Special 
Projects. 7pp. 41039:083-41039:089. 

8705280391 Forwards Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 
870421 -24 .no violations or deviations noted.Understands that NRG will be notified if 
oral commitment made in end insp rept differs. 

ZECH.G.G. Office of Special Projects. 87/05/13. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41107:126-41107:133. 

-8705280396 Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 870421- 
24.No violations or deviations noted. Major areas inspected:review & evaluation of li- 
censee emergency preparedness program. 

KREH.J.L. Region 2, Office of Director. 87/05/06. 6pp. 41107:127-41107:133. 

8705290200 Forwards SER re util 851120 proposed Tech Specs rev, deleting require- 
ment for annual smoke detector sensitivity checks. Denial recommended due to inad- 
equate sensitivity testing procedures & out-of-date detectors. 

LIAW.B.D. Office of Special Projects. 87/05/22. ZWOLINSKI.J.A. Office of Special 
Projects. 2pp. 41115:022-41115:025. 

-8705290205 Safety evaluation re proposed Tech Spec rev concerning fire detector 
surveillance. 

* Office of Special Projects. 87/05/22. 2pp. 41115:024-41115:025. 


P. Operating license stage documents & correspondence 


8705190595 RAMONA-3B CALCULATIONS FOR BROWNS FERRY ATWS STUDY. 
SAHA.P.. SLOVIK.G.C.. NEYMOTIN.LY. Brookhaven National Laboratory. FIN A-3273. 
NURE6/CR-4739. 87/02/28. Office of Nuclear Regulatory Research, Director (Post 
860720). 117pp. 40976:071-40976:190. 

8704270352 DEMONSTRATION TESTING OF A SURVEILLANCE ROBOT AT 
BROWNS FERRY NUCLEAR PLANT. Analysis Of Costs And Benefits. 

WHITE.J.R., HARVEY.H.W.. FARNSTROM.K.A. Remote Technology Corp. FIN D- 
1558. NUREG/CR-4815. 87/03/31. Division of Regulatory Applications (860720- 
870413). 82pp. 40704:117-40704:194. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
sub] to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705050037 Comments on TVA "1973 Browns Ferry Unit 2 Torus Experience,” per 
740521 requesLRept deficient in five listed areas. Validity of method employed In de- 
termining adequacy of torus structure, present or modified, not justified. 

TEDESCO,R.L. Atomic Energy Commission, Directorate of Licensing. 74/06/26. 
MOORE, V.A. Atomic Energy Commission. 4pp. 40840:057-40840:063. 

-8705050089 Documents 740104 telcon between util & FJ Williams & JF Stolz of NRG 
re history & present status of torus problem & steps being taken.Drawing of torus & 
torus ring header end. 

GILUND,J.E., SESSIONS, K.L. Tennessee Valley Authority. 87/04/28. MOORE.V.A. 
Atomic Energy Commission. Directorate of Licensing. 9pp. 40840:073-40840:081 . 

8705190349 Confirms 870427 telcon re cancellation of 870430 meeting to discuss 
maint improvement program. Meeting will be rescheduled for May 1987. 

ZECH.G.G. Office of Special Projects. 87/04/30. WHITE.S.A, Tennessee Valley Au- 
thority. 1p. 40973:298-40973:298. 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs.transcript of meeting & related 
info end. 

ZWOLlNSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, "Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Project Directorate IV. 87/05/05. TREVORS, G.A. Nebraska Public Power 
District. 2pp. 40863; 1 5 1 -40863; 1 53. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, "Equipment Seismic Adequacy Verification 
Requirements." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986, per BK Singh request. Requests advice if util should submit charts in succeeding 
months. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705280269 Forwards recent allegation pertaining to TVA nuclear program in addition to 
most recently transmitted by 870331 Itr.EncI withheld (ref 10CFR2.790). 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41 1 07:001 -41 1 07:002. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/1,1. Atlantic Citv 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. ^ 

8705260348 Trip rept of 870420-24 visit to site to attend welding insp team entrance 
meeting, observe restart review board meeting, discuss potential trouble spots in App 
R program & to setup common DBASE file to track all restart Tech Specs. 

STANG.J., GEARS, G. Office of Special Projects. 87/05/13. ZWOLINSKI.J.A. Office of 
Special Projects. 7pp. 41039:083-41039:089. 
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870S270516 Forwards Amends 133,129 & 104 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively & safety evaluation. Amends change Tech Specs re requirements for 
rod worth minimizer & rod sequence control sys. 

ZWOLINSKl.J.A. Office of Special Projects. 87/05/13. WHITE,S.A. Tennessee Valley 
Authority. 3pp. 41065:144-41065:212. 

-8705270523 Amends 133,129 & 104 to Licenses DPR-33,DPR-52 & DPR-68. 
respectively, changing Tech Specs re rod worth minimizer & rod sequence control sys 
requirements. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/13. 63pp. 41065:147-41065:209. 

-8705270539 Safety evaluation supporting Amends 133,129 & 104 to Licenses DPR- 
33,DPR-52 a DPR-68,respectively. 

* Office of Special Projects. 87/05/13. 3pp. 41065:210-41065:212. 

8705260091 Forwards weekly schedule of TVA activities for wks of 870518 & 26. Updat- 
ed input requested before noon each Thursday. 

KELLY.J.L. Office of Special Projects. 87/05/15. ZWOLINSKU.A. Office of Special 
Projects. 4pp. 41030:335-41030:338. 

8705260448 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, deleting 
optional reduced pressure test method for containment integrated leak rate test & cor- 
recting error in acceptable leakage rate. Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch {Docu- 
ment Control Desk). 2pp. 41038:141-41038:166. 

-8705260452 Proposed Tech Specs,deleting optional reduced pressure test method for 
containment integrated leak rate test & correcting error in acceptable leakage rate. 

* Tennessee Valley Authority. 87/05/15. 24pp. 41038:143-41038:166. 

8705270297 Responds to 861027 Itr suggesting that util develop integrated surveillance 
program for all three units more related to fluence than to predetermined exposure.Util 
will reconsider need for program based on surveillance results. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:314-41088:315. 

8705270328 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, changing 
Tech Specs by deleting requirement to perform partial closure test of main steam Iso- 
lation valves twice per week. Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15, Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:302-41088:310. 

-8705270362 Proposed Tech Specs, deleting requirement to perform partial closure test 
of main steam isolation valves twice per wk. Description & justification for change & 
proposed determination of NSHC end. 

* Tennessee Valley Authority. 87/05/15. 7pp. 41088:304-41088:310. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41 106:281-41 106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts,including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 

8705270546 Summary of 870423 meeting w/util re restart activity at plant. Discussions 
focused on design baseline & verification program.List of attendees & viewgraphs 
end. 

ZWOLINSKI, J.A. Office of Special Projects. 87/05/22. Office of Special Projects. 
25pp. 41202:284-41202:308. 

-8705270557 Rev 1 to BFN-OSG3-048, “Safe Shutdown Analysis.” 

ECKERT, E.C., PARKER, C.M. Tennessee Valley Authority. BFN-OSG3-048 R01. 87/ 
02/26. 800pp. 41061:028-41063:236. 

8705290094 Notification of 870605 meeting w/util in Decatur.AL to discuss all licensing 
action schedules & milestones for plant. 

GEARS.G. Office of Special Projects. 87/05/22. ZWOLINSKI,J.A. Office of Special 
Projects. 3pp. 41 1 1 5:1 37-41 1 1 5:1 39. 

8705290164 Responds to 870211 Itr recommending options for resolving intimidation & 
harassment cases from QTC files. Identities of concerned individuals,in general, cannot 
be revealed. Plans for resolution of allegations discussed. 

KEPPLER.J.G. Office of Special Projects. 87/05/22. ZIGROSSI.N.A. Tennessee 
Valley Authority. 2pp. 41 1 1 5:1 76-41 1 1 5:1 77. 


Q. Inspection reports, IE Bulletins & correspondence 

8705010017 Forwards Insp Repts 50-259/87-02,50-260/87-02 & 50-296/87-02 on 
870101-31 & notice of deviation.Concern noted re surveiilance intervals that may be 
longer than intended due to extended outage of units. 

ZECH,G.G. Office of Special Projects. 87/04/17. WHITE, S.A. Tennessee Valley Au- 
thority, 2pp. 40772:317-40772:343. 

-8705010021 Notice of deviation from insp on 870101-31. 

ZECH,G.G. Office of Special Projects. 87/04/17. 2pp. 40772:319-40772:320. 

-8705010029 Insp Repts 50-259/87-02,50-260/87-02 & 50-296/87-02 on 870101- 
31 .Deviations noted:failure to have battery room curbs installed as described in FSAR 
& no neutron dosimeters provided in new fuel storage vaults per FSAR. 

PAULK, G.L, PATTERSON, C.A., BROOKS,C.R. Region 2, Office of Director. 87/03/ 
17. 23pp. 40772:321-40772:343. 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040334 Forwards Insp Repts 50-438/86-11.50-439/86-11,50-259/86-43, 50-260/ 
86-43,50-296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE,S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 


-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

-8705050004 Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/86-43,50- 
296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 871215- 
19. Violation noted: failure to follow engineering procedures. 

WALTON, G.A.. SHYMLOCK.M.B. Region 2. Office of Director. MCKEE, P.F. NRC - No 
Detailed Affiliation Given. 87/04/27. 9pp. 40788:245-40788:253. 

8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35,50-260/86-35,50-296/86-35. 50-327/86-56,50-328/86-56,50- 

390/86-22.50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731, per 
telcon. 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705050261 Forwards supplemental response to IE Bulletin 85-003, “Motor-Operated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Set- 
tirigs.” Updated list of milestones for completing bulletin items also end. 

GRIDLEY.R, Tennessee Valley Authority. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40813:018-40813:021. 

8705120369 Responds to Severity Levels IV & V violations noted in Insp Repts 50-259/ 
87-11,50-260/87-11 & 50-296/87-1 1. Corrective actions:util initiated corrective action 
repts to identify problems re matl traceability & maint of records. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/07. Document Control Branch (Docu- 
ment Control Desk). 6pp. 40905:056-40905:061. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280431 Forwards Insp Repts 50-259/87-04,50-260/87-04 & 50-296/87-04 on 
870126-30.No violations or deviations noted.Understands that unresolved item identi- 
fied re lack of timely evaluation & disposition will be pursued during future Insp. 
ZECH.G.G. Office of Special Projects. 87/05/12. WHITE, S.A, Tennessee Valley Au- 
thority. 2pp. 41107:275-41107:287. 

-8705280440 insp Repts 50-259/87-04,50-260/87-04 & 50-296/87-04 on 870126- 
30.No violations or deviations noted.Major areas inspected:recirculation sys piping 
replacement, program for inservice testing of pumps & valves & followup Items. 
GIRARD,E.H., COLEY,J.L, BLAKE. J.J. Region 2, Office of Director. 87/02/23. 11pp. 
41107:277-41107:287. 

8705280391 Forwards Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 
870421 -24.No violations or deviations noted.Understands that NRC will be notified if 
oral commitment made in end insp rept differs. 

ZECH.G.G. Office of Special Projects. 87/05/13. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41107:126-41107:133. 

-8705280396 Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 870421- 
24.No violations or deviations noted.Major areas inspected:review & evaluation of li- 
censee emergency preparedness program. 

KREH.J.L, DECKER, T.R. Region 2. Office of Director, 87/05/06. 6pp. 41107:127- 
41107:133. 

8705270244 Responds to NRC 870414 Itr re vioiations noted in Insp Repts 50-259/87- 

08.50- 260/87-08 & 50-296/87-08.Corrective actions: Rev 0 to PMI-8.2 revised to 
allow knowledgeable individual designated by plant manager to perform technical 
review. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41055:095-41055:100. 

8705270051 Responds to NRC 870408 Itr re violations noted in Insp Repts 50-259/87- 

09.50- 260/87-09 & 50-296/87-09.Corrective actions: base-plate bolts of RHR SW 
pump w/noted discrepancy & all other RHR SW pumps retorqued to ensure correct 
values. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41048:121-41048:126. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc, 106pp. 41031:324-41032:068, 


R. Periodic operating reports & related correspondence 

8705060122 “Supplemental Annual Operating Rept, New Procedures & Procedure 
Changes,Browns Ferry Nuclear Plant, 1985.” W/870501 Itr. 

GRIDLEY.R. .Tennessee Valley Authority. 85/12/31. 4pp, 40831:287-40831:290. 

8705180252 “Environ Radioactivity Levels Browns Ferry Nuclear Plant Annual Rept 
1986." W/870508 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/31. 64pp. 40952:158-40952:217. 

8705010139 “Discharge Monitoring Rept,Browns Ferry Nuclear Plant," for Mar 1987, 
RIVERS, M.E. Tennessee Valley Authority. 87/03/31. 11pp, 40764:335-40764:345. 

8705270533 Monthly operating repts for Apr 1987.W/870513 Itr. 

LEWIS.R.L Tennessee Valley Authority. 87/04/30. 18pp. 41084:040-41084:057. 


T. Hearing transcripts on non-antitrust matters 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

-8705270212 Transcript of 870310 meeting w/util in Bethesda.MD. Pp 1-137. 

* Commissioners. 87/03/1 0. 1 39pp. 41 050:250-41 051 :027. 



34 DOCKETED ITEMS 


V. Operator Examinations 

8705270224 Submits list of license candidates who have participated in reactor & plant 
operations at power level of greater than 20% of full power for 1 month.Candidates 
passed all portions of NRC license exam administered on 861201-12. 

GRIDLEY.R, Tennessee Valley Authority. 87/04/16. GRACE, J.N., BROCKMAN.K. 
Region 2, Office of Director. 2pp. 41051:148-41051:149. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705120357 Rev 1 to Plant Emergency Procedure PEP-652, ‘‘Emergency Facilities & 
Equipment.” W/870508 Itr. 

RIEiK.B.G.. MORROW, M.C., MORGAN, R.E. Carolina Power & Light Co. 87/05/08. 
9pp. 40909:344-40909:352. 

8705190080 Forwards Insp Rept 50-261/87-05 on 870311 -041 0.No violations or devi- 
ations noted. 

VERRELLI,D.M. Region 2, Office of Director. 87/05/08. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40964:31 5-40964:328. 

-8705190089 Insp Rept 50-261/87-05 on 870311 -041 0.No violations noted. Major 
areas inspected:Tech Spec compliance,including observance of any limiting conditions 
for operation,plant tour,operations performance, ROs & site security. 

KRUG,H.E., LATTA.R.M., FREDRICKSON, P. Region 2, Office of Director. 87/05/07. 
12pp. 40964:317-40964:328. 


P. Operating license stage documents & correspondence 

8705060367 Advises that util 870327 Itr resolved 870305 SER open item by commit- 
ment to upgrade or modify Category 3 to Category 2 instrumentation during Refueling 
Outage 11. NRC considers Reg Guide 1,97 resolved for facility. 

ECCLESTON.K.T. Project Directorate il-1. 87/04/29. UTLEY,E.E. Carolina Power & 
Ught Co. 2pp. 40840:299-40840:300. 

8705060366 Submits justification for change to reactor coolant pump seal return flow to 
Type D3 variable.Flow included in excess of Reg Guide 1.97 requirements.Other 
backup indications also exist. Revised pages encl.Timely resolution requested. 

CUTTER, A.B. Carolina Power & Light Co. 87/05/01 . Document Control Branch (Docu- 
ment Control Desk). 6pp. 40838:087-40838:092. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, “Equipment Seismic Adequacy 
Verification Requirements.” 

LONG,W.O. Project Directorate IV. 87/05/05. TREVORS,G.A. Nebraska Public Power 
District 2pp. 40863:161-40863:153. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705130231 Forwards util 870421 Itr re accuracy of costs for review of 840629,850912 
& 860122 applications-Review of applications incomplete as of 860621. Util to be in- 
formed that billing to continue until review completed.W/o end. 

DIGGS, R.M. License Fee Management Branch. 87/05/08. F10RAVANTE,D. Planning, 
Program & Management Support Branch (Post 870411). 2pp. 40911:102-40911:103. 

8705130281 Forwards environ assessment & finding of no significant impact re util 
870417 request for exemption from 10CFR50,App J, Paragraph Tl.A.3. 

ECCLESTON,K.T. Project Directorate 11-1. 87/05/08. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 40911:189-40911:194. 

—8705130285 Environ assessment & finding of no significant impact re util 870417 re- 
quest for exemption from 10CFR50,App J requirements. 

HOPKINS, J.B. Project Directorate 11-1. 87/05/08. 4pp. 40911:191-40911:194. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp, 41017:311-41018:002. 

8705270617 Informs that util interprets NRC 870428 grant of extension for response to 
Generic Ltr 87-02 to envelop all elements of Seismic Qualification Util Group 
request.Selection of option resolution deferred until all guidance available. 
ZIMMERMAN, S.R. Carolina Power & Light Co. 87/05/15. Document Control Branch 
(Document Control Desk). 2pp. 41085:114-41085:115. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Suppi 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203, 

8705190632 Documents commitments made during 870415 meeting w/NRC in 
Atlanta,GA re safety sys functional insp.Planned actions in areas of electrical 
sys, station batteries, diesel generators & dedicated shutdown will be completed prior 
to restart. 

BEATTY,G.P. Carolina Power & Light Co. 87/04/23. GRACE,J.N. Region 2, Office of 
Director. 20pp. 40970:205-40970:224. 

8705190080 Forwards Insp Rept 50-261/87-05 on 87031 1-0410. No violations or devi- 
ations noted. 

VERRELLI,D.M. Region 2, Office of Director. 87/05/08. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40964:315-40964:328. 

-8705190089 Insp Rept 50-261/87-05 on 87031 1-041 0.No violations noted. Major 
areas inspected:Tech Spec compliance, including observance of any limiting conditions 
for operation, plant tour, operations performance, ROs & site security. 

KRUG.H.E., LATTA,R.M.. FREDRICKSON, P. Region 2, Office of Director. 87/05/07. 
12pp. 40964:317-40964:328. 

8705280048 Submits safety sys fuctional insp status rept, per 870415 meeting 
commitment.ltems include:electrical sys, molded case breaker interrupt, dc electrical 
sys short circuit analysis, station batteries.surveillance testing & diesel generators. 
BEATTY.G.P. Carolina Power & Light Co. 87/05/08. GRACE, J.N. Region 2, Office of 
Director. 7pp. 41094:169-41094:175. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190250 Forwards Insp Rept 50-261/87-12 on 870427-0501. No violations or devi- 
ations noted. 

COLUNS.D.M. Region 2, Office of Director. 87/05/11. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 40967:216-40967:227. 

-8705190256 Insp Rept 50-261/87-12 on 870427-0501 .No violations or deviations 
noted.Major areas inspected:organization & mgt, training & qualification, external & in- 
ternal exposure control & control of radioactive matl. 

BASSETT, C.H., HOSEY.C.M. Region 2, Office of Director. 87/05/11. 10pp. 
40967:218-40967:227. 


8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060381 "Environ Surveillance Rept, 1986.” W/870429 Itr. 

EDWARDS, D.H.. SHEARIN.R.L, MORGAN, R.E. Carolina Power & Light Co. 86/12/ 
31. 49pp. 40831:105-40831:152. 

8705050308 Forwards Rev 1 to monthly operating rept for Mar 1 987.Rev includes addi 
unit shutdown not reported in original issue. 

MORGAN,R.E. Carolina Power & Light Co. 87/04/29. Document Control Branch (Doc- 
ument Control Desk). Ip. 40812:089-40812:093. 

-8705050313 Revised monthly operating rept for Mar 1987. 

FRAZIER.V.E. Carolina Power & Light Co. 87/03/31. 4pp. 40812:090-40812:093. 

8705120263 Monthly operating rept for Apr 1 987.W/870508 Itr. 

FRAZIER.V.E., MORGAN, R^. Carolina Power & Light Co. 87/04/30. 4pp. 40903:299- 
40903:302. 


S. Reportable occurrences, LERs & related correspondence 

8705050250 Special repton 870330, low temp overpressure protection relief valve PCV- 
456 opened at 400 psig design setpoint. Valve lifted to relieve pressure transient in 
RCS.RCS depressurized & vented. 

MORGAN.R.E. Carolina Power & Light Co. 87/04/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 40801:295-40801:296. 

8705130102 Special repton 870406,motor driven fire water pump out-of-svc for more 
than 7 days for planned maint activities on circulating water sys at intake 
structure.Pump returned to svc on 87041 1 . 

MORGAN.R.E. Carolina Power & Light Co. 87/05/06. Document Control Branch (Doc- 
ument Control Desk). 2pp, 40915:092-40915:093. 

8705220454 LER 87-003-00:on 87041 4, during cold shutdown, questionable cable splice 
identified.On 87041 5, splice determined to be installed improperly & not environmental- 
ly qualified-Splice replaced. AddI QC insps made.W/870515 Itr. 

SAYRE, D., MORGAN.R.E. Carolina Power & Light Co. 87/05/15. 3pp. 41020:118- 
41020:120. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8705200057 Discusses J Kozyra 870413 telcon re author 870407 ltr to util, commenting 
on procedural errors w/respect to canister weld check tests, Kozyra stated actual pro- 
cedures correctSAR will be corrected in next update in Aug. 

ROBERTS, J.P. Fuel Cycle Safety Branch. 87/04/15. Fuel Cycle Safety Branch, Ip. 
41004:197-41004:197. 



ITEMS 3S 


DOCKET 50-362 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


Q. inspection reports, IE Bulletins & correspondence 

8705140075 Ack receipt of 870408 Itr responding to violations noted in Insp Rept 50- 
262/87-01. AddI info on Violation A re operational limitations & restrictions for surveil- 
lances performed requested. 

FISHER, \A/.L. Region 4. Office of Director. 87/05/08. STOHLTON.J.B. Brigham Young 
Univ., Provo. UT. 3pp. 40918:044-40918:048. 


DOCKET 50-263 MONTiCELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency Ic fire protection plans 

8705220238 Forwards insp Rept 50-263/87-04 on 870205-0406 & notice of 
violation.Concerns expressed w/number of problems identified during single insp. 
NORELIUS.C.E. Region 3. Office of Director. 87/05/11. LARSON.C.E. Northern 
States Power Co. 2pp. 41018:003-41018:015. 

-8705220246 Notice of violation from insp on 870205-0406, 

NORELIUS.C.E. Region 3. Office of Director. 87/05/11. 2pp. 41018:005-41018:006. 

-8705220254 Insp Rept 50-263/87-04 on 870205-0406. Violations noted: failures to 
maintain fire watch for fire door, make required 50.72 rept within 4 hr 
requirement, follow gas monitor source check procedures & follow surveillance test 
procedures. 

JACKIW.I.N. Region 3. Office of Director. 87/05/08. 9pp. 41018:007-41018:015. 


G. Adjudicatory correspondence 

8705060021 Order,* NRC 861020 order directing licensee to show cause why OL 
should not be modified to prohibit use of radios, tapes, television sets or other audible 
entertainment devices recinded & proceeding dismissed.Served on 870501. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3332. 87/05/01. 3pp. 
40809:021-40809:023. 


H. General correspondence 

8705180406 Responds to end 870330 Itr forwarding RJ Rohland 861025 Itr expressing 
concerns w/NRC decision to remove AM-FM radio from plant control room.Decislon in 
best interest of safe plant operation. 

STELLO.V. Office of the Executive Director for Operations. 87/05/11. 
DURENBERGER.D. Senate. 2pp. 40959:127-40959:136. 

-8705180420 Requests response to end RJ Rohland 861025 Itr expressing concerns 
re morale at plant due to NRC decision to bar playing of AM-FM radios in plant con- 
trol rooms. 

DURENBERGER.D. Senate. 87/03/30. NRC - No Detailed Affiliation Given. 5pp. 
40959:129-40969:136. 


F. Operating license stage documents & correspondence 

8705110198 Responds to NRC 870312 Itr re violations noted in Insp Rept 50-263/87- 
OS.Corrective actions:procedure revised to clarify prerequisits on Tech Spec 3.3. A in- 
suring adequate shutdown margins prior to performance of isolations. 

LARSON.C.E. Northern States Power Co. 87/04/14. GULDEMOND.W.G. Region 3. 
Office of Director. 3pp. 40881:084-40881:085. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705040300 Forwards info re relief valve operation at facility, per Item 1 of 731219 
request. In response to Item 2, licensee has proposed Tech Specs change re refueling 
outage torus insp, pending, therefore, no addi changes necessary. 

MAYER, L.O. Northern States Power Co. 74/01/30. ZIEMANN.D, Atomic Energy Com- 
mission, Directorate of Licensing. 5pp. 40839:116-40839:120. 

-8705050109 Lists plant-specific info needed to suppi GE NEDD-10859, "Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus” (Apr 1973) & 730521 
errata & addenda sheetinfo re Items 1 & 2 requested within 30 & 60 
days,respectively. 

ZIEMANN.D.L Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFRCCK.I.R. Jersey Central Power & Light Co. 7pp. 40840:082-40840:088. 

-8705050314 Discusses AEC 721213 request for add! info re facility torus header sup- 
port design.ltems 1-3 will be available in Mar 1973 when GE analysis 
completed. Listed repairs corrected deficiencies in sys as reported in 720705 & 1206 
Itrs. 

MAYER, UC. Northern States Power Co. 73/01/12. SKOVHOLT.D.J. Atomic Energy 
Commission. 2pp. 40840:023-40840:024. 

8705120184 Staff requirements memo re Commission 870430 affirmation/ discussion & 
vote in Washington, DC on SECY-87-60A concerning order to rescind 861020 order 
directing licensee to show why OL should not be modified.Order signed on 870501. 
CHILK,S.J. Office of the Secretary of the Commission. 87/05/07. PARLER.W.C. 
Office of the General Counsel. 2pp. 40903:192-40903:193. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180484 Confirms plans discussed on 870421 between L Eliason & IN Jacklw re 
870514 mgt meeting in Glen Ellyn, IL to discuss facility performance. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/12. LARSON.C.E. Northern 
States Power Co. 1 p. 40951 :1 1 5-40951 :1 1 5. 


Q, inspection reports, IE Bulletin® & correspondence 

8704160063 Suppi 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203, 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705040300 Forwards info re relief valve operation at facility, per Item 1 of 731219 
request.ln response to Item 2.licensee has proposed Tech Specs change re refueling 
outage torus insp, pending, therefore, no add! changes necessary. 

MAYER, L.O. Northern States Power Co. 74/01/30. ZIEMANN.D. Atomic Energy Com- 
mission, Directorate of Licensing. 5pp. 40839:116-40839:120. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190325 Responds to Generic Ltr 87-05 request for addi info re assessment of li- 
censee measures to mitigate &/or identify potential degradation of Mark I 
drywells.Preventive maint & insp activites discussed. 

MUSOLF.D. Northern States Power Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40968:138-40968:140. 

8705220238 Forwards Insp Rept 50-263/87-04 on 870205-0406 & notice of 
violation.Concerns expressed w/number of problems identified during single insp. 
NORELIUS.C.E. Region 3, Office of Director. 87/05/11. LARSON.C.E. Northern 
States Power Co. 2pp. 41018:003-41018:015. 

-8705220246 Notice of violation from insp on 870205-0406. 

NORELIUS.C.E. Region 3. Office of Director. 87/05/11. 2pp. 41018:005-41018:006. 

-8705220254 Insp Rept 50-263/87-04 on 870205-0406.Violations noted: failures to 
maintain fire watch for fire door, make required 50.72 rept within 4 hr 
requirement.follow gas monitor source check procedures & follow surveillance test 
procedures. 

JACKIW.I.N. Region 3. Cffice of Director. 87/06/08. 9pp. 41018:007-41018:015. 

8705270568 Forwards Rev 7 to ASME Code Section XI, "Inservice Insp & Testing Pro- 
gram Manual,” for info.No new requests for relief from requirements of ASME Code 
included in rev. 

MUSOLF.D. Northern States Power Co. 87/05/11. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41086:021-41086:026. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705120238 Monthly operating rept for Apr 1 987.W/870505 Itr. 

MYRABO,A.L, MUSOLF.D. Northern States Power Co. 87/04/30. 5pp. 40907:088- 
40907:092. 


S. Reportable occurrences, LERs & related correspondence 


8705050264 LER 87-009-00:on 870403. condensate pump 11 circuit breaker 
tripped, causing both feedwater pumps to trip on low suction pressure & reactor scram 
on low water level.Caused by disregarding warings on cubicle door.W/870501 Itr. 
SKILLINGSTAD.K., MUSCLF.D. Northern States Power Co. 87/05/01. 4pp. 
40800:123-40800:126. 

8705180459 LER 86-003-01 :on 8601 23, Standby gas treatment initiation occurred due to 
insufficient procedures to verify as built internal wiring for primary isolation 
valves.Caused by blown fuse.Fuse replaced & relay reset.W/870512 nr. 

SHIREY.S.I., MUSCLF.D. Northern States Power Co. 87/05/12. 3pp. 40951:314- 
40951:316. 

8705210052 LER 87-010-00:on 87041 4, reactor bldg ventilation isolation & standby gas 
treatment sys initiation occurred.Caused by procedural inadequacy.Performance & 
repair activities stopped & bldg ventilation isolation reset.W/870514 Itr. 

BAYLESS.R.. MUSOLF.D. Northern States Power Co. 87/05/14. 4pp. 41003:167- 
41003:170. 

8705260063 LER 87-01 1-00:on 87041 8, during normal insp, operator noted power cable 
inside unplugged 1 inch conduit in fire barrier penetration seal.Caused by inadequate 
sealing & insp procedures.Cable removed & conduit sealed.W/870519 Itr. 

IVERSON, O.N., MUSOLF.D. Northern States Power Co. 87/05/18. 3pp. 41033:075- 
41033:077. 

8705290178 Summary of 870514 meeting w/util in Glen Ellyn, IL re possible downtrend 
performance at plant indicated by recent events & 870501 Commission order con- 
cerning use of radios in control room. Presentation slides & list of attendees end. 
SCALtTTI.D.C. Project Directorate li!-3. 87/05/20. HCLAHAN.G.M. Division of Reac- 
tor Projects - III.IV.V & Special Projects (Post 870411). 17pp. 41115:195-41115:211. 


V. Operator Examinations 


8705280317 Confirms 870526 plans w/AB Davis re 870626 mgt meeting w/NRC in 
Glen Ellyn, IL to discuss operator licensing issues. 

DAV1S,A.B. Region 3, Cffice of Director. 87/05/22. GILBERTS.D.E. Northern States 
Power Co. 1 p. 41 1 09:203-41 1 09:203. 
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8705280345 Advises of operator & senior operators written & oral exams scheduled for 
wk of 870831, per telcon w/JM Keeton & R Mcgillic.Ref matl listed in End 1 requested 
60 days prior to exam date.EncI 2 describes exam requirements. 

HEHL,C.W. Region 3, Office of Director. 87/05/22. LARSON.C.E. Northern States 
Power Co. 9pp. 41109:161-41109:169. 


DOCKET 50-264 DOW CHEMICAL CO. 


J. Insurance & indemnity information 


8705180458 Forwards Endorsement 60 to NELIA Policy NF-160. 

HOLDER, LS. Dow Chemical Co. 87/05/13. SALTZMAN,J.D. NRC - No Detailed Affili- 
ation Given. 2pp. 40951:139-40951:140. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency ft fire protection plana 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementirjg procedures, includir^ Rev 1 to EG-13, ‘Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab.” 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050182 Revised emergency plan implementing procedures, including revised table 
of contents, Rev 4 to ED-5A, “Calculation of Offsite Whole Body Radiation Dose...” ft 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges....” 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705120250 Revised emergency plan implementing procedures, including Rev 7 to QEP 
350-0, “Recommendations for Offsite Protective Actions & Rev 6 to QEP 350-T1, 
"Recommended Protective Actions for Gaseous Release Conditions.” 

BROWN, C. Commonwealth Edison Co. 87/05/04. 7pp. 40888:153-40888:160. 

8705120282 Revised emergency procedures, including Rev 4 to QEP 310-T2 re riuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705120411 Revs to emergency plan implementing procedures,including Rev 35 to QEP 
310-0, “Notification of Responsible Authorities,’’^ Rev 15 to QEP 310-1, "Initial Notifi- 
cation" & Rev 1 to QEP 310-T13 “QSEP Event Investigation." 

* Commonwealth Edison Co. 87/05/04. 27pp. 40905:173-40905:199. 

8705260047 Requests that util remit fee for 870112 application for exemption from fire 
protection requirements of App R re hot shutdown repairs to defeat high impedance 
faults. 

DIGGS,R.M. License Fee Management Branch. 87/06/14. FARRAR, D.L Common- 
wealth Edison Co. Ip. 41031:046-41031:046. 

8705290286 Rnal response to FOIA request for documents, including plant investiga- 
tion/insp of physical security program. End App A, B.C & D documents also available 
In PDR.App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLEY,D. Division of Rules ft Records (Post 870413). 87/05/27. MCKAY. J. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 

-8012160444 Advises that investigation initiated by Region 3 on 770426 has not yet 
been completed. 

DIRCKS,W.J. Office of the Executive Director for Operations. 77/05/23. PERCY, C.H. 
Senate. 1p. 41127:230-41127:231. 

-8705290300 Partially deleted suppl to 77031 1 memo re complaints made by contract 
guard re activities at plant slte.Analysis of guard complaints do not indicate major 
problems.Licensee recommended to conduct physical security insp. 

DONAHUE, J.F. Region 3, Office of Director. 77/03/25. Region 3, Office of Director. 
2pp. 41127:169-41127:170. 

-8705290308 Partially deleted Itr discussing security ft safety-related allegations by 
plant contract security guard. JE McKay initially provided info by 770221 ft 24 
telcons.Encl rept of investigation requested by 77031 4. W/o end. 

BOLGER,R.L. Commonwealth Edison Co. 77/03/10. KEPPLER.J.G. Region 3, Chica- 
go, Office of the Director. 2pp. 41127:171-41127:172. 

-8705290312 Partially deleted Itr informing that Pinkerton.Inc has assigned investigator 
as guard at station to observe activities of JE McKay ft determine if allegations previ- 
ously described credible. 

BOLGER,R.L Commonwealth Edison Co. 77/03/25. KEPPLER.J.G. Region 3, Chica- 
go, Office of the Director. Ip. 41 127:173-41127:173. 

-8705290318 Partially deleted Itr re 770321-0407 investigation to determine if allega- 
tions by JE McKay credible.AII station guards & many employees of util disliked 
McKay.investigator believed McKay to be troublemaker.Related info end. 

BOLGER,R.L Commonwealth Edison Co. 77/04/28. KEPPLER.J.G. Region 3. Chica- 
go, Office of the Director. 66pp. 41127:174-41127:229. 

-8706010117 Partially deleted Insp Repts 50-254/77-14 ft 50-265/77-14 on 770426- 
0526.No noncompliance or deviations noted in 2 areas. Infractions noted re guards 
not properly trained, deviation repts not made ft physical barrier inadequate. 
BEUNGER.J.L, DONAHUE.J.R, PHILLIP.G.A. Region 3, Chicago. Office of the Direc- 
tor. 77/06/27. 26pp. 41127:232-41127:257. 

8705050374 Revised emergency plan Implementing procedures, Including Rev 14 to 
NST-CCC-1, “Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, 'Nuclear Duty 
Officer” ft Rev 11 to NST-CCC-1 2, "Sys Power Dispatcher." 

BLACKMAN J.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


P, Operating license stage documents ft correspondence 

8705140076 Forwards summary of 870120 meeting w/utils in Bethesda.MD re sys used 
in Mark I containment plants for combustible gas control during LOCA.Requests that 
utils submit plant specific position re compliance to 10CFR50.44. 

GROTENHUIS.M. Project Directorate III-2. 87/04/24. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 40920:037-40920:061. 

-8705140091 Summary of 870120 meeting w/utils ft GE in Bethesda.MD re sys used in 
Mark I containment for combustible gas control.Staff requested plant specific position 
on compliance to 10CFR50.44(g).Attendees list ft meeting matls end. 

GROTENHUIS.M. Project Directorate II1-2. 87/04/24. Project Directorate III-2. 23pp. 
40920:041-40920:061. 

8705050239 Forwards comments on BNL rept re PRA on interfacing sys LOCA ft cost 
estimate of proposed BNL corrective actions for facilities.Rept results must be viewed 
as upper bounds on core damage frequency ft corrective actions overstated. 
JOHNSON.I.M. Commonwealth Edison Co. 87/04/27, MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 9pp. 40804:324-40804:332. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules ft Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher ft Bartlett. Ip. 40839:065-40840:169. 

-8705040285 Annotated memo re proposed program for verification of BWR torus 
capability, per GE plant-specific analytical model for Quad Cities Unit 2.Means of verifi- 
cation for remaining listed plants needed, based on tests at Browns Ferry Unit 1. 
RIESLIND,J.I. Atomic Energy Commission. 74/02/21. GIAMBUSSO,A. Atomic Energy 
Commission. 2pp. 40840:039-40840:040. 

-8705050073 Forwards summaries of operating history of electromagnetic relief 
valves, per 731219 requestSummaries include date, type of operation ft circumstances 
for each valve listed. Response to second request will be submitted by wk of 740218. 
ABEL.J.S. Commonwealth Edison Co. 74/01/21. ZIEMANN.D.L Atomic Energy Com- 
mission, Directorate of Licensing. 7pp. 40840:066-40840:072. 

—8705050109 Lists plant-specific info needed to suppl GE NEDO-10859, “Steam Vent 
Cleaning Phenomena ft Structural Response of BWR Torus" (Apr 1973) ft 730521 
errata & addenda sheet.Info re Items 1 ft 2 requested within 30 ft 60 
days, respectively. 

ZIEMANN,D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK,I.R. Jersey Central Power ft Light Co. CREE,A.A. Vermont Yankee Nuclear 
Power Corp. MAYER, L.O. Northern States Power Co. 7pp. 40840:082-40840:088. 

-8705050147 Rev 3 to startup test instruction, “Torus Transient Pressure Wave Test." 
Related info end. 

• General Electric Co. 98A R03. 72/10/17. 66pp. 40839:250-40839:315. 

-8705050249 Forwards outline for rept re torus suction header, per commitment made 
at 721 102 meeting. 

HINDS, J.A. General Electric Co. 72/12/18. SKOVHOLT.D.J. Atomic Energy Commis- 
sion. 4pp. 40840:047-40840:050. 

-8705050275 Trip rept of 721019 visit to plant to investigate ring header problem ft ob- 
serve GE blowdown tests. 

CHAN.S.P. Atomic Energy Commission, Directorate of Licensing. 72/10/26, 
MACCARY,R.R. Atomic Energy Commission, Directorate of Licensing. 2pp. 
40840:054-40840:055. 

-8705050276 Informs that rept on relief valve blowdown test program will be transmit- 
ted by 73051 4.Static & dynamic analysis performed to determine behavior of torus 
during relief valve piping clearing transient ft conclusions discussed. 

HINDS, J.A, General Electric Co. 73/04/30. SKOVHOLT.D.J. Atomic Energy Commis- 
sion, 2pp. 40840:019-40840:020. 

-8705050282 Notifies that tests to verify adequacy of torus suction header supports 
during relief valve blowdown into torus will start on 721019 ft terminate on 
721020.Branch participation in observing tests requested. 

SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 72/10/10. 
HENDRIE,J.M. Atomic Energy Commission, Directorate of Licensing. Ip. 40840:056- 
40840:056. 

-8705050301 Trip rept of 721218 site visit re jet pump assembly ft torus ring header 
sys.Dynamic analysis & measured data not avaiiable.Results ft findings will be de- 
scribed in rept scheduled for 730302. 

CHAN.S.P. Atomic Energy Commission, Directorate of Licensing, 72/12/29. 
LANGE, D.F. Atomic Energy Commission, Directorate of Licensing. Ip. 40840:022- 
40840:022. 

8705050103 Notification of 870514 meeting w/util in Bethesda,MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate 111-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region Hi & Region V Reactors. 10pp. 40810:153-40810:162. 

8705190210 Forwards listing of changes, tests ft experiments completed during month of 
Apr l987.Summary of safety evaluation reported in compliance W/10CFR50.59, 
ROBEY, R.A. Commonwealth Edison Co. 87/05/08. VOLLMER.R.H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 40964:356-40964:359. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends ft search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31 1-41018:002. 

8705150380 Forwards response to Generic Ltr 87-05 re plans to identify potential deg- 
radation of Mark I drywells at plants.Two oversize drawings also end, 

TURBAK,M.S. Commonwealth Edison Co. 87/05/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 3pp. 40928:114-40928:117. 

8705180094 Forwards add! info re embedment plate strap anchor spacing assessment 
program, per 870416 meeting.Allowable nominal stresses used in embedment plate as- 
sessment program conform to FSAR requirements. 

JOHNSON.I.M. Commonwealth Edison Co. 87/06/13. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 56pp. 40952:319-40953:031-. 



DOCKETED ITEMS 37 


8705210648 Revises schedules in util 860604 Itr re A Model implementation at 
facilities.Schedule provided in 860604 Itr significantly impacted by implementation of 
new QA procedure re software configuration mgt.Revised target dates listed. 

ALLEN, C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705200064 Notifies util of typos in NRR 870323 safety evaluation re reactor coolant 
piping sys insp & repair. Weld identification Numbers 02BS-F14 & 02BS-S12 incorrectly 
identified as 28S-F14 & 28S-S1 2, respectively. 

ROSS.T.M. Project Directorate III-2. 87/05/15. FARRAR, D.L. Commonwealth Edison 
Co. 2pp. 41004:198-41004:199. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants.Meeting agenda & list of attendees end. 

MULLER, D.R. Project Directorate 111-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705290286 Final response to FOIA request for documents, including plant investiga- 
tion/insp of physical security program.EncI App A. B,C & D documents also available 
in PDR.App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLEY,D. Division of f=lules & Records (Post 870413). 87/05/27. MCKAY, J. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 


Q. inspection reports, IE Bulletins & correspondence 


8705290179 FOIA request for documents re NRC (FBI Senator Percy ofc) insp & inves- 
tigation conducted by representatives of Region III on plant. 

MCKAY, J. Affiliation Not Assigned. 86/12/22. Office of Administration (Pre 870413). 
3pp. 41127:156-41127:158. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705120248 Forwards AEOD assessment of LERs for Oct 1985 - Mar 1987 as part of 
SALP program. Evaluation indicated significant Improvement in quality of LERs since 
last evaluation. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/06. REED.C. Commonwealth 
Edison Co. 51pp. 40906:319-40907:009. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end, 

ROSSI.C.E. Division of (operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705220079 Requests that util submit listed documents by 870601 to facilitate prepara- 
tion of environ qualification Insp of electrical & instrumentation equipment on 870608- 
12,per 87051 1 telcon. Areas to be inspected listed. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/05/16. REED.C. Commonwealth 
Edison Co. 3pp. 41020:216-41020:218. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 

8705290286 Final response to FOIA request for documents, including plant investiga- 
tlon/insp of physical security program.EncI App A, B,C & D documents also available 
in PDR.App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/27. MCKAY.J. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 

-8706010117 Partially deleted Insp Repts 50-254/77-14 & 50-265/77-14 on 770426- 
0526.No noncompliance or deviations noted in 2 areas. Infractions noted re guards 
not properly trained, deviation repts not made & physical barrier inadequate, 
BELANGER,J.L, CARLSON.D.M., CREED, J.R. Region 3, Chicago. Office of the Direc- 
tor. 77/06/27. 26pp. 41127:232-41127:257. 


R. Periodic operating reporta & related correspondence 

8705080276 Forwards "Assessment of Embedment Plates Status as of 870430," 
weekly status rept,describing progress in resolving questions about installed configura- 
tion of plates at Quad Cities & Dresden Units 1 & 2. 

JOHNSON.I.M. Commonwealth Edison Co. 87/04/30. DAVIS.A.B. Region 3, Office of 
Director. Ip. 40872:119-40872:137. 

—8705110127 "Assessment of Embedment Plates Status as of 870430," weekly status 

*^8ommonwealth Edison Co. 87/04/30. 18pp. 40872:120-40872:137. 

8705210396 Monthly operating repts for Apr 1987.W/870508 Itr. 

SCHMIDT, A., ROBEY.R.A. Commonwealth Edison Co. 87/04/30. 26pp. 41010:167- 
41010:193. 

8705260312 Forwards “Assessment of Embedment Plates Status as of 870513," 
weekly status rept,per C Reed 870306 Itr. 

JOHNSON.I.M. Commonwealth Edison Co. 87/05/13. DAVIS.A.B. Region 3, Office of 
Director. 1p. 41038:280-41038:280. 

-8705270145 "Assessment of Embedment Plates Status as of 870513,” weekly status 
rept 

* Commonwealth Edison Co. 87/06/13. 19pp. 41038:281-41038:299. 


S. Reportable occurrences, LERs & related correspondence 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. , _ 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson. Thatcher & Bartlett. Ip. 40839:056-40840:169, 


-8705050082 Submits Technical Request ORB-2-42 for review of end draft, “Torus 
Ring Header Rept.” On 720529, four hanger bolts for torus section header on Unit 2 
failed durim startup tests. Corrective actions not adequate to prevent header failure, 
SKOVHOLT,D.J. Atomic Energy Commission. Directorate of Licensing. 72/10/13. 
HENDRIE.J.M. Atomic Energy Commission, Directorate of Licensing. 38pp. 
40839:121-40839:158. 

-8705050106 Discusses licensees responses to Operations Bulletin 72-1 re hangar fail- 
ure on torus suction header.AEC action should be deferred until util submits rept on 
post-r^air tests performed on facility torus & header sys. 

HENDERSON,J.B. Atomic Energy Commission, Directorate of Regulatory Operations. 
72/09/20. ENGELKEN,R.H. Atomic Energy Commission, Directorate of Regulatory 
Operations. Ip. 40839:159-40839:169. 

-8705050120 Discusses event re loss of ECCS suction header support bolts at 
facillty.FInal evaluation will be performed after Technical Review examines util test 
rept. Related info end. 

RIESLAND,J.I. Atomic Energy Commission. 72/08/29. SKOVHOLT.D.J. Atomic 
Energy Commission. 5pp. 40839:160-40839:164, 

-8705050133 Draft "Failure of Hanger Bolts on Suppression Chamber Suction Header 
at Quad Cities Nuclear Station unit 2...,” preliminary investigation reptRelated info 
end. 

LOFY,R.A.. FOLEY. W.J. Parameter, Inc. AT(11-1)-1658. DC-98 DRFT. 72/06/22. 
Atomic Energy Commission, Directorate of Regulatory Operations. 75pp. 40839:165- 
40839:239. 

-8705050242 Forwards request for addi info needed to complete evaluation of “Quad 
Cities Station Special Rept 5,Torus Ring Header Support Failure." including summary 
of dynamic analysis of torus nng header sys subjected to blowdown forces. 
MACCARY.R.R. Atomic Energy Ctommission, Directorate of Licensing. 72/11/09. 
SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 2pp. 
40840:043-40840:044. 

-8705050257 Requests comments on end rept re torus nng header hanger failure by 
721127. 

SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 72/11/06. 
HENDRIE.J.M. Atomic Energy (Commission, Directorate of Licensing. Ip. 40840:051- 
40840:051. 

-8705050265 Notification of 721102 & possible 721103 meeting w/GE to discuss torus 
ring header hangers failure,design descriptions, test program.design alteration consid- 
erations & program schedule.Proposed agenda end. 

RIESLAND,J.I. Atomic Energy Commission, Directorate of Licensing. 72/10/27. 
SKOVHOLT,D.J. Atomic Energy CJommission, Directorate of Licensing. 2pp. 
40840:052-40840:053. 


DOCKET 50-266 POINT BEACH NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705070138 Partial response to FOIA request for documents re special physical security 
insp on 860718,0806 8 07,Forwards document listed in App B.App B & C documents 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/04. FUSCH.J.D. 
Post-Crescent. Appleton, Wl. 3pp. 40864:110-40854:117. 


P. Operating license stage documents & correspondence 

8705050176 Forwards corrected proposed Tech Spec Page 1 5.5.3-1 .adding word "limit- 
ed” to fourth sentence of Spec 15.5.3. A. 1, per util 870410 Change Request 117 to 
modify Tech Specs re fuel rod substitution in fuel assemblies. 

FAY.C.W. Wisconsin Electric Power Co. 87/04/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 40803:240-40803:241. 

-8705050179 Revised proposed Tech Spec Page 16.5.3-1 .adding word "limited” to 
fourth sentence of Spec 15.5.3.A.1. 

* Wisconsin Electric Power Co. 87/04/24. Ip. 40803:241-40803:241. 

8705060218 Ack receipt of 870414 Itr offering comments & observations re util 870211 
rept, “Results of Boraflex Exam, Point Beach Nuclear Plant.” 

WAGNER.D.H. Project Directorate 111-3. 87/04/30. BROWN, T.B. Affiliation Not As- 
signed. 2pp. 40837:046-40837:047. 

8705140011 Requests that util review end comments & revise 870410 application for 
amends to Licenses DPR-24 & DPR-27, changing Tech Spec 15.6.10 re plant operat- 
ing records.accprdingly. 

mGNER,D.H. Project Directorate III-3. 87/05/06. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 4091 9:35M091 9:359. 

8705140044 Advises that util 840601 procedures generation package not 
acceptable.Packi^e does not adequately address requirements of Generic Ltr 82-33 
(Suppi 1 to NUR^-0737).Request8 util review end comments & revise package.Draft 
oER end. 

WAGNER.D.H, Project Directorate III-3. 87/06/05. FAY.C.W. Wisconsin Electric Power 
Co. 19pp. 40919:332-40919:350. 

8705180343 Forwards safety evaluation re util 861027 request for relief from exam re- 
quirements of Section XI of ASME Boiler & Pressure Vessel Code for shell-to-tube- 
sheet & nozzle-to- shell welds in regenrative HXs.Relief granted. 

WIGGINTON.D.L. Project Directorate III-3. 87/05/07. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 40960:013-40960:021. 

-8705180353 Safety evaluation re util 861027 request for relief from exam requirements 
of Section XI of ASME Boiler & Pressure Vessel Code for shell & nozzle welds in re- 
generative HXs. Request granted. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/07, 6pp. 
40960:016-40960:021. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 
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870S210664 Provides addi response to Generic Ltr 83-28 re reactor trip breaker auto- 
matic shunt trip actuation.Confirmation that shunt trip components have been seismi- 
cally qualified per Reg Guide 1.1 00, Rev 1 addressc;:. 

FAY.C.W. Wisconsin Electric Power Co. s; '05/'.3. Ccc'-mc-r.: Control Branch {Docu- 
ment Control Desk). 2pp. 41009:077-41009:078. 

8705220018 Forwards revised State of W1 Pollutant Discharge Elimination Sys Permit 
WI-0000957-3.Rev incorporates categorical total residual chlorine effluent limit & asso- 
ciated conditions & monitoring requirements. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41016:304-41016:315. 

-8705220030 Modified NPDES Permit WI-0000957-3, issued to Wisconsin Electric Power 
Co. 

WIBLE.L.F. Wisconsin. State of. 83/10/21. 9pp. 41016:307-41016:315. 


8705220435 Responds to NRC 870407 request for addI info re 870106 application for 
amends to Licenses DPR-24 &. DPR-27 concerning RCS low flow trip surveillance 
testing.Procedures ICP 2.1, ICP 2.3 & ICP 2.17 end. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/15. WAGNER, D. Document Control 
Branch (Document Control Desk). 8pp. 41024:283-41025:038. 


-8705220437 Rev 39 to ICP 2.1, “Periodic Test Reactor Protection & Safeguards 
Analog Channels 1 Through IV." 

* Wisconsin Electric Power Co. 86/11/11. 50pp. 41024:291-41024:340. 


-8705220441 Rev 19 to ICP 2.3, "Periodic Test Reactor Protection Sys Logic." 

* Wisconsin Electric Power Co. 87/05/07. 29pp. 41024:341-41025:009. 

-8705220442 Rev 0 to ICP 2.17, "Periodic Test Reactor Protection Sys Logic (Post Re- 
fueling)," 

* Wisconsin Electric Power Co. 86/07/11. 29pp. 41025:010-41025:038. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040220 Forwards Safety Insp Repts 50-266/87-08 & 50-301/87-08 on 870406- 
10.No violations noted. 

HEHL,C.W. Region 3, Office of Director. 87/04/29. FAY.C.W. Wisconsin Electnc 
Power Co. 2pp. 40777:185-40777:196. 

-8705040230 Insp Repts 50-266/87-08 & 50-301/87-08 on 870406-1 0.No violations or 
deviations noted.Major areas inspected: licensee action on previous 
findings, containment integrated leak rate test procedure, test witnessing & results. 
MENDEZ.R., WRIGHT.G.C. Region 3. Office of Director. 87/04/29. 10pp. 40777:187- 
40777:196. 

8705070138 Partial response to FOIA request for documents re special physical security 
insp on 860718,0806 & 07.Forwards document listed in App B.App B & C documents 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/04. FLASCH.J.D. 
Post-Crescent, Appleton, Wl. 3pp. 40854:110-40854:117. 

8705110018 Responds to 870403 request for addi info re IE Bulletin 85-003, “Motor- 
Operated Valve Common Mode Failure During Plant Transients Due to Improper 
Switch Settings.” 

FAY.C.W. Wisconsin Electric Power Co. 87/05/05. Document Control Branch (Docu- 
ment Control Desk). 7pp, 40877:178-40877:184. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 

. Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705270463 Responds to IE Info Notice 86-104, "Unqualified Butt Splices Connectors 
Identified in Qualified Penetrations." Five solenoid valves using AMP splices identified 
in Unit 1 . Splices repIaced.Nonconformance re documentation written. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/15. Region 3, Office of Director. 4pp. 
41055:114-41055:117. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040320 Fonwards annual environ radioactivity repts for 1986 for Kewaunee & Point 
Beach Nuclear Power Plants & La Crosse BWR, per NRC Contract NRC-30-83-647, 
MCDONNELL.L.J. Wisconsin, State of. NRC-30-83-647. 87/04/27. DAVIS.B. Region 
3, Office of Director. 1p. 40780:001-40780:130. 

-8705040324 “Kewaunee Environ Radioactivity Survey for 1986.” 

♦ Wisconsin. State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
41pp. 40780:002-40780:041. 

-8705040325 “Point Beach Environ Radioactivity Survey for 1986." 

‘ Wisconsin. State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
43pp. 40780:042-40780:084. 

-8705040327 “La Crosse BWR Environ Radioactivity Survey for 1986.” 

* Wisconsin, State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
46pp. 40780:085-40780:130. 

8705180390 Monthly operating repts for Apr 1987.W/870511 ltr. 

KRAUSE, C.W., BURSTEIN.S. Wisconsin Electric Power Co. 87/04/30. 9pp. 
40956:067-40956:075. 


S. Reportable occurrences, LERs & related correspondence 

8705080235 LER 87-001 -00:on 870404, unit manually tripped after 22 control rods 
dropped. Reactor engineer incorrectly connected leads shorting out test 
instrumenLMods to test equipment to prevent hookup errors evaluated.W/870504 ltr. 
FAY.C.W. Wisconsin Electric Power Co. 87/04/25. 5pp. 40872:248-40872:252. 

8705130052 LER 87-002-00:on 870409, as found containment integrated leak rate deter- 
mined to exceed allowable Tech Spec limitCaused by packing failure of one 
valve. Valve replaced & successfully tested as part of leak rate test. W/ 870506 ltr. 
FAY.C.W, Wisconsin Electric Power Co. 87/05/06. 5pp. 40910:327-40910:331. 

8705280308 LER 87-003-00:on 870424, check valve for nitrogen inlet to reactor coolant 
drain tank vent header leak rate exceeded containment leak rate allowed.Caused by 
foreign matl in nitrogen pipIng.Valve will be removed from svc.W/870522 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/20. 7pp. 41109:242-41109:248. 
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F. Security, medical, emergency & lire protection plans 

8705080278 Forwards schedule indicating const status of 10CFR50,App R mods.Const 
for Item 4.11(a) complete, per NRC 870123 concerns.Fire watch will not be decreased 
until training completed. 

WILLIAMS, R.O. Public Service Co. of Colorado. 87/04/29. CALVO.J.A. Project Direc- 
torate IV. 4pp. 40862:334-40862:337. 

8705080288 Forwards Rev A to EE-EQ-0057, “Evaluation of Test Data for Confirmation 
of Fire Water Flow Rate to Circulator Water Turbine During EES Cooldown for Safe 
Shutdown Cooling.” 

BREY.H.L. Public Service Co. of Colorado. 87/05/04. CALVO.J.A. Project Directorate 
IV. Ip. 40872:163-40872:194. 

-8705080303 Rev A to “Evaluation of Test Data for Confirmation of Fire Water Flow 
Rate to Circulator Water Turbine During EES Cooldown for Safe Shutdown Cooling." 
FEKETE.M.J., GEANEY,G.W. Public Service Co. of Colorado. EE-EQ-0057 RA. 87/ 
05/04. 31pp. 40872:164-40872:194. 

8705120217 Forwards Insp Rept 50-267/87-09 on 870401 -30.No violations or devi- 
ations noted.Actions taken re previously identified findings examined. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/06. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 40909:286-40909:297. 

-8705120222 Insp Rept 50-267/87-09 on 870401 -30.No violations or deviations 
noted.Major areas inspected:operational safety verification, previously identified insp 
findings, surveillance, maint.ESF waikdown & security. 

FARRELL.R.E., MICHAUD.P.W., DUBOIS, D.L Region 4, Office of Director. 87/05/06. 
10pp. 40909:288-40909:297. 

8705280327 Forwards scope & objectives for 1987 radiological emergency response ex- 
ercise scheduled for wk of 870803.per util 840209 ltr. Detailed scenario packages will 
be submitted on or before 870622. 

WILLIAMS, R.O. Public Service Co. of Colorado. 87/05/22. Document Control Branch 
(Document Control Desk). 10pp. 41109:185-41109:194. 


P. Operating license stage documents & correspondence 

8705050386 Application for amend to License DPR-34, changing Tech Specs re surveil- 
lance & calibr requirements of plant protective sys.Fee paid. 

WILLIAMS.R.O. Public Service Co. of Colorado. 87/04/23. CALVO.J.A. Project Direc- 
torate IV. 6pp. 40810:290-40810:314. 

-8705050398 Proposed Tech Specs re surveillance & calibr requirements of plant pro- 
tective sys parameters. 

* Public Service Co. of Colorado. 87/04/23. 19pp. 40810:296-40810:314. 

8705050222 Requests that submittal of plant protective sys setpoint info be deferred 
until 870831, in response to NRC 861126 ltr. Delay due to recent efforts focusing on 
plant restart issues. 

BREY.H.L Public Service Co. of Colorado. 87/04/27. CALVO.J. Project Directorate 
IV. 2pp. 40797:354-40797:355. 

8705060160 Forwards draft comments w/attachments on draft updated Tech Specs 
Section 3/4.8.Draft should be provided to NRC & LPDR, per NRC Ofc Ltr 43. 
HEITNER,K.L NRC - No Detailed Affiliation Given. 87/04/30. NRC - No Detailed Af- 
filiation Given. 18pp. 40840:185-40840:202. 

8705070167 Forwards updated GA Technologies Procedure 909410, “BUCKLE Users 
Manual,” per 870330 request.Manual updated to include revs to computer code re- 
quired by high temps & short times assumed for steam generator tube stress analysis. 
BREY.H.L. Public Service Co. of Colorado. 87/04/30. CALVO.J.A. Project Directorate 
IV. 2pp. 40849:002-40849:051. 

-8705070171 Revised “BUCKLE Users ManuahCreep Collapse of Thin-Walled Circular 
Cylindrical Shells Subj to Radial Pressure & Thermal Gradients.” 

ALMAJAN.l.T., CHARMAN.C.M., CONNORS, G.P. GA Technologies, Inc./General 
Atomic Co. 87/04/30. 48pp. 40849:004-40849:051. 

8705080225 Forwards results of GA Technologies sensitivity analysis re effects of con- 
trolling steam generator outlet temp at reduced value for shutdown cooling in re- 
sponse to NRC 860203 Request 3 & util 870217 commitment. 

BREY.H.L Public Service Co. of Colorado. 87/05/01 . CALVO.J.A. Project Directorate 
IV. CALVO,J.A. Document Control Branch (Document Control Desk). 11pp. 
40872:270-40872:280. 

8705080260 Forwards Amend 53 to License DPR-34 & safety evaluation. Amend 
changes Tech Spec Section 4.1 0.7, Table 4.10-7 to show location of Fire Hose Station 
TH12-G4. 

HEITNER.K.L Project Directorate IV. 87/05/05. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 40871:137-40871:145. 
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-8705080268 Amend 53 to License DPR-34, changing Tech Specs to show actual loca- 
tion of Fire Hose Station TH12-G4. 

CALVO,J.A. Project Directorate IV. 87/05/05. 4pp. 40871:140-40871:143. 

-8705080273 Safety evaluation supporting Amend 53 to License DPR-34. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/05. 2pp. 
40871:144-40871:145. 

8705080323 Forwards requests for addi info re Nov 1985 draft Tech Spec Section 3/4.8 
re electrical sys.EncI 1 deals w/831230 & 840626 proposed Tech Spec change 
requests. End 2 encompasses upgrade to STS. Response requested within 90 days. 
HEITNER.K.L. Project Directorate IV. 87/05/06. WILLIAMS.R.O. Public Service Co. of 
Colorado. 20pp. 40863:085-40863:104. 

8705140272 Ack receipt of 870408 Itr withdrawing 870121 application to change Limit- 
ing Condition of Operation 4.6.1 of facility Tech Specs.TAC 64654 closed. 
HEITNER.K.L. Project Directorate IV. 87/05/08. WILLIAMS.R.O. Public Service Co. of 
Colorado. 2pp. 40920:209-40920:210. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31 1-41018:002. 

8705180389 Requests that copy of attached document be provided to NRC & 
LPDRs.per NRR Ofc Ltr 43. 

HEITNER.K.L. NRC - No Detailed Affiliation Given. 87/05/14. NRC - No Detailed Af- 
filiation Given. 2pp. 40960:030-40960:031. 

8705260048 Ack receipt of 870428 Itr re Seismic Qualification Util Group requests for 
extension for submittal of plant specific implementation schedule for resolution of USI 
A-46.per Generic Ltr 87-02. 

BREY.H.L. Public Service Co. of Colorado. 87/05/14. CALVO,J.A. Document Control 
Branch (Document Control Desk). 2pp. 41048:157-41048:159. 

8705270213 Responds to NRC concerns re NUREG-0737 items on long term auxiliary 
feedwater sys evaluation, noble gas effluent monitors & control room habitability 
requirements, requiring Tech Specs. 

BREY.H.L. Public Service Co. of Colorado. 87/05/15. Document Control Branch (Doc- 
ument Control Desk). CALVO,J.A. Project Directorate IV. 27pp. 41053:336-41053:362. 

8705270307 “Technical Assistance to Region IV (Fort St Vrain).’’ monthly business Itr 
rept for Mar 1987. 

BNOHL.R.J. Los Alamos National Laboratory. FIN A-7552. 87/05/15. JOHNSON, E.H. 
Region 4, Office of Director. 4pp. 41086:052-41086:055. 

8705280416 Documents conclusion of facility Segment 3 fuel element insp program.No 
indication of fuel element cracking in any of remaining Segment 3 fuel 
elements.Results document complete exam of all photographs of Segment 3 fuel ele- 
ments. 

BREY,H.L. Public Service Co. of Colorado. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). Ip. 41107:354-41107:354. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705120217 Forwards Insp Rept 50-267/87-09 on 870401 -30.No violations or devi- 
ations noted.Actions taken re previously identified findings examined. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/06. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 40909:286-40909:297. 

-8705120222 Insp Rept 50-267/87-09 on 870401 -30.No violations or deviations 
noted.Major areas inspected:operational safety verification, previously identified insp 
findings, surveillance, maint.ESF waikdown & security. 

FARRELL,R.E., MICHAUD.P.W., DUBOIS.D.L Region 4, Office of Director. 87/05/06. 
10pp. 40909:288-40909:297. 

8705120388 Responds to notice of violation from Insp Rept 50-267/87-07 on 870302- 
06.Corrective actions:new policies have been placed in effect that prohibit duplicating 
radioactive liquid release forms & radioactive gas waste release forms. 

WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/07. Document Control Branch 
(Document Control Desk). 4pp. 40903:306-40903:309. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190353 Responds to NRC 870430 Itr re violations noted in Insp Rept 50-267/87- 
08.Corrective actions:improper calibr resolved on 870314 & Procedure SR 5.4.1.1.9c- 
R revised to reflect 100-900 psia requirement for pressure Indicators. 

BREY.H.L. Public Service Co. of Colorado. 87/05/13. Document Control Branch (Doc- 
ument Control Desk). 6pp. 40968:057-40968:062. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

RO^LC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705050057 "Radiological Environ Monitoring Program Summary Rept for 1986." W/ 
870422 Itr. 

JOHNSON, J.E., MILLER, D.D., WILLIAMS.R.O. Colorado State Univ., Fort Collins, CO. 
86/12/31, 145pp. 40796:099-40796:243. 

8705050077 "Technical Assistance to Region IV (Fort St Vrain)," monthly progress rept 
for Feb 1 987. 

BOHL,R.J. Los Alamos National Laboratory. FIN A-7552. 87/04/13. JOHNSON.E.H. 
Region 4, Office of Director. 4pp. 40792:087-40792:090. 


8705210618 Monthly operating rept for Apr 1987.W/870515 Itr. 

NOVACHEK.F.J., WILLIAMS.R.O. Public Service Co. of Colorado. 87/04/30. 9pp. 
41011:147-41011:155. 


S. Reportable occurrences, LERs & related correspondence 


8705040072 LER 85-021 -01 :on 851010,equipment deficiencies identified during environ 
qualification field waIkdown.Caused by inadequate maint & mod control & extended 
outages. Program to evaluate extent of deficiencies setup.W/870427 ltr. 

JOSEPH.M., WILLIAMS, R.D. Public Service Co. of Colorado. 87/04/27. 9pp. 
40775:030-40775:038. 

8705040329 LER 87-009-00:on 870326,seven newly identified Class 1 mechanical 
snubbers.assumed inoperable.removed & replaced as part of replacement design 
change.Cause of inoperability assumed to be internal dirt & corrosion.W/870427 Itr. 
JOSEPH,M.A., WILLIAMS.R.O. Public Service Co. of Colorado. 87104127. 6pp. 

40789:144-40789:149. 

8705080156 PNO-IV-87-025:on 870427, received permission to take reactor at power 
levels above 10%.On 870430,generator synchronized w/grid. Licensee will conduct 
operations at less than 35% power until certain technical issues resolved. 
JAUDON.J.P. Region 4. Office of Director. 87/05/01. Ip. 40872:203-40872:203. 

8705120415 LER 87-010-00;on 870402 & 03,reactor scram circuitry actuated three 
times on wide range Channels III & V neutron flux rate of change high.Caused by sus- 
ceptibility of channels to electrical noise.W/870504 Itr. 

JOSEPH,M.A., WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/02. 6pp. 

40904:062-40904:067. 

8705070391 Fonvards Part 21 rept recently received by Commission.for informational 
purposes. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/04. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 40849:147-40849:150. 

8705180247 LER 87-006-01 :on 870202.four "Nelson block” electrical penetration seals 
failed fire barrier penetration seal Tech Spec surveillance.Caused by installation 
error.Fire watches established on 87031 0.W/870511 Itr. 

JOSEPH.M,A.. WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/11. 9pp. 

40955:141-40955:149. 

8705180256 LER 87-01 1-00:on 870411 & 14, unplanned Loops 1 & 2 shutdown 

occurred, respectively. Caused by electronic imbalance problem in helium circulator 
shaft speed transmitter modules & overfilling of liquid monitor dewars.W/87051 1 Itr. 
JOSEPH,M.A.. WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/11. 12pp. 
40955:129-40955:140. 

8705260362 LER 87-01 2’00:on 87041 6, functional test procedures for gaseous & liquid 
effluent radiation monitors discovered deficient.Caused by personnel 
oversight. Procedures changed. W/870518 ltr. 

JOSEPH.M.A., PARADIS,J.R., WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/ 
18. 9pp. 41038:254-41038:262. 

8705270078 LER 87-01 3-00:on 87041 7, primary coolant flow below min allowable value 
established in Tech Spec LCO 4.l.9.Caused by component failure.Out of calibr instru- 
ments calibr & design change (CN-1889) in progress.W/870518 Itr. 

JOSEPH, M.A.. HILL,J., WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/18. 
8pp. 41053:124-41053:131. 

8705270296 Forwards AEOD LER quality evaluation for Fort St Vrain during period from 
860401-870507. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/20. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 54pp. 41053:070-41053:123. 
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F. Security, medical, emergency & fire protection plana 


8705070134 Forwards public version of Rev 87-2 to emergency plan implementing pro- 
cedures manual.Vol B, including Change 5 to HP/O/B/1009/12, “Distribution of Potas- 
sium Iodine Tablets in Event of Radioiodine Release." W/870505 release memo. 
TUCKER.H.B. Duke Power Co. 87/04/14. Document Control Branch (Document Con- 
trol Desk). 4pp, 40850:085-40850:240. 

~8705070141 Public version of Rev 87-2 to emergency plan implementing procedures 
manual.Vol B, including Change 5 to HP/O/B/ 1009/1 2, “Distribution of Potassium 
Iodine Tablets in Event of Radioiodine Release." 

TUCKMAN.M.S. Duke Power Co. 87/03/21. 152pp. 40850:089-40850:240. 

8705040295 Forwards Safeguards Insp Repts 50-269/87-15,50-270/87-15 & 50-287/ 
87-15 on 870406-1 0.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/04/28. TUCKER.H.B. Duke Power 
Co. 2pp. 40789:167^0789:169. 

-8705040305 Partially withheld Physical Security Insp Repts 50-269/87-15 &. 50-270/ 
87-15 & 50-287/87-15 on 870406-10 (ref 10CFR2.790 & 73.21 ).Ucen8eo in compli- 
ance w/regulatory requirements. Major areas inspected:security plan & mgt effective- 
ness. 

GIBSON.G.F. Region 2, Office of Director. 87/04/27. Ip. 40789:169-40789:169. 

8705190272 Discusses Insp Repts 50-269/87-02,50-270/87-02 & 50-287/87-02 on 
870126-30 & forwards notice of violation. Civil penalty will not be proposed due to 
unusually prompt & extensive corrective actions initiated. 

GRACE,J.N. Region 2, Office of Director. 87/05/05. TUCKER.H.B. Duke Power Co. 
3pp. 40968:179-40968:183. 

"•8705190320 Notice of violation from insp on 8701 26-30. Violation noted: cabling to 
motor operator for Letdown Cooler B outlet valve not independent of specific design 
basis fire area. 

GRACE,J.N. Region 2, Office of Director. 87/05/05. 2pp. 40968:182-40968:183. 
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8705190285 Advises that Rev 87-1 to emergency plan consistent w/ provisions of 
10CFR50 £. 10C=?50 App E & acceptable. 

CO-t.=-\S :: 2. Office of Director. 37/05/03. TUCKER.H.B. Duke Power Co. 

Ip. -OO'i? 2'5 


G. Adjudicatory correspondence 

8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS, S. Commissioners. #287 3103. 87/04/13. JULIAN.E. Docketing & Services 
Branch. Ip. 40806:128-40806:227. 

—8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for immediate suspension should be summarily denied.W/Certifi- 
cate of Svc. 

MCGARRY.J.M. BWR Owners Group. MCGARRY.J.M. Bishop, Liberman, Cook. Pur- 
cell & Reynolds. 87/03/06. Commissioners. 14pp. 40806:129-40806:142. 

—8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

i'/CGARRY.j.tv. BWR Owners Group. MCGARRY.J.M Bishoc. Liberman, Cook, Pur- 
cell & P.ey-icids. 87/04/06. Commissioners. 85pp. -^:aC£ '43->.08Cc-22?. 


P. Operating license stage documents & correspondence 

S7G505G0SC Ccnf;rms that conditions of 370410 confirmatory order met for Units 2 & 3 
& restrictions lifted.Restricticns remain in effect for Unit 1. 

GRACE.J.N. Region 2, Office of Director. 87/04/13. TUCKER.H.B. Duke Power Co. 
2pp. 40797:362-40797:353. 

8705010149 Forwards request for addi info re Items 2.1 & 2.2 of Generic Ltr 83-28, per 
831104,840117 & 850830 submittals. Response requested within 45 days of ltr date. 
PASTIS.H.N. Project Directorate II-3. 87/04/27. TUCKER.H.B. Duke Power Co. 5pp. 
40773:173-40773:177. 

8705010186 Summary of 860717 meeting w/ util, Yankee Atomic Electric Co, 
GPU.Westinghouse & Bechtel in Bethesda.MD re reformatting plant Cycle 9 reload 
Tech ^ecs.List of attendees & viewgraphs end. 

PASTIS.H.N. Project Directorate 11-3, 87/04/27. Project Directorate 11-3. 19pp. 
40774:103-40774:124. 

8705060213 Forwards Amends 158,158 & 155 to Licenses DPR-38,DPR-47 & DPR- 
55,respectiveiy & safety evaluation.Amend revises Tech Specs to describe operation 
& maint of containment hydrogen recombiner sys. 

PASTIS.H.N. Project Directorate II-3. 87/04/30. TUCKER.H.B. Duke Power Co. 3pp. 
40842:123-40842:124. 

-8705060226 Amends 158,158 & 155 to Licenses DPR-38.DPR-47 & DPR-55. 
respectively, revising Tech Specs to describe operation & maint of containment hydro- 
gen recombiner sys. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/04/30. 11pp. 40842:125-40842:135. 

-8705060236 Safety evaluation supporting Amends 158,158 & 155 to Licenses DPR- 
38,DPR-47 & DPR-55.rGspectiveIy. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40842:136-40842:139. 

8705060252 Requests FR publication of notice of issuance of Amends 157, 157 & 154 
to Licenses DPR-38,DPR-47 & DPR-55,respectively,to reflect new limiting condition for 
operation on reactor bldg purge sys. 

PAS'’"iS,H. Project Directorate 11-3. 87/04/30. NRC - No Detailed Affiliation Given. 
3pp. •Oo::7 0G6-;0?:37.0-'!0. 

8705060363 Forwards Amends 157,157 & 154 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Spec 3.6-3 to reflect new lim- 
iting condition for operation on purge sus & add Spec 4.4.4 for purge valve sys insp. 
PASTIS.H.N. Project Directorate 11-3. 87/04/30. TUCKER.H.B. Duke Power Co. 3pp. 
40840:267-40840:284. 

-8705060378 Amends 157,157 & 154 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, reflecting new limiting condition for operation for purge sys & reactor bldg 
surveillance requirements & purge valve seal insp. 

YOUNGBLOOD, B.J. Project Directorate il-3. 87/04/30. 12pp. 40840:270-40840:281. 

“8705060409 Safety evaluation supporting Amend 157 to Licenses DPR-38 & DPR-47 
& Amend 154 to License DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40840:282-40840:284. 

8705110357 Informs that submittal of control room habitability Tech Specs (NUREG- 
0737, Item III.D.3.4) anticipated by 870731, per 870331 request. 

TUCKER.H.B, Duke Power Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). Ip. 40875:082-40875:082. 

8705190364 Confirms 870416 discussion re technical meeting to be conducted on 
870513 to discuss history of HX fouling. 

REYES, LA. Region 2. Office of Director. 87/04/30. TUCKER.H.B. Duke Power Co. 
Ip. 40973:277-40973:277. 

8705070218 Forwards safety evaluation re final design description of instrumentation to 
detect iradecuate core cociing (ICC) sys. Acticns tc implement ICC sys & response to 
end mllostone imp:ement3::on scnecu^e requested. 

FASTIS. H..N. Preiec; Ciroc'.c'Elc N-G. 8 //05/Cl. "UCKE^.h.B. Duke Power Co. 2pp, 
40850:040-40850:041. 

—8705080222 Safety evaluation supporting final design description of instrumentation to 
detect inadequate core cooling for facility.per Generic Ltr 82-28 & NUR£G-0737,ltem 
II.F.2. Milestone schedule end. 

* NRC - No Detailed Affiliation Given. 87/05/01. 5pp. 40850:042-40850:046. 

8705070302 Forwards draft of "Interfacing Sys LOCA at PWRs Task 1 B & 2B.’’ Com- 
ments requested, particularly in area of cost estimates of various possible corrective 
actions discussed 

PASTIS.H.N. Project Directorate 11-3. 87/05/01. TUCKER.H.B. Duke Power Co. 2pp. 
40852:155-40853:018. 


-8703120211 Forwards “Interfacing Sys LOCA at PWRs Tasks 2B & 3B,” draft ltr rept 
BOZOKI.G. Brookhaven National Laboratory. FIN A-3829. 87/03/02. WOODS, R. Re- 
actor Safety Issues Branch. Ip. 40852:246-40853:018. 

8705070272 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-38, DPR-47 & DPR-55 & proposed NSHC determination & opportuni- 
ty for hearing on 870410 request re licensing of superintendent of operations. 
PASTIS.H.N. Project Directorate 11-3. 87/05/04. NRC - No Detailed Affiliation Given. 
4pp. 40854:256-40854:259. 

8705120239 Responds to NRC 870326 ltr re implementation schedules for compliance 
w/requirements of ATWS rule,10CFR50.62.Compliance expected during Feb 
1989, June 1989 & Jan 1990 outages for Units 1,2 & 3, respectively. 

TUCKER.H.B. Duke Power Co. 87/05/04. Document Control Branch (Document Con- 
trol Desk). 2pp. 40888:104-40888:105. 

8705120387 Requests add! info re 860915 submittal on emergency feedwater sys pro- 
tection from effects of high winds & tornado missiles.Response requested within 45 
days of ltr receipt. 

PASTIS.H.N. Project Directorate 11-3. 87/06/05. TUCKER.H.B. Duke Power Co. 7pp. 
40894:005-40894:011. 

8705130025 Forwards 870428 ltr granting extension of 60-day reporting requirements 
for USI A-46, “Seismic Qualification of Equipment in Operating Plants," for info.W/o 
end. 

PASTIS.H.N. Project Directorate 11-3. 87/05/05. TUCKER.H.B. Duke Power Co. 2pp. 
40912:255-40912:257. 

8705130039 Informs that review of application & related mail re 860310 request for 
withholding determined that three test repts contained proprietary commercial info & 
will be withheld per 10CFR2.790(b)(5). 

PASTIS.H.N. Project Directorate II-3. 87/05/05. TUCKER.H.B. Duke Power Co. 3pp. 
40912:258-40912:260. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. 

8705120060 Remits fee for 870413 submittal. 

MOSER, J. Duke Power Co. 87/05/12. SHULTZ NRC - No Detailed Affiliation Given. 
Ip. 40886:296-40886:300. 

8705220322 Forwards addI info re 860813 application for amend to Tech Specs, raising 
setpoint for reactor trip on high pressure, per NRC 870331 request. 

TUCKER.H.B. Duke Power Co. 87/05/14. Document Control Branch (Document Con- 
trol Desk). 3pp. 41 020:346-4 1 020:348. 

8705220124 Informs of delay in submitting alternative Tech Specs for standby shutdown 
facility.per NRC 870123 Itr.Review of Tech Specs continuing.New proposed Tech 
Specs will be submitted by 870630. 

TUCKER.H.B. Duke Power Co. 87/05/15. Document Control Branch (Document Con- 
trol Desk). 1p. 41016:264-41016:264. 

8705280221 Provides certification that util granted accreditation by INPO & Natl Nuclear 
Accrediting Board for util training programs.Chart w/accreditation dates encI.Revised 
FSARs for each plant will be submitted in CY87 FSAR update. 

TUCKER.H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:112-41109:113. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultinj From Boric Acid Corrosion." Svc list end. 

ROSSI, IJ.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040295 Forwards Safeguards Insp Repts 50-269/87-15,50-270/87-15 & 50-287/ 
87-15 on 870406-1 0.No violations or deviations noted. 

BROWNLEE, V.L Region 2. Office of Director. 87/04/28. TUCKER.H.B. Duke Power 
Co. 2pp. 40789:167-40789:169. 

-8705040305 Partially withheld Physical Security Insp Repts 50-269/87-15 & 50-270/ 
87-15 & 50-287/87-15 on 870406-10 (ref 10CFR2.790 & 73.21 ).Ucensee in compli- 
ance w/regulatory requirements. Major areas inspected:security plan & mgt effective- 
ness. 

GIBSON.G.F., MCGUIRE, D.R. Region 2. Office of Director. 87/04/27. 1p. 40789:169- 
40789:169. 

8705040283 Ack receipt of 870403 ltr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/87-01, 50-270/8%01 & 50-287/87-01. 

HERDT.A.R. Region 2, Office of Director. 87/04/29. TUCKER,H.B. Duke Power Co. 
Ip. 40788:254-40788:254. 

8705060186 Forwards comments on util 861001 response to IE safety sys functional 
insp.Util responses satisfactory. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/04/30. TUCKER,H.B. Duke Power Co. 
1 5pp. 40842:057-40842:071 . 

6705060363 Forwards Amends 157,157 & 154 to Licenses DPR-38,DPR-47 & DPR- 
55, respectively & safety evaluation. Amends revise Tech Spec 3.6-3 to reflect new lim- 
iting condition for operation on purge sus & add Spec 4.4.4 for purge valve sys insp. 
PASTIS.H.N, Project Directorate II-3. 87/04/30, TUCKER.H.B. Duke Power Co. 3pp. 
40840:267-40840:284. 

-6705060376 Amends 157,157 & 154 to Licenses DPR-38 , DPRt 47 & DPR-55. 
respectively, reflecting new limiting condition for operation for purge sys & reactor bldg 
surveillance requirements & purge valve seal insp. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/04/30. 12pp. 40840:270-40840:281. 

-8705060409 Safety evaluation supporting Amend 157 to Licenses DPR-38 & DPR-47 
& Amend 154 to License DPR-65,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40840:282-40840:284, 
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8705190171 Forwards Insp Repts 50-269/87-16.50-270/87-16 & 50-287/87-16 on 
87041 6-28. Violations described in rept are under consideration for escalated 
enforcement. No notice of violation being issued.Meeting scheduled for 870513. 
GRACE, J.N. Region 2, Office of Director. 87/05/01. TUCKER, H.B. Duke Power Co. 
2pp. 40964:225-40964:234. 

-8705190202 Insp Repts 50-269/87-16,50-270/87-16 & 50-287/87-16 on 870416- 
28. Violations noted:failure to maintain two independent high pressure injection (HPI) 
trains operable w/ RCS above 350 F. 

BRYANT,J.C.. WERT.LD., PEEBLES,T.A. Region 2. Office of Director. 87/04/30. 8pp. 
40964:227-40964:234. 

8705190272 Discusses Insp Repts 50-269/87-02,50-270/87-02 & 50-287/87-02 on 
870126-30 & forwards notice of violation. Civil penalty will not be proposed due to 
unusually prompt & extensive corrective actions initiated. 

GRACE, J.N. Region 2. Office of Director. 87/05/05. TUCKER.H.B. Duke Power Co. 
3pp. 40968:179-40968:183. 

-8705190320 Notice of violation from insp on 8701 26-30. Violation noted; cabling to 
motor operator for Letdown Cooler B outlet valve not independent of specific design 
basis fire area. 

GRACE, J.N. Region 2, Office of Director. 87/05/05. 2pp. 40968:182-40968:183. 

8705190187 Confirms 870416 telcon on 870513 enforcement conference to discuss 
findings re Unit 3 startup w/both trains of HPI inoperable & valves to LPI HXs closed 
as discussed in Insp Repts 50-269/87-16,50-270/87-16 & 50-287/87-1 6.Agenda end. 
GRACE, J.N. Region 2, Office of Director. 87/05/07. TUCKER.H.B. Duke Power Co. 
2pp. 40965:001-40965:002. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280298 Forwards Insp Repts 50-269/87-14,50-270/87-14 & 50-287/87-14 on 
870402-03.No violations or deviations noted. 

HERDT.A.R. Region 2. Office of Director. 87/05/14. TUCKER.H.B. Duke Power Co. 
2pp. 41109:021-41109:026. 

-8705280300 Insp Repts 50-269/87-14,50-270/87-14 & 50-287/87-14 on 870402- 
03.No violations or aeviations noted.Major areas inspected:low pressure svc water 
fouling problems & related corrective actions. 

BERNHARD, P.H., MATHIS, J.L, JAPE.F. Region 2. Office of Director. 87/05/11. 4pp. 
41109:023-41109:026. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. or New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports 8i related correspondence 

8705050337 “Environ Radiological Monitoring Program.Annual Operating Rept for 
1986." W/870430 Itr. 

TUCKER.H.B. Duke Power Co. 86/12/31. 80pp. 40797:032-40797:112. 

8705220085 Monthly operating repts for Apr 1987.W/870515 Itr. 

REAVIS.J.A., TUCKER.H.B. Duke Power Co. 87/04/30. 19pp. 41017:029-41017:047. 


S. Reportable occurrences, LERs & related correspondence 

8705180219 LER 87-004-00:on 870401 .determined that degraded cooling capability pre- 
viously reported for Unit 3 also applicable for Units 1 & 2.Caused by svc-induced foul- 
ing of components. Testing.insp & cleaning implemented. W/870430 Itr. 

HAGHI.M.A., TUCKER.H.B. Duke Power Co. 87/04/30. 9pp. 40953:225-40953:233. 

8705120189 Summary of Operating Reactors Events Meeting 87-11 on 870420.List of 
attendees, viewgraphs & input to NRC performance Indicator program end. 
LANNING.W. Events Assessment Branch. 87/05/05, ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 28pp. 40903:257-40903:284. 


V. Operator Examinations 

8705280289 Forwards list of documents sent to NRC for preparing requalification exam 
scheduled for 87071 3. Documents should be returned upon completion. 

TUCKER.H.B. Duke Power Co. 87/05/19. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:032-41109:033. 

8705290006 Forwards list of documents sent to NRC for preparing licensing exams 
scheduled during wk of 87071 3-1 /.Documents should be returned upon 
completion.Operations Mgt Procedure 2-1, "Duties of Reactor Operators on Control..." 
tncludoci 

TUCKER,H.B. Duke Power Co. 87/05/19. Document Control Branch (Document Con- 
trol Desk). 10pp. 41117:189-41117:198. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705070134 Forwards public version of Rev 87-2 to emergency plan Implementing pro- 
cedures manual, Vol B, Including Change 5 to HP/O/B/1009/12, "Distribution of Potas- 
sium Iodine Tablets in Event of Radioiodine Release." W/870505 release memo. 
TUCKER.H.B. Duke Power Co. 87/04/14. Document Control Branch (Document Con- 
trol Desk). 4pp. 40850:085-40850:240. 

-8705070141 Public version of Rev 87-2 to emergency plan implementing procedures 
manual, Vol B, including Change 5 to HP/O/B/1 009/1 2. “Distribution of Potassium 
Iodine Tablets in Event of Radioiodine Release." 

TUCKMAN.M.S. Duke Power Co, 87/03/21. 152pp. 40850:089-40850:240. 

8705040295 Forwards Safeguards Insp Repts 50-269/87-15,50-270/87-15 & 50-287/ 
87-15 on 870406-1 0.No violations or deviations noted, 

BROWNLEE, V.L Region 2, Office of Director. 87/04/28. TUCKER,H.B. Duke Power 
Co. 2pp. 40789:167-40789:169. 


“8705040305 Partially withheld Physical Security Insp Repts 50-269/87-15 & 50-270/ 
87-15 & 50-287/87-15 on 870406-10 (ref 10CFR2.790 & 73.21). Licensee in compli- 
ance w/regulatory requirements. Major areas inspected:security plan & mgt effective- 
ness. 

GIBSON, G.F. Region 2, Office of Director. 87/04/27. Ip. 40789:169-40789:169. 

8705190272 Discusses Insp Repts 50-269/87-02,50-270/87-02 & 50-287/87-02 on 
870126-30 & forwards notice of violation. Civil penalty will not be proposed due to 
unusually prompt & extensive corrective actions initiated. 

GRACE.J.N. Region 2. Office of Director. 87/05/05. TUCKER.H.B. Duke Power Co. 
3pp. 40968. 1 79-40968: 183. 

“8705190320 Notice of violation from insp on 8701 26-30. Violation noted: cabling to 
motor operator for Letdown Cooler B outlet valve not independent of specific design 
basis fire area. 

GRACE, J.N. Region 2, Office of Director. 87/05/05. 2pp. 40968:182-40968:183. 

8705190285 Advises that Rev 87-1 to emergency plan consistent w/ provisions of 
10CFR50.47(b) & 10CFR50 App E & acceptable. 

COLLINS.D.M. Region 2. Office of Director. 87/05/08. TUCKER.H.B. Duke Power Co. 
1p. 40967:215-40967:215. 


G. Adjudicatory correspondence 


8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS.S. Commissioners. #287 3103. 87/04/13. JULIAN.E. Docketing & Services 
Branch. 1p. 40806:128-40806:227. 

“8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for immediate suspension should be summarily denied. W/Certifi- 
cate of Svc. 

MCGARRY.J.M. BWR Owners Group. MCGARRY.J.M. Bishop, Liberman, Cook, Pur- 
cell & Reynolds. 87/03/06. Commissioners. 14pp. 40806:129-40806:142. 

“8705060181 Principal response of B&W Owners Group to petition fifed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY,J.M. BWR Owners Group. MCGARRY.J.M. Bishop, Liberman. Cook, Pur- 
cell & Reynolds. 87/04/06. Commissioners. 85pp. 40806:143-40806:227. 


P. Operating license stage documents & correspondence 


8705050090 Confirms that conditions of 870410 confirmatory order met for Units 2 & 3 
& restrictions lifted. Restrictions remain in effect for Unit 1. 

GRACE, J.N. Region 2, Office of Director. 87/04/13. TUCKER.H.B. Duke Power Co. 
2pp. 40797:352-40797:353. 

8705010149 Forwards request for addi info re Items 2.1 & 2.2 of Generic Ltr 83-28,per 
831104,840117 & 850830 submittals.Response requested within 45 days of Itr date. 
PASTIS.H.N. Project Directorate II-3. 87/04/27. TUCKER.H.B. Duke Power Co. 5pp. 
40773:173-40773:177. 

8705010186 Summary of 860717 meeting w/util, Yankee Atomic Electric Co, 
GPU.Westinghouse & Bechtel in Bethesda.MD re reformatting plant Cycle 9 reload 
Tech Specs.llst of attendees & viewgraphs end. 

PASTIS.H.N. Project Directorate if-S. 87/04/27. Project Directorate 11-3. 19pp. 
40774:103-40774:124. 

8705060213 Forwards Amends 158,158 & 155 to Licenses DPR-38,DPR-47 & DPR- 
55, respectively & safety evaluatlon.Amend revises Tech Specs to describe operation 
& maint of containment hydrogen recombiner sys. 

PASTIS.H.N. Project Directorate 11-3. 87/04/30. TUCKER.H.B. Duke Power Co. 3pp. 
40842:123-40842:124. 

“8705060226 Amends 158,158 & 155 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively.revising Tech Specs to describe operation & maint of containment hydro- 
gen recombiner sys. 

YOUNG BLODD.B.J. Project Directorate 11-3. 87/04/30. 11pp. 40842:125-40842:136. 

“8705060236 Safety evaluation supporting Amends 158,158 & 155 to Licenses DPR- 
38,DPR-47 & DPR-55, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40842:136-40842:139. 

8705060252 Requests FR publication of notice of issuance of Amends 157, 157 & 154 
to Licenses DPR;38.DPR-47 & DPR-55,r©spectjvely,to reflect new limiting condition for 
operation on reactor bldg purge sys. 

PASTIS.H. Project Directorate II-3. 87/04/30. NRC - No Detailed Affiliation Given. 
3pp. 40837:038-40837:040. 

8705060363 Forwards Amends 157,157 & 154 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Spec 3.6-3 to reflect new lim- 
iting condition for operation on purge sus & add Spec 4.4,4 for purge valve sys insp. 
PASTIS.H.N. Project Directorate II-3. 87/04/30. TUCKER.H.B. Duke Power Co. 3pp. 
40840:267-40840:284. 

“8705060378 Amends 157,157 & 154 to Licenses DPR-38.DPR-47 & DPR-55. 
respectively, reflecting new limiting condition for operation for purge sys & reactor bldg 
surveillance requirements & purge valve seal insp. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/04/30. 12pp. 40840:270-40840:281. 

“8705060409 Safety evaluation supporting Amend 157 to Licenses DPR-38 & DPR-47 
& Amend 154 to License DPR-55. respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40840:282-40840:284. 

8705110357 Informs that submittal of control room habitability Tech Specs (NUREG- 
0737, Item lll.D,3.4) anticipated by 870731, per 870331 request, 

TUCKER.H.B. Duke Power Co. 87/04/30, Document Control Branch (Document Con- 
trol Desk). 1 p. 40875:082-40875:082. 
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8705190364 Confirms 870416 discussion re technical meeting to be conducted on 
870513 to discuss history of HX fouling. 

REYES, L.A. Region 2, Office of Director, 87/04/30. TUCKER, H.B. Duke Power Co. 
1p. 40973:277-40973:277. 

8705070218 Forwards safety evaluation re final design description of instrumentation to 
detect inadequate core cooling (ICC) sys. Actions to implement ICC sys & response to 
end milestone implementation schedule requested, 

PASTIS.H.N. Project Directorate 11-3. 87/05/01. TUCKER, H.B. Duke Power Co. 2pp. 
40850:040-40850:041. 

“8705080222 Safety evaluation supporting final design description of instrumentation to 
detect inadequate core cooling for facility, per Generic Ltr 82-28 & NU REG-0737, Item 
1I.F.2. Milestone schedule end. 

* NRC - No Detailed Affiliation Given. 87/05/01. 5pp. 40850:042-40850:046. 

8705070302 Forwards draft of "Interfacing Sys LOCA at PWRs Task IB & 28," Com- 
ments requested, particularly in area of cost estimates of various possible corrective 
actions discussed. 

PASTIS.H.N. Project Directorate 11-3. 87/05/01. TUCKER,H.B. Duke Power Co. 2pp. 
40852:155-40853:018. 

8705070272 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-38,DPR-47 & DPR-55 & proposed NSHC determination & opportuni- 
ty for hearing on 870410 request re licensing of superintendent of operations. 
PASTIS.H.N. Project Directorate II-3. 87/05/04. NRC - No Detailed Affiliation Given, 
4pp. 40854:256-40854:259. 

8705120239 Responds to NRC 870326 ltr re implementation schedules for compliance 
w/requirements of ATWS rule,10CFR50.62.Compliance expected during Feb 
1989, June 1989 & Jan 1990 outages for Units 1,2 & 3,respectiveiy. 

TUCKER.H.5. Duke Power Co. 87/05/04. Document Control Branch (Document Con- 
7o: Desk). 2pp. 40888:104-40888:105. 

8705120387 Requests addi info re 860915 submittal on emergency feedwater sys pro- 
tection from effects of high winds & tornado missiles.Response requested within 45 
days of ltr receipt. 

PASTIS.H.N. Project Directorate II-3. 87/05/05. TUCKER.H.B. Duke Power Co. 7pp. 
40894:005-40894:011. 

8705130025 Forwards 870428 ltr granting extension of 60-day reporting requirements 
for USI A-46, "Seismic Qualification of Equipment in Operating Plants," for info.W/o 
end. 

PASTIS.H.N. Project Directorate 11-3. 87/05/05. TUCKER.H.B. Duke Power Co. 2pp. 
40912:255-40912:257. 

8705130039 Informs that review of application & related matl re 860310 request for 
withholding determined that three test repts contained proprietary commercial info & 
will be withheld per 1 0CFR2.790(b)(5). 

PASTIS.H.N. Project Directorate 11-3. 87/05/05. TUCKER.H.B. Duke Power Co. 3pp. 
40912:258-40912:260. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requIrements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705120060 Remits fee for 870413 submittal. 

MOSER.J. Duke Power Co. 87/05/12. SHULTZ NRC - No Detailed Affiliation Given. 
Ip. 40886:296-40886:300. 

8705220322 Fonvards addI info re 860813 application for amend to Tech Specs.raising 
setpoint for reactor trip on high pressure, per NRC 870331 request. 

TUCKER.H.B. Duke Power Co. 87/05/14, Document Control Branch (Document Con- 
trol Desk). 3pp. 41020:346-41020:348. 

8705220124 Informs of delay in submitting alternative Tech Specs for standby shutdown 
facility, per NRC 870123 Itr.Review of Tech Specs continuing, New proposed Tech 
Specs will be submitted by 870630. 

TUCKER.H.B. Duke Power Co. 87/05/15. Document Control Branch (Document Con- 
trol Desk), ip. 41016:264-41016:264. 

8705280221 Provides certification that util granted accreditation by INPO & Natl Nuclear 
Accrediting Board for util training programs.Chart w/accreditation dates end. Revised 
FSARs for each plant will be submitted in CY87 FSAR update. 

TUCKER.H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:112-41109:113. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 Suppl 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040295 Forwards Safeguards Insp Repts 50-269/87-16,50-270/87-15 & 50-287/ 
87-15 on 870406-1 0.No violatons or deviations noted. 

BROWNLEE.V.L Region 2, Office of Director. 87/04/28. TUCKER,H.B. Duke Power 
Co. 2pp. 40789:167-40789:169. 

“8705040305 Partially withheld Physical Security Insp Repts 50-269/87-15 & 50-270/ 
87-15 & 50-287/87-15 on 870406-10 (ref 10CFR2.790 & 73.21 ).Licensee in compli- 
ance w/regulatory requirements. Major areas inspected:security plan & mgt effedive- 
ness. 

GIBSON, G.F., MCGUIRE, D.R. Region 2, Office of Director. 87/04/27. Ip. 40789:169- 
40789:169. 

8705040283 Ack receipt of 870403 ltr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/87-01, 50-270/87-01 & 50-287/87-01. 

HERDT,A.R. Region 2. Office of Director. 87/04/29, TUCKER.H.B. Duke Power Co. 
1p. 40788:254-40788:254. 

8705060186 Fonwards comments on util 861001 response to IE safety sys functional 
insp.Utii re^onses satisfactory. 

YOUNGBLOOD, B.J. Project Directorate il-3. 87/04/30. TUCKER, H.B. Duke Power Co. 
15pp. 40842:057-40842:071. 


8705060363 Forwards Amends 157,157 & 154 to Licenses DPR-38,DPR-47 & DPR- 
55, respectively & safety evaluation. Amends revise Tech Spec 3.6-3 to reflect new lim- 
iting condition for operation on purge sus & add Spec 4.4.4 for purge valve sys insp. 
PASTIS.H.N. Project Directorate II-3. 87/04/30. TUCKER.H.B. Duke Power Co. 3pp. 
40840:267-40840:284. 

“8705060378 Amends 157,157 & 154 to Licenses DPR-38,DPR-47 & DPR-55, 
respectively.reflecting new limiting condition for operation for purge sys & reactor bldg 
surveillance requirements & purge valve seal insp. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/04/30. 12pp. 40840:270-40840:281. 

“8705060409 Safety evaluation supporting Amend 1 57 to Licenses DPR-38 & DPR-47 
& Amend 154 to License DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40840:282-40840:284. 

8705190171 Forwards Insp Repts 50-269/87-16,50-270/87-16 & 50-207/87-16 on 
87041 6-28.Violations described in rept are under consideration for escalated 
enforcement. No notice of violation being Issued. Meeting scheduled for 870513. 
GRACE.J.N. Region 2, Office of Director. 87/05/01. TUCKER.H.B. Duke Power Co. 
2pp. 40964:225-40964:234. 

“8705190202 Insp Repts 50-269/87-16,50-270/87-16 & 50-287/87-16 on 870416- 
28.Violations noted:failure to maintain two independent high pressure injection (HPI) 
trains operable w/ RCS above 350 F. 

BRYANT, J.C.. WERT,L.D., PEEBLES.T.A. Region 2. Office of Director. 87/04/30. 8pp. 
40964:227-40964:234. 

8705190272 Discusses Insp Repts 50-269/87-02,50-270/87-02 & 50-287/87-02 on 
870126-30 & forwards notice of violation. Civil penalty will not be proposed due to 
unusually prompt & extensive corrective actions initiated. 

GRACE,J.N. Region 2, Office of Director. 87/05/05. TUCKER.H.B. Duke Power Co. 
3pp. 40968:179-40968:183. 

“8705190320 Notice of violation from insp on 870126-30.Violation noted: cabling to 
motor operator for Letdown Cooler B outlet valve not independent of specific design 
basis fire area. 

GRACE, J.N. Region 2, Office of Director. 87/05/05. 2pp. 40968:182-40968:183. 

8705190167 Confirms 870416 telcon on 870513 enforcement conference to discuss 
findings re Unit 3 startup w/both trains of HPI inoperable & valves to LPI HXs closed 
as discussed in Insp Repts 50-269/87-16.50-270/87-16 & 50-287/87-1 6.Agenda end. 
GRACE.J.N. Region 2, Office of Director. 87/05/07. TUCKER.H.B. Duke Power Co. 
2pp. 40965:001-40965:002. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of (jperational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280298 Forwards Insp Repts 60-269/87-14,50-270/87-14 & 50-287/87-14 on 
870402-03. No violations or deviations noted. 

HERDT,A.R. Region 2. Office of Director. 87/05/14. TUCKER.H.B. Duke Power Co. 
2pp. 41109:021-41109:026. 

-8705280300 Insp Repts 50-269/87-14,50-270/87-14 & 50-287/87-14 on 870402- 
03.No violations or deviations noted.Major areas inspected:low pressure svc water 
fouling problems & related corrective actions. 

BERNHARD, P.H., MATHIS.J.L., JAPE,F. Region 2. Office of Director. 87/05/11. 4pp. 
41109:023-41109:026. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705050337 “Environ Radiological Monitoring Program, Annual Operating Rept for 
1986." W/870430 ltr. 

TUCKER.H.B. Duke Power Co. 86/12/31. 80pp. 40797:032-40797:112. 

8705220085 Monthly operating repts for Apr 1987.W/870515 ltr. 

REAVIS, J.A., TUCKER.H.B. Duke Power Co. 87/04/30. 19pp. 41017:029-41017:047. 


S. Reportable occurrences, LERs & related correspondence 

8705040314 LER 87-002-00:on 870326, reactor tripped from 90% full power on RCS 
pressure.Caused by intermittent poor connection In integrated control sys BTU limit 
Loop A circuitry.BTU limit inputs & connections of modules te8ted.W/870427 ltr. 
NORTH, P.J., TUCKER.H.B. Duke Power Co. 87/04/27. 6pp. 40779:192-40779:197. 

8705120189 Summary of Operating Reactors Events Meeting 87-11 on 870420.List of 
attendees, viewgraphs & input to NRC performance indicator program end. 
LANNING.W. Events Assessment Branch. 87/05/05. ROSSI, UE. Division of Oper- 
ational Events Assessment (Post 870411). 28pp. 40903:257-40903:284. 

8705220318 LER 87-003-00:on 870408, nonisolable leak observed from cracked pipe on 
reactor vessel level instrumentation sys. Caused by const error.Weld overlay per- 
formed & stiffener designed & attached,W/870508 ltr. 

NORTH, P.J., TUCKER.H.B. Duke Power Co. 87/05/08, 5pp. 41020:349-41020:353. 

8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meetlng.List of attendees, events discussed & 
significant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 

8705280280 LER 87-004-00:on 870420, reactor tripped following main feedwater pump 
trip setting.Caused by failure of Loop A BTU limit multiplier module.Unit stabilized at 
hot shutdown conditions.Multiplier module replaced.W/870520 ltr. 

MCDOWELL, W.H.. TUCKER.H.B. Duke Power Co. 87/05/20. 5pp. 41109:036- 
41109:040. 
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V. Operator Examinations 

8705280289 Forwards list of documents sent to NRC for preparing requalification exam 
scheduled for 87071 S.Documents should be returned upon completion. 

TUCKER, H.B. Duke Power Co. 87/05/19. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:032-41109:033. 

870S290006 Forwards list of documents sent to NRC for preparing licensing exams 
scheduled during wk of 87071 3-1 7.Documents should be returned upon 
completion.Operations Mgt Procedure 2-1, "Duties of Reactor Operators on Control..." 
included. 

TUCKER, H.B, Duke Power Co. 87/05/19. Document Control Branch (Document Con- 
trol Desk). 10pp. 41117:189-41117:198. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8705040302 Forwards Safety Insp Rept 50-271/87-07 on 87041 3-1 5.No violations 

noted. 

MARTIN, T.T. Region 1. Office of Director. 87/04/28, MURPHY, W.P. Vermont Yankee 
Nuclear Power Corp. 2pp. 40782:352-40782:361 . 

-8705040309 Emergency Preparedness Insp Rept 50-271/87-07 on 870413-15. Two 
unresolved items noted. Major areas inspected.-changes to emergency preparedness 
program, reviews & audits & security/ emergency preparedness program interface. 
CONKLIN.C., UZARUS.W.J. Region 1 . Office of Director. 87/04/24. 8pp. 40782:354- 
40782:361. 


8705280286 Submits addl info re PaR rack lifting rig design associated w/proposed 
Tech Spec Change 133 re spent fuel pool expansion, in response to request. Lifting 
device designed per NUREG-0612 criteria.W/one oversize drawing. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 87/05/22. ROONEY,V.L. 
Office of Nuclear Reactor Regulation. Director (Post 870411). 2pp. 41094:263- 
41094:265. 


Q. Inspection reports, IE Bylletins ^ correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc, 103pp. 40769:102-40769:203. 

8705040183 Responds to 870312 SALP rept of util performance. Rept fair & comprehen- 
sive evaluation.Operations supervisor undergoing licensing training in preparation for 
Jul licensing exam. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/04/24. Region 1 , Office of 
Director, 6pp. 40779:284-40779:289. 

8705040302 Forwards Safety Insp Rept 50-271/87-07 on 87041 3-1 5.No violations 
noted. 

MARTIN.T.T. Region 1. Office of Director. 87/04/28. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 2pp, 40782:352-40782:361. 

-8705040309 Emergency Preparedness Insp Rept 50-271/87-07 on 870413-15. Two 
unresolved items noted.Major areas inspected:changes to emergency preparedness 
program, reviews & audits & security/ emergency preparedness program interface. 
CONKLIN.C., LAZARUS.W.J. Region 1. Office of Director. 87/04/24. 8pp. 40782:354- 
40782:361. 


J. Insurance It indemnity information 

870526044S Forwards Endorsements 85 & 67 to NELIA Policy NF-189 & MAELU Policy 
MF-56, respectively. 

VIETEN.M.J. Marsh & McLennan, Inc. 87/05/18. DINITZ.I, Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 41038:167-41038:169. 


P. Operating license stage documents & correspondence 

8705040014 Requests withdrawal of util 780317 Proposed Change 71 for amend to Li- 
cense DPR-28, providing corrective updates to Tech Specs & addressing simulatan- 
eous safety relief valve actuation issue.Change no longer necessary. 

CAPST1CK,R.W. Vermont Yankee Nuclear Power Corp. 87/04/27. NRC - No Detailed 
Affiliation Given, 2pp. 40775:157-40775:158. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
sub] to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THCMAS.P. 
Simpson. Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705040281 Forwards details on relief valve operation at facility in response to Part 1 
of 731219 Itr.Relief valves equipped w/separate discharge line to torus terminating in 
rams'head as discussed in 730718 telcon. 

HEIDER,L.H. Vermont Yankee Nuclear Power Corp. 74/01/16. ZIEMANN.D.L. Atomic 
Energy Commission, Directorate of Licensing. 3pp. 40839:110-40839:112, 


-8705050109 Lists plant-specific Info needed to suppI GE NEDG-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet.lnfo re Items 1 & 2 requested within 30 & 60 
days, respectively. 

ZIEMANN.D.L Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFRCCK.I.R. Jersey Central Power & Light Co. 7pp. 40840:082-40840:088. 


-8705050211 Provides estimation of main steam electromatic relief valve operations at 
operating conditions for listed facilities, per 730718 requesLHistories of relief valve op- 
eration at pressure & temp & related info end. 

DANCE.H.C. Region 3, Chicago, Office of the Director. 73/07/31. BRYAN.S. Region 
3, Chicago, Office of the Director. 1 3pp. 40839:337-40839:349. 


8705110233 Forwards plans for inspecting core spray safe-end weld overlays during 
1987 refueling outage.Question re effect that presence of core spray nozzle thermal 
sleeve would nave on cooling rate during weld overlay installation addressed. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 87/05/07. ROONEY.V.L 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 40883:145- 
40883:153. 

8705120361 Responds to NRC 870410 Itr re violation noted in Insp Rept 60-271/87- 

04. Corrective actions:procedure re plant equipment control reviewed w/personnel & 
importance of detailed communication prior to releasing plant equipment emphasized. 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/05/08. WENZINGER.E.C. 
Region 1, Cffice of Director. 3pp. 40905:074-40905:076. 

8705180480 Forwards response to request for addl info re response to Generic Ltr 87- 

05, "Assessment of Licensee Measures to Mitigate &/or Identiify Potential Degrada- 
tion of Mark I Drywells" & IE Info Notice 86-099. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/05/08. MURLEY.T.E. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 40957:209-40957:212. . 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705220037 Ack receipt of 870417 Itr informing NRC of corrective & preventive actions 
taken to correct violations noted in Insp Rept 50-271 /87-03. 

MARTIN.T.T. Region 1. Cffice of Director. 87/05/12. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 2pp. 41021:113-41021:117. 

8705180155 NRC Info Notice 87-022, “Cperator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411), 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040141 "Annual Radiological Environ Surveillance Rept, 1986." W/ 870430 Itr. 
CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 86/12/31. 77pp. 40781:181- 
40781:256. 


8705050351 Application for amend to License DPR-28, consisting of Proposed Change 
138, revising Tech Specs to reflect reorganization of station mgt.Fee paid. 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/04/28. MURLEYJ. Cffice of 
Nuclear Reactor Regulation, Director (Post 87041 1 ). 4pp. 40804:345-40804:355. 

-8705050361 Proposed Tech Specs reflecting reorganization of station mgt. 

* Vermont Yankee Nuclear Power Corp. 87/04/28. 7pp. 40804:349-40804:355. 


8705200689 Monthly operating rept for Apr 1987.W/870510 Itr. 

WALLIN, G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/04/30. 6pp. 
40992:166-40992:171. 


V. Operator Examinations 


8705070213 Requests that util provide design details & implementation schedule re con- 
tainment safety initiative by 870715, ^ V, . 

VARGA,S.A. Project Directorate I-2. 87/05/01. WEIGAND.J.G. Vermont Yankee Nu- 
clear Power Corp. 3pp. 40854:086-40854:088. 

8705180480 Forwards response to request for addl Info re response to Generic Ltr 87- 
06, "Assessment of Licensee Measures to Mitigate &/or Identiify Potential Degrada- 
tion of Mark I Drvwells" & IE Info Notice 86-099. ^ 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/05/08. MURLEY.T.E. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 40957:209-40957:212. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRA(3LIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


8705260238 Forwards corrected Page 109 to Amend 99 to License DPR-28, correcting 

ROONEY.V.L. Project Directorate 1-3. 87/05/18. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. Ip. 41030:024-41030:025. 


“8705260243 Corrected Page 109 to Amend 99 to License DPR-28, correcting typos. 
* NRC - No Detailed Affiliation Given. 87/05/18. Ip. 41030:026-41030:025. 


8705040183 Responds to 870312 SALP rept of util performance.Rept fair & comprehen- 
sive evaluation.Cperations supervisor undergoing licensing training in preparation for 
Jul licensing exam. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/04/24. Region 1, Office of 
Director. 6pp. 40779:284-40779:289. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705220040 Forwards Safety Insp Repts 50-272/87-09 & 50-311/87-12 on 870413- 
16. No violations or deviations noted. 

MARTIN.T.T. Region 1, Office of Director. 87/05/12. NCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41 021:1 05-41 021:1 12. 

-8705220047 Insp Repts 50-272/87-09 & 50-311/87-12 on 87041 3-1 6.No 
violations, deviations, unresolved Items or inspector followup items identified.Major 
areas inspected:emergency preparedness program. 

AMATO, C.G., LAZARUS.W.J. Region 1, Office of Director. 87/05/07. 6pp. 41021:107- 
41021:112. 
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8705270572 Rev 13 to Emergency Procedure EP 11-4, “Salem Emergency Response 
Support Callout.” Rev 14 to Addendum 1 to emergency procedure & Rev 36 to table 
of contents end. 

• Public Service Electric & Gas Co. of New Jersey. 87/05/19. 69pp. 41048:226- 
41048:294. 


H. Genera! correspondence 

8705130212 Responds to 870304 Itr re P Blumberg allegations that employees at facility 
observed using drugs outside plant. P Blumberg Itr referred to appropriate NRC repre- 
sentatives & licensee for action. 

STELLO.V. Office of the ^ecutive Director for Operations. 87/04/10. BRADLEY, B. 
Senate. 2pp. 40911:108-40911:109. 

8705010097 Forwards revised svc list for util correspondence, incorporating recent 
changes in mgt organization. Correspondence should be addressed to CA 
McNeill, senior vice president - nuclear. 

PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 87/04/27. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40768:226-40768:228. 


I. Financial Information 


8705280339 Forwards notice of annual shareholders meeting on 870422. Shareholders 
voted to approve formation of Atlantic Energy, Inc as nonregulated parent company of 
util. 

JACOBS,J.L. Atlantic City Electric Co. 87/05/21. MULLER, D.R. NRC - No Detailed Af- 
filiation Given. 42pp. 41107:050-41107:095. 


J. insurance & Indemnity information 

8705260100 Forwards Endorsement 94 to NELIA Policy NF-230 & Endorsement 78 to 
MAELU Policy MF-90. 

SANNA,LJ. Marsh & McLennan, Inc. 87/05/11. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 41033:019-41033:023. 


P. Operating license stage documents & correspondence 

8705070252 Forwards SER accepting uti! response to Generic Ltr 83-28, Item 4.5.2, 
"Reactor Trip Sys Reliability .On-Line Testing. ’ Action on Item 4.5.2 complete. 
FISCHER, D.C. Project Directorate 1-3. 87/04/30. MCNEILL.C.A. Public Service Elec- 
tric & Gas Co. of New Jersey. 2pp. 40850:011-40850:012. 

-8705080280 SER accepting util response to Generic Ltr 83-28, Item 4.5.2, “Reactor 
Trip Sys Reliability - On-Line Testing.” 

* NRC - No Detailed Affiliation Given. 87/04/30. 3pp. 40850:013-40850:015. 

8705070379 Forwards nuclear matl transaction rept.DOE/NRC Form 741 .per 
10CFR70.54 requirements. 

MCNEIL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/04/30. Document 
Control Branch (Document Control Desk). 3pp. 40849:287-40849:289. 

8705070183 Notification of 870521 meeting w/util in Bethesda,MD,to discuss DCRDR. 
FISCHER, D.C. Project Directorate 1-2. 87/05/05. BUTLER.W.R. Project Directorate I- 
2. 4pp. 40854:039-40854:042. 

8705110280 Application for amends to Licenses DPR-70 & DPR-75,modifying Tech 
Specs re reactor trip sys & emergency safety features response times.Nonproprietary 
& proprietary S-87-05 encl.Fee paid.Proprietary rept withheld (ref 10CFR2.790). 
MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey, 87/05/05. Document 
Control Branch (Document Control Desk). 10pp. 40876:256-40876:347. 

—8705110288 Proposed Tech Specs, modifying reactor trip sys & emergency safety fea- 
tures response times.Supporting info end. 

* Public Service Electric & Gas Co. of New Jersey. 87/05/05. 24pp. 40876:266- 
40876:289. 

-8705110301 Nonproprietary "Licensing Rept for New Narrow Range Temp Measure- 
ment Sys (Resistance Temp Detectors Bypass Elimination),PSE&G Salem 1 & 2." 

* Combustion Engineering, Inc. S-87-05. 87/04/02. 58pp. 40876:290-40876:347. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002, 

8705180494 Forwards list of changes to info in IAEA design info questionnaire.Changes 
associated w/core reload for Unit 1, Cycle S.Cycle 7 shutdown scheduled on 871003 
& Cycle 8 startup scheduled on 871217 currently anticipated. 

MCNEIL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/11. Document 
Control Branch (Document Control Desk). 8pp. 40958:152-40958:159. 

8705180433 Forwards “DCRDR Emergency Operating Procedure Upgraded Task Analy- 
sis Rept” Rept satisfies Element 2 of 870302 SSER re DCRDR. 

MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/12. Document 
Control Branch (Document Control Desk), 2pp. 40958:306-40959:107. 

-8705180461 “DCRDR Emergency Operating Procedure Upgraded Task Analysis 
Rept” 

* General Physics Corp. GP-R-212219, 87/04/16. 106pp. 40968:308-40959:107. 

8705260150 Notification of 870522-28 meetings w/util onsite to discuss final preimple- 
mentation audit of SPDS. 

FISCHER, D.C. Project Directorate 1-2. 87/05/18. BUTLER.W.R. Project Directorate l- 
2. 4pp. 41043:181-41043:184. 


CL Inspection reports^ IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, dE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705050007 Forwards Safety Insp Repts 50-272/87-04 & 50-311/87-10 on 870316- 
20.No violations noted. 

MARTIN, T.T. Region 1, Office of Director. Q7I0AJZ7. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 40803:148-40803:154. 

-8705050013 Insp Repts 50-272/87-04 & 50-311/87-10 on 87031 6-20.No violations 
noted.Major areas inspected:radiological effluents control program.mgt control & sam- 
pling/measurement & implementation. 

DAVIDSON, B.S.. PASCIAK.W.J. Region 1. Office of Director. 87/04/27. 5pp. 
40803:150-40803:154. 

8705060315 Forwards Safety Insp Repts 50-272/87-06 & 50-311/87-11 on 870324- 
0420 & notice of violation.Response to Insp Repts 50-272/87-03 & 50-311/87-04 dtd 
870414 also ack. 

GALLO, R.M. Region 1. Office of Director. 87/04/29. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 40848:001-40848:027. 

-8705060321 Notice of violation from insp on 870324-0420. 

* NRC - No Detailed Affiliation Given. 87/04/29. 1p. 40848:003-40848:003. 

-8705060337 Insp Repts 50-272/87-06 & 50-311/87-11 on 870324-0420. Violation 
noted:fuel handling crane surveillance test not performed within required time. 
SUMMERS, R.J.. NORRHOLM.LJ. Region 1, Office of Director. 87/04/28. 24pp. 
40848:004-40848:027. 

8705040040 Responds to FOIA requesLApp A documents end & available in PDR.App 
B documents withheld (ref FOIA Exemption 4). Westinghouse reviewing App B docu- 
ments to determine whether portions may be released. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. 

ADELMAN.M.O. Shanley & Fisher. 4pp. 40790:212-40790:223. 

-8705040058 Assist to Insp Rept A-1 -83-003 re facility 830222 & 25 ATWS 
events-Events may have been caused by improper maint on Westinghouse DB-50 cir- 
cuit breakers.End stated Westinghouse bulletin & Itr absent from facility records.W/o 

MATAKAS.R.A., CHRISTOPHER, R. Region 1, Office of Director. 83/04/14. 6pp. 
40790:218-40790:223. 

8705130042 Forwards Insp Repts 50-272/87-10,50-311/87-13 & 50-354/87-09 on 
870406-1 6.No violations noted. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/05. MCNEILL.C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 40910:333-40910:342. 

-8705130046 Insp Repts 50-272/87-10,50-311/87-13 & 50-354/87-09 on 870406- 
16.No violations or deviations noted.Major areas inspected:nonlicensed staff training & 
licensee action on previous insp findings. 

OLIVEIRA, W., EAPEN.P.K. Region 1, Office of Director. 87/05/01. 7pp. 40910:336- 
40910:342. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180382 Forwards Insp Repts 50-272/87-11.50-311/87-14 & 50-354/87-12 on 
870415-20 & notice of violation. 

JOHNSTON.W.V. Region 1. Office of Director. 87/05/11. MCNEILL.C.A. Public Serv- 
ice Electrics Gas Co. of New Jersey. 2pp. 40958:136-40958:143. 

-8705180385 Notice of violation from insp on 870415-20. 

* Region 1, Office of Director. 87/05/11. Ip. 40958:138-40958:138. 

-8705180395 Insp Repts 50-272/87-11,50-311/87-14 & 50-354/87-12 on 870415- 
20. Violations noted:failure to perform preventive maint on safety-related motors in 
storwe in timely manner. 

WINTERS, R.W., EAPEN.P.K. Region 1. Office of Director. 87/05/07. 5pp. 40958:139- 
40958:143. 

8705220040 Forwards Safety Insp Repts 50-272/87-09 & 50-311/87-12 on 870413- 
16.No violations or deviations noted. 

MARTIN.T.T. Region 1 . Office of Director. 87/05/12. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41021:105-41021:112. 

“8705220047 Insp Repts 50-272/87-09 & 50-311/87-12 on 87041 3-1 6.No 

violations, deviations, unresolved items or inspector followup items identified.Major 
areas inspected:emergency preparedness program. 

AMATO.C.G., LAZARUS. W.J. Region 1. Office of Director. 87/05/07. 6pp. 41021:107- 
41021:112. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noiyower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050243 Forwards discharge monitoring rept per Permit NJ0005622 for month of 
Mar 1987.Thermal & flow data for DSN 481-486 available & beinq forwarded per 
870424 rept. 

TREJO, J. Public Service Electric & Gas Co. of New Jersey. 87/04/29. CAPORALE.G. 
New Jersey, State of. 5pp. 40801:281-40801:294. 

-8705050252 “Discharge Monitoring Rept for Mar 1987.” 

TREJO, J. Public Service Electric & Gas Co. of New Jersey. 87/03/31. 9pp. 
40801:286-40801:294. 

8705070103 Forwards RTL-ENV-87-01 , “Artificial Island Radiological Environ Monitoring 
Program, 1986 Annual Radiological Environ Operating Rept." Results of program for 
1986 compared to results of preoperational program. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/04/30. Document 
Control Branch (Document Control Desk). 2pp. 40847:164-40847:335. 

-8705070117 “Artificial Island Radiological Environ Monitoring Program, 1986 Annual 
Radiological Environ Operating Rept.” 

* PSE&G Research Corp. RTL-ENV-87-01. 86/12/31. 170pp, 40847:166-40847:335. 
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8705210514 Monthly operating rept for Apr 1987.W/870513 Itr. 

WHITE, P.. MILLB=l.LK., ZUPKO.J.M. Public Service Electric & Gas Co. of New 
Jersey. 87/04/30. 7pp. 41007:186-41007:192. 

8705280129 Forwards operating Itr for IAEA surveillance interval of 870218-0416. 
MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/20. Document 
Control Branch (Document Control Desk). 3pp. 41110:001-41110:003. 


S. Reportable occurrences, LERe & related correspondence 

8705040062 FOIA request for matls re interview w/util employee H Chomiak concerning 
ATWS events on 830222 & 25. 

ADELMAN.M.O. Shanley & Fisher. ADELMAN.M.O. Westinghouse Electric Corp. 86/ 
11/05. GRIMSLEY.D.H. Division of Rules & Records (Pre 870413). 2pp. 40790:210- 
40790:211. 

8705050137 FOIA request for documents re alleged transmittal or delivery of Westing- 
house NSD Technical Bulletin 74-1 &/or Westinghouse NSD Data Ltr 74-2 concerning 
trip breaker failures occurring after 830225 failures. 

MIRARCHI.S. Bishop. Liberman, Cook, Purcell & Reynolds. 86/11/13. 
GRIMSLEY.D.H. Division of Rules & Records (Pre 870413). 2pp. 40810:001- 
40810:002. 

8705060212 LER 87-003-00:on 870326,containment pressure/vacuum relief valves 
open beyond 1,000 h limit for 1986.Caused by procedure inadequacy.Procedures will 
be revised to address time limit on use of valves.W/870428 Itr. 

HELLER.R.K., ZUPKO,J.M. Public Service Electric & Gas Co. of New Jersey. 87/04/ 
28. 4pp. 40830:009-40830:012. 

8705040185 PNO-l-87-038:on 870429, licensee learned that control room operator 
tested positive for use of controlled substance. Employee will be terminated. Individual 
acceptance into rehabilitation program under consideration. 

NORRHOLM.L, LINVILLE,J. Region 1. Office of Director. 87/04/29. Ip. 40779:213- 
40779:213. 

8705040040 Responds to FOIA request.App A documents end & available in PDR.App 
B documents withheld (ref FOIA Exemption 4). Westinghouse reviewing App B docu- 
ments to determine whether portions may be released. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. 

ADELMAN.M.O. Shanley & Fisher. 4pp. 40790:212-40790:223. 

•^705040054 Recommends consideration of listed actions to insure proper licensee 
vendor info distribution.Vendor interface & NRC program vendor insp program 
changes recommended due to Westinghouse & util confusion re reactor trip breaker 
maint. 

STAROSTECKI.R. Region 1, Office of Director. 83/05/23. MATTSON, R.J. Division of 
Systems Integration (811005-851124). TAYLOR, J.M. Office of Inspection & Enforce- 
ment. Director (820201-870411). COLLINS, J.T. Region 4, Office of Director. 2pp. 
40790:216-40790:217. 

8705050150 Final response to FOIA request for documents re alleged transmittal or de- 
livery of Westinghouse NSD Technical Bulletin 74-1 .App A documents available in 
PDR & forwarded. App B documents withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. MIRARCHI.S. 
Bishop, Liberman, Cook, Purcell & Reynolds. 4pp. 40810:003-40810:014. 

8705190016 LER 87-004-00:on 87041 0.dlesel generator missed surveillance due to in- 
adequate post-maint testing.Caused by personnel error.Procedures for diesel genera- 
tor surveillance & removal & return of safeW-related equipment revised.W/870508 Itr. 
HELLER,R.K., ZUPKO,J.M. Public Senrice Electric & Gas Co. of New Jersey. 87/05/ 
08. 5pp. 40964:266-40964:270. 

8705290139 LER 87-005-00:on 870423,knife switch for Group IF bus underfrequency 
reactor coolant pump protection found open. Cause unknown.Action statement en- 
tered & situation discussed w/personnel responsible for maint on switches.W/870522 
Itr. 

HELLER,R.K., ZUPKO.J.M. Public Senrice Electric & Gas Co. of New Jersey. 87/05/ 
22. 6pp. 41 1 14:353-41 1 1 4:357. 


DOCKET 50-273 BEZNAU NUCLEAR STATION, UNIT 1 


P. Operating license stage documents & correspondence 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plant$.Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8705110164 A^llcation for temporary amend to License R-113.permltting release of 
less than MPC-level radioactive water from reactor tank to groundwater in boundry of 
Denver Federal Ctr. 

MILLARD.H.T. Interior, Dept, of, Geological Sunrey. 87/05/07. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 5pp. 40881:303-40881:307. 


S. Reportable occurrences, LERs & related correspondence 

8705050267 Confirmation of action Itr.reiterating NRC understanding of licensee com- 
mitment to listed items re evaluation of repair work,inve8tigation into unauthorized re- 
lease of radioactive matl & notification to NRC before startup,per 87041 0 telcon. 
MARTIN,R.D. Region 4, Office of Director. 87/05/01. RUSLING.D.H. Interior. Dept. of. 
Geological Survey. 1p. 40800:127-40800:128. 

-8705050277 RO:holes found In aluminum reactor tank line.Cause unknown. Operations 
suspended until extent of problem & solution determined. Proposed actions to correct 
problem will be submitted prior to resuming operations. 

RUSLING.D.H. Interior, DepL of. Geological Survey. 87/03/18. Region 4, Office of Di- 
rector. Ip. 40800:128-40800:128. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8705280460 Final response to FOIA request re Diablo Canyon.App S documents end & 
available in PDR.App T documents totally withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES.G.A. 
MHB Technical Associates. 4pp. 41 127:258-41127:320. 

-8311080106 Responds to 830920 Commission info request re extent of sampling in 
Region V insp program w/respect to const activities, schedule for public comments 
after next SSER & addi SSER to close out remaining open items. 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/10/26. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 41127:351-41127:353. 

-8312230075 Forwards input for Section 3.5 of SSER 20 re Independent design verifi- 
cation program based on review of listed refs. Concurs w/RL Cloud Assoc that intake 
structure stable under Hosgri loadings. 

HELLER, L.W. Structural & Geotechnical Engineering Branch. 83/12/15. KUO.P.T. 
Structural & Geotechnical Engineering Branch. 5pp. 41127:359-41128:002. 

-8705290029 Forwards SSER 18 re seismic design.Document presents safety evalua- 
tion & addresses issues called for by Commission 811119 memorandum & order (CLI- 
81-30), 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/08/05. PALLADINO, 
GILINSKY. ROBERTS Commissioners. Ip. 41127:336-41127:350. 


F. Security, medical, emergency 8i fire protection plans 


8705110214 Forwards public version of Rev 0 to Emergency Procedure EP EF-9, "Acti- 
vation of Back-Up Emergency Response Facilities.” 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 6pp. 40878:343-40878:361. 

—8705110223 Public version of Rev 0 to Emergency Procedure EP EF-9, "Activation of 
Back-Up Emergency Response Facilities." W/870508 release memo. 

Pacific Gas & Electric Co. 87/04/03. 13pp. 40878:349-40878:361. 

8705280228 Forwards Insp Repts 50-275/87-18 & 50-323/87-15 on 870420- 24.No de- 
viations or violations noted. 

CHAFFEE,A.E. Region 5, Office of Director. 87/05/08. SHIFFER,J.D. Pacific Gas & 
Electric Co. 2pp. 41095:001-41095:007. 

-8705280240 Insp Repts 50-275/87-18 & 50-323/87-17 on 870420-24.No noncompli- 
ance or deviations noted. Major areas inspected: nonlicensed staff training, followup of 
Part 21 repts, various vital areas & equipment. 

BURDOIN,J.F., MENDONCA.M.M. Region 5, Office of Director. 87/05/08. 5pp. 
41095:003-41095:007. 

8705180132 Requests response to listed items in order to comply w/NRC verification of 
util inservice Insp program,per MM Mendonca 870421 Itr & HW Kerch request for info 
re obtaining unescorted access to plant. 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 15pp. 40953:062-40953:076. 

8705280344 Advises that 870108 & 870403 addenda to Rev 3, Change 7 to emergency 
plan consistent w/provisions of 10CFR50.47(b) & App E to 10CFR50. 

FISH,R.F. Region 5, Office of Director. 87/05/15. SHIFFER,J.D. Pacific Gas & Electric 
Co. Ip. 41107:218-41107:222. 


Q. Adjudicatory correspondence 

8705060004 Memorandum & order (proposed order requiring filing of documents on dis- 
kettes suitable for electronic storage & retrieval).* Parties directed to submit com- 
ments on proposed order by 87051 5,S6rved on 870501. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3335. 87/04/30. Office 
of the General Counsel. 8pp. 40808:310-40808:317. 

8705060041 Responds to 870325 Itr & stated concerns re status of staff review of 
Byron amend re instant reracking proceeding.Staff did not make determination re sig- 
nificant hazards considerations.Related correspondence. 

CHANDLER, L.J. Assistant General Counsel for Hearings. #287 3304, 87/04/30. 
LOWRY, E. Grueneich & Lowry. 2pp. 40809:004-40809:00a 

8705180069 PG&E response to ASLB request for testing of diskettes for electronic stor- 
age & retrieval of documents.* Util comments on proposed order requiring filing of 
documents on diskettes will be filed on 87051 S.W/Certlficate of Svc. 

LOCKE, R.F. Pacific Gas & Electric Co, #287 3428. 87/05/11. 3pp. 40938:100- 
40938:102. 

8705200014 NRC staff comments on proposed order re electronic storage & retrieval.* 
ASLB proposed order should not be adopted. If ASLB agrees,Staff & parties could 
supply ASLB w/MS-DOS disks of prefiled testlmony.Certiflcate of Svc end. 
CHANDLER,L.J. Assistant General Counsel for Hearings. #287 3475. 87/05/13. 
Atomic Safety and Licensing Board Panel- 1 2pp. 40974:21 3-40974:224. 

8705200040 PG&E comments on electronic storage & retrieval of documents per 
ASLBP order dtd 870430.* Util believes that there should be individual of board staff 
assigned specifically to task of controlling such access & use.W/Certificate of Svc. 
LOCKE, R.R Pacific Gas & Electric Co. #287 3458. 87/05/14. 4pp. 40974:077- 
40974:080. 


P. Operating license stage documents & correspondence 

8705050119 Requests written concurrence to reroute temporary settling pond directly to 
Discharge 001 w/o going through turbine bldg sump or oily water separator. Request 
originally granted during 870401 telcon, w/listed conditions. 

FURTADO.V.C. Pacific Gas & Electric Co. 87/04/24. JONES, K.R. California, State of. 
2pp. 40812:140-40812:141. 
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8705070238 Forwards NRC 870303 Itr to PG&E re results of evaluation of natural 
circulation, boron mixing & cooldown testUtil must discuss differences between facili- 
ties in analysis to demonstrate conformance to “Design Requirements of RHR Sys.” 
ZWOUNSKI.J.A. Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 40855:001-40855:079. 

87050S0008 Forwards synopsis of Ofc of Investigations inquiry re Case Q5'83-024.W/o 
stated end. 

KIRSCH.D.F. Region 5. Office of Director. 87/04/28, SHIFFER.J.D. Pacific Gas & 
Electric Co. Ip. 40797:257-40797:257. 

87050^207 Fon^ards responses to solid state protection sys (SSPS) items identified in 
audit on 870128-30 & discussion of noise fault testing performed on SSPS.Supporting 
info, including correspondence between PG&E & NRC also end. 

WISENBURQ,M.R. Houston Lighting & Power Co, 87/04/30. Document Control 
Branch (Document Control Desk). 19pp. 40818:337-40819:153. 

--8705060227 Fonwards “Westinghouse Protection Sys Noise Tests’* in support of appli- 
cations for OLs for Units 1 & 2.Ack of receipt of ends requested.Related info encl.W/ 
0 test rept 

CRANE,P.A. Pacific Gas & Electric Co. 75/01/16. NRC - No Detailed Affiliation Given. 
3pp. 40818:356-40818:358. 

-8705060339 Forwards “Westinghouse Protection Sys Noise Tests,” dtd Dec 1974,in 
st^port of application for OL.Related info encl.W/o rept. 

CFUNE,P.A. Westinghouse Electric Corp. 75/07/07. Division of Reactor Licensing 
(NRR-1975 only), 9pp. 40818:359-40819:007. 

-8705060354 Requests meeting to resolve position re tests to demonstrate design ade- 
quacy of wiring separation within instrumentation & control protection racks,per 
840807 meeting. 

EICHELDINGER,C, Westinghouse Electric Corp. 75/08/19. RUSCHE.B.C. Office of 
Nuclear Reactor Regulation, Director. 2pp. 40819:008-40819:009. 

-8705060243 Fonwards evaluation of “Westinghouse Protection Sys Noise Tests," dtd 
Dec 1974 & SuppI 1 dtd 750220.Rept acceptable w/stated exceptions.Provision of 
schedule for responding to concerns requested within 7 days of receipt of Itr. 
PARR,O.D. Division of Reactor Licensing (NRR-1975 only). 75/09/04. 
MORRISSEY, J.C. Pacific Gas & Electric Co. 7pp. 40819:010-40819:016. 

-8705060253 Responds to 750819 Itr re agreements for wiring separation within instru- 
mentation & control protection racks & request for meeting to discuss extension of 
agreements.Contact w/ TA Ippolito to arrange meeting suggested.Related Itr end. 
HEINEMAN.R. Division of Technical Review (NRR-1975 only). 75/10/14. 
EICHELDINGER.C. Westinghouse Electric Corp. 2pp. 40819:017-40819:018. 

-8705060260 Forwards Rev 2 to “Westinghouse Protection Sys Noise Tests,” in sup- 
port of application for OLs, per NRC requirements transmitted w/750904 Itr. 

CRANE, P.A. Pacific Gas & Electric Co. 75/11/24. Division of Reactor Licensing (NRR- 
1975 only). 2pp. 40819:019-40819:020. 

-41705060263 Forwards evaluation accepting “Westinghouse Protection Sys Noise 
Tests." submitted w/7501 16.0407 & 1124 Itrs. 

PARR.O.D. Light Water Reactors Branch 3. 76/04/22. MORRISSEY, J.C. Pacific Gas 
& Electric Co. 8pp. 40819:021-40819:028. 

-8705060264 Rev 2 to “Westinghouse Protection Sys Noise Tests." 

KATZ.D.N.. MARASCO, F.W.. LIPCHAK.J.B. Westinghouse Electric Corp. 75/10/31. 
125pp. 40819:029-40819:153. 

8705080224 Advises that long-term seismic program ongoing & scheduled for comple- 
tion In Jul 1987.Matl descriBing methodology of fragility analysis will be submitted in 
May 1987, per NRC 870116 request. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40862:049-40862:050. 

8705070130 Sixth partial response to FOIA request for documents re 
allegatlons.Forward8 App C & D documents.App B documents also available In PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project. 14pp. 40860:023-40861:292. 

-8705070140 Annotated Board Notification 83-1 64:forwards allegations re certain QA/ 
QC activitie8.Source of allegations confidential. Related documentation end. 
EISENHUT.D.G. Division of Ucensing (800428-851124). 83/10/27. PALLADINO, Gl- 
LINSKY, ROBERTS Commissioners. 35pp. 40860:075-40860:1 10. 

-8705070149 Submits results of LLL exam of facility raceway support bolted 
connections.Exams conducted due to allegations re adequacy of anchor bolts & feed- 
back from LLL that adequacy of bolting might be safety issue. 

MORRILL, P.J. Region 5, Office of Director. 87/05/07. BISHOP,T.W. Division of 
ResidenLReador Project & Engineering Programs. 2pp. 40860:111-40860:112. 

-8705070156 Forwards info re engineering walkdown info & accuracy of info as used as 
input in facility verification effortper NRu 831206 requeslRelated documentation end. 
HOCH,J.B, Pacific Gas & Electric Co. 83/12/08. BISHOP.T.W. Region 5, Office of Di- 
rector. 33pp. 40860:236-40860:300. 

-8705070170 Discusses NRC response to author 810820 allegations re operation of 
facility.NUREG-0675 agrees w/ailegations but only responds by doing nothing to cor- 
rect situation until first refueling outage. 

CCXOPER.J.H. Affiliation Not Msigned. 84/02/05. BISHOP.T.W, Region 5. Office of 
Director. 203pp. 40860:301-40861:143. 

-8705070175 Rev 1 to Radiation Control Procedure RCP G-4, "Personnel Contamina- 
tion Control.” Related documentation end. 

• Pacific Gas & Electric Co, 82/09/22. 28pp. 40861:144-40861:170. 

-8705070178 Rev 1 to Radiation Control Procedure RCP G-9, "Use of Respiratory 
Equipment for Protection Against Airborne Radioactive Matls." Related documentation 
er^. 

• Pacific Gas & Electric Co. 82/11/22. 19pp. 40861:171-40861:189. 

-8705070180 Rev 2 to Radiation Control Procedure RCP G-5, “Control of Access for 
Radiation Protection Purposes.” Related documentation end. 

• Pacific Gas & Electric Co. 83/02/07. 96pp. 40861:190-40861:285. 


8705110208 Forwards “Long-Term Seismic Program:Methods & Procedures for Phase 
IIIA Seismic Fragilities of Structures & Components at Diablo Canyon Power Plant." 
Phase illB will be reported in final rept scheduled for Jul 1988. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 40882:024-40882:238. 

-8705110217 "Long-Term Seismic Program:Methods & Procedures for Phase IIIA Seis- 
mic Fragilities of Structures & Components at Diablo Canyon Power Plant.” 

* Pacific Gas & Electric Co. 87/05/31. 213pp. 40882:026-40882:238. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180402 Forwards “Long-Term Seismic Program Rept on NRC/PG&E Ground Mo- 
tions Workshop Held on 861023 & 24, San Francisco, CA.” Rept re 861021-22 work- 
shop on geolow.seismology & geophysics transmitted on 870311. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). Ip. 40956:295-40957:171. 

-8705180411 "Long-Term Seismic Program Rept on NRC/PG&E Ground Motions 
Workshop Held on 861023 & 24, San Francisco.CA.” 

* Pacific Gas & Electric Co. 86/10/23. 236pp, 40956:296-40957:171. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V, including Diablo Canyon, Palo Verde, Rancho Seco,San 
Onfore, Trojan & WPPSS 2. 

KNIGHTON,G.W. Project Directorate V. 87/05/12. MURLEY,T., SNIEZEK,J., 
MIRAGLIA,F. NRC - No Detailed Affiliation Given. Ip. 40966:121-40966:121. 

8705180015 Partial response to FOIA requests for documents re plantApp H docu- 
ments available In PDR.Documents also responsive to FOIA Requests 84-743 & 84- 
744. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. DEVINE Gov- 
ernment Accountability Project. 6pp. 40962:107-40962:116. 

8705190435 Seventh partial response to FOIA request.Forwards portions of 
documents.Portions of App E documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. GARDE.B.P. 
Government Accountability Project. 3pp. 40966:146-40966:157. 

-8705190495 Partially deleted memo re recommendation for Diablo Canyon board noti- 
fication concerning 831019 allegations. 

BISHOP.T.W. Region 5. Office of Director. 87/05/14. EISENHUT.D.G. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 3pp. 40966:155-40966:157. 

8705200182 Partial response to FOIA request for documents re plant. Forwards I 
documents.Documents also available in PDR. Documents also responsive to FOIA 
Requests 84-743 & 84-744. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. DEVINE. Gov- 
ernment Accountability Project. 2pp. 41006:164-41006:249. 

8705260153 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of License Amend Request 87-07, revising Tech Spec Table 3.12.1, “Radiological En- 
viron Monitoring Program,” to correct typo & change biological sampling location.Fee 
paid. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/05/14. Document Control Branch (Docu- 
ment Control Desk). Ip. 41032:295-41032:302. 

-8705260180 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li- 
cense Amend Request 87-07, revising Tech Spec Table 3.12-1, “Radiological Environ 
Monitoring Program,” to correct typo & change location of biological sampling. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/14. 5pp. 41032:296-41032:300. 

-8705260167 Proposed Tech Specs.revising Table 3.12-1, “Radiological Environ Moni- 
toring Program,’ to correct typ« & change location of biological sampling to more suit- 
able location. 

* Pacific Gas & Electric Co. 87/05/14. 2pp. 41032:301-41032:302. 

8705260374 Summarizes technical developments of long-term seismic program re 
topics that occurred subsequent to previous geology, seismology & geophysics work- 
shop in Oct 1986. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41043:138-41043:143. 

8705270015 Responds to three questions raised during 870506 reracking meeting.FSAR 
Update Table 3.2-3 provides seismic classification of structures, components & 
sys.Configuration for stiffness calculation for baseplate provided. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 14pp. 41043:329-41043:342. 

8705280460 Final response to FOIA request re Diablo Canyon.App S documents end & 
available in PDR.App T documents totally withhold (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES, G.A. 
MHB Technical Associates. 4pp. 41127:258-41128:002. 

-8705280467 Board Notification 82-119.’forwards repts re design verification program - 
Phase I for Diablo Canyon Unit 1 . 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/11/16. PALLADINO, Gl- 
LINSKY, AHEARNE Commissioners. 44pp. 41127:263-41127:306. 

-8705280470 informs that rept re deviations from Pullman Power Products weld proce- 
dure codes & QA/QC discrepancies fon«varded to B Hayes.Director of Ofc of Investi- 
gations. 

GOLDSMITH, R. Commissioners. 83/1 2/06. HUDSON, H. Affiliation Not Assigned. Ip. 
41127:307-41127:308. 

-8705290018 Advises that during subsequent review of allegations re plant,at least 
one,re containment structure tilting, would if true warrant initiation of investigation.Ofc 
interest lies in whether utii/Bechtel attempted to conceal info from NRC. 

HAYES.B.B. Office of Investigations. 83/04/07. DENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 41127:334-41127:334. 
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Requests views on whether util/Bechtel actions constitute violation of 
NRC requirements, per Board Notificaton 83-48. 

HAYES, B.B. Office of Investigations. 83/07/06. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 1 25). 1p. 41127:335-41127:336. 


—8705200194 Package of documents in response to FOIA requests, Including affidavit of 
PJ Morrlll,830114 Insp Rept 50-275/82-42,TW Bishop 830119 Itr & undated RHR 
pump common mode failure & suction line design repts. 

* NRC - No Detailed Affiliation Given. 87/05/14. 73pp. 41006:170-41006:249. 


-8705290044 Advises that court granted temporary stay of fuel loading license to pre- 
sen/e status QUO pending court decision on merits of Joint Intervenors 831109 emer- 
gency motion.Further decision anticipated early in wk. 

CH0PK0,M.E. Office of the General Counsel. 83/11/14. PALLADINO GILINSKY 
ROBERTS Commissioners. Ip. 41127:354-41127:354. 


8705210659 Responds to violation noted in Insp Rept 50-275/87-08 on 87041 4.Correc- 
tive actions:design change will be issued to specify acceptable range of copper-based 
alloys for use in auxiliary feedwater pump bearing slinger rings. 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/05/14. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41012:339-41012:341. 


-8705290048 Responds to 831114 Itr re Commission schedule & procedures for future 
licensing decisions for facility.ASLAB holding hearings on design QA in State of 
CA. Hearings should be completed by 831123 w/decision in Jan 1984. 

MALSCH.M.G. Office of the General Counsel. 83/11/17. THOMAS, W.M. House of 
Rep. 2pp. 41127:355-41127:356. 


8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


-8705290052 Forwards Itr to Chairman Palladino requesting clarification of Commission 
planned schedule for hearings/decisions on low power operation at facility.Requests 
written response by 831 1 1 6. 

THOMAS,W.M. House of Rep. 83/11/15. KAMMERER,C. Office of Congressional Af- 
fairs. 1 p,. 41 1 27:357-41 1 27:357. ^ 


R. Periodic operating reports & related correspondence 

8705270595 Monthly operating repts for Apr 1987.W/870515 Itr. 

KELLER,A.T., HUG,M.T., THORNBERRY,R.C. Pacific Gas & Electric Co. 87/04/30. 
9pp. 41 088: 1 20-4 1 088: 1 28. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultirig From Boric Acid Corrosion." Svc list end. 

ROSSI, (J.E. Division of Operational Events Assessment (Post 870411). 87/04/20 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050175 Forwards Insp Repts 50-275/87-14 & 50-323/87-13 on 870330-31 & 0401- 
03.No violations noted. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/04/21. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 40812:195-40812:205. 

-8705050181 Insp Repts 50-275/87-14 & 50-323/87-13 on 870330-31 & 0401-03.No 
violations or deviations noted. Major areas inspected:insp findings, liquid & gaseous 
waste, preparations for Unit 2 refueling outage & review of licensee repts. 
HOOKER,C.A., YUHAS.G.P. Region 5, Office of Director. 87/04/20. 9pp. 40812:197- 
40812:205. 


8705040095 Responds to NRC 870326 Itr re violations noted in Insp Repts 50-275/87- 
01 & 50-323/87-01. Corrective actions:bulk containers of lubricants will be clearly iden- 
tified after receipt & log books established to record usage. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 40776:001-40776:005. 


8705110027 Forwards addi info re inservice Insp program plan relief requests,per 
870406 request.W/three oversize drawings. Drawings withheld. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 17pp. 40877:219-40877:236. 


8705130028 Forwards Insp Repts 50-275/87-17 & 50-323/87-16 on 87041 3-1 7.No non- 
compliance noted. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/05/04. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 40910:281-40910:296. 


-8705130032 Insp Repts 50-275/87-17 & 50-323/87-16 on 87041 3-1 7.No noncompli- 
ance or deviations noted.Major areas inspected: assess adequacy of radioactivity 
analysis through cross-check measurements. 

HAMADA,G.H., TENBROOK.W., YUHAS.G.P. Region 5, Office of Director. 87/05/04. 
1 4pp. 4091 0:283-4091 0:296. 


8705070130 Sixth partial response to FOIA request for documents re 
allegations.Forwards App C & D documents.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE, B.P. 
Government Accountability Project. 1 4pp. 40860:023-40860:055. 

-8705070155 Provides info re insp status of 1982 mods to IDVP & data re raceway 
bolts, per D Kirsh 831130 request. 

WADE.R.O. EG&G, Inc. FIN B-8552. 83/12/05. KIRSH.D. NRC - No Detailed Affili- 
ation Given. 11pp. 40860:113-40860:235. 

8705130108 Ack receipt of 870427 Itr informing NRC of steps taken to correct violations 
noted in 870326 Itr. 

KIRSCH.D.F. Region 5. Office of Director. 87/05/05. SHIFFER.J.D. Pacific Gas & 
Electric Co. Ip. 40910:224-40910:229. 


8705280228 Forwards Insp Repts 50-275/87-18 & 50-323/87-15 on 870420- 24.No de- 
viations or violations noted. 

CHAFFEE, A.E. Region 6, Office of Director. 87/05/08. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 41095:001-41 095:007. 

-8705280240 Insp Repts 50-275/87-18 & 50-323/87-17 on 870420-24.No noncompli- 
ance or deviations noted.Major areas inspected: nonlicensed staff training.followup of 
Part 21 repts, various vital areas & equipment. 

BURDOIN.J.R, MENDONCA,M,M. Region 5, Office of Director. 87/05/08. 5pp. 
41095:003-41095:007. 


S. Reportable occurrences, LERs & related correspondence 

8705060323 Discusses unusual event on 870403 re turbine trip resulting in reactor trip 
from 12% power.Transient caused spurious actuation of safety injection sys.San Luis 
Obispo County sheriff ofc notified on 870403. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 87/04/06. BRIAM.W. San Luis Obispo. 
CA. 2pp. 40838:356-40838:357. 

8705040204 Special Rept SR 87-02:on 87041 4, temp measurement sys found inoperable 
during Surveillance Test Procedure l-44C3.Caused by Teledyne-Geotech temp proces- 
sor module Model 40.35 being out of tolerance.Processor module replaced. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/01 . Document Control Branch (Docu- 
ment Control Desk). Ip. 40775:360-40775:360. 

8705110140 LER 86-01 7-00:on 861 001, while refueling.fuel assembly tipped against core 
baffle.damaging corner of assembly grid strap. Caused by failure to reseat fuel assem- 
bly A-06 on lower support plate index pins. Procedure revised.W/870504 Itr. 
LUCKETT.R.M., SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/04. 5pp. 40881:343- 

AnaOi.OA'T 


8705270559 LER 87-005-00:on 870419,6 h allowed by Tech Spec 3.3.1, Action 6.a,to 
place failed reactor coolant pump underrrequency relay In tripp^ 
position,exceeded.Caused by personnel error.Personnel counseled. W/87051 8 Itr. 
NELSON, T.A., SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/18. 5pp. 41084:006- 
41084:010. 


T. Hearing transcripts on non-antitrust matters 

8705280460 Final response to FOIA request re Diablo Canyon.App S documents end & 
available in PDR.App T documents totally withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES.G.A. 
MHB Technical Associates. 4pp. 41 127:258-41 127:320. 

-•8303160642 Forwards Commission testimony before Subcommittee on Energy & Envi- 
ron on 830308 re licensing concerns of plant,in response to 830202 Itr. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/03/01. 
PALLADINO.N.J., GILINSKY, AHEARNE Commissioners. Ip. 41127:321-41127:333. 

-8303160646 Testimony before Subcommittee on Energy & Environ re plant licensing 
concerns. 

PALLADINO.N.J. Commissioners. 83/03/08. 11pp. 41127:323-41127:333. 

-8705280473 Forwards prepared testimony for use by Commission re facilities hearing 
before Subcommittee on Energy & Environ on 830308.Testimony responds to Repre- 
sentative Udall 830202 Itr. 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/02/28. PALLADINO, 
GILINSKY, AHEARNE Commissioners. Ip. 41127:309-41127:309. 


V. Operator Examinations 

8705180475 Assigns PJ Morrill to evaluate licensed operator requalification program at 
facility using alternate approach to requalification exams outlined in WT Russell 
860522 memo. Evaluation will be based on NUREG-1021,ES-601 requirements. 
ELIN,J.O. Region 5, Office of Director. 87/05/08. MORRILL,P.J. Region 5, Office of 
Director. Ip. 40958:165-40958:165. 
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F. Security, medical, emergency & fire protection pians 


8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180132 Requests response to listed items in order to comply w/NRC verification of 
util inservice insp program,per MM Mendonca 870421 Itr & HW Kerch request for info 
re obtaining unescorted access to plant. 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 15pp. 40953:062-40953:076. 

8705200162 Partial response to FOIA request for documents re plant. Forwards I 
documents.Documents also available in PDR. Documents also responsive to TOIA 
Requests 84-743 & 84-744. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. DEVINE Gov- 
ernment Accountability Project. 2pp. 41 006: 1 64-41 006:249. 


8705040317 Provides schedule guidelines for facility partial scale emergency exercise 
scheduled for wk of 870823.Request8 exercise objectives & scenario be sent to emer- 
gency preparedness section & BNWL 

LAZARUS, W.J. Region 1, Office of Director. 87/04/29. GALLAGHER,J.W. Philadel- 
phia Electric Co. 3pp. 40789:152-40789:154. 


8705120405 Forwards Safety Insp Repts 50-277/87-11 & 50-278/87-11 on 870409 Util 
does not satisfy alt applicable requirements of 10CFR50,App R.Enforcement confer- 
ence will be scheduled to discuss violation & corrective actions. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/06. GALLAGHER,J.W. Philadel- 
phia Electric Co. 2pp. 40904:055-40904:061. 


-8705120410 Insp Repts 50-277/87-11 & 50-278/87-11 on 870409.Violatlon 
noted:failure to maintain at least one safe shutdown train free from fire damage. 
KRASOPOULOS,A., PULLANI.S., ANDERSON.C. Region 1, Office of DirectO?. 87/05/ 
01. 5pp, 40904:057-40904:061. 
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I. Financial information 


8705280339 Forwards notice of annual shareholders meeting on 870422. Shareholders 
voted to approve formation of Atlantic Energy, Inc as nonregulated parent company of 
util, 

JACOBS.J.L. Atlantic City Electric Co. 87/05/21. MULLER, D.R. NRC - No Detailed Af- 
filiation Given. 42pp. 41107:050-41107:095. 


P. Operating license stage documents & correspondence 

8705150276 ‘Technical Rept 23.1 PB Peach Bottom Atomic Power Station- integrated 
Containment Analysis." W/870313 release Itr. 

* Industry Degraded Core Rulemaking Program. * Atomic Industrial Forum. * Philadel- 
phia Electric Co. 85/03/31. 200pp. 40933:253-40934:099. 

8705220084 FOIA request for two categories of documents re 870331 decision to order 
suspension of operations & correspondence between NRC & util involved in operation 
of plants preceding order. 

BOSSONG.K. Public Citizen Litigation Group. 87/04/04. GRIMSLEY.D. Division of 
Rules & Records (Post 870413). 2pp. 41023:110-41023:111. 

8705010169 Discusses util 861029 proposed Tech Specs re limitations & testing re- 
quirements for drywell-suppression pool vacuum breakers to reduce potential for 
bypass leakage.Mod to second sentence of 3.7.A.4.b necessary for NRC acceptance. 
BUTLER.W.R. Project Directorate 1-2. 87/04/28. BAUER, E.G. Philadelphia Electric Co. 
3pp. 40773:195-40773:197. 

8705110047 Responds to NRC 860507 Itr & updates implementation schedule for mod 
to comply w/NUREG-0737,ltem ll.E.4.2/7,Util considers high radiation isolation signals 
for lines 2 inches In diameter or smaller unnecessary. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/04/28. BUTLER.W.R. Project Director- 
ate 1-2, 5pp. 40877:214-40877:218. 

8705080182 Notification of Rev 1 to Licensee Meeting 87-060 on 870505 in King of 
Prussia,PA to brief NRC & Ofc of Investigations on status of util indepedent Invesuga- 
tion into matters subj of NRC 870331 order. 

GUTIERREZ, J.M. Region 1, Office of Director. 87/05/05. Region 1, Office of Director. 
2pp. 40862:082-40862:083. 

8705120399 Forwards Itr to chairman of Seismic Qualification Util Group granting relief 
from 60-day reporting requirement of Generic Ltr 87-02. 

MARTIN, R.E. Project Directorate 1-2. 87/05/06. BAUER, E.G. Philadelphia Electric Co. 
3pp. 40894:001-40894:004. 

8705180105 Requests permission to use Betz Slimicide C-74 as means to control Corbi- 
cula (Asiatic Clams) in svc water sys.Product info supplied by mfg end. 

WILLSEY.W.B. Philadelphia Electric Co. 87/05/06. CORRIVEAU.E.J. Pennsylvania, 
Commonwealth of. 12pp. 40953:103-40953:114. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.65 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180274 Responds to NRC 870312 Generic Ltr 87-05, "Request for AddI Info-As- 
sessment of Licensee Measures to Mitigate 8i/or Identify Potential Degradation for 
Mark I Drywells." Sketches of air gap drains dry bellows & sand pockets end. 
GALLAGHER, J.W. Philadelphia Electric Co. 87/05/11. VARGA,S.A. Division of Reac- 
tor Projects - I/ll (Post 870411). 9pp. 40952:149-40952:157. 


-8705220107 Press release re util plan to investigate reasons for NRC order susoenH 
inq plant operation. ^ 

* Philadelphia Electric Co. 87/04/06. 3pp. 41023:116-41023-130 


Q. Inspection reports, IE Bulletins & correspondence 

8705180442 Fitness for Duty Program Insp Repts 50-277/87-06 & 50-278/87-06 nn 
870202-06.0bservations noted;util written policies do not address features of Commff^ 
Sion policy statement or EE! guide & no overall audit performed. 

BUSH.LL, ROSANO.R.P. Division of Inspection Programs (850212-87041 
KEIMIG.R.R. Region 1. Office of Director. 87/03/23. 14pp. 45960: 1 97-40^960:21 0 ^ 

8705210129 FOIA request for all info pertaining to safety violations at plant.includina 
background mfo re violations uncovered in 1983 & 1984.Documents used bv NRr in 
making decision to shut down plant operations of particular interest. 

MORIARTY.P. KYW-TV3, Philadelphia, PA, 87/04/01. Division of Rules & Record*; 
(Post 870413). 4pp. 41003:190-41003:193. Hecords 

8704160063 SuppM to IE hfp Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. [^vision of Operational Events Assessment (Post 870411) 87/04/20 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203.^ 

8705040296 Responds to NRC 87031 1 Itr re violations noted i 


rodU4049e Hesponds to nrc 87031 1 Itr re violations noted in Safety Inso Rent 
277/86-25 on 861 208-1 9.Corrective actions:plant operator counseled re 
adhere to procedures & dc battery low voltage alarm relays added to maint nronram 
VGHER.J.W. Philadelphia Bectric Co. 87/04/24. JOHNSTON WV Reaiorf?’ 
of Director. 11pp. 40782:341-40782:351. ’ 


violations noted In Insp Repts 50-277/86-21 & 
50-278/86-22. Violation re misclassificatlon of Shipment 119-86 withdrawn due to add) 
mfo.Recommends addi rngt attention to document distribution sys 

°ALUGHER.J.W. Philadelphia 


romaras oaieiy msp Hepis SU-Z/Z/BZ-II & 50-278/87-11 on 870409 Util 
does not satisfy all applicable requirements of 10CFR50.App R.Enforcement conlw 
ence will be scheduled to discuss violation & corrective actions 
JOHNSTON, W.V Region 1, Office of Director. 87/05/06. GALLAGHER.J.W Philadel. 
phia Electric Co. 2pp. 40904:055-40904:061 . ^'niiaaei- 

TSX ieS,-?nVII;rshu^do2?;fr^^SVo^"^ 

ANDERSON, C. Region 1, 0«Se i/o&er/OS/ 

8705060040 NRC Info Notice 87-021 "Shutdown Order Issued Because Licensed Oner- 
ators Asleep While on Duty. Svc list end. “ 

ROSSI, C.E. Division of Operational Events Assessment (Post 8704111 87/o*;/ii 
Consolidated Edison Co, of New York, Inc. 107pp. 40961:001-40961:106. 

8705180215 Forwards Safety Insp Repts 50-277/87-10 & 50-278/87-10 on 870324. 
0409 & notice of violahon.NRC issued order on 870331 which required that both units 
be^placed in cold condition. Unresolved Items noted re operator watch standing prac- 

KANE.W.F. Region 1, Office of Director. 87/05/12. GALLAGHER. JW Philadelchia 
Electric Co. 3pp. 40952:248-40952:281. v=incn.j.w. rniiaaeipnia 


8705180135 Final response to FOIA requesLApp A documents already available in 
PDR.App B documents end A available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

-8705180369 Responds to 870331 order to show cause.Multiple team approach institut- 
ed to assess situation, implement corrective actions & develop recovery 
plan.Assistance team formed to perform independent analysis of operations & investi- 
gation. 

EVERETT, J.L Philadelphia Electric Co. 87/04/20. STELLO.V. Office of the Executive 
Director for Operations. 2pp. 40981:290-40981:291. 

8705180150 Forwards Tech Spec submitted w/870109 application for amend to License 
DPR-44, Incorporating max flow biased rod block monitor setpoint of less than or equal 
to 107%, per request in 870423 telcon. 

GALLAGHER,J.W. Philadelphia Electric Co. 07/05/13. BUTLER.W.R. Project Director- 
ate 1-2. 4pp. 40952:292-40952:295. 


-8705180221 Notice of violation from insp on 870324-0409. 

* Region 1, Office of Director. 87/05/12. 2pp, 40952:251-40952:252. 

-8705180224 insp Repts 50-277/87-10 «, 50-278/87-10 on 870324-0409. Violation 
notedfallure to follow shutdown cooling prooedure.Unresolved Items noted w/ooerator 
watch standing practices. 'unoimur 

WILLIAMS, J.H. Region 1, Office of Director. 87/05/03. 29pp. 40952:253-40952:281. 

50-277/07-07 & 50-278/87-07 on 870201- 
0313 & notice of violation.Weaknesses in program implementation noted, including ra* 
^ uncorrected QA program audits. Response requested ^ 

S:-. °*'-^^HER,j1 PfyWia 

-8705180346 Notice of violation from Insp on 070201-0313, 

* Region 1, Office of Director. 87/06/12. Ip. 40951:244-40951:244. 


-8705180481 Revised Tech Spec Table 3.2.C specifying restriction to assure compli- 
ance w/107% rod block monitor limit. 

* Philadelphia Electric Co, 07/05/13, ip. 40952:295-40952:295. 


8705210151 Partial response to FOIA request for documents re facilities.App D docu- 
ments available in PDR.App E documents forwarded & placed in PDR.App F records 
totally withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. MORIARTY P 
KYW-TV3, Philadelphia, PA. 7pp. 41003:194-41003:249. 


-8705210179 Forwards listed appraisal plans to be implemented by util in response to 
RC Young 840618 order modifying license effective immediately, including plan for 
review of plant & sys operating procedures. 

DALTROFF.S.L Philadelphia Electric Co. 84/08/15. MURLEY.T.E. Region i, Office of 
Director. 17pp. 41003:201-41003:217. 


-8705210198 Agrees to listed provisions re appraisal plans, per 840904 agreement in 
response to 840618 order modifying license effective immediately.Resumes of individ- 
uals Involved in appraisals end. 

DALTROFF.S.L Philadelphia Electric Co. 84/09/07. MURLEY.T.E. Region 1, Office of 
Director. 22pp. 41 003:21 8-41 003:239, 


8705220099 Partial response to FOIA request for documents re facility. App A docu- 
ments available In PDR.App B documents being made available in PDR & end W/o 
stated apps for FOIA 87-185. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. BOSSONG.K 
Public Citizen Litigation Group. 4pp. 41 023: 1 1 2-41 023: 1 30. 


-o/wiouooo map nepis & 50-278/87-07 on 870201-0313. Violations 

noted:upp0r platform of drum capping station on 135 ft elevation of radwaste bldg not 
radiation area. Weaknesses re radiological controls noted. 

40961 -307 Region 1, Office of Director. 87/05/11. 64pp. 40951:245- 

8705210151 Partial rwonse to FOIA request for documents re fadlities.App D docu- 
ments avajable In PfiR App E documents forwarded & placed in PDR.App F records 
totally withheld (ref FOIA Exemption 

* Records (Post 870413). 87/05/14. MORIARTY P. 
KYW-TV3, Philadelphia, PA. 7pp. 41003:194-41003:249, 

Itr re violations noted in Insp Repts 50-277/86- 
12 & p-278/06-13.Corr0ctive actions:memo directing that all reactor & senior reactor 

chief operator issued on 861031, 

DALTROFF.S.L Philadelphia Electric Co. 86/10/20. KANE,W.F. Region 1, Office of 
Director. 10pp. 41003:240-41003:249. ^ w 

response to FOIA request for doouments.App G records available in 

^ Records (Post 870413), 87/05/15. MORIARTY.P, 
KYW-TV3, Philadelphia, PA, 3pp. 41004:180-41004:186, 


ixnu iniQ NOiice o/-U22i 
Nonpower Fleactors.” Svc list end. 

ROSSI, C.E. ^vision of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068, 


wpvFiawi wuwiwiiig nequaiiiicaiion 
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R. Periodic operating reports & related correspondence 

8705050195 “Radiation Dose Assessment Rept 2,1986.’’ W/870429 itr. 

ALDEN.W.M. Philadelphia Electric Co. 86/12/31. RUSSELL, W.T. Region 1. Office of 
Director. 66pp 40801:319-40802:023. 

8705210432 Monthly operating repts for Apr 1987.W/870515 Itr. 

MIDDLETON,L.L., ALDEN.W.M. Philadelphia Electric Co. 87/04/30. 14pp. 41001:068- 
41001:081. 

8705180313 Submits info re amends to NPDES Permit 0009733,per 861209 
meeting.Forwards two repts of analyses for metals & phthalates required to be moni- 
tored by permit. Requirement of 2-yr monitoring period fulfilled.W/one oversize draw- 
ing. 

WILLSEY.W.B. Philadelphia Electric Co. 87/05/07. CORRIVEAU.E.J. Pennsylvania. 
Commonwealth of. 5pp. 40951:159-40951:164. 

8705130204 Forwards Rev 1 to “Semiannual Effluent Releases Rept 22. Jul-Dec 1986,” 
correcting administrative errors. 

ALDEN.W.M. Philadelphia Electric Co. 87/05/08. RUSSELL, W.T. Region 1. Office of 
Director. Ip. 40915:094-40915:110. 

--8705130210 "Rev 1 to Semiannual Effluent Releases Rept 22, Jul-Dec 1986.” 
CANADE.M., KNAPP, W.J. Philadelphia Electric Co. 86/12/31. 17pp. 40915:095- 
40915:110. 


S. Reportable occurrences, LERs & related correspondence 

8705010123 LER 87-003-00:on 870328, isolation of RHR shutdown cooling suction 
valves & head spray injection valves occurred. Caused by fuse removed from RHR 
control circuitry during safety block.Personnel counseled.W/870427 Itr. 

BIRELY.W.C., LOGUE.R.H. Philadelphia Electric Co. 87/04/27. 4pp. 40774:354- 
40774:357. 

8705050332 Forwards Rev 1 to LER 87-016 re inoperability of HPCI sys on 860709 due 
to failure of control device in turbine electro- hydraulic controls. 

LOGUE.R.H. Philadelphia Electric Co. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 40812:100-40812:103. 

8705200283 NPDES noncompliance notification:thermal discharge from discharge Point 
001 cooling towers exceeded permit requirements.Caused by erroneous recorded 
measurements & permit requirements.Malfunctioning monitors repaired. 

LEITCH.G.M. Philadelphia Electric Co. 87/04/30. Pennsylvania, Commonwealth of. 
2pp. 40995:001-40995:002. 

8705120363 LER 87-004-00:on 870407, primary containment Isolations occurred.Caused 
by partial loss of offsite power due to buildup of snow on power lines & contact w/ 
trees.Trees near 220-kV lines trimmed. W/870507 Itr. 

BIRELY.W.C., LOGUE.R.H. Philadelphia Electric Co. 87/05/07. 5pp. 40905:069- 
40905:073. 

8705180165 PNO-l-87-040:on 870506,30 g of suspected marijuana found onsite when 
substance fell out of jacket of Catalytic laborer.Caused by employee accidentally 
bringing substance onsite.Employee terminated. 

JOHNSON,!., LINVILLE.J. Region 1. Office of Director. 87/05/08. Ip. 40954:129- 
40954:129. 

8705180248 PNO-l-87-041 :on 870508, util terminated employment of subcontractor 
Hines performing CRD exchange work.Caused by poor work performance.Workers es- 
corted offsite.Media contacted by worker re 870505-08 facial contaminations. 
LINVILLE.J., GALLO.R. Region 1. Office of Director. 87/05/11. Ip. 40951:317- 
40951:317. 

8705210588 LER 87-005-00:on 870407,main steam line drain isolation valves had un- 
satisfactory test results.On 870404,valve opened when test attempted & on 
870405, discovered that motor control circuitry rewired Improperly. W/87051 4 Itr. 
BIRELY.W.C., LOGUE.R.H. Philadelphia Electric Co. 87/05/14. 6pp. 41015:343- 
41015:348. 

8705270332 PNO-l-87-042:on 870513,nonlicensed operator found sleeping while on 
duty during ’Z’ shift. Licensee suspended individual pending investigation.State of MD 
& Commonwealth of PA informed. 

JOHNSON,!., COWGILL,C. Region 1. Office of Director. 87/05/14. 2pp. 41049:197- 
41049:198. 

8705270046 PNO-l-87-042a:licensee updated NRC re sleeping nonlicensed operator 
discovered on 870513 in radwaste control room. Operator not "on shift" but extra op- 
erator performing blocking & permit writing duties.Operator disciplined. 

COWGILL,C.. GALLO.R. Region 1, Office of Director. 87/05/19. Ip. 41044:222- 
41044:222. 

8705290017 LER 87-006-00:on 870423, Group III outboard isolation occurred, standby 
gas treatment sys B fan started & half scram signal generated.Cause not 
determined.Reactor protection sys motor generator returned to svc.W/870522 Itr. 
BIRELY.W.C., LOUGE.R.H. Philadelphia Electric Co. 87/05/22. 4pp. 41106:250- 
41106:253. 


U. Congressional/Executive Correspondence 

8705270652 Expresses appreciation for 870401 Itr supporting NRC actions at plant re 
reactor operators. 

ZECH.LW. Commissioners. 87/05/15. SCHULZE, R.!. House of Rep. 3pp. 41101:154- 
41101:157. 

-8705270661 Commends NRC for steps taken to ensure public safety at plant. 
SCHULZE.R.!. House of Rep. 87/04/01. ZECH.LW. Commissioners. Ip. 41101:157- 
41101:157. 

8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.Commission unable to comment on issues before Commission or adjudica- 
tory boards. 

ZECH.L.W. Commissioners. 87/05/15. HUMPHREY.G.J. Senate. 3pp. 41101:136- 
41101:140. 


—8705280094 Commends Commission on shut down of Peach Bottom plant due to 
plant operators sleeping at controls.Maint of safety stds & concern re Seabrook EPZ 
diso discLissod 

HUMPHREY.C.'j. Senate. 87/04/02. ZECH.LW. Commissioners. 2pp. 41101:139- 
41101:140. 
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F. Security, medical, emergency & fire protection plans 

8705040317 Provides schedule guidelines for facility partial scale emergency exercise 
scheduled for wk of 870823. Requests exercise objectives & scenario be sent to emer- 
gency preparedness section & BNWL 

LAZARUS.W.J. Region 1, Office of Director. 87/04/29. GALLAGHER. J.W. Philadel- 
phia Electric Co. 3pp. 40789:152-40789:154. 

8705120405 Forwards Safety Insp Repts 50-277/87-11 & 50-278/87-11 on 870409.Util 
does not satisfy all applicable requirements of 10CFR50,App R. Enforcement confer- 
ence will be scheduled to discuss violation & corrective actions. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/06. GALLAGHER.J.W. Philadel- 
phia Electric Co. 2pp. 40904:055-40904:061 . 

-8705120410 Insp Repts 50-277/87-11 & 50-278/87-11 on 870409. Violation 

noted:failure to maintain at least one safe shutdown train free from fire damage. 
KRASOPOULOS,A. Region 1, Office of Director. 87/05/01. 5pp. 40^904:057- 
40904:061. 

8705260045 Requests that util remit fee for 861210 application for review & approval of 
fire barriers to assure that fire protection requirements of App R met. 

DIGGS.R.M. License Fee Management Branch. 87/05/14. BAUER, E.G. Philadelphia 
Electric Co. Ip. 41045:005-41045:005. 


I. Financial information 

8705280339 Forwards notice of annual shareholders meeting on 870422. Shareholders 
voted to approve formation of Atlantic Energy, Inc as nonregulated parent company of 
util. 

JACOBS,J.L Atlantic City Electric Co. 87/05/21. MULLER, D.R. NRC - No Detailed Af- 
filiation Given. 42pp. 41107:050-41107:095. 


P. Operating license stage documents & correspondence 

8705150276 “Technical Rept 23.1 PB Peach Bottom Atomic Power Station- Integrated 
Containment Analysis." W/870313 release Itr. 

* Industry Degraded Core Rulemaking Program. * Atomic Industrial Forum. * Philadel- 
phia Electric Co. 85/03/31. 200pp. 4^3:253-40934:099. 

8705220084 FOIA request for two categories of documents re 870331 decision to order 
suspension of operations & correspondence between NRC & util involved in operation 
of plants preceding order. 

BOSSONG.K. Public Citizen Litigation Group. 87/04/04. GRIMSLEY,D. Division of 
Rules & Records (Post 870413). 2pp. 41023:110-41023:111. 

8705010114 Forwards safety evaluation supporting util 870220 submittal re use of 
actual matl properties for determining allowable piping stress for specific case. 

BUTLER, W.R. Project Directorate 1-2. 87/04/24. BAUER,E.G. Philadelphia Electric Co, 
3pp. 40774:163-40774:166. 

-8705010121 Safety evaluation supporting util 870220 Itr re torus attached piping mods 
- Mark I program, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/24. Ip. 
40774:166-40774:166. 

8705010169 Discusses util 861029 proposed Tech Specs re limitations & testing re- 
quirements for drywell-suppression pool vacuum breakers to reduce potential for 
bypass leakage.Mod to second sentence of 3.7.A,4.b necessary for NRC acceptance. 
BUTLER,W.R. Project Directorate 1-2. 87/04/28. BAUEfl,E.G. Philadelphia Electric Co. 
3pp. 40773:195-40773:197. 

8705110047 Responds to NRC 860507 Itr & updates implementation schedule for mod 
to comply w/NUREG-0737,ltem II.E.4.2/7.Util considers high radiation Isolation signals 
for lines 2 inches in diameter or smaller unnecessary. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/04/28. BUTLER, W.R. Project Director- 
ate 1-2. 5pp. 40877:21 4-40877:21 8. 

8705080182 Notification of Rev 1 to Licensee Meeting 87-060 on 870505 in King of 
Prussia, PA to brief NRC & Ofc of Investigations on status of util indepedent investiga- 
tion into matters subj of NRC 870331 order. 

GUTIERREZ, J.M. Region 1, Office of Director. 87/05/05. Region 1, Office of Director, 
2pp. 40862:082-40862:083. 

8705120399 Forwards Itr to chairman of Seismic Qualification Util Group granting relief 
from 60-day reporting requirement of Generic Ltr 87-02. 

MARTIN, R.E. Project Directorate 1-2. 87/05/06. BAUER, E.G. Philadelphia Electric Co. 
3pp. 40894:001-40894:004, 

8705180105 Requests permission to use Betz Slimicide C-74 as means to control Corbi- 
cula (Asiatic Clams) in svc water sys.Product info supplied by mfg end. 

WILLSEY.W.B. Philadelphia Electric Co. 87/05/06. CORRIVEAU.E.J. Pennsylvania, 
Commonwealth of. 12pp. 40953:103-40953:114. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180274 Responds to NRC 870312 Generic Ltr 87-05, "Request for AddI Info-As- 
sessment of Licensee Measures to Mitigate &/or Identify Potential Degradation for 
Mark I Drywells." Sketches of air gap drains dry bellows & sand pockets end. 
GALLAGHER, J.W. Philadelphia Electric Co. 87/05/11. VARGA,S,A. Division of Reac- 
tor Projects - I/ll (Post 87041 1). 9pp. 40952:149-40952:157. 
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8705180135 Final response to FO!A requestApp A documents already available in 
PDR.App B documents end & available in PDR, 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

•>8705180369 Responds to 870331 order to show cause. Multiple team approach institut- 
ed to assess situationjmplement corrective actions & develop recovery 
plan.Asslstance team formed to perform independent analysis of operations & investi- 
gation. 

EVERETT, J.L Philadelphia Electric Co. 87/04/20. STELLO.V. Office of the Executive 
Director for Operations. 2pp. 40981:290-40981:291. 

8705210151 Partial response to FOIA request for documents re facilities.App D docu- 
ments available in PDR.App E documents forwarded & placed in PDR.App F records 
totally withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. MORIARTY.P. 
KYW-TV3. Philadelphia, PA. 7pp. 41003:194-41003:249. 

“8705210179 Forwards listed appraisal plans to be implemented by util in response to 
RC Young 840618 order modifying license effective immediately, including plan for 
review of plant & sys operating procedures. 

DALTROFF.S.L Philadelphia Electric Co. 84/08/15. MURLEY.T.E. Region 1. Office of 
Director. 1 7pp. 41 003:201 -41 003:21 7. 

“8705210198 Agrees to listed provisions re appraisal plans,per 840904 agreement in 
response to 840618 order modifying license effective Immediately.Resumes of individ- 
uals involved in appraisals end. 

DALTROFF.S.L. Philadelphia Electric Co. 84/09/07. MURLEY.T.E. Region 1. Office of 
Director. 22pp. 41003:218-41003:239. 

8705220099 Partial response to FOIA request for documents re facility. App A docu- 
ments available in PDR.App B documents being made available in PDR & encl.W/o 
stated apps for FOIA 87-185. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. BOSSONG.K. 
Public Citizen Litigation Group. 4pp. 41023:112-41023:130. 

“8705220107 Press release re util plan to investigate reasons for NRC order suspend- 
ing plant operation. 

* Philadelphia Electric Co. 87/04/06. 3pp. 41023:116-41023:130. 


Q. Inspection reports, IE Bulletins & correspondence 

8705180442 Fitness for Duty Program Insp Repts 50-277/87-06 & 50-278/87-06 on 
07O2O2-O6.Observations noted:utiI written policies do not address features of Commis- 
sion policy statement or EEI guide & no overall audit performed. 

BUSH.LL, ROSANO.R.P. Division of Inspection Programs (850212-870411). 
KEIMIG.R.R. Region 1. Office of Director. 87/03/23. 14pp. 40960:197-40960:210. 

8705210129 FOIA request for ail info pertaining to safety violations at plant, including 
background info re violations uncovered in 1 983 & 1 984.Documents used by NRC in 
making decision to shut down plant operations of particular interest. 

MORIARTY.P. KYW-TV3. Philadelphia. PA. 87/04/01. Division of Rules & Records 
(Post 870413). 4pp. 41003:190-41003:193. 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050001 Ack receipt of 870330 Itr re violations noted in Insp Repts 50-277/86-21 & 
50-278/86-22. Violation re misclassification of Shipment 1 1 9-86 withdrawn due to addi 
info.Recommends addI mat attention to document distribution sys. 

MARTIN.T.T. Region 1, Cjffice of Director. 87/04/27. GALLAGHER. J.W. Philadelphia 
Electric Co. 6pp. 40797:241-40797:246. 

8705120405 Forwards Safety Insp Repts 50-277/87-11 & 50-278/87-11 on 870409.Utll 
does not satisfy alt applicable requiremehts of 10CFR50,App R.Enforcement confer- 
ence will be scheduled to discuss violation & corrective actions. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/06. GALUGHER.J.W. Philadel- 
phia Electric Co. 2pp. 40904:055-40904:061. 

“8705120410 Insp Repts 50-277/87-11 & 50-278/87-11 on 870409. Violation 
noted:failure to maintain at least one safe shutdown train free from fire damage. 
KRASOPOULOS,A.. PULLANI.S.. ANDERSON, C. Region 1, Office of Director. 87/05/ 
01. 5pp. 40904:057-40904:061. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp, 40961:001-40961:106, 

8705180215 Forwards Safety Insp Repts 50-277/87-10 & 50-278/87-10 on 870324- 
0409 & notice of violation.NRC issued order on 870331 which required that both units 
be placed In cold condition. Unresolved items noted re operator watch standing prac- 

KANE.W.F. Region 1, Office of Director. 87/05/12. GALLAGHER, J.W. Philadelphia 
Electric Co. 3pp. 40952:248-40952:281 . 

“8705180221 Notice of violation from insp on 870324-0409. 

♦ Region 1, Office of Director. 87/05/12. 2pp. 40952:251-40952:252. 

“6705180224 Insp Repts 50-277/87-10 & 50-278/87-10 on 070324-0409. Violation 
noted:failure to follow shutdown cooling procedure.Unresolved Items noted w/operator 
watch standing practices. 

williams, J.K Region 1, Office of Director. 87/05/03. 29pp. 40952:253-40952:281. 

8705180333 Forwards Safety Insp Repts 50-277/87-07 & 50-278/87-07 on 870201- 
0313 & notice of violation. Weaknesses in program implementation noted, including ra- 
diation work permit sys & uncorrected QA program audits.Re8ponse requested. 
j^NE,W/. Region 1, Office of Director. 87/05/12. GALUGHER,J.W. Philadelphia 
Electric Co. 2pp. 40961:242-40961:307. 

“8705180346 Notice of violation from insp on 870201-0313. 

* Region 1, Office of Director. 87/06/12. Ip. 40951 *.244-40951:244. 


“8705180368 Insp Repts 50-277/87-07 & 50-278/87-07 on 870201-0313 Violations 
noted:upper platform of drum capping station on 135 ft elevation of radwaste bldo not 
posted as high radiation area.Weaknesses re radiological controls noted. 
LINVILLE,J.C., GALLO, R.M. Region 1, Office of Director. 87/05/11, 64pp 40951-245- 


8705210151 Partial response to FOIA request for documents re facilities.App D docu- 
ments available in PDR.App E documents forwarded & placed in PDR Add F record*! 
totally withheld (ref FOIA Exemption 5). ' ^ 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14 MORIARTYp 
KYW.TV3, Philadelphia. PA. 7pp. 41003:194-41003:249. ' 


“8705210216 Responds to NRC 860902 Itr re violations noted in Insp Repts 50-277/86- 
12 & 50-278/86-1 3. Corrective actions:memo directing that all reactor & senior reactor 
operators review 10CFR55.4(e) concerning chief operator issued on 861031 
DALTRDFF.S.L Philadelphia Electric Co. 86/10/20. KANE.W.F. Reqion 1 Office nf 
Director. 1 0pp. 41 003:240-41 003:249. ^ ® 






PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/15 MORIARTYP 
KYW-TV3, Philadelphia, PA. 3pp. 41004:180-41004:186. ' ‘ 


8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 87/05/22 
Consolidated Edison Co. of New York, Inc. 106pp, 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705050195 “Radiation Dose Assessment Rept 2,1986." W/870429 Itr 
ALDEN.W.M. Philadelphia Electric Co. 86/12/31. RUSSELL, W.T. Reqion 1 Office of 
Director. 66pp. 40801:319-40802:023. yni.ujTiceoT 

8705210432 Monthly operating repts for Apr 1987.W/870515 Itr. 

MIDDLETON,LL, ALDEN.W.M. Philadelphia Electric Co. 87/04/30. 14pp. 41001:068- 


8705180313 Submits info re amends to NPDES Permit 0009733 per 861209 
meeting. Forwards two repts of analyses for metals & phthalates required to be moni- 
tored by permit. Requirement of 2-yr monitoring period fulfilled.W/one oversize draw- 
ing, 

WTLLSEY.W.B. Philadelphia Electric Co. 87/05/07. CORRIVEAU.E.J Pennsvlvania 
Commonwealth of. 5pp. 40951 : 159 - 40951 : 164 . Pennsylvania, 


8705130204 Forwards Rev 1 to “Semiannual Effluent Releases Rept 22, Jul-Dec 1986“ 
correcting administrative errors. 

ALDEN.W.M. Philadelphia Electric Co. 87/05/08. RUSSELL.W.T. Region 1 Office nf 
Director. Ip. 40915:094-40915:110. ^ 


“8705130210 “Rev 1 to Semiannual Effluent Releases Rept 22, Jul-Dec 1986." 
CANADE.M., KNAPP, W.J. Philadelphia Electric Co. 86/12/31. 17pp. 40915:095- 


S. Reportable occurrences, LERs & related correspondence 


• • wi WWW I . 1 II I louiaiwu uuo lu uiauveneni nign reac- 

tor pressure signal.Caused by personnel incorrectly assessing status of shutdown 
rnniinn cwc riii© to procedural inadequacies.Procedures will be revised.W/870429 Itr. 

LOGUE.R.H. Philadelphia Electric Co. 87/04/29. 5pp, 40815:241- 


40815:245. 


8705200283 NPDES noncompliance notification:thermal discharge from discharge Point 
001 cooling towers exceeded permit requirements.Caused by erroneous recorded 
measurements & permit requirements. Malfunctioning monitors repaired. 

LEITCH.G.M. Philadelphia Electric Co. 87/04/30. Pennsylvania, Commonwealth of 
2pp. 40995:001-40995:002. 

8705080041 LER 87-004-00:on 870402, leak rate of inboard D MSIV exceeded Tech 
Spec llmit.MSIV will be inspected to determine cause of leakage.MSiV will be repaired 
& retested prior to returning to operable status. W/870501 Itr. 

BIRELY.W.C., LOGUE.R.H. Philadelphia Electric Co. 87/05/01. 4pp. 40871-307- 


6705110115 LER 87-005-00:on 870406, testing of RCWU sys resulted in Group It isola- 
tion of primary containment isolation sys. Caused by personnel error.Personnel coun- 
seled in importance of following procedures. W/ 870605 Itr. 

BIRLEY,W.C., LOGUE.R.H. Philadelphia Electric Co, 87/05/05. 4pp. 40882*359- 


8705180165 PNO-l-87-040:on 870506,30 g of suspected marijuana found onsite when 
substance fell out of jacket of Catalytic laborer.Caused by employee accidentally 
bringing substance onsite.Employee terminated. 

JOHNSON, T., LINVILLE,J. Region 1, Office of Director. 87/06/08. Ip. 40964*129- 
40954:129. 


8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting.List of attendees, events discussed & 
significant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 87041 1 ). 1 7pp. 41 098:025-41 098:041 


U. Congresafonai/Executive Correspondence 


8705270852 Expresses appreciation for 870401 Itr supporting NRC actions at plant re 
reactor operators. 

ZECH.LW. Commissioners. 87/05/15. SCHULZE, R.T. House of Rep. 3pp. 41101:154- 


“8705270661 Commends NRC for steps taken to ensure public safety at plant. 
SCHULZE, R.T. House of Rep. 87/04/01. ZECH.L.W. Commissioners. Ip, 41101-157- 
41101:167. 



DOCKETED ITEMS 51 


8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.Commission unable to comment on issues before Commission or adjudica- 
tory boards. 

ZECH.LW. Commissioners. 87/05/15. HUMPHREY, G.J. Senate. 3pp. 41101:136- 
41101:140. 

-8705280094 Commends Commission on shut down of Peach Bottom plant due to 
plant operators sleeping at controls.Maint of safety stds & concern re Seabrook EP2 
also discussed 

HUMPHREY, C.J. Senate. 87/04/02. ZECH.LW. Commissioners. 2pp. 41101:139- 
41101:140. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8705040171 Forwards Insp Repts 50-280/87-08 & 50-281/87-08 on 870323-27.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 87/04/23. STEWART,W.L Virginia 
Power (Virginia Eiectnc & Power Co.). 2pp. 40788:272-40788:274. 

-8705040175 Partially withheld Insp Repts 50-280/87-08 & 50-281/87-08 on 870323-27 
(ref 10CFR2.790 & 73.21 ).No violations noted.Major areas inspected:security plan & 
implementing procedures, mgt effectiveness - security program & records & repts. 
GIBSON,G.F.. MCGUIRE.D.R. Region 2. Office of Director. 87/04/22. Ip. 40788:274- 
40788:274. 

8705280476 Confirms 870514 telcon re 870519 enforcement conference at Region 11 
ofc to discuss improper routing of 10CFR50,App R re cables reported in Special Rept 
87-01 0-OO.Proposed agenda end. 

GRACE, J.N. Region 2, Office of Director. 87/05/15. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41107:294-41 107:295. 

8705280127 Fonwards revised emergency plan for Surry Power Station Units 1 & 2 & 
revised emergency plan implementing procedures,including Rev 17 to EPIP-1.01, 
“Emergency Manager Controlling Procedure.” 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/21. Document 
Control Branch (Document Control Desk). Ip. 41092:152-41093:081. 

-8705280131 Revised emergency plan for Surry Power Station Units 1 & 2. 

* Virginia Power (Virginia Electric & Power Co.). 87/04/22. 166pp. 41092:153- 
41092:318. 

“8705280147 Revised emergency plan implementing procedures, including Rev 17 to 
EPIP-1.01, “Emergency Manager Controlling Procedure" & Rev 5 to EPIP-1.02, "Re- 
sponse to Notification of Unusual Event.” 

* Virginia Power (Virginia Electric & Power Co.). 87/05/21. 123pp. 41092:319- 
41093:081. 


H. General correspondence 

8705130203 Lists mailing & express address & telephone numbers for new Innsbrook 
Technical Ctr. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/01. NRC - No Detailed Affili- 
ation Given. 2pp. 40919:322-40919:323. 


P. Operating license stage documents & correspondence 


8705040229 Advises that util will be sent liquid samples spiked w/ radionuclides for ra- 
diochemical analysis within approx 90 days.Requests completion of analysis for 
tritium,Fe-55,Sr-89 & Sr-90 no later than 60 days after receipt of samples. 
PEEBLES,T.A. Region 2, Office of Director. 87/04/29. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co,). 2pp. 40788:269-40788:270. 

8705050323 Forwards Rev 1 to WCAP-11015, “Customer Designated Distribution Sufry 
Units 1 & 2 Reactor Vessel Fluence & Ref Temp PTS Evaluations.” Revised weld 
identification & different ref temp PTS values included in revised rept. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/04/30. Document 
Control Branch (Document Control Desk). 2pp. 40796:300-40797:031. 


-8705050334 Rev 1 to “Customer Designated Distribution Surry Units 1 & 2 Reactor 
Vessel Fluence & Ref Temp PTS Evaluations." 

MEYER, T.A,. UU,F.L, HIRST.C.W. Westinghouse Electric Corp. WCAP-11015 R01. 
87/04/30. 90pp. 40796:302-40797:031. 


8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, “Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Project Directorate IV. 87/05/06. TREVORS,G.A. Nebraska Public Power 
District. 2pp. 40863:151-40863:153. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH,N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. 


8705280302 Informs that 870323 update to VEP 1-5A re QA program description satis- 
fies requirements of 10CFR50,App B & acceptable. 

REYES,L.A. Region 2, Office of Director. 87/05/13. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). 1 p. 41 1 07:040-41 1 07:040. 


8705260079 Application for amends to Licenses DPR-32 & DPR-37, revising Tech Spec 
4.9, "Effluent Sampling & Radiation Monitoring Sys,” to correct error noted In NRC 
Insp Rept 84-32 & conform to Rev 3 to NURE<3-0472.Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/14. Document 
Control Branch (Document Control Desk). 2pp. 41033:155-41033:167. 


—8705260084 Proposed changes to Tech Spec 4.9, "Effluent Sampling & Radiation 
Monitoring Sys," to correct error noted in Insp Rept 84-32 & to conform to NUREG- 
0472.Util safety evaluation end. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/14. 11pp. 41033:157- 
41033:167. 


Q. Inspection reports, IE Bulletins & correspondence 


8705180011 FOIA request for documents supporting Insp Repts 50-280/86-42 & 50 - 
281/86-42 re Unit 2 861209 accident. 

SACKS, S.E. Sacks & Sacks. 87/04/13. Division of Rules & Records (Post 870413). 
2pp. 40959:341-40959:342. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040171 Forwards Insp Repts 50-280/87-08 8 50-281/87-08 on 870323-27.No vio- 
lations or deviations noted. 

BROWN LEE,V.L. Region 2. Office of Director. 87/04/23. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 40788:272-40788:274. 

-8705040175 Partially withheld Insp Repts 50-280/87-08 & 50-281/87-08 on 870323-27 
(ref 10CFR2.790 & 73.21 ).No violations noted.Major areas inspected:security plan & 
implementing procedures, mgt effectiveness - security program & records & repts. 
GIBSON.G.F., MCGUIRE,D.R. Region 2, Office of Director. 87/04/22. Ip. 40788:274- 
40788:274. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180027 Responds to FOIA request for documents re Insp Repts 50-280/86-42 & 
50-281/86-42 concerning Unit 2 861209 accident. Fonvards App B documents.App A 
& B documents available in PDR, 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/13. SACKS, S.E. 
Sacks & Sacks. 3pp. 40959:343-40959:355. 

8705260079 Application for amends to Licenses DPR-32 & DPR-37,revising Tech Spec 
4.9, “Effluent Sampling & Radiation Monitoring Sys," to correct error noted In NRC 
Insp Rept 84-32 & conform to Rev 3 to NUREG-0472.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/14. Document 
Control Branch (Document Control Desk). 2pp. 41033:155-41033:167. 

-8705260084 Proposed changes to Tech Spec 4.9, “Effluent Sampling & Radiation 
Monitoring Sys,’' to correct error noted in Insp Rept 84-32 & to conform to NUREG- 
0472.Util safety evaluation end. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/14. 11pp. 41033:157- 
41033:167. 

8705270686 Responds to NRC 870420 Itr re violations noted in Insp Repts 50-280/87- 
05 & 50-281/87-05 on 870301 -0404.Corrective actions:station mgt discussed specific 
events w/personnel re following procedures & attention to detail reemphasized. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/20. Document 
Control Branch (Document Control Desk). 5pp. 41084:281-41084:285. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 


8705050274 “Radiologicai Environ Monitoring Program, 1986," W/870430 itr. 
LARANSINO.C.A., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). * 
Teledyne Isotopes Midwest Laboratory. 86/12/31. 142pp. 40812:229-40813:010. 

8705270159 Monthly operating repts for Apr 1 987.W/87051 5 Itr, 

JONES, V.H., STEWART.W.L Virginia Power (Virginia Electric A Power Co.). 87/04/30. 
26pp. 41051:272-41051:297. 


S. Reportable occurrences, LERs & related correspondence 


8702270413 Responds to 861211 10CFR2.206 petition.supplemented on 870120, re- 
questing plant remain shut down until licensee implements recommendations 
discussed. Petition denied. 

VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
02/13. CORY,T., ZWELLING.J. Citizens Association for Sound Energy. 7pp. 
39870:330-39871:064. 

-8702270422 Notice of receipt of petition for director’s decision under 10CFR2.206 re 
CASE 870120 petition to require util to implement actions prior to restart. 
VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
02/13. 2pp. 39870:337-39870:338. 

-6702120566 Requests plant remain shut down until pipes inspected & util issues rept 
re 861209 accident, per 10CFR2.206. 

CORY.T. Citizens Association for Sound Energy. 86/12/11. DENTON.H. Office of Nu- 
clear Reactor Regulation. Director (851125-870411). 6pp. 39870:339-39870:340. 

-8702120544 Forwards draft response to end CASE 861211 10CFR2.206 petition re- 
questing plant remain shut down until pipes inspected & util issues rept of 861209 
event. 

LIEBERMAN,J. Assistant General Counsel for Enforcement. 87/01/20. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 2pp. 39870:341- 
39870:347. 



S2 DOCKETED ITEMS 


-8702120S07 Supplemental 2.206 petition for order for facility to remain shut down^unM 

utii demonstrates compliance w/NRC regulations & reasonable assurance or 
safety .per 861209 feedwater event „ . 

* Citizens Association for Sound Ene'gv. 37/01/20. Office of Nuclear Reactor Heguia- 
tion, Director (851125*870411). 14pp. 3&570:348-398? 1:004. 

-8702120532 Forwards ends documenting concerns outlined in '’©ciplent telcon & re 
Power Plant Svcsjnc welding practices at plants. Author should be contacted it encis 
inaccurate. a. a » ■ 

URYC.B. Region 2, Office of Director. 85/07/12. DAY.P. Affiliation Not Assigned. 
16pp. 39871:005-39871:020. 

8705180011 FOIA request for documents supporting Insp Repts 50-280/8642 & 50- 
281/8642 re Unit 2 861209 accident 

SACKS.S.E. Sacks & Sacks. 87/04/13. Division of Rules & Records (Post 870413). 
2pp. 40959:34140959:342. 


8705040281 LER 87-008-00:on 870326, one of three control/relay room chi lers jPped 
due to high condenser discharge pressure. Caused by operator error.Addl vaive nan- 
dies will be installed on each chiller. W/870424 Itr. ^ 

SAUNDERS.R.F. Virginia Power (Virginia Electric & Power Co.). 87/04/24. 4pp. 
40777:17340777:176. 


8705180027 Responds to FOIA request for documents re Insp Repts 50-280/86-42 & 
50-281/86-42 concerning Unit 2 861209 accidentForwards App B documents.App a 
& B documents available in PDR. ca/'u'occ 

QRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. SACKS.S.E. 
Sacks & Sac.ks. 3pp. 40959:34340959:355. 


“8705180048 Package.'nduding morning rept re plant 861209 rupture of suction line on 
Siven. 87/05/18. 10pp. 40959:34640959:355. 


main feedwater Jn;! A & drawings. 
• NRC - N'o Detailed Affiliation Giv 


8705280096 PNO-ll-87-029:on 87051 6, unit tripped on low reactor coolant flow rate In 
Loop A. Caused by partial closure of hot loop Isolation valve.Outage of iz oays 
olanr-od to ccmect omb'em. Resident inspector will provide followup. 

CRG:=AU,F.. CA.\TRELL.F. Region 2. Office of Director. 87/05/18. ip. 41092:150- 
41092:1 5C. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8705070053 Informs that, by submittals & affidavits dated 840118,850128, 
860131.0325.0815,0930 & 370205.:isled matls will be held from public disclosure per 
^0CFR2.79O.App 12 of Rev 0 to “Topical SAR for...” declassified & released to PDR. 
CUNNINGHAM, R.E. Division of Fuel Cycle. Medical. Academic & Commercial Use 
Safety (Post 870413). 87/05/01. BARNHART. V.J. General Nuclear Systems, Inc. 3pp. 
40835:35740835:359. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705040171 Forwards Insp Repts 50-280/87-08 & 50-281/87-08 on 870323-27.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/04/23. STEWART. W.L. Virginia 
Power (Virginia Electnc & Power Co.). 2pp. 40788:272-40788:274. 

“8705040175 Partially withheld Insp Repts 50-280/87-08 & 50-281/87-08 on 870323-27 
(ref 10CFR2.790 & 73.21 }.No violations noted.Major areas inspect0d:security plan & 
implementing procedures, mgt effectiveness - security program & records & repts. 
QIBSON.G.F. Region 2. Office of Director. 87/04/22. 1p. 40788:27440788:274. 

8705280476 Confirms 870514 telcon re 870519 enforcement conference at Region II 
ofc to discuss improper routing of 10CFR50,App R re cables reported in Special Rept 
87-01 0-OO.Proposed agenda end. 

GRACE.J.N. Region 2, Office of Director. 87/05/15. STEWART. W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41107:294-41107:295. 


8705050323 Forwards Rev 1 to WCAP-11015. “Customer DesianateH ^ 

Units 1 & 2 Reactor Vessel Fluence & Ref Temp PTS Eva^luaftonP’ ® 
identification & different ref temp PTS values included in revised rent ^^^^vised weld 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co ) 87/ha/on 
Control Branch (Document Control Desk). 2pp. 40796:300-4^97:03i°'^'^^®' 

«8705050M4 Rev 1 to “Customer Designated Distribution Surry Units 1 & ? 

Vessel Fluence & Ref Temp PTS Evaluations." ^ ^ ^ ^ Reactor 

MEYER, T.A., LAU.F.L., HIRST.C.W. Westinghouse Electric Com wraD amc 
87/04/30. 90pp. 40796:302-40797:031. =««ciric oorp. WCAP-11015 ROI. 

8705210247 “Surry Unit 2.Cycle 9 Startup Physics Tests Rent ” W/87n*:ia Wr 
PIERCE, N.S.. FARLEY, M.K., STEWARt,W.L Virginia Power fiIh,. . d 

Co.). VP-NOS-31. 87/04/30. 60pp. 41001:001-41001:060. ^ Electnc & Power 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for omuWir. 
schedule of plant-specific implementation re usi A-46. "Equipment 
Verification Requirements.*’ ’ beismic Adequacy 

LONG.W.O. Project Directorate IV. 87/05/05. TREVORS G A Nehracfc-a o,.w! n 
District. 2pp. 40863:151-40863:153. «=vL.^no,u..A. Nebraska Public Power 


-8705080002 Responds to 870410 request for clarification of 60.riau 
sions of Generic Ltr 87-02 re USI A46. "Equipmerit Setem c 
Requirements." Response to generic Itr extended to 871201 Venflcation 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director rPn<if ftznain 
28. SMITH.N.P. Seismic Qualification Utility Group. Ip. 4086a- 153.40863??53^^ 

8705110372 Generic Ltr 87-08 to all power reactor licensees m 
10CFR73.55 miscellaneous amends & search requirements |vc fist of 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411) 87/05/1 i Atio««n 
Electric Co. 51pp. 41017:311-41018:002. Atlantic City 

8705280302 Informs that 870323 update to VEP l-SA re QA oroaram 
fies requirements of 10CFR50,App B & acceptable. P 9 ahi description satis- 

REYES.LA. Region 2, Office of Director. 87/05/13, STEWART Wl Viminia d 
(V irginia Electric & Power Co.). Ip. 411 07:040-41 107:040. Virginia Power 

8705260079 Application for amends to Licenses DPR-32 & DPR-37 revkinn o 
^ Monitoring Sys," to Set e^f 

Insp Rept 84-32 & conform to Rev 3 to NUREG-0472.Fee paid ^ 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/05/14 Document 
Control Branch (Document Control Desk). 2pp. 41033:155-41033:167 

“8705260084 Proposed changes to Tech Spec 4.9, “Effluent SamDllna A 
Monitoring Sys.’* to correct error noted in Insp Rept 84-32 & to con orm to 
0472.Util safety evaluation end. ot lo conrorm to NUREG- 

41033^67 ^ '•^PP- 41033:157. 


u. inspnciion repons, ic Duiierins «k correspondence 

50-280/86.42 6 50. 

f?MM4'34?.40959:l4f & '^^'=‘>'^3 (Post 870413). 

8704160063 SuppM to IE tofp Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultirrg From Boric Acid Corrosion. Sve list end. ounaary 

ROSSI, CJ.E. Division of Operational Events Assessment (Post 870411) 87/n4/m 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203.'^* 

8705040171 Forwards Insp Repts 50-280/87-08 & 60-281/87-08 on 870323-27 No vin. 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 87/04/23. STEWART WL Virainia 
Power (Virginia Electrto & Power Co.). 2pp. 40788:272-40788:274. ’ * ' 

-8705040175 Partially withheld Insp Repts 50-280/87-08 & 50-281/87-08 on 870 V ^^7 
(ref 10CFR2.790 & 73.21). No violations noted.Major areas inspected:security clan 8 
implementing procedures, mgt effectiveness - security program & records & reck 
GisO^G.E:. MCGUIRE.D.R. Region 2, Office of oVector. 87/04/2Z Ip 40788:274- 


8705280127 Forwards revised emergency plan for Surry Power Station Units 1 & 2 & 
revised emergency plan implementing procedures, including Rev 17 to EPIP-1,01, 
“Emergency Manager Controlling Procedure." 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/05/21. Document 
Control Branch (Document Control Desk). Ip. 41092:152-41093:081. 

“8705280131 Revised emergency plan for Surry Power Station Units 1 & 2. 

* Virginia Power (Virginia Electric & Power Co.). 87/04/22. 166pp. 41092:153- 
41092:318. 

“8705280147 Revised emergency plan implementing procedures, Including Rev 17 to 
EPIP-1.01, “Emergency Manager Controlling Procedure” & Rev 5 to EPiP-1.02, "Re- 
sponse to Notification of Unusual Event.” 

* Virginia Power (Virginia Electric & Power Co.). 87/05/21. 123pp. 41092:319- 


H. General correspondence 

8705130203 Usts mailing & express address & telephone numbers for new Innsbrook 
Techmcai Ctr. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/01. NRC - No Detailed Afflll- 
ation Given. 2pp. 40919:322-40919:323. 


P. Operating license stage documents & correspondence 


87050402M Advises that util will be sent liquid samples spiked w/ radionuclides for re 
^hemic^l ^^alysis within approx 90 days-Requests completion of analysis fc 
^ Sr-90 no later than 60 clays after receipt of samples. 

PEEBLES, T.A. Region 2, Office of Director. 87/04/29. STUART W L Viroinia Powe 

(Virginia Electric & Power Co.). 2pp. 40788:269-40788:270. ’ ’ ‘ ^ 


8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Ooer- 
ators Asleep While on Duty." Sve list end. ^ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 87/05/11 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106 


8705180027 Responds to FOIA request for documents re Insp Repts 50-280/86-42 & 
50-281/86*42 concerning Unit 2 861209 accidentForwards App B documents Add A 
& B documents available in PDR. 


GRIMSLEY,O.H. Division of Rules & Records (Post 870413). 87/05/13 SACKS SE 
Sacks S Sacks, 3pp. 40959:343-40959:355. 


8705260079 Application for amends to Licenses DPR-32 & DPR-37, revising Tech Spec 
4.9, ‘'Effluent Sampling & Radiation Monitoring Sys," to correct error noted in NRC 
Insp Rftpt 84 32 & conform to Rev 3 to NUREG-0472.Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power (Co.). 87/05/14. Document 
Control Branch (Document Control Desk). 2pp. 41033:155-41033:167. 

“8705260084 Proposed changes to Tech Spec 4.9, "Effluent Sampling & Radiation 
Monitoring Sys,'* to correct error noted in Insp Rept 84-32 & to conform to NUREG- 
0472.Util safety evaluation end. 

Power (Virginia Electric & Power Co.). 87/05/14. lipp. 41033:157* 


* Virginia 
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8705290053 Ack receipt of 870418 Itr informing NRC of steps taken to correct violations 
noted in Insp Ropl 50*281/86-36. 

HERDT.A.R, Req.on 2. Office of Director. 87/05/14. STEWART.W.L Virginia Power 
(Virginia Eieciric & Power Co,). Ip. 41106:063-41106:063. 

8705270686 Respond.-'j to NRC &70420 ltr re violations noted in Insp Repts 60*280/87- 
05 & 50-281 /87 05 on 870301 ~0404.Corrective actions:station mgt discussed specific 
events w/ponvonnd re following procedures & attention to detail reemphasized. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/20. Document 
Control Branch (Documonl Control Desk). 5pp. 41084:281-41084:285. 



DOCKETED ITEMS 53 


8705180155 NRC Info Notice 87-022, ‘‘Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROS=>I,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050274 “Radiological Environ Monitoring Program, 1986.” W/870430 Itr. 
LARANSINO,C.A., STEWART.W.L Virginia Power (Virginia Electric & Power Co.). * 
Tel^ne Isotopes Midwest Laboratory. 86/12/31. 142pp. 40812:229-40813:010. 

8705270159 Monthly operating repts for Apr 1987.W/870515 Itr. 

JONES, V.H., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/04/30. 
26pp. 41051:272-41051:297. 


S. Reportable occurrences, LERs & related correspondence 

8702270413 Responds to 861211 10CFR2.206 petition, supplemented on 8701 20, re- 
questing dant remain shut down until licensee implements recommendations 
discussed.Petition denied. 

VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
02/13. CORY,T., ZWELLING,J. Citizens Association for Sound Energy. 7pp. 
39870:330-39871:064. 

-8702270422 Notice of receipt of petition for director’s decision under 10CFR2.206 re 
CASE 870120 petition to require util to implement actions prior to restart. 
VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
02/13. 2pp. 39870:337-39870:338. 

-8702120566 Requests plant remain shut down until pipes inspected & util issues rept 
re 861209 accldent,per 10CFR2.206. 

CORY.T. Citizens Association for Sound Energy. 86/12/11. DENTON.H. Office of Nu- 
clear Reactor Regulation, Director (851 125-87041 1). 6pp. 39870:339-39870:340. 

-8702120544 Forwards draft response to end CASE 861211 10CFR2.206 petition re- 
questing plant remain shut down until pipes inspected & util issues rept of 861209 
event. 

LIEBERMAN,J. Assistant General Counsel for Enforcement. 87/01/20. DENTON, H.R. 
(Office of Nuclear Reactor Regulation, Director (851125-870411). 2pp. 39870:341- 
39870:347. 

-8702120507 Supplemental 2.206 petition for order for facility to remain shut down until 
util demonstrates compliance w/NRC regulations & reasonable assurance of 
safety, per 861209 feedwater event. 

* Citizens Association for Sound Energy. 87/01 /20. Office of Nuclear Reactor Regula- 
tion, Director (851125-870411). 14pp. 39870:348-39871:004. 

-8702120532 Forwards ends documenting concerns outlined in recipient telcon & Itr re 
Power Plant Svcs,lnc welding practices at plants.Author should be contacted if ends 
Inaccurate. 

URYC.B. Region 2, Office of Director. 85/07/12. DAY,P. Affiliation Not Assigned. 
16pp, 39871:005-39871:020. 

8705180011 FOIA request for documents supporting Insp Repts 50-280/86-42 & 50- 
281/86-42 re Unit 2 861209 accident. 

SACKS,S.E. Sacks & Sacks. 87/04/13. Division of Rules & Records (Post 870413). 
2pp. 40959:341-40959:342. 

8705080242 LER 87-003-00:on 870404,reactor tripped by generator anti- motoring tur- 
bine trip.Caused by leaking turbine governor valves.Valves will be inspected & re- 
paired during next outage of sufficient duration. W/870501 Itr. 

SAUNDERS, R.F. Virginia Power (Virginia Electric & Power Co.). 87/05/01. 5pp. 
40871:298-40871:302. 

8705180027 Responds to FOIA request for documents re Insp Repts 50-280/86-42 & 
50-281/86-42 concerning Unit 2 861209 acddent-Forwards App B documents. App A 
& B documents available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/13. SACKS, S.E. 
Sacks & Sacks. 3pp. 40959:343-40959:355. 

-8705180048 Package,including morning rept re plant 861209 rupture of suction line on 
' main feedwater Unit A & drawings. 

* NRC - No Detailed Affiliation Given. 87/05/18. 10pp. 40959:346-40959:355. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8705070053 Informs that,by submittals & affidavits dated 840118,850128, 
860131,0325,0815,0930 & 870205, listed matls will be held from public disclosure per 
10CFR2.790.App 12 of Rev 0 to "Topical SAR for..." declassified & released to PDR. 
CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/05/01. BARNHART.V.J. General Nuclear Systems, Inc. 3pp. 
40835:357-40835:359. 
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F. Security, medical, emergency & fire protection plans 

8705120254 Forwards Safety Insp Repts 50-282/87-03 & 50-306/87-03 on 870215- 
0418 & notice of violation.Response requested re why safeguard logic testing proce- 
dures not changed more expeditiously following two previous reactor trips. 
GULDEMOND.W.G. Region 3, Office of Director. 87/05/01. URSON,C.E. Northern 
States Power Co, 2pp. 40888:161-40888:172. 

-8705120256 Insp Repts 50-282/87-03 & 60-306/87-03 on 870215-0418. Violations 
noted:both shield bldg maint airlock doors found open w/reactor coolant temp greater 
than 200 F & no conditions of Tech Spec 3.6 satisfied. 

DEFAYETTE,R. Region 3. Office of Director. 87/04/30. 9pp. 40888:164-40888:172. 

8705210270 Rev 12 to Corporate Nuclear Emergency Plan Implementing Procedure 
EPIP 1.1.7, “Start-Up & Operations of HQEC.’’^ Rev 21 to table of contents also 
encl.W/870512 Itr. 

LADD.M., LEY,F.L. Northern States Power Co. 87/05/12. 19pp. 41001:142- 
41001:160. 


8705270688 Ack receipt of submittal re scope & objectives of scheduled 870707 emer- 
gency preparedness exercise.Submittal acceptable, per review & 87051 1 telcon dis- 
cussion between M Ladd,M Agen & J Patterson. 

SHAFER.W.D. Region 3, Office of Director. 87/05/19. LARSON.C.E. Northern States 
Power Co. Ip. 41084:280-41084:280. 

8705280405 Emergency response plan Implementing procedures including: Rev 5 to F3- 
8, "Recommendations for Offsite Protective Actions,” Rev 8 to F3-13, “Offsite Dose 
Calculation” & Rev 6 to F3-17, "Core Damage Assessment." W/870521 Itr. 

FEY,F.L. Northern States Power Co. 87/05/21. 171pp. 41108:060-41108:231. 


G. Adjudicatory correspondence 

8705060021 Order.* NRC 861020 order directing licensee to show cause why OL 
should not be modified to prohibit use of radios,fapes, television sets or other audible 
entertainment devices recinded & proceeding dismissed.Served on 870501. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3332. 87/05/01. 3pp. 
40809:021-40809:023. 


P. Operating license stage documents & correspondence 

8705190004 Advises that proprietary Westinghouse document entitled, “Response to 
Questions on Changes Made to WREFLOdD Input in Large Break LOCA Analysis...” 
will be withheld from public disclosure (ref 10CFR2.790(b)(5)),per util 870408 request. 
DIIANNI,D.C. Project Directorate 111-3. 87/05/06. MUSOLRD.M. Northern States 
Power Co. 3pp. 40963:314-40963:316. 

8705120184 Staff requirements memo re Commission 870430 affirmation/ discussion & 
vote In Washington.DC on SECY-87-68A concerning order to rescind 861020 order 
directing licensee to show why OL should not be modified.Order signed on 870501 . 
CHILK,5,J. Office of the Secretary of the Commission. 87/05/07. PARLER,W.C. 
Office of the General Counsel. 2pp. 40903:192-40903:193. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, uE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705120254 Forwards Safety Insp Repts 50-282/87-03 & 50-306/87-03 on 870215- 
0418 & notice of violation.Hesponse requested re why safeguard logic testing proce- 
dures not changed more expeditiously following two previous reactor trips. 
GULDEMOND.W.G. Region 3, Office of Director. 87/05/01. LARSON.C.E. Northern 
States Power Co. 2pp. 40888:161-40888:172, 

-8705120255 Notice of violation from insp on 870215-0418. 

GULDEMOND.W.G. Region 3, Office of Director. 87/04/30. Ip. 40888:163-40888:163. 

-8705120256 Insp Repts 50-282/87-03 & 60-306/87-03 on 870215-0418. Violations 
notecl:both shield bldg maint airlock doors found open w/reactor coolant temp greater 
than 200 F & no conditions of Tech Spec 3.6 satisfied. 

DEFAYETTE.R. Region 3, Office of Director. 87/04/30. 9pp. 40888:164-40888:172. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180391 Forwards Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 of exam ad- 
ministered on 870323-27.Response to weaknesses noted in Section 2 of rept re simu- 
lator portion of exam requested. 

HEHL,C.W. Region 3, Office of Director. 87/06/11. LARSON.C.E. Northern States 
Power Co. 2pp. 40955:194-40956:307. 

-8705180404 Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 on 870323-27. Exam 
results:two of six senior reactor operators & five of six reactor operators passed writ- 
ten & oral exams.Master exam end. 

HARE,S.M., LENNARTZ,J.A., REIDINGER,T.D. Region 3, Office of Director. 87/05/08. 
112pp. 40955:196-40955:307. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411), 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705110284 Monthly operating repts for Apr 1987.W/870506 Itr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 87/04/30. 9pp. 40880:221- 
40880:229. 


8. Reportable occurrences, LERs & related correspondence 

8705040232 LER 87-004-00:on 870330, during safeguards logic test, reactor tripped due 
to inadvertent safety injection.Caused by personnel error.Safeguards logic tests rewrit- 
ten & personnel counseled.W/870429 Itr. 

HUNSTAD,A.A., MUSOLF.D. Northern States Power Co. 87/04/29. 3pp. 40780:205- 
40780:207. 

8705120334 LER 87-005-00:on 870409, while in cold shutdown.status lights for both 
trains of auxiliary & turbine bldgs steam exclusion dampers discovered off.Caused by 
design flaw.Mod initiated to separate power supplies.W/870508 Itr. 

HUNSTAD,A.A., MUSOLF.D. Northern States Power Co. 87/05/08. 3pp. 40907:278- 
40907:280. 
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V. Operator Examinations 

8705180391 Forwards Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 of exam ad- 
ministered on 870323-27. Response to weaknesses noted in Section 2 of rept re simu- 
lator portion of exam requested. 

HEHL,C.W. Region 3. Office of Director. 87/05/11. LARSON, C.E. Northern States 
Power Co. 2pp. 40955:194-40955:307. 

“8705180404 Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 on 870323-27. Exam 
results:two of six senior reactor operators & five of six reactor operators passed writ- 
ten & oral exams.Master exam end. 

HARE.S.M., LENNARTZ.J.A.. REIDINGER.T.D. Region 3. Office of Director. 87/05/08. 
112pp. 40955:196-40956:307. 


DOCKET 50-284 IDAHO STATE UNiV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8705180239 Ack receipt of 870410 Itr re violations noted in insp Rept 50-284/87-01. 
FISHER.W.L Region 4, Office of Director. 87/05/11. HUTCHINSON, J. Idaho State 
Univ., Pocatello. ID. 2pp. 40958:129-40958:134. 
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F. Security, medical, emergency & fire protection plans 

8705110162 Rev 2 to Emergency Plan Implementing Procedure EPIP-RR-59, “Recovery 
Organization AE Representative." W/870506 Itr. 

ANDREWS.R.L Omaha Public Power District. 87/04/10. 5pp. 40882:006-40882:010. 

87050S0155 Forwards Physical Security Event Rept 87-07.Rept withheld. 

ANDREWS, R.L Omaha Public Power District. 87/04/16. JOHNSON, E.H. Region 4. 
Office of Director. Ip. 40812:158-40812:158. 

8705070087 Forwards public version of revs to emergency plan implementing 

procedures.including Rev 10 to EPIP-OSC-2, "Emergency Plan Activation & Notifica- 
tions" & EPIP-EOF-17, "Initiation of Public Warning.” W/870505 release memo. 
ANDREWS.R.L. Omaha Public Power District 87/04/16. Document Control Branch 
(Document Control Desk). Ip. 40855:193-40855:229. 

“8705070093 Public version of revs to emergency plan implementing 

procedures.including Rev 10 to EPIP-OSC-2, "Emergency Plan Activation & Notifica- 
tions" & EPIP-EOF-17, “Initiation of Public Warning." 

FRANCO, F.F. Omaha Public Power District 87/04/16. 36pp. 40855:194-40855:229. 

8705070066 Fonvards public version of revised emergency plan implementing 

procedures.including Rev 9 to EPIP-OSC-14, “Shift Supervisor/Site Director Actions" 
& Rev 9 to EPIP-EC5f-18. “Offsite...." W/870505 release memo. 

ANDREWS, R.L. Omaha Public Power District 87/04/21. Document Control Branch 
(Document Control Desk). 8pp. 40853:335-40854:007. 

“8705070287 Public version of revised emergency plan implementing 

procedures, including Rev 9 to EPIP-OSC-14, "Shift Supervisor/Site Director Actions” 
& Rev 9 to EPIP-EC5F-1 8, “Offsite Radiological Surveys." 

* Omaha Public Power District 87/04/21. 26pp. 40853:343-40854:007. 

8705050280 Updates status of actions taken to restore inoperable fire barrier.lnstallation 
of fire damper will be performed as on-line mod & completed fay 871 231. Rept confirm- 
ing operability of barrier will be issued within 30 days of mod, 

AfQDREWS.R.L. Omaha Public Power District 87/04/27. Document Control Branch 
(Document Control Desk). Ip. 40804:359-40804:359. 

8705040155 Rev 8 to Emergency Implementing Procedure EPIP-EOF-3, “Emergency 
Operation Facility Emeraency Instruments & Equipment" W/870428 Itr. 

FRANCO, F.F., ANDRES, R.L. Omaha Public Power District 87/04/28. 12pp. 
40789:118-40789:129. 

8705040109 Ack receipt of 870408 changes to radiological emergency response plan 
per 10CFR50.54(q) & 10CFR50,App E.Changes forwarded to NRC for review to 
ensure that effectiveness of plan not decreased 

GAGLIARDO.J.E. Region 4, Office of Director. 87/04/29. ANDREWS.R.L, Omaha 
Public Power District. 2pp. 40788:234-40788:236. 

8705040146 Ack receipt of 870410 changes to radiological emergency response 
plan,per 10CFR50.54(q) & App E.Changes being reviewed to ensure effectiveness of 
plan not decreased. Review findings will be forwarded under separate cover. 
GAGUARDO,J.E, Region 4, Office of Director. 87/04/29. ANDREWS.R.L Omaha 
Public Power District. 2pp. 40789:130-40789:132. 

“8705040151 Forwards changes to radiological emergency response plan, per 
10CFR50.54(q).Section B revised to update Table B-1. 

ANDREWS.R.L Omaha Public Power District 87/04/10. Document Control Branch 
(Document Control Desk). Ip. 40789:132-40789:132. 

8705270384 Advises that State of lA & local plans & preparedness for facility adequate 
to protect public health & safety & appropriate protective measures can be taken off- 
site In radiological emergent eventper NUREG 0654/FEMA-REP-1. 

MCLOUGHLIN,D. Federal Emergency Management Agency. 87/05/04. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41085:138-41085:138. 

8705130238 Ack receipt of 870128 Itr informing NRC of steps taken to correct emer- 
gency response facility appraisal deficiencies noted In Insp Rept 50-285/86-20. 
GAGLlARDO,J.E. Region 4. Office of Director. 87/05/11. ANDREWS.R.L Omaha 
Public Power District 2pp. 40910:030-40910:037. 

8705140002 Informs that 870410 revs to emergency plan acceptable. 

GA6UARD0.J.E. Region 4, Office of Director. 87/05/11. ANDREWS.R.L Omaha 
Public Power District 2pp. 40917:171-40917:172. 

870S220290 Forwards corrected Page 44 of Rev 21 to security plan, editing typo in Sec- 
tion 6.1.1.PMe withhold. 

ANDREWS, R.L Omaha Public Power District. 87/05/12. Document Controi Branch 
(Document Control Desk). 1 p. 4101 7:182-41 01 7:1 82. 


8705220172 Ack receipt of 870424 changes to radiological emergency response 
plan, per 10CFR50 App E & 10CFR50.54(q).Changes forwarded to NRC to ensure that 
effectiveness of plan not decreased. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/15. ANDREWS.R.L. Omaha 
Public Power District 2pp. 41020:185-41020:187. 

“8705220179 Fonvards radiological emergency response plan.Section revised to im- 
prove definition of REM & to remove U hexafluoride since no longer stored onsite. 
ANDREWS.R.L. Omaha Public Power District 87/04/24. Document Control Branch 
(Document Control Desk). 1p. 41020:187-41020:187, 

8705220187 Ack receipt & review of 870408 changes to emergency plan. Revs to plan 
acceptable. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/15. ANDREWS.R.L. Omaha 
Public Power District 2pp. 41020:188-41020:189. 

8705280375 Rev 11 to Emergency Plan Implementing Procedure EPIP-OSC-2. “Emer- 
gency Plan Activation & Notifications.” W/870521 Itr & revised table of contents. 
ANDREWS.R.L Omaha Public Power District 87/05/21. 22pp. 41108:035-41108:056. 

8705290062 Rev 7 to Section B of radiological emergency response plan. W/870521 Itr. 
ANDREWS.R.L Omaha Public Power District 87/04/29. 24pp. 41114:138-41114:161. 


H. General correspondence 


8705120293 Requests that WG Gates be added to carbon copy list for plant.Mailing ad- 
dress listed. 

ANDREWS.R.L Omaha Public Power District 87/05/05. PAULSON. W. A. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 1p. 40907:182-40907:182. 


P. Operating license stage documents & correspondence 

8705040276 Requests extension of time for response to Generic Ltr 83-28, "Required 
Actions Based on Generic Implications of Salem ATWS Events,” until 870901. AddI 
time needed due to outage-related workloads. 

ANDREWS.R.L. Omaha Public Power District 87/04/28, Document Control Branch 
(Document Control Desk). 1p. 40782:339-40782:339. 

8705060174 Forwards Amend 108 to License DPR-40 & safety evaluation. Amend incor- 
porates revised limiting conditions for operation & surveillance requirements for steam 
generator isolation signal. 

PAULSON, W.A. Project Directorate IV. 87/04/28. ANDREWS.R.L. Omaha Public 
Power District 2pp. 40840:203-40840:216. 

“8705060176 Amend 108 to License DPR-40, incorporating revised limiting conditions 
for operation & surveillance requirements for steam generator isolation signal. 
CALVO.J.A. Project Directorate IV. 87/04/28. 10pp. 40840:206-40840:214. 

“8705060178 Safety evaluation supporting Amend 108 to License DPR-40. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/28. 2pp. 
40840:216-40840:216. 

8705050214 Advises that 870303 request for addi info re OL extension will be provided 
by 870531 due to required mod to computer program & manual retrieval & processing 
of radiation exposure data. 

ANDREWS,R.L Omaha Public Power District 87/04/30. Document Control Branch 
(Document Control Desk). Ip. 40801:007-40801:007. 

8705130098 Forwards Amend 109 to License DPR-40 & safety evaluation. Amend modi- 
fies Tech Specs to reflect changes necessary to support Cycle 1 1 operation. Revised 
rept should be submitted 180 days prior to reaching 43,000 MWD/MTU in any assem- 
bly. 

PAULSON, W.A. Project Directorate IV. 87/05/04. ANDREWS.R.L Omaha Public 
Power District 4pp. 40911:012-40911:043. 

“8705130100 Amend 109 to License DPR-40, modifying Tech Specs to reflect changes 
necessary to support Cycle 1 1 operation. 

CALVO.J.A. Project Directorate IV. 87/05/04. 16pp. 40911:016-40911:031. 

“8705130110 Safety evaluation supporting Amend 109 to License DPR-40. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 12pp. 
40911:032-40911:043. 


8705180298 Informs that no steam generator tubes plugged as result of eddy current 
testing conducted during 1 987 refueling outage. 

ANDREWS.R.L Omaha Public Power District. 87/05/07. Document Control Branch 
(Document Control Desk). Ip. 40962:126-40952:126. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180347 Forwards request for addi info re Generic Ltr 83-28, Item 2.2 (Part 2), 
“Vendor Interface (Programs for All Safety-Related Components.” Response request- 
ed within 90 days of receipt of Itr. 

PAULSON, W.A. Project Directorate IV. 87/05/14. ANDREWS.R.L Omaha Public 
Power District. 3pp. 40960:022-40960:024. 

8705220347 Forwards response to 870430 request for addi info re 860717 application 
for amend to License DPR-40, extending license for 5 yrs.Util has no plans to transport 
nuclear fuel assemblies from site. 

ANDREWS.R.L. Omaha Public Power District 87/05/15. Document Control Branch 
(Document Control Desk). 24pp. 41024:132-41024:165. 

8705220109 Forwards addi info on auxiliary feedwater sys reliability analysis.requested 
by NRC 870420 Itr. 

ANDREWS, R.L Omaha Public Power District 87/05/18. Document Control Branch 
(Document Control Desk). 10pp. 41016:344-41016:363. 
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O. Snspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705130277 Forwards Insp Rept 50-285/87-08 on 870323-27.Enforcement conference 
scheduled for 870514 to discuss apparent violation, per 870508 telcon. 
GAGLIARDO,J.E. Region 4. Office of Director. 87/05/08. ANDREWS,R.L Omaha 
Public Power District. 2pp. 40910:203-40910:208. 

—8705130282 Insp Rept 50-285/87-08 on 870323-27.Potential violation noted:welders 
failed to maintain qualifications for welding safety-related piping & structures & failure 
to control special welding processes. 

GILBERT, LD., IRELAND.R.E. Region 4, Office of Director. 87/05/08. 4pp. 40910:205- 
40910:208. 

8705180273 Forwards Insp Rept 50-285/87-05 on 870406-1 0.Enforcement conference 
scheduled for 870514. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/08. ANDREWS, R.L Omaha 
Public Power District. 2pp. 40957:289-40957:309. 

—8705180280 Insp Rept 50-285/87-05 on 870406- 10. Violations noted:failure to include 
criteria to permit determination of acceptability in .procedures, to identify & retrieve 
records & to perform design reviews. 

BOARDMAN.J.R., HUNNICUTT.D.M. Region 4, Office of Director. 87/06/08. 19dd, 
40957:291-40957:309. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705130238 Ack receipt of 870128 Itr informing NRC of st^s taken to correct emer- 
gency response facility appraisal deficiencies noted in Insp Rept 50-286/86-20. 
GAGLIARDO,J.E. Region 4, Office of Director. 87/05/11. ANDREWS,R.L. Omaha 
Public Power District. 2pp. 40910:030-40910:037. 

8705180460 Notification of 870514 enforcement conference meeting w/util at Region IV 
re recent findings in areas of welding & maint activities.Agenda end. 

* Region 4, Office of Director. 87/05/13. Region 4, Office of Director. 3pp. 
40951:136-40951:138. 

8705220144 Forwards Insp Rept 50-285/87-09 on 870406-1 0.No violations or devi- 
ations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/15. ANDREWS,R.L Omaha 
Public Power District. 2pp. 41020:210-41020:215. 

-8705220146 Insp Rept 50-285/87-09 on 870406-1 0.No violations noted. Major areas 
inspected:emergency detection & classification, protective action 
decisionmaking,notifications & communications & shift staffing & augmentation. 
TERC,N.M.. YANDELL,L.A. Region 4, Office of Director. 87/04/29. 4pp. 41020:212- 
41020:215. 

8705260099 Ack receipt of 870413 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/87-04. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/15. ANDREWS,R.L Omaha 
Public Power District. 2pp. 41035:056-41035:058. 

8705270293 Forwards summary of 870514 enforcement conference at Region IV ofc re 
findings noted in Insp Repts 50-285/87-08 & 50-285/87-05 on 870323-27 & 0406- 
10, respectively. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/05/20. ANDREWS,R.L Omaha 
Public Power District. 51pp. 41051:047-41051:097. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Notipower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp, 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050356 "Radiological Environ Operating Rept for 1986." W/870430 Itr. 
ANDREWS,R.L Omaha Public Power District. 87/12/31. 23pp. 40812:024-40812:046. 

8705190260 Monthly operating rept for Apr 1987.W/870513 Itr. 

MATTHEWS,!. P., ANDREWS,R.L Omaha Public Power District 87/04/30. 9pp. 
40967:336-40967:344. 


S. Reportable occurrences, LERs & related correspondence 

8705040252 Special Rept 87“678:on 870326, electric fire pump FP-1A removed from svc 
to facilitate work on 4,160-volt Bus 1A1 as part of refueling outage maintBus returned 
to svc on 870405, exceeding 7-day Tech Spec 2.1 9 limit 

ANDREWS,R.L. Omaha Public Power District 87/04/22. MARTIN, R.D. Region 4, 
Office of Director. 2pp. 40788:267-40788:268. 

8705040178 LER 87-006-00:on 870327, unplanned actuation of Channel B containment 
pressure high signal (CPHS) occurred.Caused when instrument tees left capped & 
CPHS setpoints exceeded by technician.Technicians instructed.W/870427 Itr. 
FRITTON,J.M., ANDREWS, R.L Omaha Public Power District 87/04/27. 4pp. 

40777:166-40777:169. 

8705040182 LER 87-007-00:on 870326, incorrect wiring of containment post-accident 
water level transmitter failed to give correct indication during sun/eillance testCaused 
by technician error.Procedures revised.W/870427 Itr. 

FRITTON,J.M., ANDREWS,R.L Omaha Public Power District. 87/04/27. 4pp. 

40777:160-40777:163. 

8705080202 LER 87-009-00:on 870404,during refueling shutdown condition, all offsite 
ac power was lost.Caused by worker inadvertently pulling wrong potential transformer 
(PT) fuses. PT fuses associated w/transformer reinstallediw/870504 Itr. 

FRANS,M., ANDREWS,R.L. Omaha Public Power District. 87/05/04. 5pp. 40872:026- 
40872:030. 


8705120412 LER 87-01 0-00:on 870408,discovered surveillance tests not containing 
steps to verify stroke test requirements of ASME Section XI, Subsection IWV-3622.b 
for Valves FW-173 & FW-174. Revs made to operating instructions. W/8705O8 Itr. 
BLOYD,C.N., ANDREWS,R.L. Omaha Public Power District. 87/05/08. 4pp. 

40905:169-40905:172. 

8705210294 LER 87-01 2-00:on 87041 3,partial actuation of engineered safeguards sys 
occurred.Caused by loss of power to instrument bus A. Power restored to instrument 
bus A & components actuated returned to allgnment.W/870513 Itr. 

FRANS,M.T., ANDREWS, R.L. Omaha Public Power District. 87/05/13. 5pp. 

41012:142-41012:146. 

8705270348 Special repton 870406,discovered that Door 1011-1 did not properly fit 
new frame after installation of new lockset & high security lock cylinder.Door returned 
for repair & reinstalled on 870427,exceedlng Tech Spec 2.19(7). 

ANDREWS,R.L. Omaha Public Power District. 87/05/13. MARTIN,R.D. Region 4, 
Office of Director. 2pp. 41085:144-41085:145. 

8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting.List of attendees.events discussed & 
sianificant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 
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F. Security, medical, emergency & fire protection plans 

8705050035 Forwards Safety Insp Rept 50-286/87-06 on 870317-19 of annual emer- 
gency preparedness exercise. No violations noted. Exercise demonstrated ability to im- 
plement plan & procedures in manner to provide adequate protective measures. 
MARTIN,T.T. Region 1, Office of Director. 87/04/24. JOSIGER,W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 40797:269- 


—8705050046 Insp Rept 50-286/87-06 on 870317-1 9.No violations noted. Major areas 
insp6cted:performance of offsite radiological surveys,performance of technical 
support, repair & corrective actions. 

TUCCINARDI,T.E., LAZARUS, W. Region 1, Office of Director. 87/04/22. 7pp. 
40797:271-40797:277. 

8705070019 Revised emergency plan implementing procedures, Including Rev 20 to 
“Emergency Response Activation.” Rev 15 to IP-1021, "Radiological Medical Emer- 
gency & Rev 8 to IP-1076, “Beepers.” 

^ New York Power Authority (formerly Power Authority of the State of New York). 87/ 
04/30. 114pp. 40843:067-40843:180. 

8705220247 Forwards response to regulatory effectiveness review conducted onsite 
during 860908-1 2.per SA Varga 870401 transmittal. End withheld (ref 10CFR73.21 & 
2.790). 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/14. Document Control Branch (Document Control Desk). 2pp. 
41017:309-41017:310. 

8705260418 Forwards Safeguards Insp Rept 50-286/87-09 on 870402 & 03. No viola- 
tions noted. 

MART1N,T.T. Region 1, Office of Director. 87/05/15. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 41038:132- 
41038:138. 

—8705260422 Insp Rept 50-286/87-09 on 870402-03.No violations noted. Major areas 
inspected:nuclear matl control & accounting, including organization & 
operating,shipping & receiving, storage & internal control & recoros & repts. 

DELLA RAiTA.A., KEIMIG.R.R. Region 1, Office of Director. 87/05/11. 5pp. 
41038:134-41038:138. 


I. Financial information 


8705040045 “Annual Rept for 1986." W/870428 Itr. 

*, BRONS,J.C. New York Power Authority (formerly Power Authority of the State of 
New York). 86/12/31. 52pp. 40780:219-40780:272. 

8705150371 “New York Power Authority Annua! Rept for 1986." W/870511 Itr. 

FLYNN, R.M., BRONS,J.C. New York Power Authority (formerly Power Authority of the 
State of New York). 86/12/31. 54pp. 40932:089-40932:141. 


P. Operating license stage documents & correspondence 


8705060360 Forwards biweekly FR notice for period through 870422. Expiration date for 
hearing requests & comments is 870522. 

VOGAN,C. Project Directorate 1-1. 87/04/28. Project Directorate 1-1. 35pp. 40840:232- 
40840:266. 

8705150290 Forwards application for amend to License DPR-64, revising Tech Specs 
Section 3.8 & 4.5 to clarify operation of fuel storage bldg emergency ventilation 
sys-Upper & lower bypass dampers replaced w/manuai isolation devices.Fee paid. 
BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/07. Document Control Branch (Document Control Desk). 2pp. 
40929:126-40929:139. 

-8705150298 Application for amend to License DPR-64, revising Tech Specs Section 
3.8 & 4.5 to clarify operation of fuel storage bldg emergency ventilation 3ys.Upi>er & 
lower ^pass dampers replaced w/manual Isolation devices. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/07. 1 p. 40929:1 28-40929:1 28. 

—8705150302 Proposed Tech Specs Sections 3.8 & 4.5 to clarify operation of fuel stor- 
age bldg emergency ventilation sys. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
05/07. 11pp. 40929:129-40929:139. ^ 
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8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220152 Requests NRC approval to eliminate arbitrary intermediate breaks from 
design considerations for steam generator blowdown sys piping replacement. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/12. Document Control Branch (Document Control Desk). 20pp. 
41017:156-41017:175. 

8705220429 Requests schedule for implementation of requirements of USI A-46, “Seis- 
mic Qualification of Equipment in Operating Plants" no later than 871 201, per end 
870428 ltr granting 870410 request for schedular relief.W/o end. 

CAPRA, R.A. Project Directorate 1-1. 87/05/12. BRONS,J.C. New York Power Authority 
(formerly Power Authority of the State of New York). 4pp. 41021:260-41021:264. 

8705260094 Final response to FOIA request.App C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study.AddI records 
available in PDR in Folder FOIA-87-10.Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

—8705260301 “Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA," “Safety Evaluation of Core-Melt Accidents: Indian Point...& Zion-Oper- 
ating Reactor" & “Review of PRA for Seabrook,..," monthly repts for Oct 1 984. 
KAfO,W.Y. Brookhaven National Laboratory. FIN A-3778. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp, 41045:185-41045:193. 

8705280443 Forwards application for amend to License DPR-64,revising Tech Spec 
Section 4.4 re containment integrated leakage rate test to allow test duration of less 
than 24 h per NRC approved methodology.Fee paid. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/21 . Document Control Branch (Document Control Desk). 2pp. 
41107:016-41107:026. 

-8705280449 Application for amend to License DPR-64, revising Tech Spec Section 4.4 
re containment integrated leakage rate test to allow test duration of less than 24 h per 
NRC approved methodology. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/21. 1p. 41107:018-41107:018. 

-8705280453 Proposed Tech Spec revising Section 4.4 to allow test duration of less 
than 24 h for containment integrated leakage rate test (ILRT).Safety evaluation re 
ILRT duration Tech Specs end. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
05/21. 7pp. 41107:019-41107:026. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108. “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050012 Fon^rards Exam Rept 50-286/87-03OL of exam administered during wk of 
870223. 

GALLO.R.M. Region 1. Office of Director. 87/04/20. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 40797:261- 
40797:268. 

-8705050029 Exam Rept 50-286/87-03OL on 870224-26.Exam results:seven senior op- 
erator candidates passed all portions of exams.One candidate failed all portions. 
TEMPS.R.R., KELLER.R.M., KANE.W.F. Region 1. Office of Director. 87/04/12. 5pp. 
40797:263-40797:268. 

8705050035 Forwards Safety Insp Rept 50-286/87-06 on 870317-19 of annual emer- 
gency preparedness exercise.No violations noted. Exercise demonstrated ability to im- 
plement plan & procedures in manner to provide adequate protective measures. 
MARTIN, T.T. Region 1, Office of Director. 87/04/24. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 40797:269- 
40797:277. 

-8705050046 Insp Rept 50-286/87-06 on 87031 7-1 9. No violations noted. Major areas 
lnspected:performance of offsite radiological surveys, performance of technical 
support,repair & corrective actions. 

TUCCINARDl.T.E., LAZARUS, W. Region 1. Office of Director. 87/04/22. 7pp. 
40797:271-40797:277. 

8705080211 Forwards comments on 870217 SER re 1985 facility steam generator girth 
weld insp reptlnsp approach for 1985 insp technically justified & complete, Insps 
planned during Cycle 5/6 refueling outage listed. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/05. Document Control Branch (Document Control Desk). 6pp. 
40871:333-40871:338. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of (operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705220329 Submits update re operability of fuel storage bldg ventilati on sys & actions 
taken in response to Insp Rept 50-286-87-05.Mod to emergency ventilation sys engi- 
neered & installed to enhance performance during fuel handling. 

JOSlGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/05/14. GALLO.R.M, Region 1, Office of Director. 2pp. 41032:232- 
41032:233. 

8705260418 Forwards Safeguards Insp Rept 50-286/87-09 on 870402 & 03. No viola- 
tions noted. 

MARTIN.T.T. Region 1, Office of Director, 87/05/15. JOSIGER.W. New York Power 
Authority (formeriy Power Authority of the State of New York). 2pp. 41038:132- 
41038:138. 


-8705260422 Insp Rept 50-286/87-09 on 870402-03.No violations noted. Major areas 
inspected:nuclear matl control & accounting, including organization & 
operating, shipping & receiving, storage & internal control & records & repts. 

DELLA RATTA,A., KEIMIG,R.R. Region 1, Office of Director. 87/05/11. 5pp. 
41038:134-41038:138. 

8705270547 Forwards Safety Insp Rept 50-286/87-11 on 870420-24. No violations 
noted. 

MARTIN,T.T. Region 1, Office of Director. 87/05/15. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 41084:030- 
41084:035. 

-8705270556 Insp Rept 50-286/87-11 on 870420-24.No violations noted. Major areas 
inspected:radiological effluents control program.mgt controls, air cleaning sys,program 
implementation & previously identified items, 

DAVIDSON,B.S., PASCIAK.W.J. Region 1, Office of Director. 87/05/14. 4pp. 
41084:032-41084:035. 

8705280203 Informs that eddy current insp of steam generators in progress,per Tech 
Specs. Sample insps classified as Category C-3 since more than 1 % of tubes found 
defective. Insp of all hot leg & non-sleeved cold leg tubes proceeding. 

JOSIGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/05/19. RUSSELL,W.T. Region 1, Office of Director. 2pp. 41090:027- 
41090:028. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060085 “1986 Radiological Environ Operating Rept." W/870427 ltr. 

JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 86/12/31. RUSSELL, W.T. Region 1, Office of Director. 94pp. 40816:115- 
40816:208. 

8705070109 "Annual Environ Protection Plan Rept for CY86.” W/870430 ltr. 

SELMAN.M. Consolidated Edison Co. of New York. Inc. 86/12/31. 8pp. 40849:328- 
40849:335. 

8705220339 Monthly operating rept for Apr 1987.W/870515 ltr. 

KELLY, L, JOSIGER.W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 87/04/30. 7pp. 41024:208-41024:214. 


S. Reportable occurrences, LERs & related correspondence 

8705080145 LER 87-003-00:on 870404, during startup, unit trip occurred on main turbine 
generator trip signal.Caused by reduction in control oil pressure of governor 
sys.Governor will be repaired & study made of raising trip setpoint.W/ 870504 ltr. 
ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 87/05/04. 4pp. 40872:207-40872:210. 

8705260433 LER 87-004-00:on 87041 7, automatic reactor trip occurred due to momen- 
tary decrease in voltage on instrument bus 33.Caused by short circuit in reactor cool- 
ant pump oil reservoir level switch.Switch repaired,W/870518 ltr. 

ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 87/05/18. 4pp. 41038:185-41038:188. 


V. Operator Examinations 


8705050012 Forwards Exam Rept 50-286/87-03OL of exam administered during wk of 
870223. 

GALLO.R.M. Region 1, Office of Director. 87/04/20. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 40797:261- 
40797:268. 

-8705050029 Exam Rept 50-286/87-03OL on 870224-26.Exam results:seven senior op- 
erator candidates passed all portions of exams.One candidate failed all portions. 
TEMPS.R.R.. KELLER.R.M., KANE.W.F, Region 1, Office of Director. 87/04/12. 5pp. 
40797:263-40797:268. 
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F. Security, medical, emergency & fire protection plans 


8705070134 Forwards public version of Rev 87-2 to emergency plan implementing pro- 
cedures manual, Vol B, including Change 5 to HP/O/B/1 009/12, "Distribution of Potas- 
sium Iodine Tablets in Event of Radioiodine Release." W/870505 release memo. 
TUCKER, H.B. Duke Power Co. 87/04/14. Document Control Branch (Document Con- 
trol Desk). 4pp. 40850:085-40850:240. 

-8705070141 Public version of Rev 87-2 to emergency plan implementing procedures 
rnanual.Vol B, including Change 5 to HP/O/B/1 009/1 2, "Distribution of Potassium 
Iodine Tablets in Event of Radioiodine Release." 

TUCKMAN.M.S. Duke Power Co. 87/03/21. 152pp. 40850:089-40850:240. 

8705040295 Forwards Safeguards Insp Repts 50-269/87-15,50-270/87-15 & 60-287/ 
87-15 on 870406-1 0.No violations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 87/04/28. TUCKER, H.B. Duke Power 
Co. 2pp. 40789:167-40789:169. 

-8705040305 Partially withheld Physical Security Insp Repts 50-269/87-15 & 50-270/ 
87-15 & 50-287/87-15 on 870406-10 (ref 10CFR2.790 & 73.21 ).ycensee in compli- 
ance w/regulatory requirements. Major areas inspected-.security plan & mgt effectlve- 

GIBSON.G.F. Region 2. Office of Director. 87/04/27. Ip. 40789:169-40789:169. 
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8705190272 Discusses Insp Repts 50-269/87-02,50-270/87-02 & 50-287/87-02 on 
8701P6-30 & forwards notice of violation. Civil penalty will not be proposed due to 
unusually prompt & extensive corrective actions initiated. 

GRACE.J.N. Region 2, Office of Director. 87/05/05. TUCKER, H.B. Duke Power Co. 
3pp. 40968:179-40968:183. 

-8705190320 Notice of violation from insp on 8701 26-30. Violation noted: cabling to 
motor operator for Letdown Cooler B outlet valve not independent of specific design 
basis fire area. 

GRACE.J.N. Region 2. Office of Director. 87/05/05. 2pp. 40968:182-40968:183. 

8705190285 Advises that Rev 87-1 to emergency plan consistent w/ provisions of 
10CFR50.47(b) & 10CFR50 App E & acceptable. 

COLLINS.D.M. Region 2. Office of Director. 87/05/08. TUCKER, H.B. Duke Power Co. 
Ip. 40967:215-40967:215. 


G. Adjudicatory correspondence 


8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS, S. Commissioners. #287 3103. 87/04/13. JULIAN, E. Docketing & Services 
Branch. Ip. 40806:128-40806:227. 

-8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for immediate suspension should be summarily denied. W/Certifl- 
Cdt 0 of 3vc 

MCGARRY,J.M. BWR Owners Group. MCGARRY,J.M. Bishop, Liberman. Cook, Pur- 
cell & Reynolds. 87/03/06. Commissioners. 14pp. 40806:129-40806:142. 

—8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY,J.M. BWR Owners Group. MCGARRY,J.M. Bishop. Liberman, Cook, Pur- 
cell & Reynolds. 87/04/06. Commissioners. 85pp. 40806:143-40806:227. 


8705070218 Forwards safety evaluation re final design description of instrumentation to 
detect inadequate core cooling (ICC) sys. Actions to implement ICC sys & response to 
end milestone implementation schedule requested. 

PASTIS,H.N. Project Directorate 11-3. 87/05/01. TUCKER, H.B. Duke Power Co. 2pp. 
40850:040-40850:041. 


-8705080222 Safety evaluation supporting final design description of instrumentation to 
detect inadequate core cooling for facility, per Generic Ltr 82-28 & NUREG-0737,ltem 
II.F.2. Milestone schedule end. 

* NRC - No Detailed Affiliation Given. 87/05/01. 5pp. 40850:042-40850:046. 

8705070302 Fonvards draft of “Interfacing Sys LOCA at PWRs Task IB & 2B.’’ Com- 
ments requested.particularly in area of cost estimates of various possible corrective 
dctions ciiscLiss 0 cl 

PASTIS,H.N. Project Directorate 11-3. 87/05/01. TUCKER,H.B. Duke Power Co. 2pp. 
40852:155-40853:018. 


8705070272 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-38.DPR-47 & DPR-55 & proposed NSHC determination & opportuni- 
ty for hearing on 870410 request re licensing of superintendent of operations. 
PASTIS,H.N. Project Directorate 11-3. 87/05/04. NRC - No Detailed Affiliation Given. 
4pp. 40854:256-40854:259. 

8705120239 Responds to NRC 870326 ltr re implementation schedules for compliance 
w/requirements of ATWS rule,10CFR50.62.Compliance expected during Feb 
1989, June 1989 & Jan 1990 outages for Units 1,2 & S.respectively. 

TUCKER, H.B. Duke Power Co. 87/05/04. Document Control Branch (Document Con- 
trol Desk). 2pp. 40888:104-40888:105. 

8705120387 Requests addi info re 860915 submittal on emergency feedwater sys pro- 
tection from effects of high winds & tornado missiles.Response requested within 45 
days of ltr receipt. 

PASTIS,H.N. Project Directorate II-3. 87/05/05. TUCKER, H.B. Duke Power Co. 7pp. 
40894:005-40894:011. 


P. Operating license stage documents & correspondence 


8705270570 “Reactor Containment Bldg Integrated Leak Rate Test.” W/ 870515 ltr. 
ROHDE,K.G., CHEA.K., TUCKER.H.B. Duke Power Co. 87/03/31. 50pp. 41085:331- 
41086:020. 

8705050090 Confirms that conditions of 870410 confirmatory order met for Units 2 & 3 
& restrictions lifted. Restrictions remain in effect for Unit 1. 

GRACE, J.N. Region 2, Office of Director. 87/04/13. TUCKER.H.B. Duke Power Co. 
2pp. 40797:352-40797:353. 

8705010149 Forwards request for addI info re Items 2.1 & 2.2 of Generic Ltr 83-28, per 
831104,840117 & 850830 submittals.Response requested within 45 days of ltr date. 
PASTIS.H.N. Project Directorate II-3. 87/04/27. TUCKER.H.B. Duke Power Co. 5pp. 
40773:173-40773:177. 

8705010186 Summary of 860717 meeting w/util, Yankee Atomic Electric Co, 
GPU.Westinghouse & Bechtel in Bethesda.MD re reformatting plant Cycle 9 reload 
Tech Specs. List of attendees & viewgraphs end. 

PASTl^H.N. Project Directorate 11-3. 87/04/27. Project Directorate 11-3. 19pp. 
40774:103-40774:124, 

8705060213 Forwards Amends 158,158 & 155 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation. Amend revises Tech Specs to describe operation 
& maint of containment hydrogen recombiner sys. 

PASTIS.H.N. Project Directorate 11-3. 87/04/30. TUCKER.H.B. Duke Power Co. 3pp. 
40842:123-40842:124. 


-8705060226 Amends 158,158 & 155 to Licenses DPR-38.DPR-47 & DPR-55. 
respectively.revising Tech Specs to describe operation & maint of containment hydro- 
gen recomoiner sys. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/04/30. 11pp. 40842:125-40842:135. 

—8705060236 Safety evaluation supporting Amends 158,158 & 155 to Licenses DPR- 
38,DPR-47 & DPR-65,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40842:136-40842:139. 


8705060252 Requests FR publication of notice of issuance of Amends 157, 157 & 154 
to Licenses DPR-38,DPR-47 & DPR-55,respectively,to reflect new limiting condition for 
operation on reactor bldg purge sys. 

PASTIS.H. Project Directorate 11-3. 87/04/30. NRC - No Detailed Affiliation Given. 
3pp. 40837:038-40837:040. 

8705060363 Forwards Amends 157,157 & 154 to Licenses DPR-38,DPR-47 & DPR- 
55, respectively & safety evaluation.Amends revise Tech Spec 3.6-3 to reflect new lim- 
iting condition for operation on purge sus & add Spec 4.4.4 for purge valve sys insp. 
PASTIS.H.N. Project Directorate 11-3. 87/04/30. TUCKER,H,B. Duke Power Co. 3pp. 
40840:267-40840:284. 


-8705060378 Amends 157,157 & 154 to Licenses DPR-38,DPR-47 & DPR-55, 
respectlvely,reflectlng new limiting condition for operation for purge sys & reactor bldg 
sun/eillance requirements & purge valve seal insp. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/04/30. 12pp. 40840:270-40840:281. 


-8705060409 Safety evaluation supporting Amend 157 to Licenses DPR-38 & DPR-47 
& Amend 154 to License DPR-55,respecjtively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411), 87/04/30. 3pp. 
40840:282-40840:284. 


8705110357 Informs that submittal of control room habitability Tech Specs (NUREG- 
0737, Item III.D.3.4) anticipated by 870731, per 870331 request. 

TUCKER.H.B. Duke Power Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk), ip. 40875:082-40875:082. 

8705190364 Confirms 870416 discussion re technical meeting to be conducted on 
870513 to discuss history of HX fouling. , . « rs . « ^ 

REYES.LA. Region 2, Office of Director. 87/04/30. TUCKER.H.B. Duke Power Co. 
Ip. 40973:277-40973:277. 


8705130025 Forwards 870428 ltr granting extension of 60-day reporting requirements 
for USI A-46, “Seismic Qualification of Equipment in Operating Plants,” for info.W/o 
end. 

PASTIS.H.N. Project Directorate 11-3. 87/05/05. TUCKER.H.B. Duke Power Co. 2pp. 
40912:255-40912:257. 

8705130039 Informs that review of application & related matl re 860310 request for 
withholding determined that three test repts contained proprietary commercial Info & 
will be withheld per 1 0CFR2.790(b)(6). 

PASTIS.H.N. Project Directorate 11-3. 87/05/05. TUCKER.H.B. Duke Power Co. 3pp. 
40912:258-40912:260. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705120060 Remits fee for 870413 submittal. 

MOSER, J. Duke Power Co. 87/05/12. SHULTZ NRC - No Detailed Affiliation Given. 
Ip. 40886:296-40886:300. 

8705220322 Forwards addi info re 860813 application for amend to Tech Specs,raising 
setpoint for reactor trip on high pressure,per NRC 870331 request. 

TUCKER.H.B. Duke Power Co. 87/05/14. Document Control Branch (Document Con- 
trol Desk). 3pp. 41020:346-41020:348. 

8705220124 Informs of delay in submitting alternative Tech Specs for standby shutdown 
facility.per NRC 870123 Itr.Review of Tech Specs continuing. New proposed Tech 
Specs will be submitted by 870630. 

TUCKER.H.B. Duke Power Co. 87/05/15. Document Control Branch (Document Con- 
trol Desk). Ip. 41016:264-41016:264. 

8705280221 Provides certification that util granted accreditation by INPO & Natl Nuclear 
Accrediting Board for util training programs.Chart w/accreditation dates enci.Revised 
FSARs for each plant will be submitted in CY87 FSAR update. 

TUCKER.H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:112-41109:113. 

8705270590 Informs that steam generator plugging for current outage completed on 
870429jper Tech Spec 4.17.6(a).Total of eight tubes removed from svc by plugging. 
TUCKER.H.B. Duke Power Co. 87/05/19. Document Control Branch (Document Con- 
trol Desk). Ip. 41086:061-41086:061. 


Q. inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203, 

8705040295 Forwards Safeguards Insp Repts 50-269/87-15,50-270/87-15 & 50-287/ 
87-15 on 870406-1 0.No violations or deviations noted. 

BROWNLEE,V.L. Region 2, Office of Director. 87/04/28. TUCKER.H.B. Duke Power 
Co. 2pp. 40789:1 67-40789:1 69. 

-8705040305 Partially withheld Physical Security Insp Repts 50-269/87-15 & 50-270/ 
87-15 & 50-287/87-15 on 870406-10 (ref 10CFR2.790 & 73.21 ).Licensee in compli- 
ance w/reguiatory requirements. Major areas inspected:security plan & mgt effective- 
ness. 

GIBSON, G.F., MCGUIRE, D.R. Region 2, Office of Director. 87/04/27. 1p. 40789:169- 
40789:169. 

8705040283 Ack receipt of 870403 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/87-01, 50-270/8%01 & 50-287/87-01. 

HERDT.A.R. Region 2, Office of Director. 87/04/29. TUCKER.H.B. Duke Power Co. 
Ip. 40788:254-40788:254. 
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•705060186 Forwards comments on util 861001 response to IE safety sp * 

ll-a. 87/04/30, TUCKER, H.B. Duke Power Co, 

15pp. 40842:057-40842:071. 

7 & OPR" 

8705060363 Forwards Amends 157.157 ^ ^^4 to Licenses DPR-38P^^^ 
55.respectively & safety fvaluation.Amends revise Tech Spec 3 6 3 to „gp 

iting condition for operation on purge fus & add Spec 4A4 for purge vwv 
FASTIS, H.N. Project Directorate 11-3. 87/04/30. TUCKER, H.B. DuKe kowu 
40840:267-40840:284. 

-8705060378 Amends 157.157 & 154 to Ucenses 0PR48£PM7 » 
respectively, reflecting new limiting condition for operation for purge sys ik r 

surveillance requirements & purge valve seai insp. 4nft4io*27O4O04O-26^- 

YOUNGBLOOD, B.J. Project Directorate II-3. 87/04/30. 12pp. 40840.270 4u 

-6705060409 Safety evaluation supporting Amend 157 to Licenses DPR-38 5 
& Amend 154 to License DPR-55.respectively. ft7/04/30. 3pp. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/o 
40840:282-40840:284. 

8705190171 Forwards Insp Repts 50-269/87-16,50-270/87-16 6 6O-207/0^^ 

87041 6-28. Violations described in rept are under 

enforcement.No notice of violation being Co. 

GRACE, J.N. Region 2. Office of Director. 87/05/01. TUCKER.H.B. DuKe 
2pp. 40964:225-40964:234. 

-8705190202 Insp Repts 50-269/87-16,50-270/87-16 6 50-287/87-16 
28.Violation8 noted'.failure to maintain two independent high pressure injec 
trains operable w/ RCS above 350 F. , a7/o 4/30. 8pp. 

BRYANT,J.C., WERT.LD., PEEBLES,T.A, Region 2, Office of Director. 87/04/ 
40964:227-40964:234. 

I705190J7J Discusses Insp Repts SO-269/875, 50-270/07.02 5 
870126-30 & forwards notice of violation. Civil penalty will not be proposed 
unusually prompt & extensive corrective actions initiated. qj 

GRACE.J.N. Region 2, Office of Director. 87/05/05. TUCKER.H.B. Duke 
3pp. 40968:179-40968:183. 

-8705190320 Notice of violation from insp on 870126-30.Vlolation 
motor operator for Letdown Cooler B outlet valve not independent of speCifie y 

GaifcE^.N^Region 2, Office of Director. 87/05/06. 2pp. 40968:1 82-40968:1 83* 

8705190167 Confirms 870416 telcon on 870513 enforcement conff ence Jo 
findings re Unit 3 startup w/both trains of HPi inoperable & valves to LPI ciowq 
as discussed in Insp Repts 50-269/87-16.50-270/87-16 A 50:287/8/ i(> An^ 
GRACE.J.N. Region 2, Office of Director. 87/06/07. TUCKFR.H.B, Duko fow*'r UO, 
2pp. 40965:001-40965:002. 

8705060040 NRC info Notice 87-021, “Shutdown Order Issued Because Licensed Oper* 
ators Asleep While on Duty.” Svc list end. ^ i 

ROSSLC.E, Division of Operational Events Assessment (Post 070411). 87/oe/i'' 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:100. 

8705280298 Forwards Insp Repts 50-269/67-14,60-270/87-14 & 50-207/074'* 
870402-03.No violations or deviations noted, „ 

HERDT,A.R. Region 2, Office of Director. 87/06/14. TUCKER.H.B. Duke Powder U). 
2pp. 41109:021-41109:026. 

-8705280300 Insp Repts 50-269/87-14,50-270/87-14 8 50-287/87-14 on 370402- 
03.No violations or deviations noted.Major areas lnspected:low pressure svc waier 
fouling problems & related corrective actions. 

BERNHARD, P.H.. MATHIS.J.L, JAPE.F. Region 2, Office of OIreolor, 87/05/1 1* 4pp. 
41109:023-41109:026. 

87051801 SS NRC Info Notice 87-022, "Operator Licensing Requallfioatlon at 
Nonpower Reactors,” Svc list end. ^ 

RO^LC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068, 


V. Operator Examinations 

8705280289 Forwards list of documents sent to NRC for preparina reauaiifimtiAn « 
87071 aoocuments should be returned upSn comp^S 

(Document con. 

Sod 2-1, "Duties o( Reactor Operators rSntroL" 

'°--ntCon. 


i/u-Aoo nccw V4 UI.Le:uc: 






F. Security, medical, emergency & fire protection plans 

A® A"®'’ ’’T 870401-03,No violations noted, 

Rp Yo 8842B.®T341° Portland, 

'"“P SO-288/87-01 on 870401 -03,No violations or deviations 

noted Major areas inspoctod,roaotor operations progrann,including organizata audits 
r\ M8T,“''’%T,'.Ao'r PPysios functions & environ monitorlg program 
40881'M'i '^DHAb,G,P. Region 5, Office of Director. 87/04/24. 12pp“ 40881:330- 








"P '^®P* 50-288/87-01 on B70401-03.No violations noted. 

W 2p,SiV 328.^8“ P°PW. 

-8706110135 Insp Rapt 50-288/87-01 on 870401.03.No violations or deviations 
noted.Major areas inspoctod:roactor operations program, including organization audits 
physics functions & environ monitoring program. ' 
YUHAS.b.P. Region 5, Office of Director. 87/04/24. 12pp^ 40881:330- 
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F. Security, medical, emergency & fire protection plana 

8705180438 Rov 1 to Emergency Proparodnes.s Administrative Procedure 6410-ADM- 
1300.02, "Emergency Equipment Readiness.” VV/table of contents. 

* General Public Utililios Corp. - GPU Service Corp. 87/04/10. 82pp. 40957:310- 


8705220125 Rev 2 to Emorgoncy Plan Implementing Procedure 641 5-IMP-1 300.10, 
Hudiological/ Environ Monitoring." 

* Geiutral Putilu; Utilities Corp. - GPU Service Corp, 87/05/04. 21pp. 41024'262- 
41024:202, 

0705 150221 Forwards Rev 2 to Emergoncy Plan implementing Procedure 6410-lMP- 
1.100 01. 'Trnorgericy Classification,' changing matrix for emergency action levels 
(f 'Ai f.) ifiat l»if;i,irmi effective B/04 iS.EALs do not decrease effectiveness of plan. 
MtiKfll.H.O Genernl Public Utilities Corp. - GPU Service Corp. 87/05/07. Document 
Centfol Hranch (Document Control Daak). ip. 40929:068-40929:093. 

8705180204 (Confirms B70501 discussions w/NRC re potential loss of reactor coolant 
pump (RCP) fioal thermal barrier cooling 5» injection concurrent w/potential loss of 
HOP t.Mp oaf, lability from control room for tire in Fire Zone CB-FA-1. 

HUKfl L.R.t). General Public Utilities Corp, - GPU Service Corp. 87/05/07. Document 
Cenlrol f.ttancfi (l.)ocument Control Desk). 2pp. 40954:053-40954:054. 


R. Periodic operating reporte ft related corrtepondence 

8705050337 "Environ Radiological Monitoring Program, Annual Operating 
1986." W/87043O Itr. 

TUCKER,H,B. Duke Power Co. 86/12/31, 80pp. 40797:032-40797:112, 


Q. Adjudicatory correspondence 

8704150230 f orwards B&W Owners Group initial ft principal responses to UCS 2.206 
petition for suspension of OLs or CPs, 

bURN5..S Commissioners. /f2&7 3103. 07/04/13. JULIAN, E. Docketing ft Services 
Brandi Ip. 40006: 128'40806:227. 


8705220085 Monthly operating repts for Apr 1987.W/870515 Itr. 

REAVIS,J.A., TUCKER.H.B. Duke Power Co. 07/04/30. 19pp. 41017:029*41017:04) 

S. Reportable occurrences, LERe ft related correapondence 


-8705060138 Initial reipons© of B&W Owners Group to petition filed under i 0 CFR 2 . 2 C 6 
by UCS.* Request for immediate suspension should be summarily donied.w/Certifi- 
cati of Svc. 

mcgarRY.j.m. 8WR Owners Group, 07/03/06. Commissioners, 14pp. 40806:129- 

4t)HU6l42. 


8705110351 LER 87-004-00:on 870331 .reactor Shut down after nonisolable 185*^ 
reactor vessel level instrumentation sys dlscovered.Caus 0 d by error in const of branch 
'o drawing misinterpretatlon.Crack repalred.W/a70430 Itr. 

NORTH, P.J., TUCKER.H.B. Duke Power Co. 87/04/30. 6 pp. 40872:353-40872:358. 

8705120189 Sutnma^ of Operating Reactors Events Meeting 07-1 1 on 870420 .Ll 8 t of 
f performance indicator program end. , ^ 

LANN NQ,W. Events Assessment Branch. 87/05/05. ROSSLC.E. Division of Oper- 
ational Events Assessment (Post 870411). 20pp. 40903:257-40903:284. 

87-005 re unit cooldown in excess of Tech Spec 
THruSo preparation ft will be submitted by 87060$. 

870410, HPI suction valves lound closed w/wakere In- 
boS open.Cau8ed by failure to ^rform adequate review of red m fofl" 

GUILLPF cleared ft breakers op©ned.W/870$11 W< ^ 

euiLL,P.F..TUGKER.H.B. Duke Power Co. 87/06/11. 9pp. 41012:27^1012:278. 


-8705060181 Principal response of B&W Owners Group to petition filed under 
10(4112.206 by UCS.* Petition should be denied. 

MC;:(.iARRY.J.M. BW Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 
40006.227, 

0705120061 Notice of appeal* Appeal of ASLB 870402 initial decision 
fiqu@«ted, Certificate of Svc end. 

BRADFORD, L. Three Mila Island Alert. #287 3398. 87/04/30. 3pp. 40874:259- 
40874:261. 

1705120051 Order.* Directs TMI Alert to show cause why appeal should not be dis- 
mifisod due to untimeliness.Sorvod on 870506. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #287 3374. 87/05/05. 
Three Milt island Alert. 2pp. 40874:230-40874:231. 

8705270065 TMI Alert response to Appeal Board order dtd 870605.* TMI Alert requests 
permission to file appeal showing that listed findings of judge not supported by record 
ft should be rovorscd.W/Cortificato of Svc ft TY Au affidavit. , ^ . 

UHADf ORD.L. Throe Milo Island Alert. #287 3496. 87/05/13. Atomic Safety and Li- 
censing Appeal Panel, 6pp. 41042:056-41042:061. 
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8705270050 C Husted brief on appeal from initial decision.* 

HUSTED,C.A. Husted, C.A. MAUPIN.M.W. Hunton & Williams. #287 3482. 87/05/18. 
Atomic Safety and Licensing Appeal Panel. 61pp. 41041:076-41041:136. 

8705270123 Memorandum & order.* TMI Alert, Inc appeal of administrative law judge 
870402 initial decision in special proceeding involving C Husted dismissal due to un- 
timely appeal w/o good cause.Served on 870520. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #287 3515. 87/05/20. 
Three Mile Island Alert. 7pp. 41042:188-41042:194. 


J. Insurance & indemnity information 

8705220031 Forwards Endorsements 120 & 97 to NELIA policies NF-164 & NF-220 & 
Endorsements 97 & 84 to MAELU Policies MF-44 & MF-73,respecttvely. 

FARRELL,E. Marsh & McLennan, Inc. 87/05/11. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 41017:089-41017:093. 


P. Operating license stage documents & correspNondence 

8705270294 Responds to util 870105 Itr re NUREG-0737,ltem II.F.2. "Inadequate Core 
Cooling (ICC)." Unresolved technical issues discussed.Staff disagrees w/util positions 
since all ICC sys instrumentation must meet design qualification requirements. 
STOL2,J.F. PWR Project Directorate 6. 87/01/21. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 2pp. 41049:307-41049:308. 

8705070316 Forwards SuppI 1 to EGG-NTA-7296, “Supplemental Technical Evaluation 
RepLPump & Valve Inservice Testing Program, TMI-I.^’ Proposed program in accord- 
ance w/established NRC requirements w/noted exceptions. 

OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EGAG, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6812. EGG-NtA-7296 SOI. 87/02/17. 
CARRINGTON,M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
2pp. 40854:188-40854:238. 

8705070233 Forwards EGG.NTA-7079, "Conformance to Reg Guide 1.97, TMI Nuclear 
Station Unit 1,” informal rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. 87/02/19, CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 40852:051-40852:076. 

--8705070242 "Conformance to Reg Guide 1.97, TMI Nuclear Station Unit 1," informal 
rept. 

ROBERTS,E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. EGG-NTA-7079. 87/02/28. NRC - No De- 
tailed Affiliation Qven, 26pp. 40852:052-40852:076. 

8705010112 Responds to 870321 Itr re condensate storage tank level indication & lo-lo 
level alarm.UnderstandIng that level indication oscillations under normal operating 
conditions not large enough to cause lo-lo alarm confirmed. 

STOLZ,J.F. Project Directorate 1-4. 87/04/24. HUKILL,H.D. General Public Utilities 
Corp. - GPU Service Corp. 4pp. 40772:345-40772:348. 

8705040029 Requests submittal of schedule of completion of facility PRA within 45 days 
of Itr date, per ASLB 820405 memorandum & order & util 840306 commitment to com- 
plete Level I PRA by 860630. 

ST0L2.J.F. Project Directorate 1-4. 87/04/24. HUKILL,H.D. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 40790:185-40790:187. 

8705050238 Advises that util will complete control room panel & instrument seismic 
qualification (Reg Guide 1.97) by end of Cycle 7 refueling outage.per 870105 
telcon.Methodology of Generic Ltr 87-02 will be used to complete verification. 
HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 87/04/28. Document 
Control Branch (Document Control Desk). Ip. 40801:280-40801:280. 

8705040025 Staff requirements memo re Commission 870416 meeting w/ Advisory 
Panel for Decontamination of TMI-2 in Washington, DC concerning util three disposal 
alternatives for removal of accident-generated water from plant. 

CHILK,S.J. Office of the Secretary of the Commission. 87/04/30. STELLO.V. Office of 
the Executive Director for Operations. 2pp. 40789:354-40789:355. 

8705180016 Provides updated summary of description of compliance w/ Reg Guide 
1.97.Util in compliance w/reg guide re Category 3 instrumentation located in mild envi- 
ron for events for which reactor bldg emergency ccx)ling sys required. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 87/05/07. Document 
Control Branch (Document Control Desk). 2pp. 40943:270-40943:271. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190195 Forwards Table I, reflecting status of activities associated w/multi-plant 
action items.Changes from 860626 suBmittal li8ted.Table also incorporates comments 
from 860709 telcon & info provided on 860902. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 87/05/12, Document 
Control Branch (Document Control Desk). 9pp. 40968:325-40968:333. 

8705180331 Notification of 870521 meeting w/util in Bethe8da,MD to discuss results of 
tests on steam generator tubes, 

EDISON,G.E. Project Directorate 1-4. 87/05/13. STOLZ,J.F. Project Directorate 1-4. 
4pp. 40960:062-40960:065. 

8705260186 Forwards Amend 128 to License DPR-50 & safety evaluation. Amend re- 
vises unit staff organizational titles & responsibilities in administrative section of Tech 
Specs & clarifies operator license requirements for shift personnel. 

EDISON,G.E. Project Directorate 1-4. 87/05/13. HUKILL,H.D. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 41030:073-41030:083. 

-6705260192 Amend 128 to License DPR-50, revising unit staff organizational titles & 
responsibilities in administrative section of Tech Specs & clarifying operator license 
requirements for shift personnel. 

STOLZ,J.F. Project Directorate 1-4. 87/06/13. 6pp. 41030:076-41030:081. 

-8705260194 Safety evaluation supporting Amend 128 to License DPR-50. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13, 2pp. 
41030:082-41030:083. 


8705260177 Fonvards Amend 129 to License DPR-50 & safety evaluation. Amend re- 
vises Tech Spec reporting requirements to conform w/ 10CFR50.72 & 50.73 rule 
changes. 

EDISON.G.E. Project Directorate 1-4. 87/05/14. HUKILUH.D. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 41030:090-41030:134. 

-8705260181 Amend 129 to License DPR-50, revising Tech Spec reporting requirements 
to conform W/10CFR50.72 & 50.73 rule changes. 

STOLZ,J.F. Project Directorate 1-4. 87/05/14. 40pp. 41030:093-41030:132. 

-8705260182 Safety evaluation supporting Amend 129 to Ucense DPR-50. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/14. 2pp. 
41030:133-41030:134. 

8705260155 Forwards TE Murley 870428 Itr granting relief from 60 day reporting re- 
quirement of Generic Ltr 87-02 to members of Seismic Qualification Util Group. 
STOL2,J.F. Project Directorate 1-4. 87/05/15. HUKILUH.D. General Public Utilities 
Corp. - GPU Service Corp. 1p. 41043:189-41043:192. 

8705260320 Informs that automatic water level trending does not commence until such 
time as all four reactor coolant pumps tripped.Conoition alleviated by disconnecting 
pump running index as inhibit to trend water level. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 87/05/15. Document 
Control Branch (Document Control Desk). 2pp. 41038:276-41038:277. 

8705270074 Fonvards "Assessment Rept of Selected TMI-1 Training Programs," per 
ASLB 820727 partial initial hearing. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp, 87/05/15. Document 
Control Branch (Document Control Desk). 1p. 41044:232-41045:004. 

—8705270084 "Assessment Rept of Selected TMI-1 Training Programs." 

* Data Design Laboratories. 87/02/13. 100pp. 41 044:233-41 045:CK)4. 

8705280352 Informs that util participates in Seismic Qualification Util Group (SQUG) 
program & intends to follow SQUei program approach for resolution of USI A-46 re 
verification of seismic adequacy of mechanical & electrical equipment. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/05/19. Document 
Control Branch (Document Control Desk). 1p. 41107:359-41107:359. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.uE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040202 Forwards Exam Rept 50-289/87-03OL of exam administered during wk of 
870302. 

COLLINS,S.J. Region 1, Office of Director. 87/04/20, HUKILL,H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 40776:266-40775:337. 

-8705040238 Exam Rept 50-289/87-03OL on 870302-06.Exam results:three candidates 
passed all portions of exam.One candidate failed simulator portion of exam. 

COE,D.. KELLER,R., COLLINS.S.J. Region 1, Office of Director. 87/04/19. 70pp. 
40775:268-40775:337. 

8705050050 Ack receipt of 860502 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-289/86-01 .Insp on 870323-26 examined corrective & preventive 
actions taken. Actions acceptable. 

JOHNSTON, W.V. Region 1. Office of Director. 87/04/23. HUKILUH.D. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 40796:063-40796:071. 

8705080274 Forwards Requalification Program Evaluation Rept 50-289/87-07OL of 
audit administered on 870220-031 2. Response to remaining concern explaining actions 
taken or planned requested. 

COLLINS,S.J. Region 1, Office of Director. 87/05/01. HUKILUH.D. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 40859:238-40859:361. 

-8705080305 Requalification Program Evaluation Rept 50-289/87-07OL of audit admin- 
istered during 870220-031 2.Concerns identified: weaknesses in simulator exam & ne- 
cessity to evaluate senior operators routinely assigned reactor operator duties. 

COE,D., KELLER,R., COLLINS,S. Region 1, Office of Director, 87/04/30. 120pp. 
40859:242-40859:361. 

8705180284 Forwards SALP Rept 50-289/86-99 on May-Oct 1986,including minor revs 
to Table 8.per util 870401 Itr.Util commended for strong orientation toward nuclear 
safety. 

RUSSELL, W.T. Region 1, Office of Director. 87/05/06. HUKILUH.D. General Public 
Utilities Corp, - GPU Senrice Corp. 3pp. 40951:323-40952:032. 

-8705180299 Final SALP Rept 50-289/86-99 for May-Oct 1 986.including revs to Table 

8 . 

* Region 1, Office of Director. 86/12/03. 58pp. 40951:336-40952:032. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of c5perational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961 -.OOI -40961: 106. 

8705220017 Forwards Insp Rept 50-289/87-01 on 870112-21 & notice of violation.Eight 
potential enforcement items identified, including failure to maintain EQ files & to d^ 
onstrate that black Durez Limitorque limit switch qualified. 

JOHNSTON, W.V, Region 1. Office of Director. 87/05/11. HUKILUH.D. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 41021:123-41021:157, 

-8705220020 Notice of violation from insp on 870112-16 & 20-21. 

* Region 1 , Office of Director. 87/05/1 1 . 4pp. 41 021 ;1 26-41 021:1 32. 

-8705220027 Insp Rept 50-289/87-01 on 870112-16 & 20-21 .Violations noted:faiture to 
follow procedures for mounting Foxboro transmitters & failure to demonstrate avail- 
ability of qualification data prior to insp. 

PAOLINO,R.J., ANDERSON, C.J. Region 1, Office of Director. 87/04/20. 26pp. 
41021:133-41021:157. 
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8705260389 Responds to NRC Investigation Rept 1-84-021 ,dtd 851011. Corrective 
actions:organization, staff & leadership for equipment qualification program improved & 
instructions to personnel will be more timely in responding to QA. 

CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 87/05/15, 
RUSSELL, W.T. Region 1. Office of Director. 3pp. 41038:216-41038:218. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705260436 Monthly operating rept for Apr 1987.W/870514 Itr. 

SMYTH.C.W., HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 87/04/ 
30. 6pp. 41038:179-41038:184. 


S. Reportable occurrences, LERs & related correspondence 

8705080327 LER 87-003-00:on 870402,App R fire barrier penetration seal discovered 
missing from fire zone boundary since 1978.Caused by engineering personnel 
error.Required seal installed on day of discovery.W/a70501 Itr. 

OTTO.S.M., HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 87/05/01. 
4pp. 40872:138-40872:141. 


V. Operator Examinations 


8705040202 Forwards Exam Rept 50-289/87-03OL of exam administered during wk of 
870302. 

COLLINS,S.J. Region 1. Office of Director. 87/04/20. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 40775:266-40775:337, 

-8705040238 Exam Rept 50-289/87-03OL on 870302-06.Exam r6sults:three candidates 
passed all portions of exam. One candidate failed simulator portion of exam. 

COE.D., KELLER, R., COLLINS.S.J. Region 1, Office of Director. 87/04/19. 70pp. 
40775:268-40775:337. 

8705010130 Partial response to FOIA request for documents re INPO accreditation of 
training programs. Fonivards App B document. Document also available in PDR. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/29. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project. 2pp. 40773:159-40773:164. 

-8705010140 Summarizes INPO 861210 accreditation meeting In Atlanta,GA. Listed 
plants presented training programs for nonlicensed operators, reactor operators, senior 
reactor operators & shift technical advisors. 

PAPERl^LO.C.J. Region 3. Office of Director. 86/12/22. RUSSELL, W.T. Division of 
Human Factors Technology (851125-870411). 2pp. 40773:161-40773:164. 

8705080274 Forwards Requalification Program Evaluation Rept 50-289/87-07OL of 
audit administered on 870220-031 2.Response to remaining concern explaining actions 
taken or planned requested. 

COLLINS.S.J, Region 1, Office of Director. 87/05/01. HUKILL,H.D. General Public 
Utilities Corp. - GPU Senrice Corp. 4pp. 40859:238-40859:361. 

—8705080305 Requalification Program Evaluation Rept 50-289/87-07OL of audit admin- 
istered during 870220-031 2.Concerns identified: weaknesses in simulator exam & ne- 
cessity to evaluate senior operators routinely assigned reactor operator duties. 

COE.D., KELLER.R., COLLINS.S. Region 1, Office of Director. 87/04/30. 120pp. 
40859:242-40859:361. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705190428 Responds to 861009 telcon request for info on 870307 emergency oper- 
ations facility (EOF) positive pressure testing.EOF capable of maintaining positive 
pressure in excess of required 0.17 “H20. 

BIRD.R.G. Boston Edison Co. 87/03/11. Document Control Branch (Document Con- 
trol Desk). 1p. 40975:027-40975:027. 

8705110345 Responds to violations noted in Insp Rept 50-293/87-11. Corrective 
actions:responsibility for control of high & hi-hi radiation area access centralized & 
maint request procedure revised. 

BIRD.R.G. Boston Edison Co. 87/04/29. Document Control Branch (Document Con- 
trol Desk). 5pp. 40905:150-40905:154. 

8705080252 Informs of plans to conduct special team insp on 870511-15 re ability to 
provide safe shutdown in event of fire. Analyses, procedures & other documentation 
on sub] required in Region I ofc by 870501 , 

JOHNSTON, W.V. Region 1. Office of Director. 87/04/30. BIRD.R.G. Boston Edison 
Co. 2pp. 40862:089-40862:090. 


H. General correspondence 

8705270545 Responds to 870428 mailgram demanding proof prior to restart that stated 
circumstances, including valve failure permitting toss of coolant from reactor core 
through failed valve, cannot occur. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411), 87/05/20. PIERCE- 
BJORKLUN Affiliation Not Assigned. 2pp. 41049:309-41049:311. 

—8705270552 Demands proof that stated circumstances cannot occur prior to Issuance 
of low power license, including valve failure permitting loss of coolant from reactor 
core through failed valve. 

PIERCE-BJORKLUN Affiliation Not Assigned. 87/04/28. ZECH.L. Commissioners. Ip. 
41049:311-41049:311. 


J. Insurance & indemnity information 

8705260381 Forwards Endorsement 112 to NELIA Policy NF-188 & Endorsement 93 to 
MAELU Policy MF-58. 

O’CONNOR, D.J. Marsh & McLennan, Inc. 87/05/15. DINIT2,I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41038:118-41038:120. 


P. Operating license stage documents & correspondence 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. 1p. 40839:055-40840:169. 

-8705050211 Provides estimation of main steam electromatic relief valve operations at 
operating conditions for listed facilities, per 730718 request.Histories of relief valve op- 
eration at pressure & temp & related info end. 

DANCE, H.C. Region 3, Chicago, Office of the Director. 73/07/31. BRYAN, S. Region 
3, Chicago, Office of the Director. 13pp. 40839:337-40839:349. 

8705070145 Advises that lack of precise agreement between Tech Spec change origi- 
nally proposed in Hulman 870317 memo to Donohew & final version of change now 
being processed.Technical issue re filter bank remains unchanged. 

NERSES, V. Project Directorate I-3. 87/04/28. THADANI,A. Assistant Director for Sys- 
tems. 2pp. 40853:110-40853:136. 

-8703230085 Fonyards safety evaluation & SALP input re util 870119 & 27 requests for 
Tech Spec revs concerning control room high efficiency air filter sys.Requests accept- 
able. 

HULMAN. LG. Plant Systems Branch (BWR). 87/03/17. DONOHEW, J. BWR Project 
Directorate 1. Ip. 40853:132-40853:132. 

-8705070164 Safety evaluation supporting Tech Spec change re control room high effi- 
ciency air filter sys.SALP input end. 

* Office of Nuclear Reactor Regulation, Director (851125-870411). 87/03/17. 4pp. 
40853:133-40853:136. 

8705080002 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification Require- 
ments." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH.N.P. Seismic Qualification Utility Group. Ip. 41049:281-41049:284. 

-8705270237 Forwards NRC Itr to chairman of Seismic Qualification Util Group.granting 
relief from 60-day reporting requirement of Generic Ltr 87-02, for info & use. 
WESSMAN.R. Project Directorate I-3. 87/05/14. BIRD.R.G. Boston Edison Co. 2pp. 
41049:283-41049:284. 

8705070350 Requests detailed description of containment mods program, including im- 
plementation schedule, hardware chariges, procedural changes & operator 
training, within 60 days to allow sufficient time for review before restart. 

VARGA, S.A. Project Directorate 1-2. 87/04/30. BIRD.R.G. Boston Edison Co. 2pp. 
40851:258-40851:259. 

8705070374 Application for amend to License DPR-35, consisting of Proposed Change 
87-02, revising Tech Specs to remove need to conduct surveillances on redundant 
ECCS when sys found or made inoperable. 

BIRD.R.G. Boston Edison Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). 5pp. 40857:334-40857:349. 

—8705070381 Proposed changes to Tech Spec 3/4.5, removing need to conduct surveil- 
lances on redundant ECCS when sys found or made inoperable. 

* Boston Edison Co. 87/04/30. 11pp. 40857:339-40857:349. 

8705110268 Forwards status rept re progress toward resolution of items identified in 
NRC 861231 Itr, per requestStatus shown as of 87041 S.Progress & effectiveness of 
actions monitored, w/ verification & validation of completion documentation. 

BIRD.R.G. Boston Edison Co. 87/05/06. Document Control Branch (Document Con- 
trol Desk). 59pp. 40880:232-40880:290. 

8705190152 Fonvards NRR input for Commissioner Carr info package on facllity.per 
request.NRR will provide support for Carr 870522 site visit. 

WESSMAN.R.H. Project Directorate 1-3. 87/05/08. WIGGINS, J.T. Region 1. Office of 
Director. 4pp. 40963:280-40963:283. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180021 Responds to Generic Ltr 87-05 re assessment of licensee measures to 
mitigate &/or identify potential degradation of Mark I drywells.Ultrasonic thickness 
measurements of dryweli liner performed.No evidence of degradation found. 

BIRD.R.G. Boston Edison Co. 87/05/11. Document Control Branch (Document Con- 
trol Desk). 6pp. 40943:260-40943:265. 

8705180267 Notification of 870521 meetina w/util in Bethesda,MD to discuss status of 
various licensing items & potential Tech Spec change requests. 

WESSMAN,R. Project Directorate 1-3. 87/05/13. NERSES, V. Project Directorate 1-3, 
3pp. 40962:265-40962:267. 

8705270275 Forwards rept of 870330-31 independent radiological oversight committee 
(IRQC).Committee observations/concerns identified In rept & include actions to ad- 
dress IROC recommendations from 870225 meeting. 

BIRD.R.G. Boston Edison Co. 87/05/15. Document Control Branch (Document Con- 
trol Desk). 3pp. 41 086:067-41 086:069. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultirra From Boric Acid Corrosion.’’ Svc list end. 

RQSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co, of New York, Inc. 103pp. 40769:102-40769:203. 
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8705060297 Forwards Safety Insp Rept 50-293/87-09 on 870209-1 3.No violations 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/04/23. BIRD.R.G. Boston Edison 
Co. 2pp. 40825:1 51 -40825:1 63. 

-8705060301 Insp Rept 50-293/87-09 on 870209-1 3.No violations or deviations 
noted.Major areas inspected:protectlve action & control of ESFs & electrical sys & 
components. 

PAULITZ.F., ANDERSON.C.J. Region 1, Office of Director. 87/04/22. 11 dd 
40825:153-40825:163. 


8705110345 Responds to violations noted in Insp Rept 50-293/87-11. Corrective 
actions.-responsibility for control of high & hi-hi radiation area access centralized & 
maint request procedure revised, 

BIRD.R.G. Boston Edison Co. 87/04/29. Document Control Branch (Document Con- 
trol Desk). 5pp. 40905:150-40905:154. 

8705080252 Informs of plans to conduct special team insp on 870511-15 re ability to 
provide safe shutdown in event of fire. Analyses, procedures & other documentation 
on subj required in Region I ofc by 870501 . 

JOHNSTON.W.V. Region 1, Office of Director. 87/04/30. BIRD.R.G. Boston Edison 
Co. 2pp. 40862:089-40862:090. 

8705120104 Forwards Safety Insp Rept 50-293/87-15 on 870302-13 & notice of viola- 
tion. 

JOHNSTON.W.V. Region 1. Office of Director. 87/05/05. BIRD.R.G. Boston Edison 
Co. 2pp. 40909:199-40909:218. 

-8705120105 Notice of violation from insp on 870302-13. 

* NRC - No Detailed Affiliation Given. 87/05/05. Ip. 40909:201-40909:201. 

-8705120110 Independent Measurements Insp Rept 50-293/87-15 on 870302- 13. Vio- 
lations noted:inadequate magnetic particle exam & procedure for visual insp personnel 
qualification. 

KERCH.H.W., HARRIS.R.H., STROSNIDER.J. Region 1, Office of Director. 87/04/27. 
17pp. 40909:202-40909:218. 

8705150264 Forwards rept describing Generic Ltr 84-11/IGSCC related weld Insps.per 
verbal request from NRC project manager. Valves 12-1-16 & RPV-N9B-1 adoed to 
RFC 7 insp listlGSCC augmented Insps to be completed by 870701 . 

BIRD.R.G. Boston Edison Co. 87/05/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 40928:329-40929:049. 

-8705150275 “Boston Edison Co Response to Generic Ltr 84-11; 'Insp of BWR Stain- 
less Steel Piping,’ Summary Overview.” 

RAMP.K.S., GORDON.G.M. General Electric Co. 87/04/30. 79pp. 40928:331- 
40929:049. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROsSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 


8705050205 "Marine Ecology Studies Semiannual Rept 29 for 1986.” W/ 870430 ltr. 
ANDERSON,R.D., BIRD.FTG. Boston Edison Co. 29. 86/12/31, 421 pp, 40814:161- 
40815:221. 

8705060083 "Pilgrim Nuclear Power Station Environ Radiation Monitoring Program Rept 
19,1986." W/870430 ltr. 

BOWMAN.C.E.. SOWDON.T.L, BIRD.R.G. Boston Edison Co. 86/12/31. 163pp. 
40819:166-40819:328. 

0705050016 Forwards "Radiological Improvement Plan Implementation Progress Rept 
for First (Quarter 1987,” per Section IV,C of NRC 841129 order modifying license.Rept 
provides actions re independent radiation oversight committee recommendations. 
BIRD.R.G. Boston Edison Co. 87/04/28. Document Control Branch (Document Con- 
trol Desk), ip. 40803:142-40803:147. 

-8705050020 “Radiological Improvement Plan Implementation Progress Rept for First 
Quarter 1987.” 

DEACON.W.H. Boston Edison Co. 87/03/31. 5pp. 40803:143-40803:147. 

8705210057 Monthly operating rept for Apr 1987.W/870512 ltr. 

HAMILTON, P;, BIRD.R.G. Boston Edison Co. 87/04/30. 7pp. 41003:160-41003:166. 


S. Reportable occurrences, LERs & related correspondence 


8705080218 LER 87-006-00:on 870331 .loss of preferred offsite power occurred during 
storm.Caused by loss of transmission line 342 & alternate transmission line 355 be- 
coming Isolated from startup transformer.OffsIte power re8tored.W/870429 ltr. 
LUNN3.P,, BIRD.R.G. Boston Edison Co. 87/04/29. 7pp. 40872:289-40872:295. 

8705140346 LER 86-027-01 :on 861 11 9, while in cold condition/refuel mode, station lost 
preferred offsite power during winter storm. Caused by arcing of hig^h voltage lines due 
to ice & snow. Power restored by emergency diesel generators.W/870507 ltr. 
LUNN.B.P.. BIRD.R. Boston Edison Co. 87/05/07. 5pp. 40924:341-40924:345. 


8705140033 LER 86-028-01 ;on 861 222, unplanned ESF actuation occurred. Caused by 
Incomplete isolation revlew.Power to breaker 62-18115 restored & Procedures 2.2.14 
A 2.2.1 6 revised.W/ 870508 ltr. 

LUNN.B.P., BIRD.R.G. Boston Edison Co. 87/05/08. 4pp. 40917:173-40917:176. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705220237 Partially deleted ltr certifying JA Norris employment w/NRC & recommend- 
ing that Norris be granted unescorted access to protected & vital areas of facility. 
VARGA,S.A, PWR Project Directorate 3. 87/03/31. FARRAR.D.L Commonwealth 
Edison Co. 2pp, 41023:003-41023:004. 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementir^ procedures.including Rev 1 to EG-13, "Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab.” 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050295 Station Procedure Permanent Change Request A87-253 for Rev 4 to EPIP 
190-1, “Communications Director." 

* Commonwealth Edison Co. 87/04/20. 8pp. 40800:142-40800:149. 

8705050182 Revised emergency plan implementing procedures,including revised table 
of contents,Rev 4 to ED-5A, "Calculation of Offsite Whole Body Radiation Dose...” & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges....” 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705050100 Forwards explanation of control switch circuitry in use at plant & Rev 0 to 
Emergency Procedure ES-1.1, “St Termination,” per SA Varga 870107 request for 
addi info re IE Bulletin 80-06. 

LEBLOND,P.C. Commonwealth Edison Co. 87/04/28. Document Control Branch 
(Document Control Desk). 7pp. 40803:034-40803:045. 

—8705050113 Rev 0 to Emergency Procedure ES-1.1, "SI Termination.” 

* Commonwealth Edison Co. 85/12/27. 5pp. 40803:041-40803:045. 

8705040022 Revised emergency plan implementing procedures.including Rev 3 to EPIP 
510-2, “GSEP Training Requirements for Rad/ Chem Technicians” & EPIP 320-1, 
"Activation of Station Group.” W/870429 ltr. 

NYKIEL,A. Commonwealth Edison Co. 87/04/29. 114pp. 40775:040-40775:153. 

8705050256 Change Request A87-206 to Rev 0 to Emergency Plan Implementing Pro- 
cedure EPIP 200-1, “Operational Support Ctr Director.” W/table of contents. 

* Commonwealth Edison Co. 87/04/30. 7pp. 40812:060-40812:066. 

8705050260 Station Procedure Change Request A87-207 to Rev 0 to Emergency Plan 
Implementing Procedure EPIP 210-1, “Operation Support Ctr Supervisor." 

RIECK.T. Commonwealth Edison Co, 87/04/30. 7pp. 40813:011-40813:017. 

8705050268 Change Request A87-244 to revs to Emergency Plan Implementing Proce- 
dure EPIP 100-1, “Acting Station Director (Shift Engineer) Implementing Procedure." 
W/procedures index & table of contents. 

* Commonwealth Edison Co. 87/04/30. 25pp. 40811:133-40811:156. 

8705060046 Rev 4 to Emergency Plan Implementing Procedure EPIP-180-1, “Rad/ 
Chem Director.” W/Station Procedure Change Request A87-161. 

* Commonwealth Edison Co. 87/04/30. 9pp. 40821:015-40821:023. 

8705060053 Change Request A87-245 to revs to Emergency Plan Implementing Proce- 
dure EPIP 110-1. "Station Director.” 

* Ck)mmonwealth Edison Co. 87/04/30. 22pp. 40816:264-40816:284. 

8705060199 Change Request A87-233 to Rev 2 to Emergency Plan Implementing Pro- 
cedure EPIP 120-1, “Operations Director.” 

RIECK,T. Commonwealth Edison Co. 87/05/01. 6pp. 40832:084-40832:089. 

8705130284 Forwards Safety Insp Repts 50-295/87-06 & 50-304/87-07 on 870318- 
0416 & notice of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/05/06. REED.C. Commonwealth 
Edison Co. 2pp. 40910:246-40910:261. 

-8705130291 Insp Repts 50-295/87-06 & 50-304/87-07 on 870318-0416, Violation 
noted:failure to follow operating procedures which resulted in unplanned automatic 
start of auxiliary feedwater pumps 2B & 2G. 

FORNEY, W.L Region 3, Office of Director. 87/05/06. 13pp. 40910:249-40910:261. 

8705180351 Fonwards Amends 104 & 94 to Licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amends permit one-time extension of outage time on Diesel Genera- 
tor 0 for Unit 2 Spring 1987 refueling outage maint & mod per 10CFR50,App R. 
NORRIS,J.A. Project Directorate 111-2. 87/05/08. FARRAR,D.L. Commonwealth Edison 
Co. 2pp. 40960:066-40960:078. 

-8705180366 Amends 104 & 94 to Licenses DPR-39 & DPR-48,respectively, permitting 
one-time extension of outage time from 7 to 21 day^s on Diesel Generator 0 for Unit 2 
Spring 1987 refueling outage maint & mod, per 10CFR50,App R. 

MULLER,D.R. Project Directorate III-2. 87/05/08. 7pp. 40960:068-40960:074. 

-8705180380 Safety evaluation supporting Amends 104 & 94 to Licenses DPR-39 & 
DPR-48,respectively. 

* Office OT Nuclear Reactor Regulation, Director (Post 870411). 87/05/08. 4pp. 
40960:075-40960:078. 

8705190478 Requests review & comment on end EGG-NTA-7368, “Conformance to 
Reg Guide 1.9XZion Nuclear Station, Units 1 & 2.” Justifications for util-identified ex- 
ceptions to Reg Guide 1.97 acceptable, w/exception of 22 items shown in rept. 
MULLER,D.R. Project Directorate III-2. 87/05/15. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 40982:210-40982:211. 

-8704150145 “Conformance to Reg Guide l.97,Zion Nuclear Station.Units 1 & 2," tech- 
nical evaluation rept. 

STOFFEL.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. EGG-NTA-7368. 
87/01/31. NRC - No Detailed Affiliation Given. 28pp. 40982:212-40982:239. 

8705050374 Revised emergency plan implementing procedures.including Rev 14 to 
NST-CCC-1, “Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, ‘^Nuclear Duty 
Officer” & Rev 11 to NST-CCC-1 2, "Sys Power Dispatcher.” 

BLACKMAN,T.G. Commonwealth Edison Co. 87/06/31. 100pp. 40800:162-40800:305. 
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8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 
* Commonwealth Edison Co. 87/05/31 . 8pp. 40816:256-40816:263. 


H. General correspondence 

8705140019 Responds to 860220 & 1110 Itrs expressing technical concerns & request- 
ing appearance before Commission, respectively. Ltr failed to detail addl info not al- 
ready presented before ACRS or included in submittals. 

CHILK,S.J. Office of the Secretary of the Commission. 87/04/01. REYTBLATT.Z. Illi- 
nois Institute of Technology, Chicago, IL Ip. 40921:078-40921:102. 

—8705140039 Informs that technical answer to Nov 1986 ltr not received. Newly discov- 
ered description of fraudulent plant leak rate computer program encl.Program contains 
option for fraudulent substitution of real data contrary to 10CFR,App J. 

REYTBLATT,Z. Illinois institute of Technology, Chicago, IL 87/02/20. ZECH.L. Com- 
missioners. 2pp. 40921 :079-40921 :080. 

-8705140051 Demands response to 861014 telcon re NRC Involvement in cover up of 
deficient & possibly fraudulent tests & Stello denial of existence of records concerning 
change 10CFR9.4. 

REYtBLATT,Z. Illinois Institute of Technology, Chicago, IL 87/01/05. ZECH,L Com- 
missioners. 2pp. 40921:081-40921:082. 

-8705140073 Annotated ltr informing that technical reply to Nov 1986 ltr not 
received.Newly discovered description of fraudulent plant leak rate computer 
program, containing option for substitution of real data,encl. Investigation demanded. 
REYTBLATT,Z. Illinois Institute of Technology, Chicago, IL 86/11/24. ZECH,L Com- 
missioners. 2pp. 40921:083-40921:084. 

—8705140080 insists that NRC respond to 861014 telcon re fraudulent leak rate testing 
& extent of NRC involvement in cover up.NRC under statutory obligation to react to 
cases of crime w/ safety implications.Record of 861105 telcon end. 

RE'iTBLATT,Z. Illinois Institute of Technology, Chicago, IL 86/11/10. ZECH,L Com- 
missioners. 6pp. 40921:085-40921:090. 

—8705140105 Responds to 860312 ltr re leak rate testing.NRC expended tremendous 
amount of time & resources in attempting to comply w/requestRecent telcons to 
Chairman Zech not addressed due to recipient refusal to identify sud matter. 
JOURDAN,C. Office of the General Counsel. 86/10/28. REYTBLATt.Z.V. Illinois Insti- 
tute of Technology, Chicago, IL 8pp. 40921:091-40921:098. 

—8705140128 Marked-up ack of 860409 ltr transmitting corre^ndence from 
constituent, ZV Reytblatt.NRC currently defending lawsuit bought by Reytblatt re mat- 
ters raised in ltr to Senator Dixon.NRC instructed not to respond to communication. 
KAMMERER,C. Office of Congressional Affairs. 86/04/24. BROZOVICH.W.C. Senate. 
3pp. 40921:099-40921:102. 


J. Insurance & indemnity information 

8705210698 Forwards Endorsements 100 & 101 to NELIA Policy NF-187, Endorse- 
ments 83 & 84 to MAELU Policy MF-54, Endorsements 90 & 77 to NELIA Policy NF- 
201 & MAELU Policy MF-64,re8pectively & Endorsement 43 to NELIA Policy NF-253. 
OSTER.J. Commonwealth Edison Co. 87/05/15. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 9pp. 41012:279-41012:287. 


P. Operating license stage documents & correspondence 

8705180003 ‘Technical Rept 23. 1Z Zion Nuclear Generating Station - Integrated Con- 
tainment Analysis." W/870313 release memo. 

* Commonwealth Edison Co. * Industry Degraded Core Rulemaking Program, 85/06/ 
30. 120pp. 40940:048-40940:237. 

8705050103 Notification of 870514 meeting w/util in Bethesda,MO to discuss mgt 
review of licensing status of util plants. 

MULLER,D.R. Project Directorate III-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705110163 Forwards safety evaluation re util compliance w/10CFR50.61 concerning 
matl properties for fracture toughness criteria for protection against PTS events,per 
860117 &. 1229 submittals & 861003 meeting.Compliance not achieved. 

MULLER,D.R. Project Directorate III-2. 87/05/07. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 40880:034-40880:045. 

—8705110178 Safety evaluation re util 861229 submittal concerning matl properties for 
fracture toughness requirements for protection against PTS events, per 
10CFR60.61. Reported values of copper & nickel content unacceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 10pp. 
40880:036-40880:045. 

8705180351 Forwards Amends 104 & 94 to Licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amends permit one-time extension of outage time on Diesel Genera- 
tor 0 for Unit 2 Spring 1987 refueling outage maint & mod per 10CFR50,App R. 
NORRIS,J.A. Project Directorate lll-l. 87/05/08. FARRAR, D.L Commonwealth Edison 
Co. 2pp. 40960:066-40960:078. 

-8705180366 Amends 104 & 94 to Licenses DPR-39 & DPR-48,re8pectively, permitting 
one-time extension of outage time from 7 to 21 days on Diesel Generator 0 for Unit 2 
Spring 1987 refueling outage maint & mod,per 1 0CpR50,App R. 

MULLER,D.R. Project Directorate III-2. 87/05/08. 7pp. 40960:068-40960:074. 

-8705180380 Safety evaluation supporting Amends 104 & 94 to Licenses DPR-39 & 
i’0gpgi2tively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/08. 4pp. 
40960:075-40960:078. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirement8.Svc list end. 
MIRAGLIA,F,J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Bectric Co. 51pp. 41017:311-41018:002. 

8705130270 Advises that Z Reytblatt 870220 ltr does not raise any new or different 
technical concerns,including item re facility leak rate computer program. Facility uses 
numbered subvolumes & consecutive subvolumes located adjacent to each other. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
11. REYTBLATT,Z. Illinois Institute of Technology, Chicago, IL 5pp. 40911:241- 
40911:245. 


8705210648 Revises scheduies in util 860604 ltr re A Model implementation at 
facilities.Schedule provided in 860604 ltr significantly impacted by implementation of 
new QA procedure re software configuration mgt. Revised target dates listed. 
ALLEN,C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705260094 Final response to FOIA request.App C documents available in 
PDR. Forwards App D documents re Seabrook probabilistic safety study. Addl records 
available in PDR in Folder FOIA-87-10,Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY,S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

-8705260301 “Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA," “Safety Evaluation of Core-Melt Accidents: Indian Point...& Zion-Oper- 
ating Reactor" & "Review of PRA for Seabrook...,” monthly repts for Oct 1984. 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants.Meeting agenda & list of attendees end. 

MULLER,D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705280404 Advises that util has no further plans to refine control room dose calcula- 
tions in support of 860911 radioactive release at plant. Estimate of 15.2 rem received 
over 30-day period assures ventilation discrepancies safe. 

LEBLOND,P.C. Commonwealth Edison Co. 87/05/19. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41107:161-41107:162. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,uE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050100 Forwards explanation of control switch circuitry in use at plant & Rev 0 to 
Emergency Procedure ES-1.1, "SI Termination,” per SA Varga 870107 request for 
addl info re IE Bulletin 80-06. 

LEBLOND,P.C. Commonwealth Edison Co. 87/04/28. Document Control Branch 
(Document Control Desk). 7pp. 40803:034-40803:045. 

-8705050113 Rev 0 to Emergency Procedure ES-1.1, “SI Termination." 

* Commonwealth Edison Co. 85/12/27. 5pp. 40803:041-40803:045. 

8705130284 Forwards Safety Insp Repts 50-295/87-06 & 50-304/87-07 on 870318- 
0416 & notice of violation. 

WARNICK,R.F. Region 3, Office of Director. 87/05/06. REED,C. Commonwealth 
Edison Co. 2pp. 40910:246-40910:261. 

—8705130290 Notice of violation from insp on 870318-0416. 

WARNICK,R.F. Region 3, Office of Director. 87/05/06. 1p. 40910:248-40910:248. 

-8705130291 Insp Repts 50-295/87-06 & 50-304/87-07 on 870318-0416. Violation 
noted:failure to follow operating procedures which resulted in unplanned automatic 
start of auxiliary feedwater pumps 2B & 2C. 

FORNEY,W.L Region 3, Office of Director. 87/05/06. 13pp. 40910:249-40910:261. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210627 Discusses Safety Insp Repts 50-295/86-30 & 50-304/86-30 on 861230- 
870114 & forwards notice of violation.One significant deficiency identified re imple- 
mentation of environ qualification program. 

HARRISON,J.J. Region 3, Office of Director. 87/05/15. REED,C. Commonwealth 
Edison Co. 2pp. 41012:155-41012:157. 

—8705210641 Notice of violation from insp on 861230-8701 14. Violations noted:cubicle 
cooler fan motor lead splice/cable assemblies used In 10CFR50.49 designated appli- 
cations spliced w/various types of non-EQ tape utilizing sections of non-EQ PVC 
cable. 

HARRISON, J.J. Region 3, Office of Director. 87/05/15. Ip. 41012:157-41012:157. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060087 Fonvards "Zion Generating Station Annual Operating Rept, 1985.” Environ 
radiological & meteorological monitoring submitted as Part III in operating rept. 
PLIML,G.J. Commonwedth Edison Co. 86/03/21. KEPPLER,J.G- Region 3, Office of 
Director. 1 p. 4081 6:242-4081 6:252. 

-8705060106 “Zion Generating Station Annual Operating Rept,1985.” 

* Commonwealth Edison Co. 85/12/31. 8pp. 40816:243-40816:250. 

-8705080113 Forwards occupational radiation exposures for 1985 for facility. 
STEPHENSON,B. Commonwealth Edison Co. 86/02/27. KEPPLER,J.G. Region 3, 
Office of Director. 2pp. 4081 6:251-4081 6:252. 

8705200677 Monthly operating repts for Apr 1987.W/870507 ltr. 

ARGYRIS,G., PLIML,G.J. Commonwealth Edison Co. 87/04/30. 12pp. 40992:172- 
40992:183. 
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S. Reportable occurrences, LERs & related correspondence 

8705060407 PNO-lll-87-061 :on 870425, generator shutdown to reduce frame vibrations 
hydrogen eak into stator water cooling sys. Inspectors monitoring licensee 
InpElv JP ^pport generator balance runs. ^ 

'^^^hllCK.R. Region 3, Office of Director. 87/04/28. 1p. 40839:026- 

4Uoo9lOfcD. 

8705050177 LER 86-040-01 :on 861 022, during insp of environmentally qualified splice 
installations,three mstruments found w/ leads landed on terminal blocks,making instru- 
ments inoperable.Caused by inadequate info.W/870501 Itr ^ 

Commonwealth Edison Co. 87/05/01. 4pp. 40812:206- 

4U0 1 c*4uU9* 

8705050368 LER 87-008-00:on 870401, pneumatic bypass for IB diesel generator room 
fan damper removed w/o energizing fan breaker as require to maintain damper 
closed.Caused by poor communication.Personnel counseled. W/870501 Itr 

Commonwealth Edison Co. 87/05/01. 4pp.' 40813:163- 

40813:166. 

8705280190 Surnmary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428. List of attendees, events discussed & significant ele- 
ments of events & summary of events presented encl. 

LANNING,W. Events Assessment Branch. 87/05/15. ROSSLC.E. Division of Oper- 
ational Events Assessment (Post 87041 1). 1 3pp. 41 1 1 5:224-41 1 1 5:236. 

DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 

F. Security, medical, emergency & fire protection plans 

8705010191 Revised emergency plan implementing procedures, including Rev 1 to IP-8 
"Personnel Accountability," Rev 2 to IP-10, “Medical Emergency Procedure" & Rev 4 
to IP-17, "Emergency Equipment & Supplies." W/870423 Itr 
MAY.M.J Tennessee Valley Authority. 87/04/23. EBNEfER,S. Document Control 
Branch (Document Control Desk). 65pp. 40789:192-40789:255. 

8705270571 Rev 34 to BFN-REP, "Radiological Emergency Response Plan." List of ef- 
fective pages & table of contents also encl.W/ 870509 Itr. 

GRIDLEY,R.L Tennessee Valley Authority. 87/04/28. 156pp. 41054:293-41055:094. 

8705130103 Advises that emergency response facilities & meteorological data upgrade 
will be audited against requirements of SuppI 1 to NUREG-0737 & NUREG- 
0654,respectively.lnsp will be arranged prior to restart of Unit 2. 

2WOLINSKI,J.A. Office of Special Projects. 87/05/04. WHITE,S.A. Tennessee Valiev 
Authority. 2pp. 4091 1 :044-4091 1 :045. ^ 

8705120220 Revised emergency plan implementing procedures, including Rev 1 to IP-8 
Personnel Accountability & Evacuation," Rev 2 to IP-10, "Medical Ernergency Proce^ 
dure & Rev 4 to IP-17, "Emergency Equipment & Supplies." W/870506 Itr 
MAY,M.J. Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 65pp. 40909:221-40909:285. 

8705120223 Rev 5 to Emergency Plan Implementing Procedure IP-10, "Medical Emer- 
gency Procedure,” inserting Forms SDSP-1 & SDSP-15.W/870506 Itr 
MAY,M.J. Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 7pp. 40888:093-40888:099. 

P*®''ised emergency plan implementing procedures, including Rev 0003 to 
IP-5, Protective Action Recommendations Based on Plant Conditions" & Rev 0001 to 
IP-7, "Activation of Operational Support Ctr." W/870506 Itr. 

MAY.M.J. Tennessee Valley Authority. 87/05/06. 9pp. 40907:173-40907:181. 

8705130001 Rev 0002 to Emergency Plan Implementing Procedure IP-20, "Technical 
Support Ctr Operation.” W/870506 Itr & revised index. 

MAY.M.J Tennessee Valley Authority. 87/05/06. EBNETER.S. Document Control 
Branch (Document Control Desk). 33pp. 40910:165-40910:197. 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities.Meeting will be rescheduled. ” 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE.S.A. Tennessee Valiev Au- 
thority. 2pp. 40964:223-40964:224. ^ 

8705260018 Forwards supplemental Revs 7 & 15 to physical security/ contingency 
plans for Browns Ferry & Sequoyah, respectively. Revs agreed upon as reliable in 
870331 telcon.Revs withheld (ref 10CFR73.21), 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/12. Office of Nuclear Reactor Reg- 
ulation, Director (Post 87041 1 ). 2pp. 41 033:009-41 033:01 0. 

8705260348 Trip rept of 870420-24 visit to site to attend welding insp team entrance 
meeting, observe restart review board meeting, discuss potential trouble spots in App 
R program & to setup common DBASE file to track all restart Tech Specs. 

STANG.J. Office of Special Projects. 87/05/13. ZWOLINSKI,J.A. Office of Special 
Projects. 7pp. 41039:083-41039:089. 

8705280391 Forwards Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 
870421 -24 .no violations or deviations noted.Understands that NRG will be notified if 
oral commitment made in encl insp rept differs, 

ZECH.G.G. Office of Special Projects. 87/05/13. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41107:126-41107:133. 

-8705280396 Insp Repts 50-259/87-18,50-260/87-18 & 60-296/87-18 on 870421- 
24.No violations or deviations noted.Major areas inspectecl:review & evaluation of li- 
censee emergency preparedness program. 

KREH.J.L Region 2, Office of Director. 87/05/06. 6pp. 41107:127-41107:133. 

8705290200 Forwards SER re util 851120 proposed Tech Specs rev, deleting require- 
ment for annual smoke detector sensitivity checks. Denial recommended due to inad- 
equate sensitivity testing procedures & out-of-date detectors. 

LIAW.B.D. Office of Special Projects. 87/05/22. ZWOLINSKI,J.A. Office of Special 
Projects. 2pp. 41 1 1 5:022-41 11 5:025. 

-8705290205 Safety evaluation re proposed Tech Spec rev concerning fire detector 
surveillance. 

* Office of Special Projects. 87/05/22. 2pp. 41 1 15:024-41 1 15:025. 


P. Operating license stage documents & correspondence 

calculations FOR BROWNS FERRY ATWS STUDY. 

Brookhaven National Laboratory. FIN A-3273. 

TESTING OF A SURVEILLANCE ROBOT AT 
NUCLEAR PLANT.Analysis Of Costs And Benefits. 

Technology Corp. FIN D- 

87Mi3r82p° 40%®l?7io704flM Applications (860720- 

8705040184 Partial response to FOIA request for documents. Category 1 documents 
suDj to request encl. 

GRIMSLEY D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS P 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705050089 Documents 740104 telcon between util & FJ Williams & JF Stolz of NRC 

w.vi u *®rus problem & steps being taken.Drawing of torus & 

torus nng header encl. 

87/04/28. M00RE,V.A. Atomic Energy 
Commission, Directorate of Licensing. 9pp. 40840:073-40840:081. 

Confirms 870427 telcon re cancellation of 870430 meeting to discuss 
prqgram.Meeting wiil be rescheduled for May 1987. 

fhlriS: i p 4&98®29J?®''^- ■'®""®“®® 

of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
mfo date. List of attendees, viewgraphs,transcript of meeting & related 

granting extension to 871201 for providing 
%S«on ™ "Equipment Seismic Adequad 

TREVORS, G.A. NebresRe Public Power 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 

Re2Lem92t!f'- Seismic Adequacy Verfficatlon 

^®sP®f’®® generic Itr extended to 871201. 

RMITM M D cSLf R®9ulation, Director (Post 870411). 87/04/ 

28. SMITH, N.P. Seismic Qualification Utility Group. 1p. 40863:153-40863:153. 

trend giarts for new employee concerns program through Mar 
months ^ request. Requests advice if util should submit charts in succeeding 

GRIDLEY.R.L Tenne®®ee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705280269 Forwards recent allegation pertaining to TVA nuclear program in addition to 
l!Il!?®t recently transmitted by 870331 Itr.EncI withheld (ref 10CFR2.790) 

fhori{J;lp1i.?fio7:o!)»^ T®""®®®®® ''®"®y 

to all power reactor licensees re implementation of 
aSSaSTt. S miscellaneous amends & search requirements.Svc list encl. 

Associate Director for Projects (Post 870411). 87/05/11. Atlantic CItv 

Electric Co. 51pp. 41017:311-41018:002. .a i u wny 

8705260348 Trip rept of 870420-24 visit to Site to attend welding insp team entrance 


Special Projects. 7pp. 41 039:083-41 039:08a 

8705270516 Forwards Amends 133,129 & 104 to Licenses DPR-33.DPR-52 & DPR- 
68,re8pectively & safety evaluatlon.Amends change Tech Specs re requirements for 
rod worth mlnimizer & rod sequence control sys. 

ZWpLINSKLJ.A. Office of Special Projects. 87/05/13. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41065:144-41065:212. ^ 

-8705270523 Amends 133,129 & 104 to Licenses DPR-33,DPR-52 & DPR-68 
respectively, changing Tech Specs re rod worth minimizer & rod sequence control svs 
requirements. ' 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/13. 63pp. 41065:147-41065:209. 

©valuation supporting Amends 133,129 & 104 to Licenses DPR- 
33,DPR-52 & DPR-68, respectively. 

* Office of Special Projects. 87/05/13. 3pp. 41065:210-41065:212. 

8705260091 Forwards weekly schedule of TVA activities for wks of 870518 & 26 Updat- 
ed Input requested before noon each Thursday. ^ 

KELLY, J.L Office of Special Projects. 87/05/15. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41030:335-41030:338. 

8705260448 Application for amends to Licenses DPR-33.DPR-52 & DPR-68. deletina 
optional reduced pressure test method for containment integrated leak rate test & cor- 
recting error in acceptable leakage rate.Fee paid. 

GRIDLEY.R. Tenriessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41038:141-41038:166, ^ 

-8705260452 Proposed Tech Specs, deleting optional reduced pressure test method for 
containment integrated leak rate test & correcting error in acceptable leakaae rate 
Tennessee Valley Authority. 87/05/15. 24pp. 41 &8:1 43-41 038:1 66. ^ 

8705270297 Responds to 861027 Itr suggesting that util develop integrated surveillance 
program for all three units more related to fluence than to predetermined exposure.Util 
will reconsider need for program based on surveillance results. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41 088:31 4-41 088:31 5. 
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8705270328 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, changing 
■^cch Spo:s by delc-t^-n reqjircr.or.t to perform partial closure test of main steam iso- 
lation vaives :V. cr, oer pa'O. 

GRIDlEY.R. Tennessee Va'iey AutncriN 97/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. "■ :0H5 3 ;C 

“8705270362 Proposed Tech Specs.deleting requirement to perform partial closure test 
of main steam isolation valves twice per wk. Description & justification for change & 
proposed determination of NSHC end. 

* Tennessee Valley Authority. 87/05/15. 7pp. 41088:304-41088:310. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts.including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI, J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 

8705270546 Summary of 870423 meeting w/uti! re restart activity at plant. Discussions 
focused on design baseline & verification program. List of attendees & viewgraphs 
end. 

ZWOLINSKI, J.A. Office of Special Projects. 87/05/22. Office of Special Projects. 
25pp. 41202:284-41202:308. 

-8705270557 Rev 1 to BFN-OSG3-048, "Safe Shutdown Analysis." 

ECKERT.E.C.. PARKER,C.M. Tennessee Valley Authority. BFN-OSG3-048 R01. 87/ 
02/26. 800pp. 41061:028-41063:236. 

8705290094 Notification of 870605 meeting w/util in Decatur,AL to discuss all licensing 
actior' schedules & mi'estones for plant. 

GEARS,G. Office ci Special Projects. 87/05/22. ZWOLINSKI,J.A. Office of Special 
Projects. 3pp. 41115:137-41115:139. 

8705290164 Responds to 87021 1 Itr recommending options for resolving intimidation & 
harassment cases from QTC files.ldentities of concerned individuals,in general, cannot 
be revealed. Plans for resolution of allegations discussed. 

KEPPLER,J.G. Office of Special Projects. 87/05/22. ZIGROSSI,N.A. Tennessee 
Valley Authority. 2pp. 41115:176-41115:177. 


Q. inspection reports, IE Bulletins & correspondence 

8705010017 Forwards tnsp Repts 50-259/87-02,50-260/87-02 & 50-296/87-02 on 
870101-31 & notice of deviation.Concern noted re surveillance intervals that may be 
longer than intended due to extended outage of units. 

ZECH,G.G. Office of Special Projects, 87/04/17. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 40772:317-40772:343. ' 

“8705010021 Notice of deviation from insp on 870101-31. 

ZECH,G.G. Office of Special Projects. 87/04/17. 2pp. 40772:319-40772:320. 

“8705010029 Insp Repts 50-259/87-02,50-260/87-02 & 50-296/87-02 on 870101- 
31. Deviations noted:failure to have battery room curbs installed as described in FSAR 
& no neutron dosimeters provided in new fuel storage vaults per FSAR. 

PAULK,G.L., PATTERSON.C.A., BROOKS,C.R. Region 2, Office of Director. 87/03/ 
17. 23pp. 40772:321-40772:343. 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040334 Forwards Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/ 

86- 43,50-296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

“8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

“8705050004 Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43. 50-260/86-43,50- 
296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 871215- 
19.Viclation noted: failure to fci'cw engineering procedures. 

WAlT'JN,G.A., SHYfviLCCK.M.B. Region 2, Office of Director. MCKEE, P.F. NRC - No 
DoTfiiied Aifiliaticn Giver:. 37/C4.'27. 9pp. 40788:245-40788:253. 

8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35,50-260/86-35.50-296/86-35. 50-327/86-56,50-328/86-56,50- 

390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731, per 
telcon. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705050261 Forwards supiDlemental response to IE Bulletin 85-003, "Motor-Operated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Set- 
tings." Updated list of milestones for completing bulletin items also end. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40813:018-40813:021. 

8705120369 Responds to Severity Levels IV & V violations noted in Insp Repts 50-259/ 

87- 11,50-260/87-11 & 50-296/87-11. Corrective actions;util initiated corrective action 
repts to identify problems re mat! traceability & maint of records. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/07. Document Control Branch (Docu- 
ment Control Desk). 6pp. 40905:056-40905:061. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 


8705280431 Forwards Insp Repts 50-259/87-04,50-260/87-04 & 50-296/87-04 on 
870126-30.No violations or deviations noted. Understands that unresolved item identi- 
fied re lack of timely evaluation & disposition will be pursued during future insp. 
ZECH,G.G. Office of Special Projects. 87/05/12. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 41107:275-41107:287. 

“8705280440 Insp Repts 50-259/87-04,50-260/87-04 & 50-296/87-04 on 870126- 
30.No violations or deviations noted.Major areas inspected:recirculation sys piping 
replacement,program for inservice testing of pumps & valves & followup Items. 
GIRARD.E.H., COLEY.J.L, BLAKE.J.J. Region 2, Office of Director. 87/02/23. 11pp. 
41107:277-41107:287. 

8705280391 Forwards Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 
870421 -24.NO violations or deviations noted. Understands that NRC will be notified if 
oral commitment made in end insp rept differs. 

ZECH.G.G. Office of Special Projects. 87/05/13. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41107:126-41107:133. 

-8705280396 Insp Repts 50-259/87-18,50-260/87-18 & 50-296/87-18 on 870421- 
24.No violations or deviations noted.Major areas inspected:review & evaluation of li- 
censee emergency preparedness program. 

KREH.J.L, DECKER,T.R. Region 2, Office of Director. 87/05/06. 6pp. 41107:127- 
41107:133. 


8705270244 Responds to NRC 870414 Itr re violations noted in Insp Repts 50-259/87- 

08.50- 260/87-08 & 50-296/87-08.Corrective actions: Rev 0 to PMI-8.2 revised to 
allow knowledgeable individual designated by plant manager to perform technical 
review. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41055:095-41055:100. 

8705270051 Responds to NRC 870408 Itr re violations noted in Insp Repts 50-259/87- 

09.50- 260/87-09 & 50-296/87-09.Corrective actions: base-plate bolts of RHR SW 
pump w/noted discrepancy & all other RHR SW pumps retorqued to ensure correct 
values. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41048:121-41048:126. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060122 "Supplemental Annual Operating Rept, New Procedures & Procedure 
Changes, Browns Ferry Nuclear Plant,1985.’’ W/870501 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 85/12/31. 4pp. 40831:287-40831:290. 

8705180252 “Environ Radioactivity Levels Browns Ferry Nuclear Plant Annual Rept 
1986." W/870508 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/31. 64pp, 40952:158-40952:217. 

8705010139 "Discharge Monitoring Rept, Browns Ferry Nuclear Plant." for Mar 1987. 
RIVERS, M.E. Tennessee Valley Authority. 87/03/31. 11pp. 40764:335-40764:345. 

8705270533 Monthly operating repts for Apr 1987.W/870513 Itr. 

LEWIS, R.L Tennessee Valley Authority. 87/04/30. 18pp. 41084:040-41084:057. 


T. Hearing transcripts on non-antItrust matters 


8705270192 Summary of 870310 meeting w/util In Bethesda,MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI, J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

“8705270212 Transcript of 870310 meeting w/util in Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 


V. Operator Examinations 


8705270224 Submits list of license candidates who have participated in reactor & plant 
operations at power level of greater than 20% of full power for 1 month.Candidates 
passed all portions of NRC license exam administered on 861201-12. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/16. GRACE, J.N., BROCKMAN, K. 
Region 2, Office of Director. 2pp. 41051:148-41051:149. 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


F. Security, medical, emergency & fire protection plans 


8705190438 Forwards IE Info Notice 86-028, "Telephone Numbers to NRC Operations 
Ctr & Regional Ofcs,” indicating proper points of contact for notifications & current 
telephone numbers in light of questions re research reactor emergency response. 
COLLINS.P.J. Region 2, Office of Director. 87/05/01. TURINSKY.P./. North Carolina 
State Univ., Raleigh, NO. 2pp. 40975:106-40975:110. 


Q. Inspection reports, IE Bulletins & correspondence 

8705050027 Responds to 870402 Itr re violations noted in Insp Rept 50-297/87-01 on 
87031 6-1 S.Corrective actionsipersonnel advised not to irradiate matl for transfer out- 
side facility until procedure issued & shipping form revised. 

TURINSKY,P.J. North Carolina State Univ., Raleigh, NO. 87/04/21. REYES, L.A. 
Region 2, Office of Director. 5pp. 40791:160-40791:164. 
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8705190438 Forwards IE Info Notice 86-028, “Telephone Numbers to NRC Operations 
Ctr & Regional Ofcs,” indicating proper points of contact for notifications & current 
telephone numbers in light of questions re research reactor emergency response. 
COLLINS, PJ. Region 2. Office of Director. 87/05/01. TURINSKY.P.J. North Carolina 
State Univ., Raleigh, NC. 2pp. 40975:106-40975:110. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 

8705010126 Rev 9 to Emergency Plan Implementing Procedure EPIP-5.7.10, “Personnel 
Assembly & Accountability." W/870424 Itr. 

TREVORS, G.A. Nebraska Public Power District. 87/04/24. 11pp. 40764:346- 
40764:356. 

8705110142 Rev 7 to Emergency Plan Implementing Procedure EPIP 5.7.5, “General 
Emergency Implementing Procedure." W/870430 Itr. 

TREvORS,G.A. Nebraska Public Power District. 87/04/30. 8pp. 40881:100- 
40881:107. 

8705080096 Advises that 870302 proposed route from Brownsville,NE to Morris, IL for 
shipment of spent fuel meets requirements of 10CFR73.37 & acceptable.Data re ar- 
rangements & approved route end. 

MACDONALD, C.E. Transportation Branch. 87/05/04. TREVORS, G.A. Nebraska Public 
Power District. 12pp. 40863:017-40863:028. 

8705180257 Rev 9 to Emergency Plan Implementing Procedure EPIP 5.7.7, “Activation 
of Technical Support Ctr." W/870508 Itr. 

HAYDEN, R., MACE,E„ TREVORS, G.A. Nebraska Public Power District. 87/05/08. 
15pp. 40952:304-40952:318. 

8705220273 Confirms arrangements made w/L Yandell for 870522 meeting w/util to 
discuss safeguards program at station. 

GAGLIARDO,J.E. Region 4. Office of Director. 87/05/15. TREVORS,G.A. Nebraska 
Public Power District. Ip. 41023:279-41023:279. 

8705220104 Rev 9 to Emergency Plan Implementation Procedure 5.7.6, “Notification." 
W/870518 Itr. 

HAYDEN.R., TREV0RS,G.A. Nebraska Public Power District. 87/05/18. 16pp. 
41017:006-41017:021. 

8705270424 Forwards two FEMA repts re facility 860924-25 annual exercise & 870219 
remedial exercise dtd 861125 & 870223, respectively. Remedial exercise demonstrated 
that deficiency corrected.Offsite radiological emergency plans adequate. 
GAGLIARD0,J.E. Region 4, Office of Director. 87/05/20. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 41088:156-41088:233. 

8705280050 Forwards results of vital area validation conducted on 870309-13 as part of 
regulatory effectiveness review. During tour some discrepancies in equipment & equip- 
ment location identified.Corrections incorporated into rept.W/o rept. 

PICKETT, D.V. Division of Reactor Inspection & Safeguards (Post 870411). 87/05/21. 
DUBE,R.J. Division of Reactor Inspection & Safeguards (Post 870411). Ip. 
41094:176-41094:176. 

8705280364 Forwards Insp Rept 50-298/87-08 on 870406-10 & notice of 
vIolatlon.Notice of violation & insp rept details withheld (ref 10CFR73.21). 
GAGLIARDO.J.E. Region 4, Office of Director. 87/05/22. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 41108:024-41108:026. 

-8705280378 Partially withheld Insp Rept 60-298/87-08 on 870406-10 (ref 
10CFR73.21). Violation noted:security plan change submittal. 

KELLY,A.F., YANDELL,L.A. Region 4, Office of Director. 87/05/20. 1p. 41108:026- 
41108:026. 


P. Operating license stage documents & correspondence 

8705280362 Rev 3 to “Inservice Testing Program." W/840615 Itr. 

* Nebraska Public Power District. 84/06/30. SYLVESTER,E.D. NRC - No Detailed Af- 
filiation Given. 300pp. 41093:219-41094:148. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re A-46, “Equipment Seismic Adequacy 
Verification Requirements." 

LONG,W.O. Project Directorate IV, 87/05/06. TREVORS, G.A. Nebraska Public Power 
District. 2pp. 40863:151-40863:153. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, "Equipment Seismic Adequacy Verification 
Requirements." Response to generic itr extended to 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH.N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705120326 Forwards revised Page 2 of util 870408 Itr re adequacy of scheduled 
ATWS mods meeting requirements of 10CFR50.62.Encl corrects size of suction lines 
for stand^ liquid control sys. 

TREVORS,G.A. Nebraska Public Power District. 87/05/07. Document Control Branch 
(Document Control Desk). 2pp. 40907:290-40907:291. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re Implementation of 
10CFR73.65 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190213 Responds to request for addi Info re Generic Ltr 87-05.Util has no program 
to verify that drain lines unplugged & functioning properly. 

KUNCULG. Nebraska Public Power District. 87/05/12. Document Controi Branch 
(Document Control Desk). 4pp. 40968:043-40968:046. 

8705270440 Informs that NRC program re nuclear power group directive on fitness for 
duty for NRC employees & consultants will not be Implemented by 87061 8.Util will be 
advised of most probable number of plant escorts needed on continuing basis. 
MARTIN, R.D. Region 4, Office of Director. 87/05/19. SCHAUFELBERGER Nebraska 
Public Power District. 2pp. 41048:333-41048:334. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705180302 Forwards Insp Rept 50-298/87-09 on 870401-30.No violations or devi- 
ations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/08. TREVORS,G.A. Nebraska 
Public Power District. 2pp. 40956:046-40956:057. 

—8705180319 Insp Rept 50-298/87-09 on 870401 -30,No violations or deviations 
noted.Major areas inspected:licensee action on previous insp findings,IE info 
no tices , operational safety verification & monthly surveillance & maint activities. 
PLETTNER,E.A., DUBOIS, D.L., JAUDON.J.R Region 4, Office of Director. 87/05/08. 
10pp. 40956:048-40956:057. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noipower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705280364 Forwards Insp Rept 50-298/87-08 on 870406-10 & notice of 
vIolation.Notice of violation & Insp rept details withheld (ref 10CFR73.21). 
GAGLIARDO,J.E. Region 4, Office of Director. 87/05/22. TREVORS,G.A. Nebraska 
Public Power District. 2pp. 41108:024-41108:026. 

-8705280378 Partially withheld Insp Rept 50-298/87-08 on 870406-10 (ref 
10CFR73.21).Violation noted:security plan change submittal. 

KELLY,A.F., YANDELL, L.A. Region 4, Office of Director. 87/05/20. Ip. 41108:026- 
41108:026. 


R. Periodic operating reports & related correspondence 

8705130128 Monthly operating rept for Apr 1 987. W/870508 Itr. 

SUTTON, K.E., HORN.G.R. Nebraska Public Power District. 87/04/30. 5pp. 
40915:031-40915:035. 


S. Reportable occurrences, LERs & related correspondence 


8705190168 Partial response to FOIA request for documents re USI A-46, "Seismic 
Qualification of Equipment in Operating Plants." Forwards App B documents.App A & 
B documents available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ,E.F. 
Impell Corp. 3pp. 40966:325-40966:327. 

-8611190076 Forwards "Engineering Evaluation of Seismic Anchors for Electrical & 
Control Panels” re several recent events involving inadequate anchorage of electrical 
& control panels.USI A-46 nearing resolution. 

HEBDON.F.J. Planning & Program Analysis Staff (851125-870411). 86/10/16. 
VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 
1 6pp. 40966:359-40967:031 . 

8705260304 PNO-IV-87-027:on 87051 8,reactor shut down due to high conductivity in re- 
actor coolant due to condenser tube leaks. Shut down expected to exceed 48 h. 
BENNETT, W.R. Region 4, Office of Director. 87/05/19. Ip. 41032:125-41032:125. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8705070138 Partial response to FOIA request for documents re special physical security 
insp on 860718,0806 & 07.Forwards document listed in App B.App B & C documents 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/04. FLASCH.J.D. 
Post-Crescent, Appleton, Wl. 3pp. 40854:110-40854:117. 


P. Operating license stage documents & correspondence 


8705050176 Forwards corrected proposed Tech Spec Page 15.5.3-1, adding word “limit- 
ed" to fourth sentence of Spec 15.5.3. A. 1, per util 870410 Change Request 117 to 
modity Tech Specs re fuel rod substitution in fuel assemblies. 

FAY,C.W. Wisconsin Electric Power Co. 87/04/24. Document Control Branch (Docu- 
ment Control Desk). 1p. 40803:240-40803:241. 

-8705050179 Revised proposed Tech Spec Page 15.6.3-1 .adding word "limited" to 
fourth sentence of Spec 15.5.3.A.1. 

* Wisconsin Electric Power Co. 87/04/24. Ip. 40803:241-40803:241. 

8705060218 Ack receipt of 870414 Itr offering comments & observations re util 87021 1 
rept, “Results of Boraflex Exam, Point Beach Nuclear Plant.” 

WAGNER, D.H. Project Directorate III-3. 87/04/30. BROWN, T.B. Affiliation Not As- 
signed. 2pp. 40837:046-40837:047. 

8705140011 Requests that util review end comments & revise 870410 application for 
amends to Licenses DPR-24 & DPR-27, changing Tech Spec 15.6.10 re plant operat- 
ing records,accordingly. 

WAGNER,D.H. Project Directorate 111-3. 87/05/05. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 409 1 9:356-4091 9:359. 
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8705140044 Advises that util 840601 procedures generation package not 
acceptable.Package does not adequately address requirements of Generic Ltr 82-33 
(Supp1 1 to NUREG-0737). Requests util review end comments & revise package.Draft 
SER end. 

WAGNER, D.H. Project Directorate 111-3. 87/05/05. FAY.C.W. Wisconsin Electric Power 
Co. 19pp. 40919:332-40919:350. 

8705180343 Forwards safety evaluation re util 861027 request for relief from exam re- 
quirements of Section XI of ASME Boiler & Pressure Vessel Code for shell-to-tube- 
sheet & nozzle-to- shell welds in regenrative HXs.Relief granted. 

WIGGINTON.D.L Project Directorate III-3. 87/05/07. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 40960:013-40960:021. 

“8705180353 Safety evaluation re util 861027 request for relief from exam requirements 
of Section XI of ASME Boiler & Pressure Vessel Code for shell & nozzle welds in re- 
generative HXs. Request granted. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 6pp. 
40960:016-40960:021. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705210664 Provides addl response to Generic Ltr 83-28 re reactor trip breaker auto- 
matic shunt trip actuation.Confirmation that shunt trip components have been seismi- 
cally qualified per Reg Guide 1.1 00, Rev 1 addressed. 

FAY.C.V/. Wisconsin Electric Power Co. 87/05/13.- Document Control Branch (Docu- 
ment Control Desk). 2pp. 41009:077-41009:078. 

8705220018 Forwards revised State of Wl Pollutant Discharge Elimination Sys Permit 
WI-0000957-3.Rev incorporates categorical total residual chlorine effluent limit & asso- 
ciated conditions & rro”‘to.’'ing ■’eculre."‘ents. 

FAY.C.W. Wiscons..". Electric PcvJer Co. S7.'G5,'i3. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41016:304-41016:315. 

-8705220030 Modified NPDES Permit Wl-0000957-3, issued to Wisconsin Electric Power 
Co. 

WIBLE.LF. Wisconsin, State of. 83/10/21. 9pp. 41016:307-41016:316. 

8705220435 Responds to NRC 870407 request for addl info re 870106 application for 
amends to Licenses DPR-24 & DPR-27 concerning RCS low flow trip surveillance 
testing. Procedures ICP 2.1, ICP 2.3 & ICP 2.17 end. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/15. WAGNER, D, Document Control 
Branch (Document Control Desk). 8pp. 41024:283-41025:038. 

“8705220441 Rev 19 to ICP 2,3, “Periodic Test Reactor Protection Sys Logic.” 

• Wisconsin Electric Power Co. 87/05/07. 29pp. 41024:341-41025:009. 

“8705220442 Rev 0 to ICP 2.17, “Periodic Test Reactor Protection Sys Logic (Post Re- 
fueling).” 

• Wisconsin Electric Power Co. 86/07/11. 29pp. 41025:010-41025:038. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040220 Forwards Safety Insp Repts 50-266/87-08 & 50-301/87-08 on 870406- 
10.No violations noted. 

HEHL,C.W. Region 3, Office of Director. 87/04/29. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 40777:185-40777:196. 

“8705040230 Insp Repts 50-266/87-08 & 50-301/87-08 on 870406-1 0.No violations or 
deviations noted.Major areas inspected: licensee action on previous 
findings, containment integrated leak rate test procedure, test witnessing & results. 
MENDEZ.R., WRIGHT, G.C. Region 3, Office of Director. 87/04/29. 10pp. 40777:187- 
40777:196. 

8705070138 Partial response to FOIA request for documents re special physical security 
insp on 860718.0806 & 07,Forwards document listed in App B.App B & C documents 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/04. FLASCH.J.D. 
Post-Crescent, Appleton, Wl. 3pp. 40854:110-40854:117. 

8705110018 Responds to 870403 request for addl info re IE Bulletin 85-003, “Motor- 
Operated Valve Common Mode Failure During Plant Transients Due to Improper 
Switch Settings.” 

FAY.C.W. Wisconsin Electric Power Co. 87/05/05, Document Control Branch (Docu- 
ment Control Desk). 7pp. 40877:178-40877:184. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. !nc. 107pp. 40961:001-40961:106. 

8705270463 Responds to !E Info Notice 86-104, "Unqualified Butt Splices Connectors 
Identified in Qualified Penetrations." Five solenoid valves using AMP splices identified 
in Unit 1 . Splices replaced.Nonconformance re documentation written. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/15. Region 3, Office of Director. 4pp. 
41055:114-41055:117. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requaiification Exams at 
Nonpower Reactors." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040320 Forwards annual environ radioactivity repts for 1 986 for Kewaunee & Point 
Beach Nuclear Power Plants & La Crosse BWR, per NRC Contract NRC-30.83-647. 
MCDONNELL, LJ. Wisconsin, State of. NRC-30-83-647. 87/04/27. DAVIS, B, Region 
3, Office of Director. Ip. 40780:001-40780:130. 


“8705040325 “Point Beach Environ Radioactivity Survey for 1986." 

• Wisconsin, State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
43pp. 40780:042-40780:084. 

8705180390 Monthly operating repts for Apr 1987.W/870511 ltr. 

KRAUSE, C.W., BURSTEirCs. Wisconsin Electric Power Co. 87/04/30. 9pp. 
40956:067-40956:075. 
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F. Security, medical, emergency & fire protection plans 

8705070281 Rev 3 to Emergency Plan Implementing Procedure EM-103, “Operation & 
Staffing of Crystal River-3 Control Room During Emergency Classifications.” 

* Florida Power Corp. (subs, of Florida Progress Corp.). 87/04/27. 8pp. 40849:090- 
40849:097. 

8705110176 Rev 17 to Emergency Procedure REP-02. "Activation & Notification of Cor- 
porate Emergency Support Organization.” 

JOHNSON.S.A.. SIMPSON, E.C., WILGUS.W.S. Florida Power Corp. (subs, of Florida 
Progress Corp.). 87/04/27. 59pp. 40882:275-40882:334. 

8705110191 Revised emergency plan implementing procedures, including Rev 28 to EM- 
202, “Duties of Emergency Coordinator” & Rev 37 to EM-206, “Emergency Plan 
Roster & Notification.” 

MCKEE, P.F. Florida Power Corp. (subs, of Florida Progress Corp.). 87/04/29. 73pp. 
40883:013-40883:085. 

8705120144 Advises that 870407 Revs 4-11 & 4-12 to physical security plan consistent 
w/provisions of 10CFR50.54(p) & acceptable. Addl rev expected re organizational 
changes to security dept submitted in Rev 4-1 0.per 870421 meeting. 

REYES.LA. Region 2. Office of Director. 87/04/30. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 40907:209-40907:21 1 . 

8705190334 Confirms 870427 telcon agreement concerning mgt meeting to be conduct- 
ed at facility on 870520 to discuss training, QA & security issues. Proposed agenda 
end. 

GRACE, J.N. Region 2. Office of Director. 87/04/30. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 40974:333-40974:334. 

8705120280 Rev 3 to Procedure AR-601, "TGF M Annunciator Response." 

* Florida Power Corp. (subs, of Florida Progress Corp.), 87/05/01. 6pp. 40888:210- 
40888:215. 

8705190057 Ack receipt of scenario for radiological emergency preparedness exercise 
scheduled for 870604.Scenario appears to fulfill requirements for annual onsite 
exercise. Info will be protected from disclosure. 

COLLINS, D.M. Region 2. Office of Director. 87/05/05. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 40967:214-40967:214. 

8705120314 Forwards description of util nuclear security mgt improvement program, per 
NRC request during 870210 SALP meeting. Util will be prepared to update NRC on 
status of mgt improvements at 870520 SALP meeting. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/07. Docu- 
ment Control Branch (Document Control Desk). 15pp. 40905:131-40905:145. 

8705280354 Revised emergency plan implementing procedures, including Rev 6 to AP- 
542, "Asymmetric Rod Runback," Rev 11 to EM-210, "Duties of Environ Survey 
Team" & Rev 28 to EM-202, “Duties of Emergency Coordinator.” 

* Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/15. 103pp. 41093:116- 
41093:218. 

8705280383 Forwards revised pages to Rev 4 to modified amended security plan.Pages 
withheld (ref 10CFR73.21). 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/20. Docu- 
ment Control Branch (Document Control Desk). Ip. 41107:135-41107:135. 

8705290073 Forwards response to violations noted in Insp Rept 50-302/87-02 & pay- 
ment for proposed imposition of civil penalty In amount of $50,000.Response withheld, 
WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/20. Docu- 
ment Control Branch (Document Control Desk). Ip. 41 1 f3:360-41 1 1 3:360. 


G. Adjudicatory correspondence 

8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS, S. Commissioners. #287 3103. 87/04/13. JULIAN, E. Docketing & Services 
Branch. Ip. 40806:128-40806:227. 

“8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for Immediate suspension should be summarily denied.W/Certifi- 
cate of Sve. 

MCGARRY.J.M. BWR Owners Group. 87/03/06. Commissioners. 14pp. 40806:129- 
40806:142. 

“8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY.J.M. BWR Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 
40806:227. 


I. Financial information 


8705120299 Forwards util annual financial rept & annual financial repts for participating 
plant owners. 

SIMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/07. Doc- 
ument Control Branch (Document Control Desk). 525pp. 40889:055-40891:197. 

“8705120323 “Florida Progress Corporation Annual Rept 1986.” 

* Florida Progress Corp. 86/12/31. 40pp. 40891:115-40891:155. 

“8705120328 "Gainesville Regional-Utils Annual Rept 1986." 

* Gainesville Regional Utilities. 86/12/31. 42pp. 40891:156-40891:197. 
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J. Insurance & indemnity information 


8705260307 Forwards Endorsement 77 to NELIA Policy NF-195 & Endorsement 60 to 
MAELU Policy MF-91. 

FARRELL.E. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 41038:302-41038:304. 


P. Operating license stage documents A correspondence 


8705070222 Forwards EGG-NTA-7443, "Technical Evaluation Rept of Crystal River Nu- 
clear Generating Station Unit 3 Response to NRR Generic Ltr 83-37," interim rent 
OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EG&G. Inci OBENCHAIN.C.F. Idaho 


National Engineering Laboratory. FIN D-6022. 87/02/23. CARRINGTON, M. pianning 
Program Analysis Staff (851 1 25-87041 1 ). 2pp. 40852:01 9-40852:046. 

“8705070231 "Technical Evaluation Rept of Crystal River Nuclear Generating Station 
Unit 3 Re^onse to NRR Generic Ltr 87-37," interim rept 

MOBLEY,E.V. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6022. EGG-NTA-7443. 
87/02/28. NRC - No Detailed Affiliation Given. 26pp. 40852:021-40852:046. 


8705220091 Forwards addi info re emergency feedwater sys review requested at 
870331-0402 meetings w/NRC.Data includes loss of main feedwater event 
frequency, emergency feedwater pump failure rate & reliability studies & human error 
ref. 

BRIGHT,R.M. Florida Power Corp. (subs, of Florida Progress Corp.). 87/04/23 
SILVER,H. Office of Nuclear Reactor Regulation, Director (Post 870411). 88dd. 
41018:215-41020:107. r hh 


“8705220143 Revised “Three Pump Emergency Feedwater Sys Reliability Analysis for 
Crystal River Nuclear Generating Station Unit 3." 

ENZINNA,R.S., LYNCH, J.E. Babcock & Wilcox Co. 81/10/31. 68pp. 41018:306- 
41019:013. 


“8705220153 "Three Pump Emergency Feedwater Sys Reliability Analysis for Crystal 
River Nuclear Generating Station Unit 3." 

ENZINNA,R.S., LYNCH,J. Babcock & Wilcox Co. 81/07/31. 73pp. 41019:014- 
41019:087. 


“8705220183 "Emergency Feedwater Sys Upgrade Reliability Analysis for Arkansas Nu- 
clear One Generating Station Unit 1." 

ENZINNA,R.S., LYNCH,J.E. Babcock & Wilcox Co. 81/04/30. 132pp. 41019:088- 
41019:220. 

“8705220217 "Emergency Feedwater Sys Upgrade Reliability Analysis for Crystal River 
Nuclear Generating Station Unit 3." 

LYNCH,J.E., ENZINNA,R.S. Babcock & Wilcox Co. 81/04/30. 112pp. 41019:221- 
41020:107. 


8705190201 Forwards proprietary info re allegations of drug use by util employees.per 
870422 telcon w/PF McKee.Info withheld (ref 10CFR2,790). 

VERRELLI,D.M. Region 2, Office of Director. 87/04/27. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 40969:251-40969:251. 


8705040138 Informs that util intends to commence retesting respirator HEPA filters for 
reuse in respiratory protection program due to favorable NRC policy 
change.Economics of filter reuse warrants commencement of retesting as soon as 
possible. 

SIMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/04/28. Doc- 
ument Control Branch (Document Control Desk). Ip. 40777:060-40777:060. 

8705060245 Discusses Item 3 of util 861107 ltr re Invoice E0583 (10CFR55 svcs) & 
0657W (insps).Contractual charges based on extensive use of contractors during 
841 223-851 221 .Item 4 re Invoice 0657W (insps) will be discussed in separate ltr. 
HOLLOWAY, C.J. NRC - No Detailed Affiliation Given. 87/04/30. SIMPSON,E.C. Flori- 
da Power Corp. (subs, of Florida Progress Corp.). 2pp. 40842:157-40842:158. 


8705290089 Requests NRR review of 860915 LER 86-15 re emergency diesel genera- 
tor undervoltMe condition during block loading sequence followng LOCA & loss of 
offsite power.SuppI to LER will address FSAR issues & provide addI info. 

REYES, LA. Division of Reactor Projects - I/ll (Post 870411). 87/04/30. VARQA.S.A. 
Division of Reactor Projects - I/ll (Post 870411). 5pp. 411 14:168-41114:172. 

8705080001 Forwards NRC 870428 ltr granting extension to 871201 for providing 
schedule of plant-specific implementation re UsI A-4e, "Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Protect Directorate IV. 87/05/05. TREVORS.G.A. Nebraska Public Power 
District. 2pp. 40863:151-40863:153. 


“8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, "Equipment Seismic Adequacy Vermcation 
Requirements." Response to generic ltr extended to 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705120261 Submits addi info re NUREQ-0737,ltem II.E.1.1, "Emergency Feedwater 
Sys Review," per NRC 870331-0402 meeting request. 

SIMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/06. Doc- 
ument Control Branch (Document Control Desk). 2pp. 40886:181-40886:182. 

8705120281 Forwards "Crystal River Unit 3 Control Room Habitability Supplemental As- 
sessment Due to Sulfur Dioxide Release at Units 1 & 2," summary rept.Rept updated 
from 861218 submittal. 

SIMPSON, E.C, Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/07. Doc- 
ument Control Branch (Document Control Desk), Ip. 40906:217-40906:235. 

“8705120283 "Ciystal River Unit 3 Control Room Habitability Supplemental Assessment 
Due to Sulfur Dioxide Release at Units 1 & 2," summary rept. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/31. 18pp. 40906:218- 
40906:235. 

8705220204 Rev 4 to Procedure AR-501, "ICS I Annunciator Re8pon8e.^V 
MCKEE Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/08. 11pp. 
41022:330-41022:340. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


8705270110 Forwards Amend 99 to License DPR-72 & safety evaluation. Amend adds 
programmatic requirement to Tech Specs specifying implementation of post-accident 
sampling & analysis program per recommendations of Generic Ltr 83-37. 

SILVER.H. Project Directorate 11-2. 87/05/13. WILGUS,W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 41065:318-41065:325. 

“8705270120 Amend 99 to License DPR-72,adding programmatic requirement to Tech 
Specs specifying implementation of post-accident sampling & analysis program per 
recommendations of Generic Ltr 83-37. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/05/13. 4pp. 41065:320-41065:323. 

"••70M70124 Safety evaluation supporting Amend 99 to License DPR-72. 

• Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/13. 2pp. 


/AUVISoo inail|D8$90 On ui uui lU I’^nv^ O/VOI/ 

request for application fee for Tech Spec Change 148,Rev O.utll should not remit fee 
requested.Util will be billed for 861201 application. 

HOLLOWAY, C.J. License Fee Management Branch. 87/05/14. SIMPSON.E.C. Florida 
Power Corp. (subs, of Florida Progress Corp.). Ip. 41030:287-41030:287. 


8705290123 Application for amend to License DPR-72,consisting of Tech Spec change 
Request 1 56 to reflect installation of dedicated emergency feedwater tank as primary 
source of water for emergency feedwater sys.Fee paid. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/20. Docu- 
ment Control Branch (Document Control Desk). 6pp. 41110:047-41110:056. 


“8705290128 Proposed Tech Spec reflecting installation of emergency feedwater tank 
as primary source of water for sys. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/20. 4pp. 41110:053- 


Q. Inspection reports, IE Bulletins & correspondence 


870416^3 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultirw From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050232 Revised response to violations noted in Insp Rept 50-302/86-38.Correctlve 
actions:SP-421 revised adding detail to prevent similar mistakes in future & LER re- 
porting containment leakage event issued on 870129. 

SIMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/04/30. Doc- 
ument Control Branch (Document Control Desk). 8pp. 40813:185-40813:192. 


Forwards description of util nuclear security mgt improvement program, per 
NRC request during 870210 SALP meeting.Util will be prepared to update NRC on 
status of mgt improvements at 870520 SALP meeting. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress CDorp.). 87/05/07, Docu- 
ment Control Branch (Document Control Desk). 15pp. 40905:131-40905:145. 


8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of (operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of Now York, Inc. 107pp. 40961:001-40961:106 


8705280480 Ack receipt of 870430 response to violations noted in Insp Rept 50-302/ 
86-38. 

REYES, L.A. Region 2, Office of Director. 87/05/12. WILGUS.W.S. Florida Power 
0>rp. (subs, of Florida Progress Corp.). Ip. 41107:212-41107:212. 


8705280334 Informs that util will bo unable to respond to violation re failure to meet 
requirements of Tech Spec 4.3.3.6 noted in Insp Rept 50-302/87-10 on time due to 
continuing evaluatlons.Response expected by 870612. 

WILGUS.W.S. Florida Power Corp. ^ubs. of Florida Progress C^orp.). 87/05/20. Docu- 
ment Control Branch (Document Control Desk). Ip. 41109:154-41109:154. 


8705290073 Forwards response to violations noted In Insp Rept 50-302/87-02 & pay- 

« u,... .4 ...» ^ withheld. 

. Docu- 


8705180155 NRC Info Notice 87-022. "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
(^nsolidated Edison Ck). of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705050342 "Crystal River Unit 3 1986 Annual Radiological Environmental Monitoring 
Rept." W/870430 ltr. 

SIMPSON,E,C.. MCKEE.P.F., JOHNSON.S.G. Florida Power CJorp. (subs, of Florida 
Progress Corp.). 86/12/31 . 73pp. 40809:284-40809:357. 


0705120284 Monthly operatirra rept for Apr 1967.W/870508 ltr. 

GRAHAM,D„ SIMPSON.E.C;. Florida Power Cterp. (subs, of Florida Progress Ck>rD.). 
87/04/30. 6pp. 40887:1 1 6-40887:120. 


8. Reportable occurrences, LERs & related correspondence 


8705060140 LER 86-01 5-01 :Cn 66061 4,failure of surveillance test procedure to fulfill 
Tech Spec requirements discovered. Caused by inadequacies of procedure.Procedure 
SP-417 will be corrected & ready for issue by 870715.W/870501 ltr. 

MOFFATT.LW., SIMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/05/01 . 7pp. 40816:209-40816:215. ^ 


8705120235 LER 85-035-00:on 851 01 5, insufficient protection from effects of App R type 
fire provided to sys supplying bearing flush water to nuclear svcs & decay heat sea- 
water pump8.Caused by inadequate fire protection design. W/870506 ltr. 
MOFFATT.LW., SIMPoON.E.C. Florida Power Ck)rp. (subs, of Florida Progress (Dorp.). 
87/05/1 1 . 3pp. 40907:044-40907:046. - ^ 
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8705220046 LER 87-006-00:on 87041 5, ammonia detectors of both channels discovered 
to be inoperable due to placement of key switch in test position.Caused by inadequate 
control over sys removal from svcProcedures revised.W/870514 Itr. 

MOFFATT.LW., WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/05/14. 4pp. 41016:278-41016:281. 

8705280043 LER 87-007-00:on 870420, emergency diesel sequential loading limits 
exceeded.Caused by design oversight. Design mod to correct oversight presently being 
processed for installation during next outage of sufficient duration.W/870520 Itr. 
MOFFATT,L.W., WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/05/20. 8pp. 41117:088-41117:095. 


DOCKET 50-304 ZiON NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8705220237 Partially deleted Itr certifying JA Norris employment w/NRC & recommend- 
ing that Norris be Granted unescorted access to protected & vital areas of facility. 
VARGA, S. A. PWR Project Directorate 3. 87/03/31. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 41023:003-41023:004. 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementirig procedures, including Rev 1 to EG-13, ‘Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050295 Station Procedure Permanent Change Request A87-253 for Rev 4 to EPIP 
190-1, "Communications Director." 

* Commonwealth Edison Co. 87/04/20. 8pp. 40800:142-40800:149. 

8705050182 Revised emergency plan implementing procedures.including revised table 
of contents, Rev 4 to ED-5A, Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, "Determination of 1 Rem & 5 Rem Evacuation Ranges...." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705050100 Forwards explanation of control switch circuitry in use at plant & Rev 0 to 
Emergency Procedure ES-1.1, “SI Termination," per SA Varga 870107 request for 
addi info re IE Bulletin 80-06. 

LEBLOND.P.C. Commonwealth Edison Co. 87/04/28. Document Control Branch 
(Document Control Desk). 7pp. 40803:034-40803:045. 

-8705050113 Rev 0 to Emergency Procedure ES-1.1, “SI Termination." 

* Commonwealth Edison Co. 85/12/27. 5pp. 40803:041-40803:045. 

8705040022 Revised emergency plan implementing procedures.including Rev 3 to EPIP 
510-2, "GSEP Traininp Requirements for Rad/ Chem Technicians" & EPIP 320-1, 
“Activation of Station Group." W/870429 Itr. 

NYKIEL.A. Commonwealth Edison C^. 87/04/29. 114pp. 40775:040-40775:153. 

8705050256 Change Request A87-206 to Rev 0 to Emergency Plan Implementing Pro- 
cedure EPIP 200-1 , "Operational Support Ctr Director." W/table of contents. 

* Commonwealth Edison Co. 87/04/30. 7pp. 40812:060-40812:066. 

8705050260 Station Procedure Change Request A87-207 to Rev 0 to Emergency Plan 
Implementing Procedure EPIP 210-1, "Operation Support Ctr Supervisor." 

RIEGK,T. Commonwealth Edison Co. 87/04/30. 7pp. 40813:011-40813:017. 

8705050268 Change Request A87-244 to revs to Emergency Plan Implementing Proce- 
dure EPIP 100-1, “Acting Station Director (Shift Engineer) Implementing Procedure." 
W/procedures index & table of contents. 

* Commonwealth Edison Co. 87/04/30. 25pp. 40811:133-40811:156. 

8705060046 Rev 4 to Emergency Plan Implementing Procedure EPIP-180-1, "Rad/ 
Chem Director." W/Station Procedure Change Request A87-1 61. 

* Comrnonwealth Edison Co. 87/04/30. 9pp, 40821:015-40821:023. 

8705060053 Change Request A87-245 to revs to Emergency Plan Implementing Proce- 
dure EPIP 110-1. "Station Director.” 

* Commonwealth Edison Co. 87/04/30. 22pp. 40816:264-40816:284. 

8705060199 Change Request A87-233 to Rev 2 to Emergency Plan Implementing Pro- 
cedure EPIP 120-1, "Operations Director." 

RIECK,T, Commonwealth Edison Co. 87/05/01. 6pp. 40832:084-40832:089. 

8705120282 Revised emergency procedures.including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form. Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 tor general emergency, 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:20140888:209. 

8705130284 Forwards Safety Insp Repts 50-295/87-06 & 50-304/87-07 on 870318- 
0416 & notice of violation. 

WARNICK.R.F. Region 3, Office of Director. 87/05/06. REED.C. Commonwealth 
Edison Co. 2pp. 40910:246-40910:261. 

-8705130291 Insp Repts 50-295/87-06 & 50-304/87-07 on 870318-0416. Violation 
noted:failure to follow operating procedures which resulted in unplanned automatic 
start of auxiliary feedwater pumps 2B & 2C. 

FORNEY, W.L Region 3, Office of Director. 87/05/06. 13pp. 40910:249-40910:261. 

8705180351 Forwards Amends 104 & 94 to Licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amends permit one-time extension of outage time on Diesel Genera- 
tor 0 for Unit 2 Spring 198/ refueling outage maint & mod per 10CFR50,App R. 
NORRIS.J.A. Project Directorate III-2. 87/05/08. FARRAR.D.L Commonwealth Edison 
Co. 2pp. 40960:066-40960:078. 

—8705180366 Amends 104 8 94 to Licenses DPR-39 & DPR-48, respectK/ely, permitting 
one-time extension of outage time from 7 to 21 days on Diesel Generator 0 for Unit 2 

S jring 1987 refueling outage maint & mod,per 10CFR50,App R. 

ULLER,D.R. Project Directorate IH-2, 87/05/08. 7pp. 40960:068-40960:074. 

-8705180360 Safety evaluation supporting Amends 104 & 94 to Licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/08. 4pp. 
40960:075-40960:078. 


8705190478 Requests review & comment on end EGG-NTA-7368, “Conformance to 
Reg Guide 1.97, Zion Nuclear Station,Unlts 1 & 2.” Justifications for util-identified ex- 
ceptions to Reg Guide 1 .97 acceptable, w/exception of 22 items shown in rept. 
MULLER.D.R. Project Directorate ill-2. 87/05/15. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 40982:210-40982:211. 

—8704150145 “Conformance to Reg Guide 1.97,Zlon Nuclear Station.Units 1 & 2,” tech- 
nical evaluation rept. 

STOFFEUJ.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. EGQ-NTA-7368. 
87/01/31. NRC - No Detailed Affiliation Given. 28pp. 40982:212-40982:239. 

8705050374 Revised emergency plan implementing procedures.including Rev 14 to 
NST-CCC-1, “Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, Nuclear Duty 
Officer” & Rev 11 to NST-CCC-1 2, “Sys Power Dispatcher.” 

BLACKMAN.T.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 
* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


H. General correspondence 

8705140019 Responds to 860220 & 1110 Itrs expressing technical concerns & request- 
ing appearance before Commission, respectively.Ltr failed to detail addI info not al- 
ready presented before ACRS or included in submittals. 

CHILK.S.J. Office of the Secretary of the Commission. 87/04/01. REYTBLATT.Z. Illi- 
nois Institute of Technology, Chicago, IL. Ip. 40921:078-40921:102. 

—8705140039 Informs that technical answer to Nov 1986 Itr not received. Newly discov- 
ered description of fraudulent plant leak rate computer program encl.Program contains 
option for fraudulent substitution of real data contrary to 10CFR,App J. 

REYTBLATT.Z. Illinois Institute of Technology. Chicago. IL 87/02/20. ZECH.L. Com- 
missioners. 2pp. 40921:079-40921:080. 

-8705140051 Demands response to 861014 telcon re NRC involvement in cover up of 
deficient & possibly fraudulent tests & Stello denial of existence of records concerning 
change 10<;FR9.4. 

REYTBLATT.Z. Illinois Institute of Technology, Chicago, IL. 87/01/05. ZECH.L Com- 
missioners. 2pp. 40921:081-40921:082. 

-8705140073 Annotated Itr informing that technical reply to Nov 1986 Itr not 
recelved.Newly discovered description of fraudulent plant leak rate computer 
program, containing option for substitution of real data, end. Investigation demanded. 
REYTBLATT.Z. Illinois Institute of Technology, Chicago. IL. 86/11/24. ZECH.L. Com- 
missioners. 2pp. 40921:083-40921:084. 

—8705140080 Insists that NRC respond to 861014 telcon re fraudulent leak rate testing 
& extent of NRC involvement in cover up.NRC under statutory obligation to react to 
cases of crime w/ safety implications. Record of 861 105 telcon end. 

REYTBLATT,Z. Illinois Institute of Technology, Chicago, IL 86/11/10. ZECH.L Com- 
missioners. 6pp. 40921:085-40921:090. 

-8705140105 Responds to 860312 Itr re leak rate testing.NRC expended tremendous 
amount of time & resources in attempting to comply w/request.Recent telcons to 
Chairman Zech not addressed due to recipient refusal to identify subj matter. 
JOURDAN.C. Office of the General Counsel. 86/10/28. REYTBLATT.Z.V. Illinois Insti- 
tute of Technology, Chicago, IL. 8pp. 40921:091-40921:098. 

-8705140128 Marked-up ack of 860409 Itr transmitting correspondence from 
constituent,ZV Reytblatt.NRC currently defending lawsuit bought by Reytblatt re mat- 
ters raised in Itr to Senator Dixon.NRC instructed not to respond to communication. 
KAMMERER.C. Office of Congressional Affairs. 86/04/24. BROZOVICH,W.C. Senate. 
3pp. 40921:099-40921:102. 


P. Operating license stage documents A correspondence 

8705180003 “Technical Rept 23.1 Z Zion Nuclear Generating Station - Integrated Con- 
tainment Analysis.” W/870313 release memo. 

* Commonwealth Edison Co. * Industry Degraded Core Rulemaking Program. 85/06/ 
30. 120pp. 40940:048-40940:237. 

8705050103 Notification of 870514 meeting w/util in Bethesda,MD to discuss mgt 
review of licensing status of util plants. 

MULLER.D.R. Project Directorate III-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705110163 FonArards safety evaluation re util compliance W/10CFR50.61 concerning 
matl properties for fracture toughness criteria for protection against PTS events, per 
860117 & 1229 submittals & 861003 meeting.Compliance not a<mleved, 

MULLER,D.R. Project Directorate III-2. 87/05/07. FARRAR,D.L Commonwealth 
Edison Co. 2pp. 40880:034-40880:045. 

-8705110178 Safety evaluation re util 861229 submittal concerning matl properties for 
fracture touohness requirements for protection against PTS events.per 
10CFR50.61 .Reported values of copper & nickel content unacceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 10pp. 
40880:036-40880:045. 

8705180351 Forwards Amends 104 & 94 to Licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amends permit one-time extension of outage time on Diesel Genera- 
tor 0 for Unit 2 Spring 1987 refueling outage maint & mod per 10CFR50,App R. 
NORRIS,J.A. Project Directorate III-2. 87/05/08. FARRAR, D.L Commonwealth Edison 
Co. 2pp. 40960:066-40960:078. 

-8705180366 Amends 104 & 94 to Licenses DPR-39 & DPR-48,respectively, permitting 
one-time extension of outage time from 7 to 21 days on Diesel Generator 0 for Unit 2 
Spring 1987 refueling outage maint & mod,per 10CFR50,App R. 

MULLER,D.R. Project Directorate lli-2. 87/05/08. 7pp. 40960:068-40960:074. 

-8705180380 Safety evaluation supporting Amends 104 & 94 to Licenses DPR-39 & 
DPR-48,respectively. 

* Office 01 Nuclear Reactor Regulation, Director (Post 870411). 87/05/08. 4pp. 
40960:075-40960:078. 
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8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.65 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 61 pp. 41 01 7:31 1 -41 01 8:002. 

6705210648 Revises schedules in util 860604 ltr re A Model implementation at 
facilities.Schedule provided in 860604 ltr significantly impacted by implementation of 
new CA procedure re software configuration mgt.Revised target dates listed. 

ALLEN, C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705260094 Final response to FOIA requesLApp C documents available In 
PDR.Forwards App D documents re Seabrook probabilistic safety study.AddI records 
available in PDR in Folder FOIA-87-10.Rocords referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

•-8705260301 "Safety Evaluation of Ck)re-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA," "Safety Evaluation of Core-Melt Accidents: Indian Point...& Zion-Oper- 
ating Reactor" & "Review of PRA for Seabrook...," monthly repts for Oct 1 984. 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp. 41045:186-41045:193. 

8705260214 Summary of 870614 meeting w/util re review of status of pending licensing 
actions on util plants.Meeting agenda & list of attendees end. 

MULLER, D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705280404 Advises that util has no further plans to refine control room dose calcula- 
tions in support of 860911 radioactive release at plant.Estimate of 15.2 rem received 
over 30-day period assures ventilation discrepancies safe. 

LEBLOND.P.C. Commonwealth Edison Co. 87/05/19. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41107:161-41107:162. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,(?.E. Division of Operational Events Assessment (Post 870411), 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705050100 Forwards explanation of control switch circuitry in use at plant & Rev 0 to 
Emergency Procedure ES-1.1, "SI Termination," per SA Varga 870107 request for 
addi info re IE Bulletin 80-06. 

LEBLOND.P.C. Commonwealth Edison Co. 87/04/28. Document Control Branch 
(Document Control Desk). 7pp, 40803:034-40803:045. 

8705130284 Forwards Safety Insp Repts 50-295/87-06 & 60-304/87-07 on 870318- 
0416 & notice of violation. 

WARNICK,R.F. Region 3, Office of Director. 87/05/06. REED.C. Commonwealth 
Edison Co. 2pp. 40910:246-40910:261. 

-8705130290 Notice of violation from insp on 870318-0416. 

WARNICK,R.F. Region 3. Office of Director. 87/05/06. Ip. 40910:248-40910:248. 

-8705130291 Insp Repts 50-295/87-06 & 60-304/87-07 on 870318-0416. Violation 
noted:failure to follow operating procedures which resulted in unplanned automatic 
start of auxiliary feedwater pumps 2B & 2C, 

FORNEY. W.L Region 3. Office of Director. 87/05/06. 13pp. 40910:249-40910:261. 


S. Reportable occurrences, LERs & related correspondence 


8705040044 LER 85-01 9-01 :on 860911, while venting Unit 1 containment to 
atmosphere, high particulate alarm occurred.Dlscharge mistakenly sampled from Unit 
2.Caused by personnel error. Personnel involved counseled. W/870420 ltr. 

SODEN.B., PLIML,G.J. Commonwealth Edison Co. 86/12/10. 3pp. 40775:184- 
40775:186. 

8705050400 LER 87-002-00:on 870403,steam generators drained to 10% narrow range 
level durina cold shutdown.Motor driven auxiliary feedwater pumps B & C 
autostarted.Caused by procedure deficiencies. Procedures revised. W/870501 ltr. 
BLESS,A.. PLIML.G.J. Commonwealth Edison Co. 87/05/01. 4pp. 40810:315- 
40810:318. 
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F. Security, medical, emergency & fire protection plans 

8705050321 Forwards response to violations noted in Insp Rept 50-305/87-11. Re- 
sponse to one open item & one weakness also provided.EncI withheld (ref 
10CFR73.21). 

HINTZ.D.C. Wisconsin Public Service Corp. 87/05/01, Document Control Branch 
(Document Control Desk). Ip. 40812:082-40812:082. 

8705110139 Fonvards App B to plant industrial security manuai.effective until end of 
1987 or early 1988 when const nears completion. Manual withheld (ref 10CFR73.21). 
HINTZ.D.C, Wisconsin Public Service Corp. 87/05/06. Document Control Branch 
(Document Control Desk). Ip. 40881:342-40881:342. 

8705260059 Forwards Special Mid-SALP Insp Rept 50-305/87-04 on 87031 6-20.No 
nonsecuriw violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/05/08. HINTZ.D.C. Wisconsin 
Public Service Corp. 2pp. 41033:228-41033:250. 

-8705260068 Insp Rept 50-305/87-04 on 87031 6-20.Two violations noted In security 
area but isolated & offset by improvements in program.Major areas 
inspected:operations,radiological protection.chemistry, design change & mods & securi- 
ty. 

HARD.J.E.. HUETER.LJ., MACLEAN.P. Region 3, Office of Director. 87/05/05. 21pp. 
41033:230-41033:250. 

8705270005 Ack receipt of 870506 App B to industrial security manual. Except for end 
Item8,changes consistent w/provisions of 10CFR50.54(p) & acceptable. W/o end. 
/0<ELSON.W.L. Region 3, Office of Director. 87/05/19. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 41 048:1 1 9-41 048:1 20. 

8705270582 Advises that 870512 changes to industrial security manual consistent w/ 
provisions of 1 0CFR50.54(p) & acceptable. 

AXELSON,W.L Region 3, Office of Director. 87/05/19. HINTZ.D.C. Wisconsin Public 
Service Ck>rp. 2pp. 41086:065-41086:066. 

8705280026 Revised emergency plan implementing procedures.including Rev J to EP- 
AD-1, “Plant Emergency Organization." Rev I to EP-AD-2, "Emergency Class Determi- 
nation," Rev M to EP-AD-7, "Notification of Unusual ..." & revised index.W/870521 ltr. 
HINTZ,D.C. Wisconsin Public Service Corp. 87/05/21. 600pp. 41090:089-41091:232. 


P. Operating license stage documents & correspondence 


8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on DuW." Svc list end. 

ROSSI, C.E, Division of (Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210627 Discusses Safety Insp Repts 50-295/86-30 & 50-304/86-30 on 861230- 
870114 & forwards notice of violation.One significant deficiency identified re imple- 
mentation of environ qualification program. 

HARRISON,J.J. Region 3, Office of Director. 87/05/15, REED,C. Commonwealth 
Edison Co. 2pp. 41012:155-41012:157. 

-8705210641 Notice of violation from insp on 861 230-8701 14. Violations noted:cubicIe 
' cooler fan motor lead splioe/cable assemblies used in 10CFR50.49 designated appli- 
cations spliced w/various types of non-EQ tape utilizing sections of non-EQ PvC 
cable. 

HARRISON, J.J. Region 3, Office of Director. 87/05/15. Ip. 41012:157-41012:157. 

8705180155 NRC Info Notice 87-022, "Operator Licensing RequalifIcation Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705070249 Forwards Rev 1 to EGG-NTA-7166, “Technical Evaluation Rept, Pump & 
Valve Inservice Testing Program, Kewaunee Nuclear Power Plant," final rept. 
OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6812. 87/02/09. CARRINGTON,M. Planning & 
Program Analysis Staff (851125-870411). Ip. 40852:077-40852:146. 

-8705070261 Rev 1 to "Technical Evaluation Rept Pump & Valve Inservice Testing Pro- 
gram Kewaunee Nuclear Power Plant," final rept. 

MONNIE,D.I., RANSOM,C.B.. BOCKHOLD,H.C. EG&G Idaho, Inc. (subs, of EG&G. 
Inc.). FIN A-6812. EGG-NTA-7166 R01. 87/02/28. NRC - No Detailed Affiliation 
Given. 78pp. 40852:078-40852:146. 

8705010054 Forwards Amend 73 to License DPR-43 & safety evaluation. Amend allows 
steam generator tube repairs & plugging to isolate unacceptable tube 
degradation.Repair methods must be submitted to NRC for approval. 

FaTrTILE.M.B. PWR Project Directorate 1. 87/04/01. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 40774:184-40774:206. 

-8705010059 Amend 73 to License DPR-43, allowing steam generator tube repairs & 
plugging to isolate unacceptable tube degradation. 

FAIRTILE,M.B. PWR Project Directorate 1. 87/04/01. 14pp. 40774:186-40774:199. 

-8705010062 Safety evaluation supporting Amend 73 to License DPR-43. 

• Office of Nuclear Reader Regulation. Diredor (851125-870411). 87/04/01. 7pp. 
40774:200-40774:206. 


8705060087 Fonwards "Zion Generating Station Annual Operating Rept, 1986." Environ 
radiological & meteorological monitoring submitted as Part III in operating rept. 
PLIML,G.J. Commonwedth Edison Co. 86/03/21. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 40816:242-40816:252. 

-8705060106 "Zion Generating Station Annual Ooerating Rept,1985." 

* Ck)mmonwealth Edison Co. 85/12/31. 8pp. 40816:243-40816:250. 

-87050601 13 Forwards occupational radiation exposures for 1 985 for faciliN. 
STEPHENSON.B. Commonwealth Edison Co. 86/02/27. KEPPLER,J.G. Region 3, 
Office of Director. 2pp, 40816:251-40816:262. 


8705200677 Monthly operatino repts for Apr 1 987.W/870507 ltr. 

ARGYRIS.G.. PLIML,G.J. cSommonwealth Edison Co. 87/04/30. 12pp. 40992:172- 
40992:183. 


8705050228 Application for amend to License DPR-43, amending Tech Specs to refled 
personnel & departmental changes, corred typo & make minor wording change to clar- 
ify Intent of spec-Fee paid. 

HINTZ,D.C. Wisconsin Public Service CJorp. 87/04/29. Document Control Branch 
(Document (Control Desk). 7pp. 40801:261-40801:276. 

-8705050231 Proposed Tech Specs, reflecting personnel & departmental 

change8,correding typo & making minor wording change to clarify intent of spec. 

* Wisconsin Public ^rvlce Corp. 87/04/29. 8pp. 40801:268-40801:275. 

8705050270 Responds to JG Keppler 800320 request for controlled set of P&IDs for 
Region ill incident response dr ref library. Revs AM & AN to Drawing M-215 & Rev 
AH to Drawing XK1 00-10 forwarded to Region III. 

HINTZ,D.C. Wisconsin Public Service C^rp. 87/05/01. Document Control Branch 
(Document Control Desk), Ip. 40803:223-40803:223. 
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8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705280197 Forwards Amend 74 to License DPR-43 & safety evaluation. Amend cor- 
rects typos, clarifies requirements of existing specs & adopts requirements from Ge- 
neric Ltr 83-37. 

QUAY.T.R. Project Directorate III-3. 87/05/15. HINTZ.D.C. Washington Public Power 
Supply System. 2pp. 41097:255-41097:269. 

-8705280208 Amend 74 to License DPR-43, correcting typos, clarifying requirements of 
existing specs & adopting requirements of Generic Ltr 83-37. 

WIGGINTON.D.L Project Directorate III-3. 87/05/15. 9pp. 41097:257-41097:265. 

-8705280215 Safety evaluation si^porting Amend 74 to License DPR-43. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/15. 4pp. 
41097:266-41097:269. 


Q, Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Add Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705070064 Forwards Safety Insp Rept 50-305/87-10 on 870320-26.No violations 
noted. 

HEHL,C.W. Region 3, Office of Director. 87/04/28. HINTZ,D.C. Wisconsin Public 
Service Corp. 2pp. 40849:309-40849:319. 

-8705070070 Insp Rept 50-305/87-10 on 870320-26.No violations or deviations 
noted.Major areas tnspected:containment leak rate test performance 
witnessing, procedure review of results & licensee action on previous insp findings. 
MAURA, F., WRIGHT.G. Region 3, Office of Director. 87/04/28. 9pp. 40849:311- 
40849:319. 

8705050321 Fonvards response to violations noted in Insp Rept 50-305/87-11. Re- 
sponse to one open item & one weakness also provided.EncI withheld (ref 
10CFR73.21). 

HINTZ.D.C. Wisconsin Public Senrice Corp. 87/05/01. Document Control Branch 
(Document Control Desk). 1p. 40812:082-40812:082. 

8705060286 Ack receipt of 870420 ltr informing NRC of stops taken to correct violations 
noted in Insp Rept 50-305/87-02.Violation re training program for personnel perform- 
ing IE Bulletin 79-14 design waikdown insp closed In Insp Rept 50-305/87-09. 
CHRISSOTIMOS.N. Region 3. Office of Director. 87/05/01. HINTZ.D.C. Wisconsin 
Public Service Corp. 2pp. 40825:174-40825:188. 

-8705060289 Responds to NRC 870320 ltr re violations noted in Insp Rept 50-305/87- 
02.Corrective actions:program to reverify seismic design & installation of safety- 
related, seismically-designed piping initiated.Utll now in compliance w/IE Bulletin 79-14. 
HINT2,D.C. Wisconsin Public Service Corp. 87/04/20. CHRISSOTIMOS.N. Region 3. 
Office of Director. 13pp. 40825:176-40825:188. 

8705070166 Forwards Safety Insp Rept 50-305/87-09 on 87031 0-0423. No violations 
noted. 

HARRISON, J.J. Region 3. Office of Director. 87/05/01. HINTZ,D.C. Wisconsin Public 
Service Corp. 2pp. 40848:349-40848:350. 

-8705070169 Insp Rept 50-305/87-09 on 87031 0-0423.No violations noted. Major 
areas inspected:IE Bulletin 79-14.plant snubber visual insp & functional testing pro- 
gram. 

YIN.I.T., DANIELSON.D.H. Region 3, Office of Director. 87/05/01. 9pp. 40848:351- 
40848:360. 

8705120068 Forwards addi info re util 860514 response to IE Bulletin 85-003, per 
870403 requestStated motor-operated valves in open position & power removed from 
breaker by padlocking breaker in off position. 

HINTZ,D.C. Wisconsin Public Senrice Corp. 87/05/06. Document Control Branch 
(Document Control Desk). 5pp. 40886:303-40886:307. 

8705260059 Forwards Special Mid-SALP Insp Rept 50-305/87-04 on 87031 6-20.No 
nonsecurify violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/05/08. HINTZ.D.C. Wisconsin 
Public Service Corp. 2pp. 41033:228-41033:250. 

—8705260068 Insp Rept 50-305/87-04 on 870316-20.Two violations noted in security 
area but isolated & offset by improvements in program.Major areas 
inspected:operations, radiological protection.chemistry, design change & mods & securi- 
ty. 

HARD.J.E.. HUETER.LJ., MACLEAN, P. Region 3, Office of Director. 87/05/05. 21pp. 
41033:230-41033:250. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
(jonsotidated Edison Co. of New York, Inc. 107pp. 40961:0(31-40961:106. 

8705260308 Confirms plans discussed on 870427 to conduct mgt meeting w/ util on 
870528 in Glen Ellyn.lL to discuss results of recent insp on status of sys at facillty.w/ 
respect to IE Bulletin 79-14.Notice of significant meeting end. 

NORELIUS,C.E. Region 3, Office of Diredor. 87/05/19. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 41038:300-41038:301. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requallfication Exams at 
Noripower Reactors." Svc list end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports 5 related correspondence 

8705040320 Forwards annual environ radioactivity repts for 1986 for Kewaunee & Point 
Beach Nuclear Power Plants 5 La Crosse BWR, per NRC Contract NRC-30-83-647. 
MCDONNELL, L.J. Wisconsin, State of. NRC-30-83-647. 87/04/27. DAVIS.B. Region 
3, Office of Diredor. Ip. 40780:001-40780:130. 


-8705040324 “Kewaunee Environ Radioactivity Survey for 1986." 

* Wisconsin, State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
41pp. 40780:002-40780:041. 

8705180286 Monthly operating rept for Apr 1 987.W/87051 1 ltr. 

PUITER.G.H., HINTZ.D.C. Wisconsin Public Service Corp. 87/04/30. 5pp. 40952:144- 
40952:148. 


S. Reportable occurrences, LERs & related correspondence 

8705060392 LER 87-004-00:on 870401 .while reestablishing steam generator blowdown 
(SEB).radiatlon monitor reached high alarm setpoint of 5,000 cpm.Caused by residual 
contamination from tube leak,High alarm setpoint increased.W/870501 ltr. 
SHEMBARGER,K.M., HINTZ.D.C. Wisconsin Public Service Corp. 87/05/01. 4pp. 
40838:012-40838:015. 

8705110295 LER 87-005-00:on 870403,1 A main feedwater pump tripped causing turbine 
trip & automatic start of 1A & IB diesel generators.Caused by personnel 
error. Responsible personnel counseled re component identification. W/870504 ltr. 
SHEMBARGER,K.M., HINTZ.D.C. Wisconsin Public Service Corp. 87/05/04. 4pp. 
40875:071-40875:074. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705120254 Forwards Safety Insp Repts 50-282/87-03 & 50-306/87-03 on 870215- 
0418 & notice of vioiation.Response requested re why safeguard logic testing proce- 
dures not changed more expeditiously following two previous reactor trips. 
GULDEMOND.W.G. Region 3. Office of Director. 87/05/01. LARSON.C.E. Northern 
States Power Co. 2pp. 40888:161-40888:172. 

-8705120256 Insp Repts 50-282/87-03 & 50-306/87-03 on 870215-0418. Violations 
noted:both shield bldg maint airlock doors found open w/reactor coolant temp greater 
than 200 F & no conditions of Tech Spec 3.6 satisfied. 

DEFAYETTE,R. Region 3. Office of Diredor. 87/04/30. 9pp. 40888:164-40888:172. 

8705210270 Rev 12 to Comorate Nuclear Emergency Plan Implementing Procedure 
EPIP 1.1.7, "Start-Up & Operations of HQEC.’^ Rev 21 to table of contents also 
encl.W/870512 ltr. 

LADD.M., LEY.F.L Northern States Power Co. 87/05/12. 19pp. 41001:142- 
41001:160. 

8705270688 Ack receipt of submittal re scope & objectives of scheduled 870707 emer- 
gency preparedness exercise.Submittal acceptable, per review & 870511 telcon dis- 
cussion between M Ladd.M Agen & J Patterson. 

SHAFER, W.D. Region 3, Office of Director. 87/05/19. LARSON.C.E. Northern States 
Power Co. Ip. 41084:280-41084:280. 

8705280405 Emergency response plan implementing procedures including: Rev 5 to F3- 
8, "Recommendations for Offsite Protective Actions," Rev 8 to F3-13, “Offsite Dose 
Calculation" & Rev 6 to F3-17. “Core Damage Assessment." W/870521 ltr. 

FEY.F.L Northern States Power Co. 87/05/21. 171pp. 41108:060-41108:231. 


G. Adjudicatory correspondence 

8705060021 Order.* NRC 861020 order directing licensee to show cause why OL 
should not be modified to prohibit use of radios, tapes, television sets or other audible 
entertainment devices recinded & proceeding dismissed.Served on 870501. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3332. 87/05/01. 3pp. 
40809:021-40809:023. 


P. Operating license stage documents & correspondence 

8705190004 Advises that proprietary Westinghouse document entitled. “Response to 
(Questions on Changes Made to WREFLCXJb Input In Large Break LOCA Analysis.;.” 
will be withheld from public disclosure (ref 10CFR2.790(b)(5))jp)er util 870408 request. 
DIIANNI.D.C. Project Directorate 111-3. 87/05/06. MUSOLF^D.M. Northern States 
Power Co. 3pp. 40963:31 4-40963:31 6. 

8705120184 Staff requirements memo re Commission 870430 affirmation/ discussion & 
vote in Washlngton,DC on SECY-87-68A concerning order to rescind 861020 order 
directing licensee to show why OL should not be modified.Order signed on 870501. 
CHILK,5.J. Office of the Secretary of the Commission. 87/05/07. PARLER.W.C. 
Office of the General Counsel. 2pp. 40903:192-40903:193. 

8706110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGUA,FJ. Assodate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bullstins & ^rrespondence 

8704160063 Supp1 1 to iE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Add Corrosion." Svc list end. 

ROSSI,(;,E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705120254 Forwards Safety Insp Repts 50-282/87-03 & 50-306/87-03 on 870215- 
0418 & notice of vioiation.Respon8e requested re why safeguard logic testing proce- 
dures not changed more expeditiously following two previous reactor trips. 
GULDEMOND,W.G. Region 3. Office of Director. 87/05/01. LARSON,C.E. Northern 
States Power Co. 2pp. 40888:161-40888:172. 

-8705129255 Notice of violation from insp on 870215-0418. 

GULDEMOND.W.G. Region 3, Office of Director. 87/04/30. Ip. 40888:163-40888:163. 
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-8705120250 Insp Repts 50-282/87-03 & 50-306/87-03 on 870215-0418. Violations 
noted:both shield bldg maint airlock doors found open w/reactor coolant temp greater 
than 200 F & no conditions of Tech Spec 3.6 satisfied. 

DEFAYETTE.R. Region 3. Office of Director. 87/04/30. 9pp. 40888:164-40888:172. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. Inc. 107pp. 40961:001-40961:106. 

8705180391 Forwards Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 of exam ad- 
ministered on 870323-27.Response to weaknesses noted in Section 2 of rept re simu- 
lator portion of exam requested. 

HEHL.C.W. Region 3, Office of Director. 87/05/11. LARSON, C.E. Northern States 
Power Co. 2pp. 40955:194-40955:307. 

-8705180404 Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 on 870323-27. Exam 
results.'two of six senior reactor operators & five of six reactor operators passed writ- 
ten & oral exams. Master exam end. 

HARE.S.M.. BURDICK.T.M. Region 3, Office of Director. 87/05/08. 112pp. 40965:196- 
40955:307. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705110284 Monthly operating repts for Apr 1987.W/870506 Itr. 

DUGSTAD.D., MUSOLF,D. Northern States Power Co. 87/04/30. 9pp. 40880:221- 
40880:229. 


V. Operator Examinations 

8705180391 Forwards Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 of exam ad- 
ministered on 870323-27. Response to weaknesses noted in Section 2 of rept re simu- 
lator portion of exam requested. 

HEHUC.W. Region 3, Office of Director. 87/05/11. LARSON,C.E. Northern States 
Power Co. 2pp. 40955:194-40955:307. 

-8705180404 Exam Repts 50-282/OL-87-01 & 50-306/OL-87-01 on 870323-27. Exam 
results’.two of six senior reactor operators & five of six reactor operators passed writ- 
ten & oral exams.Master exam end. 

HARE.S.M., LENNARTZ,J.A., REIDINGER,T.D. Region 3, Office of Director. 87/05/08. 
112pp. 40955:196-40955:307. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plana 

8705010015 Ack receipt of 861212 response to NRC 861113 Itr re Insp Rept 50-309/ 
86- 15, Violation correct as cited.EncI bases for finding withheld (ref 10CFR73.21). 
WENZINGER.E.C. Region 1, Office of Director. 87/04/23. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 3pp. 40769:217-40769:221. 

-8705010018 Responds to NRC 861113 Itr re violations noted in Insp Rept 60-309/86- 
1 S.Corrective actions withheld (ref 10CFR73.21). 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 86/12/12. MURLEYJ.E. Region 1, 
Office of Director. 2pp. 40769:220-40769:221. 

8705050189 Forwards SALP Rept 50-309/85-98 for Nov 1985 - Jan 1987. Util perform- 
ance improved.MeetIng scheduled for 870512 at Region I ofc in King of Prussia, PA to 
discuss assessment. 

RUSSELL, W.T. Region 1. Office of Director, 87/04/29. RAND/\ZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 40802:024-40802:071 . 

-8705050190 SALP Rept 50-309/85-98 for Nov 1985 - Jan 1 987. 

* Region 1, Office of Director. 87/04/29. 46pp. 40802:026-40802:071. 

8705120342 Rev 0 to Emergency Plan Procedure 0-06-1. 

* Maine Yankee Atomic Power Co. 87/05/05, 4pp. 40907:354-40907:367. 


8705220283 Rev 8 to Emergency Plan Implementing Procedure 2.50.19, “Technical 
Support Ctr." 

* Maine Yankee Atomic Power Co. 87/05/13. 14pp. 41018:016-41018:029. 


8705280064 Forwards Insp Rept 50-309/87-03 on 87031 7-0427.No violations 
noted.Two errors identified re inadvertent Initiation of recirculation actuation a fuel 
handling machine contact w/ light ring indicate need for attention to detail. 
WENZINGER.E.C, Region 1, Office of Director. 87/05/19. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp, 41094:178-41094:187. 


-8705280074 Insp Rept 50-309/87-03 on 87031 7-0427.No violations noted. Major 
areas in8pected:control room.accesible parts of plant structures, plant 
operations, radiation protection, physical security.fire protection, maint & surveillance. 
TRIPP.L Region 1, Office of Director. 87/05/14. 8pp. 41094:180-41094:187. 


J. Insurance & indemnity information 

8705270340 Forwards Endorsement 95 to NELIA Policy NF-194 & Endorsement 81 to 

VIETEN.ff^larsh & McLennan, Inc. 87/05/15. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 41085:146-41085:148. 

P. Operating license stage documents & correspondence 

8705060259 Forwards safety evaluation re adequacy of offsite power sys for facility, per 
util 861107 requesLUse of Surowiec line unacceptable substitute for Mason line to 

sIeaR^.RM. NRC - No Detailed Affiliation Given. 87/04/23. RANDAZZA,J.B. Maine 
Yankee Atomic Power Co. 3pp. 40837:033-40837:037, 


—8705060262 Safety evaluation re adequacy of offsite power sys. Further evaluation 
cannot continue until all requested info received.Surowiec line not acceptable substi- 
tute for Mason line during startup or normal operations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/23, 2pp. 
40837:036-40837:037. 

8705010091 Reviews status of inadequate core cooling instrumentation sys desigaStaff 
& consultants agree w/util that preliminary design of sys meets requirements of 
NUREG-0737,ltem II.F.2. 

SEARS.P.M. Project Directorate 1-3. 87/04/27. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 40774:146-40774:147. 

8705110222 Forwards summary of reevaluation of reliability of emergency diesel gen- 
erators in response to Generic Ltr 84-15.Data collected for 1982-1986 has been re- 
evaluated using EPRI/ Nuclear Safety Analysis Ctr 108 failure criteria. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/05/01. THADANI.A.C. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 40881:048-40881:049. 

8705130030 Advises that licensee has complied w/NRC position re Item 3.2,2 of Gener- 
ic Ltr 83-28 re post-maint testing.P Sears 870414 site visit & insp found that licensee 
has implemented appropriate vendor interface program. 

SEARS.P.M. Project Directorate I-3. 87/05/04. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 40919:201-40919:202. 

8705130112 Forwards safety evaluation re SPDS.No serious safety questions 
posed. Recommends human factors review of display format conducted & necessary 
correction made & data sample rate within SPDS reevaluated 
SEARS.P.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06. 
RANDAZZA.J.B. Maine Yankee Atomic Power Co. 4pp, 40911:046-40911:059. 

-8705130186 Safety evaluation re SPDS.Parameter selected for display & evaluation of 
critical safety functions acceptable but measured status of containment isolation 
should also be displayed. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06. 10pp. 
40911:050-40911:059. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180135 Final response to FOIA request.App A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

-8705180320 Submits comments re legislation proposing placement of nudear safety 
inspector at facility.MOU may not be necessary due to precision & detail of legislation. 
STtLLO.V. Office of the Executive Director for Operations. 87/03/26. SILKMAN.R.H. 
Maine, State of. 2pp. 40981 :270-40981 :271 . 

-8705180341 Requests timely review of end draft legislation creating onsite monitoring 
presence for State of ME at facility & MOU between NRC & State of OR. 
SILKMAN.R.H. Maine. State of. 87/03/12. MURLEY.T. Region 1, Office of Director. 
7pp. 40981:272-40981:278. 

8705280114 Forwards Amend 97 to License DPR-36 & safety evaluation. Amend 
changes Tech Spec 3.6, deleting requirement for emergency diesel generator testing in 
event that any one train of ECCS becomes inoperable. 

SEARS.P.M. Project Directorate 1-3. 87/06/20. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 4pp. 41098:005-41098:014. 

-8705280120 Amend 97 to License DPR-36, deleting requirement for emergency diesel 
generator testing in event that any component of one train of ECCS becomes inoper- 
able. 

NERSES, V. Project Directorate 1-3. 87/05/20. 4pp. 41098:009-41098:012. 

-8705280124 Safety evaluation supporting Amend 97 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/20. 2pp. 
41098:013-41098:014. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010015 Ack receipt of 861212 response to NRC 861113 Itr re Insp Rept 50-309/ 
86-1 5. Violation correct as cited.EncI bases for finding withheld (ref 10CFR73.21). 
WENZINGER.E.C. Region 1, Office of Director. 87/04/23. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 3pp. 40769:217-40769:221. 

-8705010018 Responds to NRC 861113 Itr re violations noted in Insp Rept 50-309/86- 
1 S.Corrective actions withheld (ref 10CFR73.21). 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 86/12/12. MURLEYJ.E. Region 1, 
Office of Director. 2pp. 40769:220-40769:221. 

8705050189 Forwards SALP Rept 50-309/85-98 for Nov 1985 - Jan 1987.Util perform- 
ance Improved.Meeting scheduled for 870512 at Region I ofc in King of Prussia, PA to 
discuss assessment. 

RUSSELL. WX Region 1, Office of Director. 87/04/29. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 2pp. 40802:024-40802:071. • 

-8705050190 SALP Rept 50-309/85-98 for Nov 1985 - Jan 1987. 

* Region 1, Cffice of Director. 87/04/29. 46pp. 40802:026-40802:071. 

8705080201 Responds to 870331 notice of violation re Insp Rept 50-309/87-01, Correc- 
tive action8:all individuals involved have been counseled & requirement to verify ac- 
ceptance criteria during shift supervisory reviews reinforced. 

WHITTIER,Q.D. Maine Yankee Atomic Power Co. 87/04/30. RUSSELL, W.T, Region 1. 
Cffice of Director. 4pp. 40872:031-40872:034. 
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8705110275 Advises that on 870420 util completed inservice insp of steam 
generators.Two tubes plugged in Steam Generator E-1-2. AddI info re insp of steam 
generators will be included in inservice insp summary rept scheduled for Aug 1987. 
WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/05/04. NERSES.V. Project Di- 
rectorate I-3. Ip. 40880:231-40880:231. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210267 Forwards Radiological Safety Rept 50-309/87-07 on 870406-10 & notice of 
violation. 

MARTIN,!.!. Region 1. Office of Director. 87/05/12. RANDAZ2A,J.B. Maine Yankee 
Atomic Power Co. 2pp. 41000:338-41000:352. 

-8705210285 Notice of violation from insp on 870406-10. 

• Region 1. Office of Director. 87/05/12. Ip. 41000:340-41000:340. 

-8705210291 Insp Rept 50-309/87-07 on 870406-1 0.Violations noted: failure to ade- 
quately post & barricade high radiation areas. In addition,several weakness re ALARA 
external/internal exposure controls & control of radioactive matl identified. 
LEQUIA.D.P., SHANBAKY,M. Region 1, Office of Director. 87/05/1! 12pp. 
41000:341-41000:352. 

8705280214 Forwards Safety Insp Rept 50-309/87-05 on 870427-050!No violations 
noted. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/18. RANDA22A.J.B. Maine 
Yankee Atomic Power Co. 2pp. 41089:282-41089:289. 

-8705280220 Insp Rept 50-309/87-05 on 870427-050!No violations or deviations 
noted.Major areas inspected:procedure review & test witnessing of local leak rate test- 
ing. 

GOLLA.J.A., ANDERSON.C.J. Region 1, Office of Director. 87/05/15. 6pp. 
41089:284-41089:289. 

8705280064 Forwards Insp Rept 50-309/87-03 on 87031 7-0427.No violations 
noted.Two errors identified re inadvertent initiation of recirculation actuation & fuel 
handling machine contact w/ light ring indicate need for attention to detail. 
WENZINGER.E.C. Region 1. Office of Director. 87/05/19. RANDAZ2A,J.B. Maine 
Yankee Atomic Power Co. 2pp. 41094:178-41094:187. 

-8705280074 Insp Rept 50-309/87-03 on 87031 7-0427.No violations noted. Major 
areas inspected:control room.accesible parts of plant structures.plant 
operations, radiation protection, physical security,fire protection, maint & surveillance. 
!RIPP,L. Region 1, Office of Director. 87/05/14. 8pp. 41094:180-41094:187. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705190239 Forwards annual rept of facility changes & relief & safety valve failures & 
challenges, per 10CFR50.59.No challenges &/or failures of PORV & pressurizer safety 
valves occurred In 1 986. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/05/0! Document Control 
Branch (Document Control Desk). 5pp. 40968:020-40968:024. 


V. Operator Examinations 

8705050189 Forwards SALP Rept 50-309/85-98 for Nov 1985 - Jan 1987.Util perform- 
ance improved. Meeting scheduled for 870512 at Region I ofc in King of Prussia,PA to 
discuss assessment. 

RUSSELL, W.!. Region 1, Office of Director. 87/04/29. RANDAZZA,J.B. Maine 
Yankee Atomic Power Co. 2pp. 40802:024-40802:07! 

-8705050190 SALP Rept 50-309/85-98 for Nov 1985 - Jan 1987. 

* Region 1. Office of Director. 87/04/29. 46pp. 40802:026-40802:07! 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705220040 Forwards Safety Insp Repts 50-272/87-09 & 50-311/87-12 on 870413- 
16.No violations or deviations noted. 

MARTIN,!.!. Region 1, Office of Director. 87/05/12. NCNE1LL,C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41021:105-41021:112. 

-8705220047 Insp Repts 50-272/87-09 & 50-311/87-12 on 870413-1 6.No 
violations, deviations.unresofved items or inspector followup items identified.MaJor 
areas inspected:emergency preparedness program. 

AMATO, C.G. Region 1, Office of Director. 87/05/07. 6pp. 41021:107-41021:112. 

8705270572 Rev 13 to Emergency Procedure EP 11-4, “Salem Emergency Response 
Support Callout.” Rev 14 to Addendum 1 to emergency procedure & Rev 36 to table 
of contents end. 

* Public Service Electric & Gas Co. of New Jersey. 87/05/19. 69pp. 41048:226- 
41048:294. 


H. General correspondence 

8705130212 Responds to 870304 Itr re P Blumberg allegations that employees at facility 
observed using drugs outside plant. P Blumberg Itr referred to appropriate NRC repre- 
sentatives & licensee for action. 

STELLO.V. Office of the Executive Director for Operations. 87/04/10. BRADLEY.B. 
Senate. 2pp. 4091 1 :1 08-4091 1 :1 09. 

8705010097 Fonwards revised svc list for util correspondence, incorporating recent 
changes in mgt organization. Correspondence should be addressed to CA 
McNeill, senior vice president - nuclear. 

PRESTON, B.A. Public Service Electric & Gas Co. of New Jersey. 87/04/27. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40768:226-40768:228. 


I. Financial information 

8705280339 Fonvards notice of annual shareholders meeting on 870422. Shareholders 
voted to approve formation of Atlantic Energy. Inc as nonregulated parent company of 
util. 

JACOBS, J.L Atlantic City Electric Co. 87/05/2! MULLER.D.R. NRC - No Detailed Af- 
filiation Given. 42pp. 41107:050-41107:095. 


J. Insurance & indemnity information 


8705260100 Forwards Endorsement 94 to NELIA Policy NF-230 & Endorsement 78 to 
MAELU Policy MF-90. 

SANNA,L.J. Marsh & McLennan, Inc. 87/05/1! DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 41033:019-41033:023. 


P. Operating license stage documents & correspondence 


8705070252 Forwards SER accepting util response to Generic Ltr 83-28, Item 4.6.2, 
“Reactor Trip Sys Reliability,On-Llne Testing.” Action on Item 4.5.2 complete. 
FISCHER.D.C. Project Directorate 1-3. 87/04/30. MCNEILL,C.A. Public Service Elec- 
tric & Gas Co. of New Jersey. 2pp. 40850:011-40850:012. 

-8705080280 SER accepting util response to Generic Ltr 83-28, Item 4.5.2, “Reactor 
Trip Sys Reliability - On-Line Testing.” 

* NRC - No Detailed Affiliation Given. 87/04/30. 3pp. 40850:013-40850:015. 

8705070183 Notification of 870521 meeting w/util in Bethesda,MD,to discuss DCRDR. 
FISCHER.D.C. Project Directorate 1-2. 87/05/05. BUTLER, W.R. Project Directorate 1- 
2. 4pp. 40854:039-40854:042. 

8705110280 Application for amends to Licenses DPR-70 & DPR-75, modifying Tech 
Specs re reactor trip sys & emergency safety features response times.Nonproprietary 
& proprietary S-87-05 encl.Fee paid. Proprietary rept withheld (ref 10CFR2.790). 
MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/05. Document 
Control Branch (Document Control Desk). 1 0pp. 40876:256-40876:347. 

-8705110288 Proposed Tech Specs, modifying reactor trip sys & emergency safety fea- 
tures response times.Supporting info end. 

* Public Service Electric & Gas Co. of New Jersey. 87/05/05. 24pp. 40876:266- 
40876:289. 

“8705110301 Nonproprietary “Licensing Rept for New Narrow Range Temp Measure- 
ment Sys (Resistance Temp Detectors Bypass Elimination), PSE&G Salem 1 & 2.” 

* Combustion Engineering. Inc. S-87-05. 87/04/02. 58pp. 40876:290-40876:347. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 87/05/1! Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180433 Forwards “DCRDR Emergency Operating Procedure Upgraded Task Analy- 
sis Rept.” Rept satisfies Element 2 of 870302 SSER re DCRDR. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/12. Document 
Control Branch (Document Control Desk). 2pp. 40958:306-40959:107. 

“8705180461 “DCRDR Emergency Operating Procedure Upgraded Task Analysis 
Rept.” 

* General Physics Corp. GP-R-212219. 87/04/16. 106pp. 40958:308-40959:107. 

8705220304 Documents 870424 telcon w/NRC re maint performed on Feedwater Isola- 
tion Valve 22 BF-19.Packing leak noticed on 870423.Packing holddown nuts tightened 
on 870424 to stop leak.Valves will be stroked & timed during next shutdown. 
MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/14. Document 
Control Branch (Document Control Desk). 2pp. 41024:159-41024:160. 

8705260150 Notification of 870522-28 meetings w/util onsite to discuss final preimple- 
mentation audit of SPDS. 

FISCHER.D.C. Project Directorate 1-2. 87/05/18. BUTLER.W.R. Project Directorate I- 
2. 4pp. 41043:181-41043:184. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050007 Forwards Safety Insp Repts 50-272/87-04 & 50-311/87-10 on 870316- 
20.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 87/04/27. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 40803:148-40803:154. 

“8705050013 Insp Repts 50-272/87-04 & 50-311/87-10 on 870316-20.No violations 
noted.Major areas lnspected:radlological effluents control program, mgt control & sam- 
pling/measurement & implementation. 

DAVIDSON.B.S., PASCIAK.W.J. Region 1. Office of Director. 87/04/27. 5pp. 
40803:150-40803:164. 

8705060315 Forwards Safety Insp Repts 50-272/87-06 & 50-311/87-11 on 870324- 
0420 & notice of violation.Response to Insp Repts 50-272/87-03 & 50-311/87-04 dtd 
8704 14 silso dck 

GALLO, R.M. Region 1, Office of Director. 87/04/29. MCNEILL,C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 40848:001-40848:027. 

“8705060321 Notice of violation from insp on 870324-0420. 

* NRC - No Detailed Affiliation Given. 87/04/29. 1p. 40848:003-40848:003. 

“8705060337 Insp Repts 50-272/87-06 & 50-311/87-11 on 870324-0420. Violation 
noted:fuel handling crane surveillance test not performed within required time. 
SUMMERS, R.J., NORRHOLM.LJ. Region 1. Office of Director. 87/04/28. 24pp. 
40848:004-40848:027. 
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8705070009 Responds to violations noted in Insp Rept 50-311/87-03. Corrective 
actions:injection capability to ail four cold legs restored, directive issued containing IE 
Info Notice 87-001 for review & Procedure SP (0) 4.5.3. 1 changed. 

MCNEILL.C.A. Public Service Electric & Gas Co. of New Jersey. 87/04/30. Document 
Control Branch (Document Control Desk). 3pp. 40849:197-40849:199. 


8705130042 Fonvards Insp Repts 50-272/87-10,50-311/87-13 & 50-354/87-09 on 
870406-1 6. No violations noted. 

JOHNSTON,W.V. Region 1, Office of Director. 87/05/05. MCNEILL, C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 40910:333-40910:342. 


-8705130046 Insp Repts 50-272/87-10,50-311/87-13 & 50-354/87-09 on 870406- 
16.No violations or deviations noted.Major areas inspected: nonlicensed staff training & 
licensee action on previous insp findings. 

OLIVEIRA. W., EAPEN.P.K. Region 1, Office of Director. 87/05/01. 7pp. 40910:336- 
40910:342. 


8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180382 Forwards Insp Repts 50-272/87-11,50-311/87-14 & 50-354/87-12 on 
87041 5-20 & notice of violation. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/11. MCNEILL.C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 40958:136-40958:143. 

—8705180385 Notice of violation from insp on 870415-20. 

• Region 1, Office of Director. 87/05/11. Ip. 40958:138-40958:138. 

-8705180395 Insp Repts 50-272/87-11,50-311/87-14 & 50-354/87-12 on 870415- 
20.Violations noted:failure to perform preventive maint on safety-related motors in 
stor^ in timely manner. 

WINTERS.R.W., EAPEN,P.K. Region 1, Office of Director. 87/05/07. 5pp. 40958:139- 
40968:143. 


8705150356 LER 87-005-00:on 870407.reactor trip generated from turbine trip w/reac- 
tor power greater than setpoint of P-7 interlock. Caused by equipment failure of new 
servo card.Servo card replaced.W/870507 Itr. 

HELLER, R.K., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/05/ 
07. 4pp. 40928:056-40928:059. 
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G. Adjudicatory correspondence 

8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS.S. Commissioners. #287 3103. 87/04/13. JULIAN, E, Docketing & Services 
Branch. 1 p. 40806: 1 28-40806:227. 

-8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for immediate suspension should be summarily denied.W/Certlfi- 
cate of Svc. 

MCGARRY,J.M. BWR Owners Group. 87/03/06. Commissioners. 14pp. 40806:129- 
40806:142. 

—8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY,J.M. BWR Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 


8705060020 Receipt of petition for director’s decision under 10CFR2.206.* Notice of re- 
ceipt of B Moller 870225 petition to show cause why facility should not be restarted or 
completely shut down. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). #287 
3337. 87/04/27. Ip. 40809:283-40809:283. 


8705220040 Fonvards Safety Insp Repts 50-272/87-09 & 60-311/87-12 on 870413- 
16.No violations or deviations noted. 

MARTIN,T.T. Region 1, Office of Director. 87/05/12. NCNEILL,C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41021:105-41021:112. 

-8705220047 Insp Repts 50-272/87-09 & 50-311/87-12 on 870413-16.No 

violations,deviations, unresolved items or inspector followup Items identifled.Major 
areas inspected:emergency preparedness program. 

AMATO, C.G.. LAZARUS, W.J. Region 1, Office of Director. 87/05/07. 6pp. 41021:107- 
41021:112. 

8705220110 Fonfvards results of Investigation to determine root cause of fuel failures 
occurring during Cycle 3 operation,per Insp Rept 50-31 1/87-05.Caused by debris-in- 
duced & grid-rod fretting. 

MCNEILL,C.A. Public Sen/ice Electric & Gas Co. of New Jersey. 87/05/14. Document 
Control Branch (Document Control Desk), 9pp. 41021:183-41021:191. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
NofTpower Reactors." Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050243 Forwards discharge monitoring rept per Permit NJ0005622 for month of 
Mar 1987.Thermal & flow data for DSN 481-486 available & being forwarded per 
870424 rept. 

TREJO,J. Public Service Electric & Gas Co. of New Jersey, 87/04/29. CAPORALE,G. 
New Jersey, State of. 5pp. 40801:281-40801:294. 

-8705050252 "Discharge Monitoring Rept for Mar 1987." 

TREJO,J. Public Senrice Electric & Gas Co. of New Jersey. 87/03/31. 9pp. 
40801:286-40801:294. 

8705070103 Forwards RTL-ENV-87-01, "Artificial Island Radiological Environ Monitoring 
Program, 1986 Annual Radiological Environ Operating Rept." Results of program for 
, 1986 compared to results of preoperational program. 

MCNEILL, C, A, Public Service Electric & Gas Co. of New Jersey. 87/04/30. Document 
Control Branch (Document Control Desk). 2pp. 40847:164-40847:335. 

-8705070117 "Artificial Island Radiological Environ Monitoring Program, 1986 Annual 
Radiological Environ Operating Rept.’^ 

* PSE&G Research Corp. RfL-ENV-87-01. 86/12/31. 170pp. 40847:166-40847:335, 

8705220010 Monthly operating rept for Apr 1987,W/870613 Itr. 

WHITE, P., MILLER, L„ ZUPKO,J.M. Public Service Electric & Gas Co. of New Jersey. 
87/04/30. 8pp. 41017:109-41017:116. 


8. Reportable occurrences, LERs & related correspondence 

8705050137 FOIA request for documents re alleged transmittal or delivery of Westing- 
house NSD Technical Bulletin 74-1 &/or Westinghouse NSD Data Ltr 74-2 concerning 
trip breaker failures occurring after 830225 failures. 

MIRARCHI.S. Bishop, Liberman, Cook, Purcell & Reynolds. 86/11/13. 
GRIMSLEY.D.H. Division of Rules & Records (Pre 870413). 2pp. 40810:001- 
40810:002. 

8705040185 PNO-l-87-038:on 870429,llcen8ee learned that control room operator 
tested positive for use of controlled substance. Employee will be terminated.Individual 
acceptance into rehabilitation program under consideration, 

NORRHOLM,L., LINVILLE,J. Region 1, Office of Director. 87/04/29. Ip. 40779:213- 
40779:213. 

8705050150 Final response to FOIA request for documents re alleged transmittal or de- 
livery of Westinghouse NSD Technical Bulletin 74-1 .App A documents available in 
PDR & forwarded. App B documents withheld (ref FOIA Exemption 4), 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. MIRARCHI.S. 
Bishop, Liberman, Cook, Purcell & Reynolds. 4pp. 40810:003-40810:014. 


H. General correspondence 

8705220327 Submits recent organization assignments & updated svc list for facility. 
ANpOGNINI,G.C. Sacramento Municipal Utility District. 87/05/07. MARTIN, J.B. 
Region 5, Office of Director. MIRAGLIA.F.J. NRC - No Detailed Affiliation Given. Ip. 
41024:207-41024:207. 


P. Operating license stage documents & correspondence 

8304060222 Requests evaluation of disposal methods for charcoal (removed from air 
filtration units) in storage.Definition of parameters for disposal processes also request- 
ed. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 83/03/28. Division of Human 
Factors Safety (800428-851124). 2pp. 17857:046-17857:046. 

8705280500 Advises that reporting period began on 800401 for all PWR licensees com- 
mitted to providing NRC prompt notification of PORV/SV failures & periodic 
repts.Project managers should have info available in records, 

COLBURN, T.G. Operating Reactors Branch 3. 83/04/19. NRC - No Detailed Affiliation 
Given. 4pp. 41117:181-41117:184. 

8311090422 Forwards safety evaluation finding that NUREG-0737,ltem II.K,3,2 satisfied 
w/ existing PORV safety valve & reactor high pressure trip setpoints.AutomatIc PORV 
isolation ^s (Item ll.K.3.1) not required. 

STOLZ,J.F. Operating Reactors Branch 4. 83/10/26. RODRIGUEZ.R.J. Sacramento 
Municipal Utility District. 3pp, 21144:092-21144:165. 

8506190479 Forwards response to Generic Ltr 85-02 re unresolved safety issues con- 
cerning steam generator tube integrIty.Util aware that steam generator tube Integrity 
vital issue to every operating PWR. 

RODRIGUEZ.R.J. Sacramento Municipal Utility District. 85/06/11. THOMPSON.H.L 
Division of Licensing (800428-851124). 8pp. 30998:289-30998:296. 

8508270323 Forwards safety evaluation accepting licensee 831104 response to Generic 
Ltr 83-28, Items 3.1.1 & 3.1.2 re post- maint testing of reactor trip sys components. 
STOLZ.J.F. Operating Reactors Branch 4. 85/08/19. RODRIGUK.R.J. Sacramento 
Municipal Utility District. 2pp, 32472:047-32472:050. 

8705270260 Forwards Rev 0 to D-0050, "Engineering Action Plan for Rancho Seco Nu- 
clear Generating Station." Plan describes activities currently in progress or to be im- 
plemented in near future. 

WARD,J.E. Sacramento Municipal Utility District. 87/04/17, MARTIN, J.B. Region 5, 
Office of Director. 2pp. 41049:001-41049:196. 

-8705270264 Rev 0 to D-0060, "Engineering Action Plan for Rancho Seco Nuclear 
Generating Station." 

CRANSTON, G.V., BIBB.W., WARD.J.E. Sacramento Municipal Utility District. 87/04/ 
17. 15pp. 41049:003-41049:196. 

8705040156 Forwards summary of INPO 870416 evaluation of plant, corporate support 
& operator training. INPO plans to conduct further evaluations during power escalation 
& shortly after returning to full power.ZT Pate 870416 Itr to util end. 

WILCOX,C. Sacramento Municipal Utility District. 87/04/22, MARTIN,J.B. Region 5, 
Office of Director. 7pp. 40777:050-40777:056. 

8705060406 Rev 0 to “Rancho Seco Mgt Process Manual," consisting of revised 
sections.W/870430 Itr. 

WARD.J.E. Sacramento Municipal Utility District. 87/04/22. MIRAGLIA.F.J. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 127pp. 40838:147-40838:273. 

8705040107 Forwards plan for upcoming initial vertical audit, per 870320 presentation of 
improvements to util QA program. 

WARD,J.E. Sacramento Municipal Utility District. 87/04/23. MARTIN,J.B. Region 5, 
Office of Director. 1p. 40789:089-40789:105. 

-8705040113 "Audit Plan." Related info end. 

ELLIOTT,D. Sacramento Municipal Utility District. 87/04/14. 16pp. 40789:090- 
40789:105. 
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8705040247 Forwards 2 Pate 870416 Itr to C Wilcox outlining five issues stemming from 
INPO recent plant & corporate evaluations that must be addressed prior to restart of 
facility. Issues added to action plan as Priority 1 items. 

WARD.J.E. Sacramento Municipal Utility District. 87/04/23. MIRAGLIA.F. Associate 
Director for Projects (Post 870411). 1p. 40779:144-40779:152. 

8705280392 Forwards written update re records mgt,p€r commitment made during 
Region V progress review meeting.Oral update will be presented at 870428 meeting. 
WARD.J.E. Sacramento Municipal Utility District. 87/04/24. MARTiN.J.B. Region 5, 
Office of Director. 3pp. 41107:232-41107:263. 

-8705280398 “QA Records." 

* Sacramento Municipal Utility District. 87/04/24. 6pp. 41107:235-41107:240. 
-8705280401 “Nuclear Records Mgt" 

* Sacramento Municipal Utility District 87/04/24. 23pp. 41107:241-41107:263. 

8705010194 Ack receipt of 870225 Itr requesting order under 10CFR2.206 requiring li- 
censee to show cause why restart should not be prevented until cables checked & 
forwards notice of receipt of petition for director’s decision. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
27, MOLLER.B. Affiliation Not Assigned. Ip. 40774:125-40774:127. 

-8705010196 Notice of receipt of petition for director’s decision re B Moller request for 
order for licensee to show cause why plant should not be restarted until complete 
check of cables performed. 

MURLEYJ.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 87/04/ 

27. 2pp, 40774:126-40774:127. 

8705050354 Forwards util response to request for info re Generic Ltr 86-05 concerning 
implementation of TM! Action Item ll.K.3.5, “Automatic Trip of Reactor Coolant 
Pumps.” B&W Owners Group methodology endorsed.W/two oversize drawings, 
WARD.J.E. Sacramento Municipal Utility District. 87/04/28. MIRAGLIA,F.J. Office of 
Nuclear Reactor Regulation. Director (Post 870411). 16pp. 40815:303-40815:318. 

8705050339 Informs that Region V will provide detailed contractor review of facility 
Tech Specs for errors.omissions & ambiguities, per discussion at 870428 
meeting.Recommends that util review rept for addi changes to Tech Specs. 
KIRSCH.D.F. NRC - No Detailed Affiliation Given. 87/04/30. WARD.J. Sacramento 
Municipal Utility District, Ip. 40812:055-40812:055. 

8705060221 Forwards responses to staff questions re SPDS & request for add! info on 
Reg Guide 1.97 concerning reactor bldg temp.per 870330 commitment. 

WARD,J.E. Sacramento Municipal Utility District. 87/04/30. MIRAGLIA.F.J. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 16pp. 40830:014-40830:029. 

8705050363 Advises that Region V completed review of util 870403 wire & cable pro- 
gram description & action plan.EncI identifies concerns that need to be addressed In 
upgrading plan. 

MARTIN.J.B. Region 5, Office of Director. 87/05/01. ANDOGNINI.C. Sacramento Mu- 
nicipal Utility District. 4pp. 4081 2:1 04-4081 2:1 07. 

8705070038 Forwards rept of 870209-12 design verification & design validation audit of 
upgraded facility SPDS conducted at B&W in Lynchburg.VA. Requests schedule for re- 
solving listed outstanding Reg Guide 1.97 items. 

KNIGHTON, G.W. Project Directorate V. 87/05/01. WARD.J.E. Sacramento Municipal 
Utility District. 18pp. 40855:080-40855:097. 

8705130006 Forwards Rev 1 to "Rancho Seco Quality Manual," replacing QA program 
policy statements contained In App 12B of updated SAR.Manual reflects permanent 
organization & will be included in Jul 1987 updated SAR. 

WARD.J.E. Sacramento Municipal Utility District. 87/05/01, MARTiN.J.B. Region 5, 
Office of Director. Ip. 40910:080-40910:155. 

-8705130013 Rev 1 to “Rancho Seco Quality Manual." 

KNIGHT, W.R., WARD,J,E. Sacramento Municipal Utility District. 87/04/22. 75pp. 
40910:081-40910:155. 

8705080216 Submits addl info re mods to post-accident sampling sys in effort to im- 
prove sys reliability & provide alternate analyses for boron, chlorides & reactor bldg at- 
mosphere radioisotopes.Criterion 10 of NUREG-0737 satisfied. 

WARD.J.E, Sacramento Municipal Utility District. 87/05/04. MIRAGLIA.RJ. NRC - No 
Detailed Affiliation Given. 3pp. 40862:092-40862:094. 

8705120288 Forwards.for info, bi-weekly update of working copy status rept of 870427 
post-accident sampling sys mods. 

WARD.J.E. Sacramento Municipal Utility District 87/05/04. MARTIN.J.B., CILLIS,M. 
Region 5, Office of Director. 6pp. 40904:035-40904:040. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-spedfic implementation re A-46, "Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Project Directorate IV. 87/05/05. TREVORS, G.A. Nebraska Public Power 
District 2pp. 40863:151-40863:153. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 

28. SMITH, N.P. Seismic Qualification Utility Group. 1p. 40863:153-40863:153. 

8705116372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIAF.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180135 Rnal response to FOIA requesLApp A documents already available in 
PDR.App B documents end & avaiiable in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK,M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

“8705180275 Advises that all steps necessary to ensure that reorganizatlonal efforts do 
not adversely impact restart schedule taken, per 870205 request. 

STELLO.V. Office of the Executive Director for Operations. 87/02/26. WARD.J.E. 
Sacramento Municipal Utility District. Ip. 40981:230-40981:230. 


-8705180281 Expresses concern re pending massive NRC reorganization & impact 
upon intense NRC review schedule for facility restart program. Urges many key review- 
ers assigned to restart review be kept. 

WARD.J.E. Sacramento Municipal Utility District. 87/02/05, STELLO.V. Office of the 
Executive Director for Operations. 2pp. 40981:231-40981:232. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V, including Diablo Canyon.Palo Verde.Rancho Seco, San 
Onfore, Trojan & WPPSS 2. 

KNIGHTON, G.W. Project Directorate V. 87/05/12. MURLEY.T., SNIEZEK.J.. 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. Ip. 40966:121-40966:121. 

8705290148 Forwards request for addl info on Section 3.2.4 of facility restart rept re 
steam generator overfill & flooding of main steam headers to complete review. 
KNIGHTON, G.W. Project Directorate V. 87/05/13. ANDOGNINI.J.C. Sacramento Mu- 
nicipal Utility District. 3pp. 41115:355-41115:357. 

8705190634 Final response to FOIA request for documents. Fonwards App A 
document.Document also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. JOHNSON.M. 
LN Technologies Corp. (formerly NUS Corp.). 2pp. 40966:076-40966:077. 

—8307200562 Requests concurrence w/interpretation of requirements for compliance 
w/GDC 2 & 4 protection of safety-related structures.sys & components from internal 
flooding & internal missiles.Interpretation challenged by utils. 

PARR.O.D. Auxiliary Systems Branch. 83/07/14. MATTSON, R.J. Division of Systems 
Integration (811005-851124). 2pp. 40966:078-40966:079. 

8705210410 Application for amend to License DPR-54,consisting of Proposed Amend 
158, revising Tech Specs to permit operation of combustible gas control sys using two 
proposed thermal hydrogen recombiners. Fee paid. 

ANDOGNINLG.C. Sacramento Municipal Utility District. 87/05/14. MIRAGLIA,F.J. 
NRC - No Detailed Affiliation Given. 2pp. 41016:012-41016:029. 

—8705210424 Proposed Tech Specs permitting operation of combustible gas control sys 
using two proposed thermal hydrogen recombiners. 

* Sacramento Municipal Utility District. 87/05/14. 16pp. 41016:014-41016:029. 

8705220008 Rev 1 to 860228 application for proposed Amend 111 to License DPR- 
54,reevaluatina effect of containment purging coincident w/LOCA using TID source 
terms, per NRC request. Safety analysis also end. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/14. MIRAGLIA,F,J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41016:289- 
41016:303. 

-8705220015 Proposed Tech Specs,reevaluating effect of containment purging coinci- 
dent w/LOCA using TID source terms instead of reactor coolant inventory 
terms.Release of radioactivity to environ time-dependent,not instantaneous. 

* Sacramento Municipal Utility District. 87/05/14. 13pp. 41016:291-41016:303, 

8705220058 Advises that response to Question 7 of 861216 request for addl info on 
NUREG-0737, Item II.D.I re reanalysis of pressurizer safety & relief discharge piping 
expected by 870831. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/14. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 87041 1). Ip. 41016:275-41016:275. 

8705270475 Notification of 870527 meeting w/util in Bethesda.MD to discuss installa- 
tion of emergency feedwater instrumentation & control sys. 

KALMAN.G. Project Directorate V. 87/05/21. KNIGHTON.G.W. Project Directorate V. 
3pp. 41063:245-41063:247. 


Q. Inspection reports, IE Bulletins & correspondence 

8705040191 Forwards Insp Rept 50-312/87-03 on 870127-0205 & notice of violation. 
KIRSCH.D.F. Region 5, Office of Director. 87/04/16. WARD.J. Sacramento Municipal 
Utility District. 2pp. 40779:267-40779:283. 

—8705040195 Notice of violation from insp on 870127-0205. 

MILLER, LF. Region 1, Office of Director. 87/04/16. Ip. 40779:269-40779:269. 

-8705040199 Insp Rept 50-312/87-03 on 8701 27-0205. Violation noted: failure to pro- 
vide unique weld identification. 

KERCH.H.W., HARRIS.R.H., STROSNIDER.J.R. Region 5. Office of Director. 87/03/ 
23. 14pp. 40779:270-40779:283. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040249 Forwards Insp Rept 50-312/87-11 on 870323-0403 & notice of deviation. 
KIRSCH.D.F. Region 5, Office of Director. 87/04/20. WARD.J.E. Sacramento Munici- 
pal Utility District. 2pp. 40782:084-40782:102, 

-8705040254 Notice of deviation from insp on 870323-0403. 

MILLER, L. Region 5, Office of Director. 87/04/20. Ip. 40782:086-40782:086. 

-8705040260 Insp Rept 50-312/87-11 on 870323-0403.Deviation noted: departure from 
util commitment to revise surveillance procedures to require documentation of calibr 
data for instrumentation. 

ANG.W.P.. JOHNSTON, K., MILLER,L. Region 5, Office of Director. 87/04/16. 16pp. 
40782:087-40782:102. 

8705060320 Ack receipt of 870420 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-31 2/87-05. 

WENSLAWSKI,F,A. Region 5, Office of Director. 87/04/29. WARD.J.E. Sacramento 
Municipal Utility District. Ip. 40838:016-40838:020. 

—8705060328 Responds to NRC 870320 Itr re violations noted in Insp Rept 50-312/87- 
05.Corrective actions:Procedure AP.309I-1 revised to simplify process of determining 
proper packaging labels & training of radiation protection upgraded. 

WARD,J.E. Sacramento Municipal Utility District. 87/04/20. MARTIN.J.B. Region 5, 
Office of Director. 4pp. 40838:01 7-40838:020. 
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8705180107 Forwards Insp Rept 50-312/87-14 on 870323-0403 & notices of violation & 
deviation. 

CHAFFEE, A.E. Region 5, Office of Director. 87/04/29. WARD.J.E. Sacramento Munic- 
ipal Utility District. 2pp. 40953:091-40963:102. 

-8705180108 Notice of violation from insp on 870323-0403. 

MILLER, L Region 5, Office of Director. 87/04/29. 2pp. 40953:093-40953:094. 

-87051801 10 Notice of deviation from insp on 870323-27. 

MILLER,L. Region 5, Office of Director. 87/04/29. 1p. 40953:095-40953:095. 

-8705180113 Insp Rept 50-312/87-14 on 870323-0403.Violations noted: capscrew for 
bearing positioner on reactor coolant pump found broken.Oeviation noted:essential air 
filtration sys had silicone sealants applied to housing,mounting & frames. 

WILLETT, D., MILLER.L. Region 5, Office of Director. 87/04/24. 7pp. 40953:096- 
40953:102. 

8705270668 Informs of status of ongoing effort to resolve NRC open items.EncI rept 
includes list of items completed since last rept,dtd 870331 ,a$ well as summary status 
of all Priority A, B & C items. 

VINQUIST,J.V. Sacramento Municipal Utility District. 87/04/30. MILLER.L. Region 5, 
Office of Director. 5pp. 41 085:001-41 085:005. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. Inc. 107pp. 40961:001-40961:106. 

8705270450 Discusses status of augmented sys review A test program (ASRTP) 
program.ASRTP Insp items processed into plant performance A mgt improvement pro- 
gram for validation, approvai.impiementation A closure. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/15. PARTLOW.J. Divi- 
sion of Reactor Inspection A Safeguards (Post 870411). 9pp. 41051:332-41051:340. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requaliflcation Exams at 
Norpower Reactors." Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports A related correspondence 

8705120241 "Annual Radiological Environ Operating Rept 1986." W/870430 Itr. 
WARD.J.E. Sacramento Municipal Utility District. 86/12/31. MARTIN, J.B. Region 5, 
Office of Director. 200pp. 40885:315-40886:160. 

8705070029 Forwards “Rancho Seco Action Plan for Restart Rept," monthly progress 
rept for Mar 1 987. 

WARD.J.E. Sacramento Municipal Utility District. 87/04/24. MIRAGLIA.F.J. Office of 
Nuclear Reactor Regulation. Director (Post 870411). Ip. 40849:267-40849:276, 

-8705070034 "Rancho Seco Action Plan for Restart," monthly progress rept for Mar 
1987. 

WARD,J.E. Sacramento Municipal Utility District. 87/04/20. 9pp. 40849:268- 
40849:276. 


8705060123 LER 86-025-01 :on 861116,spent fuel pool liner leak on 861113 
terminated.Caused by leakage seeping through concrete walls of fuel storage 
bldg.Contaminated water from clean drain sys rerouted.W/870430 Itr. 

COLOMBO,R.W., WARD,J.E. Sacramento Municipal Utility District. 87/04/30. 8pp. 
40818:254-40818:261. 


8705280305 PNO-V-87-033:on 870429, C Wilcox announced during press conference 
that C Andognini had been selected as util new chief executive officer reporting direct- 
ly to util board of directors.effective 870504. 

MILLER.L. Region 5. Office of Director. 87/04/30. 1p. 41107:223-41107:223. 

8705060444 Forwards LER 86-01 6-01 .Diagnostic test to determine direct cause of 
decay heat sys pump trip following arc In sump level indicator will be completed in 45 
days.Supplementai LER will be completed in Jul 1 987. 

WARD,J.E. Sacramento Municipal Utility District. 87/05/01. Document Control Branch 
(Document Control Desk). 2pp. 40839:015-40839:021. 

-8705060433 LER 86-01 6-01 :on 861003,during cold shutdown.decay heat sys pump B 
tripped following arc in sump level indicator.Caused by technicians troubleshooting ab- 
normal indication on panel H2SFB.DC vital power supplies will be modified. 
COLOMBO.R.W. Sacramento Municipal Utility District. 87/05/01. 5pp. 40839:017- 
40839:021. 


8705070011 Forwards LER 86-029-01. Completion date for suppi to LER delayed until 
Aug 1987 due to expansion of root cause investigation to include all previous similar 
events. 

WARD,J.E. Sacramento Municipal Utility District. 87/05/01. Document Control Branch 
(Document Control Desk). Ip. 40849:057-40849:061. 

—8705070016 LER 86-029-01 :on 861204,two auxiliary bldg stack effluent sample valves 
discovered open, preventing continuous sampling.Caused by personnel error. Valves 
closed A sampling resumed 

COLOMBO.R.W. Sacramento Municipal Utility District. 87/05/01. 4pp. 40849:058- 
40849:061. 


8705120270 PNO-V-87-034:on 870502, w/ plant in cold shutdown for 16 months,licensee 
began planned 7-day dual train decay heat sys outage.Steam generators operable A 
available for DHR. Resident inspectors monitoring outage, 

D’ANGELO.A., MILLER.L Region 5. Office of Director. 87/05/05. 1p. 40906:207- 
40906:207. 


8705150205 LER 87-01 2-01 :on 870112.discovered that Surveillance Procedure SP.711 
re semiannual fire suppression sys not performed within time allowed by Tech 
Specs.Caused by error in procedure classification.Procedure revised.W/870512 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/12. 
5pp. 40928:210-40928:214. 

8705210320 LER 87-011 -01 :on 8701 1 7, snubbers found inoperable.Caused by use of In- 
adequate temp acceptance criteria during previous testing. Procedures SP 20 1.1 OB A 
MT.20 revisecT A commitment made to replace seals in 25% of snubbers. W/870514 
Itr. 

COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/14. 
14pp. 41007:309-41007:322. 


8705080205 Forwards "Rancho Seco Action Plan for Restart Rept for Month of Mar 
1987." 

WARD,J.E. Sacramento Municipal Utility District. 87/04/24. MINER.S. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). Ip. 40872:012-40872:021. 

8705120406 Forwards "Rancho Seco Action Plan for Restart," progress rept for Mar 
1967.Program action items include mod.maint, insp.training, procedures 

deveiopment.administrative A mgt improvement issues. 

WARD.J.E. Sacramento Municipal Utility District. 87/04/24. MARTIN,J.B. Region 6, 
Office of Director, 1p. 40905:207-40905:216, 


8705220023 LER 87-023-01 :on 870310, signals from total reactor power summing ampli- 
fier in two channels of reactor protection sys combined In electronic average power 
amplifier w/o channel isolation devices. Isolation amplifiers used.W/870514 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/14. 
15pp. 41017:094-41017:108. 

8705280283 %)ecial Rept 87-07:on 870320, fire loop piping remained out- of-svc for 
longer than 7 days specified in Tech Spec Section 3.14.2 to allow tie-in for automatic 
sprinkler sys In administation bldg. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/14. MARTIN.J.B. 
Region 5. Office of Director. 2pp. 41109:118-41109:119. 


S. Reportable occurrences, LERs A related correspondence 


8509110269 Responds to question re 850623 high point vent leak at 
facility. Requirements of 10CFR60,App B applied to nuclear Class 1 Section 11N1 of 
high point ventlines. 

RODRIGUEZ, R.J. Sacramento Municipal Utility District. 85/09/09. THOMPSON, H.L 
Division of Licensing (800428-851124). 1p. 32550:169-32550:159. 

8705300003 Confirmatory action Itr re facility return to power operations.Understands 
util will conduct root cause analysis of 851226 reactor trip A provide briefing of as- 
sessment A justification to resume power operations. 

MARTIN.J.B. Region 5. Office of Director. 85/12/26. RODRIGUEZ.R.J. Sacramento 
Municipal Utility District. 1 p. 41 1 74: 1 30-41 1 74:1 30. 

8705050038 Special Rept 87-05:provides updated list of nonfunctional fire barriers 
which have not been restored to functional status within 7 days.SInce Special Rept 
87-04,133 breaches have been repaired A 66 were added during period. 

WARD,J.E, Sacramento Municipal Utility District. 87/04/20. MARTIN, J.B. Region 5, 
Office of Director. 33pp. 40797:296-40797:328. 

8705010133 LER 86-022-01 :on 861007,auxlliary bldg gas radiation monitor R-15002B in- 
correctly removed from svc A rendered inoperable.Caused by failure to hang danger 
clearance tags on associated monitor properiy.Samples counted. W/870424 Itr. 
COLOMBO.R.W., WARD.J.E. Sacramento Municipal Utility District, 87/04/24. 5pp. 
40770:138-40770:142. 


8705040279 PNS-V-87-003:on 870427, two safety-related wires inside 480- volt west 
switchgear room controlling sys for Train A suction valve from borated water tank to 
low pressure safety injection/containment spn^ sys discovered cut. 

SCHAEFER.D., NORDERHAUG.L. Region 5. Office of Director. 87/04/27. 1p. 
40779:360-40779:360. 

8705120276 Part 21 rept re discrepancy between as-tested NPSH curve A NPSH curve 
provided by BAW.Canada for spare decay heat pump. Anomalies detected in test 
curve caused by excessive clearances. Region V notified of discrMancy on 870424. 
WARD,J.E. Sacramento Municipal Utility District. 87/04/29. MARTIN, J.B. Region 6, 
Office of Director. 2pp. 40906:208-40906:209. 


8705290082 Special Rept 87-08:on 870331, Fire Zone 75 placed under clearance due to 
recurring audible alarms A trouble signals.Caused by low charged battery.Work Re- 
quest 130101 performed to replace battery. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/14. MARTIN,J.B. 
Region 5, Office of Director. 2pp. 41117:240-41117:241. 

8705290076 Informs that validations re TDI diesel generator Insps completed A Phase I 
rept progressing well.Some difficulties prevented completion of test program A rept to 
support 870515 submittal date.Interim rept expected by 870630. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/18. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 870411). Ip. 41110:086-41110:086. 

8705270376 LER 87-027-00:or 87041 9,shutdown bypass key used during reactor power 
operation contrary to Tech Spec 3.6.1.4.Caused by personnel error due to erroneous 
interpretation of Tech Specs.Survolllance procedure revlsed.W/870519 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/19. 
8pp. 41 086:044-41 086:051 . 


V. Operator Examinattons 


8705050003 Comments on util initial preparations for operations advisor program, per 
87031 1 request.Greater specificity re hours of training in each subj area A incorpora- 
tion of final comprehensive exam w/oral evaluation recommended. 

KIRSCH.D.F. Region 6. Office of Director. 87/04/28. WARD.J.E. Sacramento Munici- 
pal Utility District Ip. 40794:359-40794:359. 

8705120414 Confirms telcon between G Johnston A M Hairel re arrangements made to 
reschedule written exam portion of requalification program evaluation scheduled for 
wk of 870504.Roquirements for exam discussed in NRC 870203 Itr. 

PATE,R.L. Region 5, Office of Director. 87/06/06. ANDOGNINI.G.C. Sacramento Mu- 
nicipal Utility District. 1 p. 40905:1 63-40905:1 63. 
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F. Security, medical!, emergency &. fire protection plans 

8705270490 Forwards onsite & offsite objectives for 1987 radiological emergency pre- 
paredness exercise scheduled for 870318. Detailed schedule of pre-exercise briefings 
& post-exercise critiques during 870316-20 will be submitted as required. 

TULUM.W. Arkansas Power & Light Co. 87/01/05. MARTIN.R.D. Region 4. Office of 
Director. 7pp. 41052:001-41053:048. 

“8705270496 Forwards complete scenario for 1987 radiological emergency prepared- 
ness exercise, per 45-day pre-exercise requirement. Pre-exercise briefings for observ- 
ers/controllers & post- exercise critiques for 870316-20 also end. 

TULL.M.W. Arkansas Power & Light Co. 87/02/02. MARTIN.R.D. Region 4, Office of 
Director. 400pp. 41052:008-41053:048. 

8705050116 Forwards supplemental response to Insp Repts 50-313/85-26 & 50-368/ 
85-27, per 870330 discussions.Response of 860829 clarified.EncI withheld (ref 
10CFR73.21). 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAG LIAR DO. J.E. Region 4, Office 
of Director. Ip. 40812:080-40812:080. 

8705050135 Forwards response to violations noted in Insp Repts 50-313/86-34 & 50- 
368/86-34.Response withheld (Ref 10CFR73.21). 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 40801:001-40801:001. 

8705180436 Forwards Insp Repts 50-313/87-07 & 50-368/87-07 on 870225. Violations 
noted in repts will be incorporated w/violations noted In Insp Repts 50-313/86-39 & 
50-368/86-39. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/12. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 40951 :1 56-40951 :1 58. 

“8705180448 Partially withheld Insp Repts 50-313/87-07 & 50-368/87-07 on 870225 
(ref 10CFR73.21). Violations noted. AddI examples of violation described in Insp Repts 
50-313/86-39 & 50-368/86-39. 

CALDWELL.R.A., YANDELL,L.A. Region 4. Office of Director. 87/05/08. Ip. 
40951:158-40951:158. 

8705290026 Revised emergency plan Implementing procedures, including Rev 4 to 
1903.13 re notification of Little Rock corporate official & Rev 12 to 1903.61 re com- 
munications equipment tests. 

QUEMMOZ.S. Arkansas Power & Light Co. 87/05/15. 6pp. 41117:203-41117:208. 


G. Adjudicatory correspondence 

8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 

g etition for suspension of OLs or CPs. 

URNS.S. Commissioners. #287 3103. 87/04/13. JULIAN, E. Docketing & Services 
Branch. Ip. 40806:128-40806:227. 

“8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for Immediate suspension should be summarily denied. W/Certrfi- 
cate of Svc. 

MCGARRY,J.M. BWR Owners Group. 87/03/06. Commissioners. 14pp. 40806:129- 
40806:142. 

“8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY,J.M. BWR Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 
40806:227. 


H. General correspondence 

8705060359 Forwards plant radiological effluent & environ monitoring repts for CY85 & 
CY86,in response to concerns relayed in Congressman Hammerschmidt 870401 Itr re 
safe plant operation & giant cancers on local fish.Concerns w/o foundation. 

STELLO,V. Office of the Executive Director for Operations. 87/04/28. 
SHOEMAKER, S. Affiliation Not Assigned. 11pp. 40837:198-40837:361. 

“8704240087 Forwards draft response to S Shoemaker concern about safe operation 
of facility.per B Lee request. 

CUNNINGHAM, LJ, Radiation Protection Branch. 87/04/20. CALVO.J.A. Project Direc- 
torate IV. 3pp. 40837:209-40837:361. 

8705180355 Responds to recipient 870330 Itr forwarding Itr from E & R Lewis re oper- 
ation of plant Lewises requested comments on "possibility of getting Russellville plant 
in line w/ federal regulations.” NRC performing independent reviews. 

STELLO.V. Office of the Executive Director for Operations. 87/05/11. PRYOR, D. 
Senate. 6pp. 40960:079-40960:084. 


J. Insurance & indemnity information 

8705190574 Forwards Endorsement 70 to NELIA Policy NF-210. 

SAMUELS, J. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 40968:087-40968:088. 


P. Operating license stage documents & correspondence 

8705220091 Forwards addi info re emergency feedwater sys review requested at 
870331-0402 meetings w/NRC.Data includes loss of main feedwater event 
frequency, emergency feedwater pump failure rate & reliability studies & human error 
ref. 

BRIGHT, R.M. Florida Power Corp. (subs, of Florida Progress Corp.). 87/04/23. 
SILVER, H. Office of Nuclear Reactor Regulation, Director (Post 870411). 88pp. 
41018:21541020:107. 

“8705220183 "Emergency Feedwater Sys Upgrade Reliability Analysis for Arkansas Nu- 
clear One Generating Station Unit 1.” 

ENZINNA,R.S.. LYNCH, J.E. Babcock & Wilcox Co. 81/04/30. 132pp. 41019:088- 
41019:220. 


8705060222 Responds to 861014 & 23 requests for withholding of B&W 
documents, including "Once-Through Steam Generator Tube Sleeve Loads," per 
10CFR2.790. Requests approved. Documents withheld. 

DICK,G. Project Directorate IV. 87/04/29. CAMPBELL.G. Arkansas Power & Light Co. 
3pp. 40842:143-40842:145. 

8705140367 Application for amend to License DPR-51, authorizing one-time exemption 
from Tech Spec 3.8.15 to allow shipping of 16 test spent fuel pins within limited avail- 
ability of DOE spent fuel shipping cask, per 870407 submittal.Fee paid. 

CAMPBELL, T.G. Arkansas Power & Light Co. 87/05/06. CALVO.J. Project Directorate 
IV. 3pp. 40924:308-40924:315. 

“8705140375 Proposed changes to Tech Spec 3.8. 15, allowing shipment of 16 test 
spent fuel pins within limited availability of DOE spent fuel shipping cask. 

* Arkansas Power & Light Co. 87/05/06. 5pp. 40924:311-40924:315. 

8705130193 Submits inservice testing program (1ST) for PORV PSV-1000 & Block Valve 
CV-l000,in response to 860703 Itr & as followup to util 870130 Itr.lST program revs & 
procedure changes completed & implemented. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/07. CALVO.J. Project Directorate IV. 
2pp. 40915:027-40915:028. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220456 Fonwards notice of consideration of issuance of amend to OL & proposed 
NSHC determination & opportunity for hearing on 870506 application to modify Tech 
Spec 3.8.1 5 to allow one time exemption re auxiliary bldg crane to handle fuel cask. 
CALVO,J.A. Project Directorate IV. 87/05/12. CAMPBELL.T.G. Arkansas Power & 
Light Co. 2pp. 41021:193-41021:203. 

“8705220460 Notice of consideration of issuance of amend to License DPR-51 & pro- 
posed NSHC determination & opportunity for hearing.Amend grants one time waiver 
to Tech Spec 3.8.15 to allow auxiliary bldg crane to handle spent fuel cask. 

DICK.G. Project Directorate IV. 87/05/11. 9pp. 41021:195-41021:203. 

8705270142 Provides update to 861212 description of program re process of modifying 
methods of conducting reviews per 10CFR50.59. Policy dfocument & initial training has 
been completed & certification of individual reviewers in progress. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/13. GAGLIARDO.J.E. Region 4, Office 
of Director. 2pp. 41088:086-41088:087. 

8705280263 Informs that 870501 mgt meeting w/util at Region IV ofc to discuss com- 
munications between util & NRC on regulatory matters considered beneficial.List of 
dtii 0 nc) 0 Os 0 noi 

JOHNSON.E.H. Region 4. (Wice of Director. 87/05/22. CAMPBELL.G. Arkansas 
Power & Light Co. 3pp. 41095:019-41095:021. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050116 Forwards supplemental response to Insp Repts 50-313/85-26 & 50-368/ 
85-27, per 870330 discussions.Response of 860829 clarified.EncI withheld (ref 
10CFR73.21). 

ENOS,J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4, Office 
of Director. 1p. 40812:080-40812:080. 

8705050135 Forwards response to violations noted in Insp Repts 50-313/86-34 & 50- 
368/86-34.Response withheld (Ref 10CFR73.21). 

ENOS,J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 40801:001-40801:001. 

8705080050 Ack receipt of 870420 Itr informing NRCof steps taken to correct violations 
noted in Insp Repts 50-313/87-05 & 50-368/87-05. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/04. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 40862:215-40862:218. 

“8705080055 Responds to NRC Itr re violations noted in Insp Repts 50-313/87-05 & 
50-368/87-05.Corrective actions:check of operating status of makeup pump room 
cooling fans added to operations log. 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4. Office 
of Director. 3pp. 40862:216-40862:218. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705130286 Ack receipt of 870413 Itr informing NRC of steps taken to correct deficien- 
cies noted In Insp Repts 50-313/87-04 & 50-368/87-04. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/11. CAMPBELL,G. Arkansas 
Power & Light Co. Ip. 40910:262-40910:264. 

8705180436 Forwards Insp Repts 50-313/87-07 & 50-368/87-07 on 870225. Violations 
noted in repts will be incorporated w/violations noted in Insp Repts 50-313/86-39 & 
50-368/86-39. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/12. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 40951:156-40951:158. 

“8705180448 Partially withheld Insp Repts 50-313/87-07 & 50-368/87-07 on 870225 
(ref 10CFR73.21). Violations noted. Addi examples of violation described in Insp Repts 
50-313/86-39 & 50-368/86-39. 

CALDWELL, R.A., YANDELL.LA. Region 4, Office of Director. 87/05/08. Ip. 
40951:158-40951:158. 
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8705270167 Ack receipt of 870413 response to 870312 Itr & SALP Board Repts 50- 
313/87-03 & 50-368/87-03. Reply responsive to concerns raised in reptJmprovements 
addressing actions taken wilt be reviewed during future insp. 

MARTIN, R.D. Region 4, Office of Director. 87/05/20. CAMPBELL, G. Arkansas Power 
& Light Co. 1p. 41088:080-41088:083. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Regualification Exams at 
Nonpower Reactors." Svc list end. 

ROsSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705280027 Monthly operating rept for Apr 1987.W/870515 Itr. 

GOBELUJ.N.. ENOS,J.T. Arkansas Power & Light Co. 87/04/30. BASSETT, H.S. NRC 
- No Detailed Affiliation Given. 6pp. 41094:149-41094:154. 

8705220210 Forwards addi info to “Environ Monitoring Rept 1986.” 

DICUS,G.J. Alaska, State of. NRC-3 1-83-667. 87/05/08. MARTIN.R.D, Region 4. 
Office of Director. 1 p. 41 024:231 -41 024:235. 

-41705220213 AddI info to "Environ Monitoring Rept 1986." 

* Alaska, State of. 86/12/31. 4pp. 41024:232-41024:235. 


S- Reportable occurrences, LERs & related correspondence 

8705220196 LER 87-001 -00:on 740521, four seismic supports not Installed during initial 
constCaused by inadequate coordination between design & installation 
groups.Support$ installed during latest refueling outage. W/870428 Itr. 

ROGERS, P.C., ENOS,J.T. Arkansas Power & Light Co. 87/04/28. 5pp. 41016:339- 
41016:343. 
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1. Financial information 

8705270419 “Indiana & Michigan Electric Co,Annual Rept 1986,” Projected cash flow 
for 1 987 encl.W/87051 8 Itr. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 86/12/31. MURLEY,T.E. Document 
Control Branch (Document Control Desk). 33pp. 41048:162-41048:194. 


P. Operating license stage documents & correspondence 

8705010134 Advises that further clarification required re 870313 request for addi Info 
concerning Generic Ltr 83-28, Item 2.2. Util should commit to establish program to pe- 
riodically contact vendors of key components. 

WIGGINTON.D.L Project Directorate III-3. 87/04/24. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 3pp. 40773:165- 
40773:167. 

8705060265 Advises that util 861201 application for amend to Licenses OPR-58 & DPR- 
74, withdrawn on 870422, does not resemble any Industry practice NRC would find 
acceptable.Safety evaluation & SALP Input end for info. 

WIGGINTON,D.L. Project Directorate III-3. 87/04/27. DOUN.J. Indiana & Michigan 
Electric Co, 3pp. 40848:028-40848:033. 

-8705060267 Safety evaluation opposing util 861201 proposed changes to Tech Specs 
Section 6, “Administrative Controls." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/27. 3pp. 
40848:031-40848:033. 

8705060341 Forwards safety evaluation supporting util 831104,850330, 0410,1231 & 
870402 responses to Generic Ltr 83-28, Items 3.2.1 & 3.2.2 re post-maint testing of all 
safety-related components. 

WIGGINTON.D.L. Project Directorate III-3. 87/04/27. DOUN,J. Indiana & Michigan 
Electric Co. 2pp. 40840:294-40840:298. 

-8705060342 Safety evaluation supporting util 831104,850330,0410,1231 & 870402 re- 
sponses to Generic Ltr 83-28, Items 3.2.1 & 3.2.2, “Post-Maint Testing (All Other 
Safety-Related Components).” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/27. 3pp. 
40840:296-40840:298. 

8705060230 Forwards mod to NPDES Permit Ml 0005827 granted by State of Ml allow- 
ing discharge of make-up plant prefilter backwash water to Lake Michigan.State of Ml 
870403 ltr & subj permit end. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/04/29. Document Control Branch 
(Document Control Desk). 4pp, 40818:206-40818:229. 

-8705060258 NPDES Permit Ml 0005827.i88ued to Indiana & Michigan Electric Co.Mod 
authorizes discharge of make-up plant prefilter backwash water to lake Michigan. 
ZUGGER.P.D. Michigan. State of. 87/04/02. 20pp. 40818:210-40818:229. 

8705050166 Responds to 870420 telcon w/D Wigginton & C Tinkler re util 870210 re- 
quest for ice condenser surveillance interval extension for facility Cycle 9. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 87/04/30. DeJTON.H.R. Document 
Control Branch (Document Control Desk). 15pp. 40804:070-40804:084. 

8705060333 Forwards corrected Tech Spec Page 3/4 3-56 to Amend 107 for License 
DPR-58.Amend Issued on 870417 omitted changes approved by Amend 106 on 
870410. 

WIGGINTON.D.L. Project Directorate 111-3. 87/04/30. DOLAN,J. Indiana & Michigan 
Electric Co. 2pp. 40840:291-40840:293. 

-8705070036 Errata to Amend 107 to License DPR-58,adding changes approved by 
Amend 106 issued on 870410 to post-accident monitoring instrumentation surveillance 



8705060331 Discusses change to 870326 proposed Tech Spec 4/3.2 for Cycle 10.Sub- 
mittal date for peaking factor limit rept will be 30 days after initial criticality. 
WIGGINTON.D.L. Project Directorate III-3. 87/05/01. DOLAN, J. Indiana & Michigan 
Electric Co. DOLAN,J. American Electric Power Service Corp. 3pp. 40840:288- 
40840:290. 


8705190072 Forwards Amend 108 to License DPR-58 & safety evaluation. Amend re- 
vises Tech Specs to allow ice condenser surveillance due to be performed on 870510 
to be extended to Jul 1 987 refueling outage. 

WIGGINTON.D.L Project Directorate III-3. 87/05/08. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 40966:096- 
40966:105. 

— 8705190079 Amend 108 to License DPR-58, revising Tech Specs to allow Ice condens- 
er surveillances due to be performed on 870510 to be extended to Jul 1987 refueling 
outage. 

WIGGINTON.D.L. Project Directorate III-3. 87/05/08. 4pp. 40966:098-40966:101. 

-8705190082 Safety evaluation supporting Amend 108 to License DPR-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/08. 4pp. 
40966:102-40966:105. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705140256 Requests remittance of fee for review of 870129 application incorporating 
Rev 2 to XN-NF-85-115. “DC Cook Unit 1 Limiting Break K(Z) LOCA/ECCS Analysis,^ 
per10CFR170. 

DIGGS.R.M, License Fee Management Branch. 87/05/11. DOLAN.J. American Elec- 
tric Power Service Corp. Ip. 40920:208-40920:208. 

8705260060 Requests review of util justification for Tech Spec interpretation re operabil- 
ity of ECCS subsystem.Safety analyses & response to NRC 870401 questions 
encl.NUREG-0737 requirements met.Response requested by 87061 S.Fee paid. 
ALEXICH.M.P, Indiana & Michigan Electric Co. 87/05/13. MURLEY.T.E. NRC - No 
Detailed Affiliation Given. 43pp. 41033:032-41033:074. 

8705210678 Withdraws 860117 application for amends to Licenses DPR-58 & DPR- 
74, revising Tech Specs re essential svc water pumps. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/15. MURLEY.T.E. Document 
Control Branch (Document Control Desk). Ip. 41009:001-41009:001. 

8705260425 Responds to NRC concerns expressed in 870304 Itr re SPDS. Update of 
Issues discussed at 870223 meeting re SPDS listed. J Kramer informed that reactor 
coolant subcooling displayed on SPDS as discrete variable. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/18. MURLEY.T.E. NRC - No 
Detailed Affiliation Given. MURLEY.T.E, Document Control Branch (Document Control 
Desk). 2pp. 41038:204-41038:205. 

8705280001 Remits application fee inadvertently omitted from 870129 submittal, per RM 
Diggs 870511 Itr. 

AL0<ICH,M.P. Indiana & Michigan Electric Co. 87/05/20. MURLEY.T.E. Document 
Control Branch (Document Control Desk). Ip. 41094:196-41094:196. 

8705290162 Forwards questions & comments re second 10-yr interval pump & valve 
testing program for revlew.Meetlng will be arranged if agreed that meeting would facili- 
tate resolution of end items. 

WIGGINTON.D.L Project Directorate III-3. 87/05/20. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN.J, American Electric Power Service Corp. 11pp. 41116:032- 
41115:042. 

8705290163 Requests fee for 870212 application for review of revised “Safe Shutdown 
Capability Assessment & Proposed Mod & Evaluation." 

DIGGS.R.M. License Fee Management Branch. 87/05/27. DOLAN.J. American Elec- 
tric Power Service Corp. 1 p. 41 1 1 5:360-41 1 1 5:360. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060314 Confirms 870427 meeting In Region III ofc to discuss apparent violation of 
Tech Specs on 870408 re RCS pressure/ temp limits. 

NORELIUS.C.E. Region 3. Office of Director. 87/04/23. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. Ip. 40831:153- 
40831:153. 

8705060379 Forwards Safety Insp Repts 50-315/87-10 & 50-316/87-10 on 870408- 
le.Insp focused on circumstances surrounding Unit 1 operation w/RCS temp & pres- 
sure outside limits of applicable Tech Specs. 

NORELIUS.C.E. Region 3, Office of Director. 87/04/30. DOLAN, J.E. American Electric 
Power Service Cofp, DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 40838:079- 
40838:086. 

-8705060389 Insp Repts 50-315/87-10 & 50-316/87-10 on 870408-16. Violation 
noted.'failure to satisfy Tech Spec ACTION requirement to restore Unit 1 RCS temp & 
pressure to prescribed limits within 30 minutes. 

BURGESS, B.L. Region 3, Office of Director. 87/04/24. 6pp. 40838:081-40838:086. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of (jperational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Norwower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of Now York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705070112 Forwards "Annual Environ Operating Rept - 1986" & results of Univ of 
Michigan facility environ Impact studies. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/01, Document Control Branch 
(Document Control Desk). Ip. 40825:266-40828:253. 
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-«S705W)424 “Annual Environ Operating Rept for 1986." 

* Indiana & Michigan Electric C^. * American Electric Power Service Corp. 86/12/31. 
629pp. 40825:267-40827:175. 

-8705(^426 Addendum to “Annual Enwron Operating Rept for 1986." 

* Michigan. Univ. of. Ann Artxx, Ml. 86/12/31. 438pp. 40827:176-40828:253. 


S. Reportable occurrences, LERs & related correspondence 

8705120408 LER 87-005-00:on 870408.during cooldown & depressurization, pressure/ 
temp limits of Tech Spec 3.4.9.1 exceeded.Caused by personnel error.Administrative 
controls & procedural enhancements lncorporated.W/870408 Itr. 

BAKER.K.R.. SMITH.W.G. Indiana & Michigan Electric Co. 87/04/08. 5pp. 40905:200- 
40905:204. 


-8705(^0342 Safety evaluation supporting util 831104,850330.0410,1231 & 
spon^s to Generic Ur 83-28,ltems 3.2.1 & 3.2.2, “Post-Maint Testing (All Other 


Safety-Related Components).” « 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/27. 3pp. 
40840:296-40840:298. 


8705060230 Forwards mod to NPDES Permit Ml 0005827 granted by State of Ml allow- 
ing discharge of make-up plant prefilter backwash water to Lake Michigan.State of Ml 
870403 Itr & subj permit end. _ x ^ x . « 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/04/29. Document Control Branch 
(Document Control Desk). 4pp. 40818:206-40818:229. 


-8705060258 NPDES Permit Ml 0005827.issued to Indiana & Michigan Electric Co.Mod 
authorizes discharge of make-up plant prefilter backwash water to lake Michigan. 
ZUGGER,P.D. Michigan, State of. 87/04/02. 20pp. 40818:210-40818:229. 


8705060283 NPDES noncompliance notification;on 8704 10, oil entered yard drain when 
pressurized tank sprayed out 10 gallons Number 2 fuel oil during attempt to measure 
level in east-middle heating boiler fuel oil tank.Cleanup began immediately. 
HUGHEY,J.L Indiana & Michigan Electric Co. 87/04/27. ZUGGER.P.D. Michigan, 
State of. 2pp. 40832:090-40832:091. 


8705060331 Discusses change to 870326 proposed Tech Spec 4/3.2 for Cycle lO.Sub- 
mlttal date for peaking factor limit rept will be 30 days after initial criticality. 
WIGGINTON.D.L. Project Directorate III-3. 87/05/01. DOLAN, J. Indiana & Michigan 
Electric Co. DOLAN.J. American Electric Power Service Corp. 3pp. 40840:288- 
40840:290. 


8705050285 Special repton 870406.fire seal penetration between auxiliary feedwater 
pump room conllor & Unit 1 turbine water pump room found inoperable.Engineering 
evaluation received on 870416 & temporary penetration seal installed. 

SMITH.W.G. Indiana & Michigan Electric Co, 87/04/29. DAVIS,A.B. Region 3. Office 
of Director. 2pp. 40812:001-^12:002. 

8705110340 Spec^ repton 870408.RCS dose equivalent 1-131 exceeded Tech Spec 
limits-Caused by leaking fuel dadding.Leaking fuel will be identified by ultrasonic test- 
ing & resolved during next refueling outage. 

SMITH.W.G. Indiana & Michigan Electnc Co. 87/05/08. Document Control Branch 
(Document Control Desk). 11pp. 40880:178-40880:188. 

8705130127 LER 87-006-00:on 870409.ESF actuation.main steam line isolation 
occurred.Caused by failure of current to current converter.Bistabtes for Channel IV re- 
stored to untripped conditk)n.W/870504 Itr. 

BEILMAN.T.P.. SMITH.W.G. Indiana & Michigan Electric Co. 87/05/08. 4pp. 
40915:036-40915:039. 

87052^)008 Special repton 870505, Fire Door 325 inoperable in excess of 7 days for 
replacementRre watch established.Door declared operable on 870512. 

SMITH,W.G. Indiana & Michigan Electric Co. 87/05/19. DAVIS,A.B. Region 3, Office 
of Director. 2pp. 41106:227-41 106:228. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260060 Requests review of util justification for Tech Spec inteipretation re operabil- 
ity of E(XS subsystem.Safety analyses & response to NRC 870401 Questions 
encl.NUREG-0737 requirements meLResponse requested by 87061 5.Fee paid. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/13. MURLEY.T.E. NRC - No 
Detailed Affiliation Given. 43pp. 41033:032-41033:074. 

8705210678 Withdraws 860117 application for amends to Licenses DPR-58 & DPR- 
74.revising Tech Specs re essential svc water pumps. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/15. MURLEY.T.E. Document 
Control Branch (Document Control Desk). Ip. 41009:001-41009:001. 

8705260425 Responds to NRC concerns ewressed in 870304 Itr re SPDS. Update of 
issues discussed at 870223 meeting re SPDS listed. J Kramer informed that reactor 
coolant subcooling displayed on SPDS as discrete variable. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/18. MURLEY.T.E. NRC - No 
Detailed Affiliation Given. MURLEY.T.E. Document Control Branch (Document Control 
Desk). 2pp. 41038:204-41038:205. 


V. Operator Examinations 

8705050254 Notifies that written & oral operator & senior operator licensing exams 
scheduled for wks of 870803 & lO.Util requested to provide approved ref matl listed 
on end at least 60 days prior to exam date. 

HEHUC.W. Region 3, Office of Director. 87/04/29. DOLAN.J.E. American Electric 
Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 8pp. 40801:121- 
40801:128. 
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8705280001 Remits application fee inadvertently omitted from 870129 submittal, per RM 
Diggs 870511 Itr. 

ALEXICH.M.P. Indiana & Michigan Electric Co, 87/05/20. MURLEY.T.E. Document 
Control Branch (Document (Control Desk). Ip. 41094:196-41094:196. 

8705290162 Forwards questions & comments re second 10-yr interval pump & valve 
testing program for review, Meeting will be arranged if agreed that meeting would facili- 
tate resolution of end items. 

WIGGINTON.D.L. Project Directorate III-3. 87/05/20. DOLAN.J. Indiana & Michigan 
Electric lOo. DOLAN, J. American Electric Power Service Corp. 11pp. 41115:032- 
41115:042. 


i. Rnancial Infcmnation 


8705270419 "Indiana & Michigan Electric Co.Annual Rept 1986," Projected cash flow 
for 1987 encl.W/870518 Itr. 

ALEXICH,M.P. Indiana & Michigan Electric Co. 86/12/31. MURLEY.T.E. Document 
Control Branch (Document Contrd Desk). 33pp. 41048:162-41048:194. 


P. Operating license stage documents & correspondence 

M12160195 Forwards proprietary & nonproprietary TER-C^5506-624, “Evaluation of Fail- 
ure of 2A Reactor Trip Breaker at DC Cook Unit 1 on 851029," technical 
repts.Proprietary rept withheld. 

PANDEY.S. Calspan Corp. (subs. Arvin Industries/ Franklin Research Center). NRC- 
03-81-130. 86/12/10. BAJWA.S. NRC - No Detailed Affiliation Given. 2pp. 40982:240- 
40982:280. 

-8612160201 Nonproprietary “Evaluation of Failure of 2A Reactor Trip Breaker at DC 
Cook Unit 2 on 851029," technical evaluation rept 

TOMAN,G.J. Calspan (Dorp. (subs. Arvin Industries/Franklin Research Center). NRC- 
03-81-130. TER-C5506-624. 86/12/10. NRC - No Detailed Affiliation Given. 39pp. 
40982:242-40982:280. 

8705010134 Advises that further clarification required re 870313 request for addi info 
concerning Generic Ltr 83-28Jtem 2.2. Util should commit to establish program to pe- 
riodicalty ccmtact vendors of key components. 

WIGGINTON.D.L Project Directorate III-3. 87/04/24. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 3pp. 40773:165- 
40773:167. 

87(N5(MM)265 Advises that util 861201 application for amend to Licenses DPR-58 & OPR- 
74,withdrawn on 870422, does not resemble any industry practice NRC would find 
acceptable.Safety evaluation & SALP input end for info. 

WIGGlNTON,D.L Project Directorate lfl-3. 87/04/27. DOLAN, J. Indiana & Michigan 
Bectric Co. 40848:028-40848:033. 

-6705060267 Safety evaluation opposing util 861201 proposed changes to Tech Specs 
Section 6. “Administrative Controls." 

• Ofl^ of Nudear Re»:tor Regulation, Director (Post 870411). 87/04/27. 3pp. 
40848:031-40848:033. 

6705060341 Fonwards safety evaluation supporting util 831104,850330, 0410,1231 & 
870402 responses to Generic Ltr 83-28, Items 3.2.1 & 3.2.2 re post-maint testing of all 
safe^-related components. 

W1GI3INTON.D.L Project Directorate III-3. 87/04/27. DOLAN,J. Indiana & Michigan 
Electric Co- 2pp. 40840594-40840:298. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, (IE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060314 Confirms 870427 meeting in Region III ofc to discuss apparent violation of 
Tech Specs on 870408 re RCS pressure/ temp limits. 

NORELIUS.C.E. Region 3, Office of Director. 87/04/23. DOLAN, J.E. American Electric 
Power Service (Dorp. DOLAN.J.E. Indiana & Michigan Electric Co. 1p. 40831:153- 
40831:153. 

8705060379 Forwards Safety Insp Repts 50-315/87-10 & 50-316/87-10 on 870408- 
le.lnsp focused on circumstances surrounding Unit 1 operation w/RCS temp & pres- 
sure outside limits of applicable Tech Specs. 

NORELIUS,C.E. Region 3, Office of Director. 87/04/30. DOLAN.J.E. American Electric 
Power Service (Dorp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 40838:079- 
40838:086. 

-8705060389 Insp Repts 50-315/87-10 & 50-316/87-10 on 870408-16. Violation 
noted:failure to satisfy Tech Spec ACTION requirement to restore LJnlt 1 RCS temp & 
pressure to prescribed limits within 30 minutes. 

BURGESS, B.L. Region 3, Office of Director. 87/04/24. 6pp, 40838:081-40838:086. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
(Donsolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noipower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705070112 Forwards “Annual Environ Operating Rept - 1986” & results of Univ of 
Michioan fadlity environ impact studies. 

^EXICH.M.P. Indiana & Michigan Electric Co. 87/05/01. Document Control Branch 
(Document Control Desk). 1p. 40825:266-40828:253. 

-8705060424 "Annual Environ Ctoerating Rept for 1986." 

Indiana & Michigan Electric (Do. * American Electric Power Service Corp. 06/12/31. 
629pp. 40825:267-40827:175. 
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-3705060426 Addendum to "Annual Environ Operating Rept for 1986," 

* Michigan, Univ. of. Ann Arbor. Ml. 86/12/31. 438pp. 40827:176-40828:253. 


S. Reportable occurrences, LERs & related correspondence 

8705060283 NPDES noncompliance notification:on 870410, oil entered yard drain when 
pressurized tank sprayed out 10 gallons Number 2 fuel oil during attempt to measure 
level in east-middle heating boiler fuel oil tank.Cleanup began immediately. 

HUGHEY, J.L. Indiana & Michigan Electric Co. 87/04/27. ZUGGER.P.D. Michigan. 
State of. 2pp. 40832:090-40832:091. 

8705050326 LER 86-023-01 :on 86071 S.problems encountered w/process instrumenta- 
tion monitoring vol within accumulator 2.Similar event occurred on 86071 8.Caused by 
inability of process instrumentation to accurately reflect vol.W/870501 Itr. 
POSTLEWAIT.T.K., SMITH. W.G. Indiana & Michigan Electric Co. 87/05/01. 8pp. 
40813:054-40813:061. 

8705290008 Special rept:on 870505, Fire Door 325 inoperable in excess of 7 days for 
replacement. Fire watch established. Door declared operable on 870512. 

SMITH, W.G. Indiana & Michigan Electric Co. 87/05/19. DAVIS, A.B. Region 3, Office 
of Director. 2pp. 41106:227-41106:228. 


V. Operator Examinations 

8705050254 Notifies that written & oral operator & senior operator licensing exams 
scheduled for wks of 870803 & 10. Util requested to provide approved ref matl listed 
on end at least 60 days prior to exam date. 

HEHL,C.W. Region 3, Office of Director. 87/04/29. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 8pp. 40801:121- 
40801:128. 
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F. Security, medical, emergency & fire protection plans 

8705210007 Forwards documents to be placed on Document Control Sys. Advance 
copy already sent to PDR. 

* Correspondence & Records Branch. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 41004:208-41005:096. 

“8705190410 Paper entitled "Case for Reduced EPZ," presented at AIF Topical Con- 
ference on Reducing Cost of Nuclear Power on 860518-21 in New Orleans.LA. 
MONTGOMERY, B. Baltimore Gas & Electric Co. 86/05/18. 16pp. 41005:289- 
41005:304. 

8705040048 Revised emergency response plan implementation procedures, including 
Rev 9, Change 6 to ERPIP 4.1.15, "Radiological Assessment Director" & Rev 

9, Change 2 to ERPIP 4.1.21, “Personnel Assembly." 

* Baltimore Gas & Electric Co. 87/04/15. 18pp. 40775:167-40775:183. 

8705180193 Advises that portions of 861112 Rev 17 to security plan consistent w/provi- 
sions of 1 0CFR50.54(p) & acceptable.Other portions of rev unacceptable for reasons 
stated in encI.EncI withheld (ref 10CFR73.21). 

MARTIN, T.T. Region 1, Office of Director. 87/04/21. COSS.H.D. Baltimore Gas & 
Electric Co. 3pp. 40954:081-40954:083. 

8705040009 Revised emergency response plan implementing procedures, including Rev 
10 to ERPIP-4.1.4, “Operational Support Ctr," ERPIP-4.1,12, "First Aid" & Rev 11 to 
ERPIP-4.1.6. "Offsite Monitoring Team." W/870424 Itr. 

* Baltimore Gas & Electric Co. 87/04/24. 19pp. 40775:190-40775:207. 

8705110221 Revised emergency plan implementing procedures, including Rev 

10, Chang© 5 to Attachment 1 of ERPIP 4.1. 3, Rev 1, Change 2 to ERPIP 4. 1.3.6 re 
main steam sys radioactivity release estimate & Rev 11, Change 3 to ERPIP 5.1. 

* Baltimore Gas & Electric Co. 87/04/27. 20pp. 40881:050-40881:069. 

87QS210527 Rev 11 to Emergency Response Plan Implementation Procedure ERPIP 
4. 1.1 7, consisting of Page 3. 

* Baltimore Gas & Electric Co. 87/04/27. 4pp. 41011:185-41011:188. 


P. Operating license stage documents & correspondence 


8705060182 Forwards “Interfacing Sys LOCA at PWRs,Tasks IB & 2B," draft Itr rept re 
Generic Issue 1 0S.Comments requested within 3 wks. 

MCNEIL.S.A. Project Directorate 1-1. 87/04/27. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 40841:193-40842:056. 

“8703120221 Forwards “Interfacing Sys L(XJA at PWRs Tasks 1B & 2B," draft Itr rept. 
BOZOKI.G. Brookhaven National Laboratory. FIN A-3829. 86/08/29. WOODS, R. Re- 
actor Safety Issues Branch. Ip. 40841:195-40842:056. 

“8703120223 “Interfacing Sys LOCA at PWRs Tasks IB & 2B." draft Itr rept. 

BOZOKI.G. Brookhaven National Laboratory. FIN A-3829. 86/08/31. NRC - No De- 
tailed Affiliation Given. 88pp. 40841:196-40842:056. 

8705060201 Forwards request for addi info re response to NUREG-0737, Item II.D.I, 
“Performance Testing of Relief & Safety Valves." Response requested by 
870901 .Meeting or telcon to clarify questions suggested. 

MCNElL,S.A. Project Directorate I-1. 87/04/30. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 8pp. 40836:167-40836:174. 

8705060034 Forwards rept on implementation of reactor vessel level monitoring sys, per 
850122 request. Implementation of upgraded core exit thermocouples for Unit 2 pro- 
gressing per schedule stated In 850619 Itr w/listed exception. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/05/01. Document Control Branch 
(Document Control Desk). 3pp. 40821 :01 1 -40821 :01 3. 

8705080191 Forwards program plan to resolve use of commercial quality fasteners in 
ANSI B31.7 Class 1 & 2 sys at planLFasteners will make up majority of all parts in- 
volved based on preliminaiy results. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/05/04. Document Control Branch 
(Document Control Desk). 4pp. 40871:328-40871:331. 

8705130093 Forwards Tech Spec pages for Change 2 re 861001 application for amend 
to Licenses DPR-53 & DPR-69 re ESF response time for facilities.ContaInment purge 
valve isolation time only will change. 

SALYARDS.LE. Baltimore Gas & Electric Co. 87/05/04. MCNEIL.S.A. Project Direc- 
torate 1-1. 1p. 40910:345-40910:347. 

“8705130097 Proposed Tech Specs re ESF response times. 

* Baltimore Gas & Electric Co. 87/05/04. 2pp. 40910:346-40910:347. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.65 miscellaneous amends & search requIrements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150148 Forwards safety evaluation granting relief from weld exam requirements for 
peripheral CRD housings (1974 ASME Section XI requirements), per 10CFR50.55(a) & 
utii 861002 request. Exam method proposed on 861204 acceptable. 

CAPRA, R.A. Project Directorate 1-1. 87/05/11. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 4pp. 40938:342-40938:350. 

“8705150171 Safety evaluation supporting util 861002 request for relief from InservIce 
insp requirements of ASME Code Section XI re peripheral CRD housings. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/11. 5pp. 
40938:346-40938:350. 

8705190347 Requests for relief from replacement requirements in Section XI of ASME 
Boiler & Pressure Vessel Code,Artlcles IWA-7210, IWC-7600,IWD-7600 & IWF- 
7600.Fee paid. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/05/11. Document Control Branch 
(Document Control Desk). 7pp. 40973:299-40973:305. 

8705260203 Requests schedule for implementation of requirements of USI- 46, "Seis- 
mic Q ualification of Equipment in Operating Plants,” per Generic Ltr 87-02.Exten8ion 
of time to respond to generic Itr granted on 870428. 

CAPRA, R.A. Project Directorate 1-1. 87/05/12. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 3pp. 41030:057-41030:060. 


8705070172 Informs that individual listed on end, employee of NRC & requires immedi- 
ate unescorted access to all areas excluding radiological areas. Individual scheduled to 
take GOT 1 site- specific security training course on 87061 1.W/o end. 

CAPRA, R.A. Project Directorate I-1. 87/05/05. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 3pp. 40852:016-40852:018. 

8705120130 Forwards Insp Repts 50-317/87-06 & 50-318/87-06 on 870331 -041 3.No 
violations noted.Ltr expected prior to restart stating that all equipment required to be 
environmentally qualified meets requirements of 10CFR50.49. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/06. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 40907:216-40907:231. 

“8705120134 Insp Repts 50-317/87-06 & 50-318/87-06 on 870301 -041 3,No violations 
noted-Major areas inspected:facllity activities, routine insps.operational 
events, shutdown cooling sys branch line cracking, maint, surveillance & physical securi- 

^RIPP,L.E. Region 1, Office of Director. 87/04/30. 14pp. 40907:218-40907:231. 

8705210457 Rev 9 to Emergency Response Plan Implementation Procedure ERPIP-5.4, 
"Training." 

* Baltimore Gas & Electric Co. 87/05/06. 5pp. 41010:213-41010:218. 


8705120216 Revised emergency plan implementing procedures, including Rev 9 to 
ERPIP 4.4.1, Chapter 1, Attachment 1, ‘Whole Body Dose Projections Based on 
Source Term" & Rev 10 to ERPIP 4.4.3. Chapter 1, Attachment 4, "Iodine or Particu- 
late...." 


* Baltimore Gas & Electric Co. 87/06/07. 19pp. 40888:182-40888:200. 


8705280444 Requests 30-day extension for response to Generic Ltr 87-06, "Periodic 
Verification of Leak Tight Integrity of Pressure Isolation Valves," to 870711, due to un- 
expected short-term burden. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/05/22, CAPRA, R.A. Project Director- 
ate 1-1. 2pp. 41107:216-41107:217. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.u.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040243 Forwards Insp Repts 50-317/87-07 & 50-318/87-08 on 870323- 27.En- 
forcement conference scheduled for 870506 in Region I ofc to discuss equipment 
qualification violations. 

JOHNSTON, W.V. Region 1. Office of Director. 87/04/28. TIERNAN,J,A. Baltimore 
Gas a Electric Co. 2pp. 40779:153-40779:177. 

“8705040258 Insp Repts 50-317/87-07 a 50-318/87-08 on 870323-24. Violations 
noted:failure to establish qualification of wrap- around tape splice a ASCO valve a 
failure to follow procedures re initialing a recording date of changes. 

PAOLINO,R.J.. DEV.M., ANDERSON.C.J. Region 1, Office of Director. 87/04/24. 
23pp, 40779:155-40779:177. 


8705280017 Requests temporary change to Rev 17 to security plan,Page 10 Paragraph 
4.1.2 re water intake area. Permission requested to use compensatory measures de- 
scribed in Rev 15. Installation of infrared detection sys will be cornpleted by 871231. 
COSS.H.D. Baltimore Gas a Electric Co. 87/05/12. RUSSELL, W.T. Region 1, Office 
of Director. 1p. 41092:112-41092:112. 


8705110201 Forwards Safety (nsp Repts 50-317/87-08 a 60-318/87-09 on 870330- 
0403.Violation found to meet mitigation tests for self-identification a correction of 
problems described in 10CFR2.No notice of violation issued. 

MARTIN.T.T. Region 1, Office of Director. 87/05/01. TIERNAN.J.A. Baltimore Gas a 
Electric Co. 2pp. 40884:317-40884:323. 
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-■8705110213 Insp Repis 50-317/87-08 & 50-318/87-09 on 870330-0403. Violations 
notedrsample of 1-131 dose equivalent not taken every 4 h after exceeding 1 uCi/g 
limit. 

DAVIDSON, B.S., PASCIAK.W.J. Region 1, Office of Director. 87/04/30. 5pp. 
40884:319-40884:323. 

8705120130 Forwards Insp Repts 50-317/87-06 & 50-318/87-06 on 870331-041 3.No 
violations noted.Ltr expected prior to restart stating that ail equipment required to be 
environmentally qualified meets requirements of 1 0CFR50.49. 

WENZINGER.E.C. Region 1. Office of Director. 87/05/06. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 40907:216-40907:231. 

-8705120134 Insp Repts 50-317/87-06 & 50-318/87-06 on 87030 1-04 13. No violations 
noted. Major areas inspected:facility activities, routine insps.operational 
events, shutdown cooling sys branch line cracking, maint, surveillance & physical securi- 
ty. 

TRIPP, LE. Region 1, Office of Director. 87/04/30. 14pp. 40907:218-40907:231. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190335 Requests for exemption from inservice insp requirements In 
10CFR50.55a(g) or relief from ASME Section XI requirements. Fee paid. 

TIERNAN.J.A. Baltimore Gas & Electric (Oo. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp. 40974:270-40974:271 . 

8705280268 Ack receipt of 870414 Itr informing NRC of steps taken to correct violations 
noted in Insps 50-317/86-14 & 50-318/86-14. 

MARTIN, T.T. Region 1. Office of Director. 87/05/14. TIERNAN,J.A. Baltimore Gas & 
Electric Co. 2pp. 41109:056-41109:064. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705210433 Monthly operating repts for Apr 1987.W/870508 Itr. 

BEHNKE.C., LEMONS,J.R. Baltimore Gas & Electric Co. 87/04/30. 11pp. 41010:288- 
41010:298. 


S. Reportable occurrences, LERs & related correspondence 

8705060427 LER 87-007-00:on 870323, unit shut down upon discovery of two solenoid 
valves w/unqualified tape splices.Discrepancies being resolved or corrected.! nterim 
program controls established. W/870501 Itr. 

LARRAGOITE,L.S., LEMONS,J,R. Baltimore Gas & Electric Co. 87/05/01. 4pp. 
40838:001-40838:004. 

8705120189 Summary of Operating Reactors Events Meeting 87-11 on 870420.List of 
attendees, viewgraphs & input to NRC performance indicator program end. 
LANNING.W. Events Assessment Branch. 87/05/05. ROSSI, (5.E. Division of Oper- 
ational Events Assessment (Post 870411). 28pp, 40903:257-40903:284. 

8705220171 Advises of defect in design of extension bonnets supplied in 1980 for four 
pressurizer spray valves.Thielsch Engineering Assoc retained to inspect & make NDE 
of welds. 

LOMBARDI, M.J. International Telephone & Telegraph Corp. 87/05/07. LEMMONS, J. 
Baltimore Gas & Electric Co. 3pp. 41020:358-41020:360. 

8705210114 LER 87-008-00:on 87041 4,borated water sprayed into containment bldg 
while attempting to fill safety injection tanks.Caused by improper valve 
lineup. Procedural changes implemented & instructions issued. W/8705 14 Itr. 
BIRNEY.W.P., LEMONS, J.R. Baltimore Gas & Electric Co. 87/05/14. 7pp. 41002:273- 
41002:279. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428,List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 41115:224-41115:236. 

8705280170 LER 87-009-00:on 870329-30 & 0423, engineers discovered that fasteners 
(bolts.studs, threaded rod & nuts) installed in ASME Class 1,2 & 3 safety sys w/o 
proper certification. Repair & replacement program initiated.W/870521 Itr. 
MCCAUGHEY.W.P., LEMONS.J.R. Baltimore Gas & Electric Co. 87/05/21. 7pp. 
41109:278-41109:284. 
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F. Security, medical, emergency & fire protection plans 

8705210007 Forwards documents to be placed on Document Control Sys. Advance 
copy already sent to PDR. 

* Correspondence & Records Branch. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 41004:208-41005:096. 

-8705190410 Paper entitled “Case for Reduced EPZ," presented at AIF Topical Con- 
ference on Reducing Cost of Nuclear Power on 860518-21 in New Orleans, LA. 
MONTGOMERY,B. Baltimore Gas & Electric Co. 86/05/18. 16pp. 41005:289- 
41005:304. 

8705040048 Revised emergency response plan implementation procedures, including 
Rev 9, Change 6 to ERPIP 4.1.15, “Radiological Assessment Director" & Rev 
9, Change 2 to ERPIP 4.1.21, "Personnel Assembly." 

* Baltimore Gas & Electric Co. 87/04/15. 18pp. 40775:167-40775:183. 

8705180193 Advises that portions of 861112 Rev 17 to security plan consistent w/provi- 
sions of 10CFR5O.54(p) & acceptable.Other portions of rev unacceptable for reasons 
stated in encI.EncI withheld (ref 10CFR73-21). 

MARTIN, T.T. Region 1, Office of Director. 87/04/21. COSS.H.D. Baltimore Gas & 
Electric Co. 3pp. 40954:081-40954:083. 


8705040009 Revised emergency response plan implementing procedures, including Rev 
10 to ERPIP-4.1.4, "Operational Support Ctr,” ERPIP-4.1.12. "First Aid" & Rev 11 to 
ERPIP-4.1.6. “Offsite Monitoring Team.” W/870424 Itr. 

• Baltimore Gas & Electric Co. 87/04/24. 19pp. 40775:190-40775:207. 

8705110221 Revised emergency plan implementing procedures, including Rev 
10, Change 5 to Attachment 1 of ERPIP 4.1. 3, Rev 1, Change 2 to ERPIP 4.1. 3.6 re 
main steam sys radioactivity release estimate & Rev 11, Change 3 to ERPIP 5.1. 

• Baltimore Gas & Electric Co. 87/04/27. 20pp. 40881:050-40881:069. 

8705210527 Rev 11 to Emergency Response Plan Implementation Procedure ERPIP 
4. 1.1 7, consisting of Page 3. 

• Baltimore Gas & Electric Co. 87/04/27. 4pp. 41011:185-41011:188. 

8705070172 Informs that individual listed on encl,employee of NRC & requires immedi- 
ate unescorted access to all areas excluding radiological areas. Individual scheduled to 
take GOT 1 site- specific security training course on 87051 1. W/o end. 

CAPRA, R.A. Project Directorate 1-1. 87/05/05. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 3pp. 40852:016-40852:018. 

8705120130 Forwards Insp Repts 50-317/87-06 & 50-318/87-06 on 870331-0413.No 
violations noted.Ltr expected prior to restart stating that all equipment required to be 
environmentally qualified meets requirements of 10CFR50.49. 

WENZINGER.E.C. Region 1. Office of Director. 87/05/06. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 40907:216-40907:231. 

-8705120134 Insp Repts 50-317/87-06 & 50-318/87-06 on 870301 -041 3.No violations 
noted.Major areas inspected:facility activities, routine insps.operational 
events, shutdown cooling sys branch line cracking, maint, surveillance & physical securi- 

?RIPP,L.E. Region 1, Office of Director. 87/04/30. 14pp. 40907:218-40907:231. 

8705210457 Rev 9 to Emergency Response Plan Implementation Procedure ERPiP-5.4, 
"Training.” 

• Baltimore Gas & Electric Co. 87/05/06. 6pp. 41010:213-41010:218. 

8705120216 Revised emergency plan implementing procedures, including Rev 9 to 
ERPIP 4.4.1, Chapter 1, Attachment 1, “Whole Body Dose Projections Based on 
Source Term" & Rev 10 to ERPIP 4.4.3, Chapter 1, Attachment 4, "Iodine or Particu- 
late...." 

• Baltimore Gas & Electric Co. 87/05/07. 19pp. 40888:182-40888:200. 

8705280017 Requests temporary change to Rev 17 to security plan, Page 10 Paragraph 
4.1.2 re water intake area. Permission requested to use compensatory measures de- 
scribed in Rev IS.Installation of infrared detection sys will be completed by 871231. 
COSS.H.D. Baltimore Gas & Electric Co. 87/05/12. RUSSELL,W.T. Region 1. Office 
of Director. Ip. 41092:112-41092:112. 


P. Operating license stage documents & correspondence 


8705060225 Forwards Amend 107 to License DPR-69 & safety evaluation. Amend 
changes full closure time for MSIV operability to less than 5.2 s as specified in Tech 
Spec Surveillance Requirement 4.7.1. 5. 

MCNEIL,S.A. Project Directorate 1-1. 87/04/29. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 3pp. 40836:270-40836:284. 

—8705060229 Amend 107 to License DPR-69, changing full closure time for MSIV oper- 
ability to less than 5.2 s as specified in Tech Spec Surveillance Requirement 4.7.1. 5. 
CAPRA,R.A. Project Directorate 1-1. 87/04/29. 7pp. 40836:273-40836:279. 

-8705060231 Safety evaluation supporting Amend 1 07 to License DPR-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/29. 5pp. 
40836:280-40836:284. 

8705060201 Forwards request for addi info re response to NUREG-0737, Item II.D.1, 
"Performance Testing of Relief & Safety Valves." Response requested by 
870901 .Meeting or telcon to clarify questions suggested. 

MCNEIL, S.A. Project Directorate 1-1. 87/04/30. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 8pp. 40836:167-40836:174. 

8705060034 Forwards rept on implementation of reactor vessel level monitoring sys.per 
850122 requestlmplementation of upgraded core exit thermocouples for Unit 2 pro- 
gressing per schedule stated in 850619 Itr w/listed exception. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/05/01. Document Control Branch 
(Document Control Desk). 3pp. 40821:01 1-40821:013. 

8705070207 Requests FR publication of notice of issuance of Amend 108 to License 
DPR-48, changing Tech Specs to reflect analyses performed in support of Cycle 8 op- 
eration by providing more restrictive limits for power & shutdown margin. 

CAPRA, R.A. Project Directorate 1-1. 87/05/04. NRC - No Detailed Affiliation Given. 
2pp. 40854:081-40854:082. 

8705080191 Forwards program plan to resolve use of commercial quality fasteners in 
ANSI B31.7 Class 1 & 2 sys at plant. Fasteners will make up majority of all parts In- 
volved based on preliminary results. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/05/04. Document Control Branch 
(Document Control Desk). 4pp. 40871:328-40871:331. 

8705130093 Forwards Tech Spec pages for Change 2 re 861001 application for amend 
to Licenses DPR-53 & DPR-69 re ESF response time for facilities-Containment purge 
valve isolation time only will change. 

SALYARDS,L.E. Baltimore Gas & Electric Co. 87/05/04. MCNEIL, S.A. Project Direc- 
torate 1-1. Ip. 40910:345-40910:347. 

-8705130097 Proposed Tech Specs re ESF response times. 

* Baltimore Gas & Electric Co. 87/05/04. 2pp. 40910:346-40910:347. 

8705130184 Forwards Amend 108 to License DPR-69 & safety evaluation. Amend 
changes Tech Specs to provide more restrictive limits for acceptable operation region 
of peripheral axial shape index vs rated thermal power & shutdown margin. 

MCNEIL, S.A. Project Directorate 1-2. 87/05/04. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 40911:115-40911:134. 
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“8705130188 Amend 108 to License DPR-69, changing Tech Specs to provide more re- 
strictive limits tor acceptable operation region of peripheral axial shape index vs rated 
thermal power & for shutdown margin. 

CAPRA, R.A. Project Directorate I-1. 87/06/04. 8pp. 40911:117-40911:124. 

“8705130189 Safety evaluation supporting Amend 108 to License DPR-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 10pp. 
40911:125-40911:134. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150148 Forwards safety evaluation granting relief from weld exam requirements for 
peripheral CRD housings (1974 ASME Section XI requirements), per 10CFR50.55(a) & 
util 861002 request. Exam method proposed on 861204 acceptable. 

CAPRA, R.A. Project Directorate 1-1. 87/05/11. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 4pp. 40938:342-40938:350. 

“8705150171 Safety evaluation supporting util 861002 request for relief from inservice 
insp requirements of ASME Code Section XI re peripheral CRD housings. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/11. 5pp. 
40938:346-40938:360. 

8705190347 Requests for relief from replacement requirements in Section XI of ASME 
Boiler & Pressure Vessel Code, Articles IWA-7210, IWC-7600,IWD-7600 & IWF- 
7600.Fee paid. 

TIERNAN,J.A, Baltimore Gas & Electric Co. 87/05/11. Document Control Branch 
(Document Control Desk). 7pp. 40973:299-40973:305. 

8705260203 Requests schedule for implementation of requirements of USI- 46, "Seis- 
mic Q ualification of Equipment in Operating Plants," per Generic Ltr 87-02.Extenslon 
of time to respond to generic ltr granted on 870428. 

CAPRA, R.A. Project Directorate 1-1. 87/05/12. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 3pp. 41030:057-41030:060. 

8705280444 Requests 30-day extension for response to Generic Ltr 87-06, "Periodic 
Verification of Leak Tight Integrity of Pressure Isolation Valves," to 870711, due to un- 
expected short-term burden. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/06/22. CAPRA, R.A. Project Director- 
ate 1-1. 2pp. 41107:216-41107:217. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


R. Periodic operating reports & related correspondence 


8705210433 Monthly operating repts for Apr 1 987.W/870508 ltr. 

BEHNKE.C., LEMONS,J.R. Baltimore Gas & Electric Co. 87/04/30. 11pp. 41010:288- 
41010:298. 


S. Reportable occurrences, LERs & related correspondence 


8705220171 Advises of defect in design of extension bonnets supplied in 1980 for four 
pressurizer spray valves.Thielsch Engineering Assoc retained to inspect & make NDE 
of welds. 

LOMBARDI, M.J. International Telephone & Telegraph Corp. 87/05/07. LEMMONS, J. 
Baltimore Gas & Electric Co. 3pp. 41020:358-41020:360. 

8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meetIng.List of attendees, events discussed & 
significant elements of events & summary of events presented end. 

LANNING,W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428.List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 41115:224-41115:236. 
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D. NRC Draft/FInal Environmental Statements, suppis & correspondence 


8705060338 Comments on NUREG-0683, "Programmatic EIS re Decontamination & 
Disposal of Radwastes Resulting From 790328 Accident, TMI-2.” Recommends 
against two alternatives involving direct discharge to Susquehanna River. 
MCCLELLAN,M.M. Pennsylvania. Commonwealth of. 87/05/01. MASNIK.M. TM|.2 
Cleanup Project Directorate. Ip. 40838:358-40838:358. 


F. Security, medical, emergency & fire protection plans 


8705080342 ^plication for amend to License DPR-73, consisting of Recovery Oper- 
ations Plan change Request 38 in conjunction w/ Tech Spec Change Request 53,re- 
vising plan in entirety. Fee paid. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/04/14. Doc- 
ument Control Branch (Document Control Desk). 11pp. 40872:055-40872:106. 


8705040243 Forwards Insp Repts 50-317/87-07 & 50-318/87-08 on 870323- 27.En- 
forcement conference scheduled for 870506 in Region I ofc to discuss equipment 
qualification violations. 

JOHNSTON, W.V. Region 1, Office of Director. 87/04/28. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 40779:153-40779:177. 

“8705040258 Insp Repts 50-317/87-07 & 50-318/87-08 on 870323-24. Violations 
noted:failure to establish qualification of wrap- around tape splice & ASCO valve & 
failure to follow procedures re initialing & recording date of changes. 

PAOLINO,R.J., DEV.M., ANDERSON, C.J. Region 1, Office of Director. 87/04/24. 
23pp. 40779:155-40779:177. 

8705110201 Forwards Safety Insp Repts 50-317/87-08 & 50-318/87-09 on 870330- 
0403.Violation found to meet mitigation tests for self-identification & correction of 

e roblems described in 10CFR2.No notice of violation issued. 

IARTIN,T.T. Region 1, Office of Director. 87/05/01. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 40884:317-40884:323. 

“8705110213 Insp Repts 50-317/87-08 & 50-318/87-09 on 870330-0403. Violations 
noted:sample of 1-131 dose equivalent not taken every 4 h after exceeding 1 uCi/g 
limit. 

DAVIDSON, B.S.. PASCIAK.W.J. Region 1, Office of Director. 87/04/30. 5pp. 
‘40884:319-40884:323. 


8705120130 Forwards Insp Repts 50-317/87-06 & 50-318/87-06 on 870331 -041 3.No 
violations noted.Ltr expected prior to restart stating that all equipment required to be 
environmentally qualified meets requirements of 10CFR50.49. 

WENZINGER.E.d Region 1, Office of Director. 87/05/06. TIERNAN,J.A. Baltimore 
Gas & Electric Co. 2pp. 40907:216-40907:231. 

“8705120134 Insp Repts 50-317/87-06 & 50-318/87-06 on 870301 -041 3.No violations 
noted.Major areas inspected.-facility activities, routine insps, operational 

events, shutdown cooling sys branch line cracking.maint, surveillance & physical securi- 

T^RIPP.LE. Region 1, Office of Director. 87/04/30. 14pp, 40907:218-40907:231. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 


8705190335 Requests for exemption from InservIce insp requirements In 
10CFR50.55a(g) or relief from ASME Section XI requirements. Fee paid. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp. 40974:270-40974:271 . 

8705280268 Ack receipt of 870414 ltr informing NRC of steps taken to correct violations 

noted in Insps 50-317/86-14 & 50-318/86-14. ........ ^ „ 

MARTIN,T.f. Region 1, Office of Director. 87/05/14. TIERNAN,J.A, Baltimore Gas & 
Electric Co. 2pp. 41 109:056-41109:064. 


8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


“8705080345 Proposed Tech Spec changes,rovlsing recovery operations plan re sur- 
veillance requirements in entirety,ln conjunction w/ Tech Spec Change Request 53. 

* General Public Utilities Corp. - GPU Service Corp. 87/04/14. 41pp. 40872:066- 
40872:106. 

8705080200 Provides notification of util methodolgy for implementation of FBI criminal 
history checks re temporary access. Util will grant temporary unescorted access to fa- 
cility & safeguards info to individuals meeting listed criteria after 870401. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/01. Doc- 
ument Control Branch (Document Control Desk). 2pp. 40872:035-40872:036. 

8705220125 Rev 2 to Emergency Plan Implementing Procedure 6415-IMP-1300.10, 
"Onsite/Offsite Radiological/Environ Monitoring." 

* General Public Utilities Corp. - GPU Service Corp. 87/05/04. 21pp. 41024:262- 
41024:282. 

8705220248 Revised emergency plan implementing procedures, including Rev 1 to 6420- 
IMP-1 300.03 re emergency offsite notifications & Rev 2 to 641 5-IMP-1 300.10 re 
onsite/offsite radiological/ environ monitoring. 

* General Public Utilities Corp.'- GPU Service Corp. 87/05/15. 36pp. 41017:273- 
41017:308. 


G. Adjudicatory correspondence 

8705060008 NRC Staff request for production of documents.'^ NRC requests that util 
produce for exam & copying listed info, including all documents re interpretation & ap- 
plication of Bechtel Directive 2-1.W/Certificate of Svc.Related correspondence. 

BARTH, C.A. Assistant General Counsel for Hearings. #287 3315. 87/04/28. Atomic 
Safely and Licensing Board Panel. 3pp. 40807:00840807:010. 

8705060102 NRC Staff first request for admissions.* Listed admissions requested from 
applicant for purpose of proceeding only.W/ Certificate of Svc.Related correspond- 
ence. 

BARTH,C.A., BERRY,G.A., JOHNSON, G.E. Assistant General Counsel for Hearings. 
#287 3314. 87/04/28. Atomic Safety and Licensing Board Panel. 17pp. 40806:282- 
40806:298. 

8705130074 Forwards requested documents for in camera review.W/o ends. 

BERRY, G.A. Assistant General Counsel for Hearings. #287 3415. 87/05/06. 
SMITH,I.W. Atomic Safety and Licensing Board Panel. 1p. 40893:067-40893:067. 

8705180077 Forwards subpoenas for depositions of RA Meeks & D Feinberg & subpoe- 
na duces tecum for Dept of Labor documents re R Parks complaintRelated corre- 
spondence. 

HICKEY,J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY,J.P. Shaw, 
Pittman, Potts & Trowbridge. #287 3433. 87/05/11. JOHNSON, G.E. Office of the 
General Counsel. 2pp. 40936:109-40936:125, 

“8705180086 Subpoena duces tecum.* Subpoena for production of Dept of Labor doc- 
uments re R Parks complaintRelated correspondence. 

SMITH,I.W. Atomic Safety and Licensing Board Panel. 87/05/08. Labor, Dept ot 4pp. 
40936:111-40936:114. 
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“8705180097 Order.* Order directing staff to envoke & exercise rights under MOU be- 
tween NRC & Dept of Labor to allow deposition of D Feinberg by GPU.Related corre- 
spondence. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. 87/05/08. NRC - No Detailed 
Affiliation Given. 2pp. 40936:115-40936:116. 

—8705180104 Subpoena.* Subpoena ordering RA Meeks to appear for 

deposition.Related correspondence. 

SMITH, !.W. Atomic Safety and Licensing Board Panel. 87/05/08. MEEKS,R.A. Affili- 
ation Not Assigned. 4pp. 40936:117-40936:120. 

“8705180106 Subpoena.* Subpoena directing D Feinberg to appear for 

deposItion.Certificate of Svc encI.Related correspondence. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. 87/05/08. FEINBERG,D. Affili- 
ation Not Assigned- 5pp. 40936:121-40936:125. 

8705270122 Forwards listed documents & pertinent transcript pages from 870508 pre- 
hearing conference.Assistance in making Feinberg available for deposition & providing 
nonprivileged documents to util requested. W/o encls.Related correspondence. 
JOHNSON.G.E. Assistant General Counsel for Hearings. #287 3528. 87/05/14. 
COLEMAN.G. Ubor, Dept of. 2pp. 41042:016-41042:017. 

8705270140 Recommended decision.* Decision LBP-87-15 re inquiry Into leak rate data 
falsification for facility.Served on 870521. 

KELLEY, J.L, BRIGHT, G.O.. CARPENTER.J.H. Atomic Safety and Licensing Board 
Panel. #287 3531. 87/05/21. 276pp. 41039:107-41040:027. 


H. General correspondence 

8705110342 Forwards,for review & approval, Rev 15 to TMI-2 organization 
plan, combining defueling operations & defueling support sections into one section en- 
titled, “Defueling Operations/ Support." Organizational chart end. W/o plan.Fee paid. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/01. Doc- 
ument Control Branch (Document Control Desk), 3pp. 40880:175-40880:177. 


P. Operating license stage documents & correspondence 

8705050055 Discusses author 861223 note re Inability to locate attachments to Barrett 
830324 memo to Snyder.AII but one attachment located.EncI documents can be re- 
leased in entirety, per FOIA 86-832. 

MASNIK.M. TMr-2 Cleanup Project Directorate. 87/03/09. SMITH.H, NRC - No De- 
tailed Affiliation Given. Ip. 40810:016-40810:145. 

“8705050084 Advises that end Procedure 2202-5.5, "Loss of RCS Level Indication.” 
disapproved.Procedure does not include new RCS water level indicator or incorporate 
correct pressure compensation formula for determining level indication. 

BARRETT, LH. TMI Program Office. 83/02/16. LARSON.J.E. NRC - No Detailed Afflli- 
ation Given. 2pp. 40810:085-40810:086. 

“8705050094 Documents discussions w/util employees re util handling of internal 
comments, per R Parks 830218 allegation that Bechtel engineering mot wanted off-site 
transfer due to comments on polar crane lest & functional test procedures. 

W1EBE,J.S. TMI Program Office. 83/03/10. CHRISTOPHER,R. Office of Investiga- 
tions. 2pp. 40810:087-40810:088. 

“8705050108 Trip rept of 830223 site visit re insp of Bechtel calculations used to sup- 
port conclusions for TMI-2 polar crane load drop analysis. 

POINDEXTER.T.C. TMI Program Office. 83/02/24. SNYDER.B.J. TMI Program Office. 
2pp. 40810:089-40810:097. 

“8303160605 Provides summary of procedure problems associated w/RCS draindown/ 
emergency corrective actions.Procedures of prime importance in assuring & maintain- 
ing safe conditions within reactor core & reactor bldg. 

GRANT, P.J. TMI Program Office. 83/02/24. BARRETT.L.H. TMI Program Office. 8pp. 
40810:098-40810:105. 

“8705050115 Rept of Inquiry Q-1 -83-006 on 830302 & 09.lnterview w/LP King re alle- 
gations that upper mgt coerced King to sign SER & to Identify any potential safety 
concerns.No b^sis for further action found. 

CHRISTOPHER, R. Region 1, Office of Director. 83/03/11. 7pp. 40810:106-40810:112. 

“8705050122 Provides addi info from L King re allegations that util kept afloat through 
Bechtel & concerns of util employees not listened to by mgt, per 830310 telcon. 
FASANO,A.N., WIEBE,J.S. TMI Program Office. 83/03/10. Office of Investigations. Ip. 
40810:113-40810:113. 

“8705050128 Recommends end memo re info received from site operations director be 
forwarded to Ofc of Insp & Auditor due to potential interest of DOJ since federal funds 
involved in cleanup. 

CHRISTOPHER,R. Region 1, Office of Director. 83/03/10. WARD.W. Region 1. Office 
of Director. Ip. 40810:114-40810:114. 

“8705050142 Submits addI followup to B Parks 830218 allegation. Author referred Parks 
to Dept of Labor in response to concern over being fired for bringing concerns to 
NRC. 

WIEBE,J.S. TMI Program Office. 83/03/11. CHRISTOPHER, R. Office of Investiga- 
tions. 2pp. 4081 0:1 1 5-4081 0.i 1 6. 

“8705050145 Rev 0 to Test Procedure UWI-4370-3891-83-PC0001. "Load Test for 
Polar Crane Recovery." 

* General Public Utilities Corp, - GPU Service Corp. 83/01/31. 25pp. 40810:117- 
40810:145. 

8705080342 Application for amend to License DPR-73,consisting of Recovery Oper- 
ations Plan Change Request 38 in conjunction w/ Tech Spec Change Request 53, re- 
vlsmg plan in entlrety.Fee paid. 

STAnDERFER,F.R, General Public Utilities Corp. - GPU Service Corp. 87/04/14. Doc- 
ument Control Branch (Document Control Desk). 11pp. 40872:055-40872:106. 

“8705080345 Proposed Tech Spec changes, revisirig recovery operations plan re sur- 
veillance nMuirements in entirety,in conjunction w/ Tech Spec Change Request 53. 

• General Public Utilities Corp. - GPU Service Corp. 87/04/14. 41pp. 40872:066- 
40872:106. 


8705010127 Notification of contract execution. Mod 1,to ‘‘Correlation of Radioiodine Re- 
suspension W/Temp at TMI-2.’’ ContractorrDaniel & Assoc.Inc. 

VITALE.P. Division of Contracts (Post 870413). FIN D-1647. 87/04/23. MORRIS.B. 
Office of Nuclear Regulatory Research, Director (Post 860720). CHAN.L. NRC - No 
Detailed Affiliation Given. Ip. 40773:156-40773:158. 

“8705010132 Mod 1, extending contract completion date to 870530 & modifying NRC 
billing address, to “Correlation of Radioiodine Resuspension W/Temp at TMI-2.’’ 
DANIEL, J.A. Daniel & Associates, Inc. WIGGINS.E.J. Contract Administration Branch. 
FIN D-1647. 87/04/23. 2pp. 40773:157-40773:158. 

8705060343 Forwards application for amend to License DPR-73, revising Tech Specs to 
be consistent w/current plant conditions & operations & provide transition through re- 
mainder of cleanup of facility.Fee paid. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/04/23. Doc- 
ument Control Branch (Document Control Desk). 2pp. 40831:154-40831:281. 

“8705060350 Application for amend to License DPR-73,revising Tech Specs to be con- 
sistent w/current plant conditions & operations & to provide transition through remain- 
der of cleanup of facility.Fee paid. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/04/23. 
38pp. 40831:156-40831:193. 

-8705060357 Proposed Tech Specs.revised to be consistent w/current plant conditions 
& operations & to provide transition through remainder of cleanup of facility. 

* General Public Utilities Corp. - GPU Service Corp. 87/04/23. 88pp. 40831:194- 
40831:281. 

8705110079 Advises that canister sampling program implemented at INEL, per NRC 
870107 approval of reduced canister void vol. Program implemented as listed, 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/04/29. Doc- 
ument Control Branch (Document Control Desk). 4pp. 40877:207-40877:210. 

8705110098 Forwards annual update to technical evaluation rept for defueling water 
cleanup sys.Update primarily reflects previous NRC-approved sys mods & estimated 
man-rem exposure from defueling water cleanup sys operations. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/04/29. Doc- 
ument Control Branch (Document Control Desk). Ip. 40877:001-40877:084. 

“8705110099 “Defueling Water Cleanup Sys," technical evaluation rept. 
LOOHAHILUJ.D., MARSHALL, W.J.. BUCHANAN, D.J. General Public Utilities Corp. - 
GPU Service Corp. TER-3525-015 RIO. 87/04/29. 83pp. 40877:002-40877:084. 

8705190573 Requests advisory panel advice on appropriate time frame for final Com- 
mission decision re disposal of accident-generated water at TMI-2,per 870416 meet- 
ing. 

ZECH.LW. Commissioners. 87/05/04. MORRIS.A.E. Lancaster. PA. Ip. 41162:143- 
41162:143. 

8705130005 Discusses applicability of Generic Ltrs 86-16 to 87-07 to plantGeneric Ltrs 
87-01,87-04 & 87-07 applicable & Generic Ltrs 86-16,86-17 & 87-05 not applicable. 
TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/05/05. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Service Corp. 2pp. 40919:253-40919:254. 

8705130216 Requests that util determine if organism from end list of protected species 
exists on or near site or may be impacted by any of disposal methods identified in 
860731 submittal. Info re Commonwealth of PA protected species also requested. 
TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/05/06. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 40911:060-40911:062. 

8705120366 Fonwards annual update of defueling canister technical evaluation repLper 
NRC 820204 Itr.Update revises quantity of recombiner catalyst required to be exposed 
in dewatered canisters & min time required for canister dewatered to 25%. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/07. Doc- 
ument Control Branch (Document Control Desk). 2pp. 40903:310-40904:028. 

“8705120374 Rev 3 to TER 3527-016, “Div Technical Evaluation Rept for Defueling 

SHEPPARD.R.E. General Public Utilities Corp. - GPU Service Corp. TER 3527-016 
R03. 87/05/31. 76pp. 40903:312-40904:028. 

8705130044 Forwards consolidated listing of all comments received on draft program- 
matic EIS SuppI 2 dealing w/disposal of accident-generated water. 

MASNIK,M. TMI-2 Cleanup Project Directorate. 87/05/07. NRC - No Detailed Affili- 
ation Given. 3pp. 40911:255-4091 1:306. 

“8705130092 Forwards corrected NCRP Commentary 4, “Guidelines for Release of 
Waste Water from Nuclear Facilities W/Special Ref to Public Health Significance of 
Proposed Release of Treated Waste Waters at TMI." 

NEY.W.R. National Council on Radiation Protection & Measurements. 87/03/20. 
MASNIK.M. NRC - No Detailed Affiliation Given. Ip. 40911:258-40911:306. 

“8705130096 Corrected NCRP Commentary 4, “Guidelines for Release of Waste - 
Water From Nuclear Facilities W/Special Ref to Public Health Significance of Pro- 
posed Release of Treated Waste Waters at TMI." 

* National Council on Radiation Protection & Measurements. 87/03/20. 44pp. 
40911:259-40911:306. 

“8705130106 Responds to 861229 Itr forwarding draft Suppl 2 to TMI-2 programmatic 
EIS for review & comments. Environmentally preferred alternative appears to be onsite 
evaporation. Comments end. 

WALKER.M.L. Energy, Dept. of. 87/03/31. TRAVERS.W.D. TMl-2 Cleanup Project Di- 
rectorate. 3pp. 4091 1 :307-4091 1 :309. 

“8705130116 Discusses 870325 meeting re public testimony & comment on draft suppl 
to EIS dealing w/disposal of accident generated water & disposal option of on-site 
evaporation recommended by util. Lists motions considered by panel. ♦ 
MOhRIS,A.E. Advisory Council for Decontamination of TMI Unit 2. 87/03/31. 
ZECH.LW. Commissioners. 2pp. 4091 1 :31 0-4091 1 :31 1. 

“8705130123 Comments on draft Suppl 2 to programmatic EIS for disposal of radioac- 
tively contaminated water stored at TMI.Util should demonstrate expertise at monitor- 
ing safe storage of contaminated water. 

HOSSLER,D.E. Affiliation Not Assigned. 87/03/03. MASNIK.M. TMI-2 Cleanup Project 
Directorate. 2pp, 40911:312-40911:318, 
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-8705130132 Forwards comments on draft SuppI 2 to programmatic EIS for disposal of 
radioactively contaminated water stored at TMI nuclear station site. 

TOKUHATA,G.K. Pennsylvania. Commonwealth of. 87/01/27. TRAVERS.W.D. TMI-2 
Cleanup Project Directorate. 4pp. 40911:319-40911:322. 

-8705130135 Ack receipt of draft SuppI 2 to programmatic EIS.Notice will be provided 
to state & local public officials of draft via intergovernmental monitor. 

HAGER.G.W. Maryland. State of. 87/01/08. tRAVERS.W.D. Office of Nuclear Reac- 
tor Regulation, Director (851125-870411). Ip. 40911:323-40911:324. 

-8705130148 Comments on programmatic EIS re disposal of accident generated 
water.Opposes both long-term & short-term discharge to Susquehanna River due to 
accidental discharge of water before retreatment process. 

RILEY.C.I. Maryland. State of. 87/02/09. TRAVERS.W.D. TMI-2 Cleanup Project Di- 
rectorate. 1 p. 4091 1 :325-4P91 1 :325. 

-8705130154 Advises that State of PA single point of contact under Executive Order 
12372 (Intergovernmental Review of Federal Programs) received copies of issuance 
of draft SuppI 2 to programmatic EIS for TMI-2. 

KLINE, S.L. Pennsylvania, Commonwealth of. 87/03/03. MASNIK.M.T. TMl-2 Cleanup 
Project Directorate. Ip. 40911:326-40911:326. 

-8705130168 Discusses util 870317 Itr providing comments on draft SuppI 2 to pro- 
grammatic EIS for facility. Record should reflect util unqualified endorsement of NRC 
conclusion that disposal of accident-generated water can be accomplished. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/03/25. 
MASNIK.M.T. TMI-2 Cleanup Project Directorate. Ip. 40911:327-40911:327. 

-8705130214 Forwards detailed comments on NRC programmatic EIS re decontamina- 
tion & disposal of radwastes resulting from 790328 accident at TMI-2. Recommends 
that NRC not select alternatives involving discharges to Susquehanna River. 
SANDERSON.R.E. Environmental Protection Agency. 87/04/24. MASNIK.M.T. TMI-2 
Cleanup Project Directorate. 6pp. 4091 1 :328-4091 1 :333. 

-8705130228 Comments on draft SuppI 2 to programmatic EIS re decontamination & 
disposal of radwastes resulting from 790328 accident at TMI-2.Suggests that analysis 
should also discuss plans for mitigation measures to be undertaken. 

BLANCHARD, B. Interior. Dept. of. 87/03/03. TRAVERS.W.D. TMI-2 Cleanup Project 
Directorate, ip. 40911:334-40911:336. 

-8705130262 Forwards comments on draft SuppI 2 to programmatic EIS. Section 
2.2, Pages 2.3 & 2.4 re drinking processed water should be deleted.Doses given in 
Table 2.3 for drinking processed water may be confusing to public. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/03/17. 
MASNIK.M.T. TMI-2 Cleanup Project Directorate. 6pp. 40911:337-40911:342. 

-8705130275 Forwards addi info for consideration in development of final SuppI 2 to 
programmatic EIS at TMI-2. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/04/14. 
MASNIK.M.T. TMI-2 Cleanup Project Directorate. 5pp. 40911:343-40911:347. 

“8705130276 Fonwards J DINunno 870222 Itr re ocean dumping as option for disposal 
of water at TMI, for info in preparing to address subj at 870325 meeting in 
Harrisburg.PA. 

MORRIS, A.E. Advisory Council for Decontamination of TMI Unit 2. 87/03/09. 
MASNIK.M.T. TMI-2 Cleanup Project Directorate. 11pp. 40911:348-40911:358. 

-8705130280 Comments on draft SuppI 2 to programmatic EIS re decontamination & 
disposal of radwastes. Urges Commission to disapprove NUREG-0683,EIS suppI & 
order complete & reliable scientific study of environ impacts. 

STUCHINSKI.V.L. Three Mile Island Alert. 87/04/11. MASNIK.M.T. TMI-2 Cleanup 
Project Directorate. 12pp. 40911:359-40912:012. 

-8705130287 Requests that comments made by E Sternglass & R Piccioni to Citizens 
Advisory Panel in Harrisburg on 870325,be accepted as official part of comments on 
NRC suppI to EIS. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. 87/05/07. MASNIK NRC - 
No Detailed Affiliation Given. 10pp. 40912:013-40912:022. 

8705150317 Forwards addI info re formation of nickel carbonyl during plasma arc 
cutting, per 870320 requestUtil planning to use nitrogen for both primary & secondary 
torch gas. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/07. Doc- 
ument Control Branch (Document Control Desk). 5pp. 40928:099-40928:103. 

8705130107 Forwards questions re environ evaluation for post-defueling monitored 
storage, per review of util 870311 environ evaluation. Response requested as soon as 

?RWERS,W.D. TMI-2 Cleanup Project Directorate. 87/05/08. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 40919:262-40919:264. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re Implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end, 
MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. 


“8705270669 Proposed Recovery Operations Plan Sections 4,9.1 2.1. e & 
4.9.12.2.6, reflecting use of local d/p indicators for determining differential pressure in 
auxiliary & fuel handling bldgs. 

* General Public Utilities corp. - GPU Service Corp. 87/05/20. 2pp. 41084:289- 
41084:290. 

8705280445 Requests exemption from criticality monitoring requirements of 
10CFR70,24 for SNM sample stor^e areas.Description of administrative & physical 
controls for each storage area end. Fee paid. 

STANDERFER.F.R, General Public Utilities Corp. - GPU Service Corp. 87/05/21. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41107:213-41107:215. 


Q. Inspection reports, IE Bulletins & correspondence 

8705050055 Discusses author 861223 note re inability to locate attachments to Barrett 
830324 memo to Snyder. All but one attachment located. End documents can be re- 
leased in entirety, per FOIA 86-832. 

MASNIK.M. TMI-2 Cleanup Project Directorate, 87/03/09. SMITH, H. NRC - No De- 
tailed Affiliation Given. Ip. 40810:016-40810:146. 

-8705050108 Trip rept of 830223 site visit re insp of Bechtel calculations used to sup- 
port conclusions for TMI-2 polar crane load drop analysis. 

POINDEXTER.T.C. TMI Program Office. 83/02/24. SNYDER, B.J. TMI Program Office. 
2pp. 40810:089-40810:097. 

-8705050115 Rept of Inquiry Q-1-83-006 on 830302 & 09.lnterview w/LP King re alle- 
gations that upper mgt coerced King to sign SER & to identify any potential safety 
concerns. No basis for further action found. 

CHRISTOPHER.R. Region 1. Office of Director. 83/03/11. 7pp. 40810:106-40810:112. 

8705080196 Responds to NRC 870217 Itr re violation noted in Insp Rept 50-320/86- 
1 5.Correctlve action:radiological controls technician temporarily disqualified from work- 
ing in radiological areas until counseled on performance. 

STANDERF^.F.R. General Public Utilities Corp. - GPU Service Corp. 87/03/18. 
MURLEY.T.E. Region 1, Office of Director. 3pp. 40872:041-40872:043. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705280112 Responds to NRC 870410 Itr re violations noted in Insp Rept 50-320/87- 
02.Corrective actions:control room bypass fans verified to bo operable & procedure 
revised to specifically identify actions for filter unit deluge sys return to svc. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/07. 
RUSSELL.W.T. Region 1. Office of Director. 5pp. 41108:302-41108:306. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Norypower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705080003 Provides NRC TMI-2 Cleanup Project Directorate weekly status rept for 
870426-0504. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/05/04. CRUTCHFIELD, D. Divi- 
sion of Reactor Projects - lll.lv.V & Special Projects (Post 870411), 3pp. 40863:154- 
40863:156. 

8705140093 Submits NRC TMI-2 Cleanup Project Directorate weekly status rept for 
870505-1 0.discussing defueiing, environ monitoring, decontamination activities, NRC 
evaluations in progress & public meetings. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/05/11. CRUTCHFIELD.D. Divi- 
sion of Reactor Projects - III.IV.V & Special Projects (Post 870411). SCHROEDER.F. 
Region 4, Office of Director. 3pp. 40920:068-40920:070. 

8705190226 Informs that util performed annual review of interim solid waste staging fa- 
cility technical evaluation rept & determines that rev not required at this time. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp, 87/05/12. Doc- 
ument Control Branch (Document Control Desk). Ip. 40967:309-40967:309. 

8705270609 Submits TMI-2 Cleanup Project Directorate weekly status rept for wk of 
870511-17. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/05/18. CRUTCHFIELD.D. Divi- 
sion of Reactor Projects - III.IV.V & Special Projects (Post 870411). SCHROEDER.F. 
Assistant Director for Region IV Reactors & Special Projects. 3pp. 41065:224- 
41065:226. 


8705190180 Forwards Rev 5 to 3526-004, “Auxiliary Bldg Emergency Liquid Cleanup 
Sys (EPICOR II).” Update reflects current operational requirements & adds Section 
3.4.2, "HIC/ Demineralizer Dewatering & Drying." 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/14. Doc- 
ument Control Branch (Document Control Desk). 1p. 40969:001-40969:085. 


-8705190188 Rev 5 to “Auxiliary Bide 
• General Public Utilities Corp. - Gl 
40969:002-40969:085. 


_ . . ^ jney Liquid Cleanup Sys (EPICOR il)." 

*U Service Corp. 3526-004 R05. 87/05/06. 84pp, 


8705290276 Submits TMI-2 Cleanup Project Directorate weekly status rept for wk of 
870518-22. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/05/22. CRUTCHFIELD.D. Divi- 
sion of Reactor Projects - III, IV, V & Special Projects (Post 870411). SCHROEDER.F. 
Region 4. Office of Director. 3pp. 41 1 1 5:046-41 1 1 5:048. 


S. Reportable occurrences, LERs & related correspondence 


8705220334 Informs that util has performed annual review of fuel canister storage racks 
technical evaluation rept & determined that no updates required. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/14. Doc- 
ument Control Branch (Document Control Desk). Ip. 41025:069-41025:069. 

6705270662 Application for amend to License DPR-73, consisting of Recovery Oper- 
ations Plan Change Request 41 to allow use of local d/p indicators to determine dif- 
ferential pressure in auxiliary & fuel handling bldgs.l^e paid. rv 

STANDERFER.F.R, General Public Utilities Corp. - GPU Service Corp. 87/05/20. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41084:286-41084:290. 


8705060281 PNO-TMI-87-003:on 870503,4-inch diameter reinforced rubber pump dis- 
charge hose ruptured on defueiing water cleanup sys spilling approx 150 gallons of 
unfiltered reactor coolant. Three persons sprayed w/ water decontaminated. 

COLLINS, D., TRAVERS.W. NRC - No Detailed Affiliation Given. 87/05/04. Ip. 
40820:122-40820:122. 

8705130044 Forwards consolidated listing of all comments received on draft program- 
matic EIS SuppI 2 dealing w/disposal of accident-generated water. 

MASNIK.M. TMI-2 Cleanup Project Directorate. 87/05/07. NRC - No Detailed Affili- 
ation Given. 3pp. 4091 1 :255-4091 1 :306. 
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“8705130214 Forwards detailed comments on NRC programmatic EIS re decontamina- 
tion & disposal of radwastes resulting from 790328 accident at TM 1-2. Recommends 
that NRC not select alternatives involving discharges to Susquehanna River. 
SANDERSON, R.E. Environmental Protection Agency. 87/04/24. MASNIK.M.T. TMI-2 
Cleanup Project Directorate. 6pp. 40911:328-40911:333. 

“8705130228 Comments on draft SuppI 2 to programmatic EIS re decontamination & 
disposal of radwastes resulting from 790328 accident at TMl-2.Suggests that analysis 
should also discuss plans for mitigation measures to be undertaken. 

BLANCHARD.B. Interior. Dept. of. 87/03/03. TRAVERS, W.D. TMI-2 Cleanup Project 
Directorate. 1 p. 4091 1 :334-4091 1 :336. 


T. Hearing transcripts on non-antitrust matters 

8705120169 Transcript of 870508 prehearing conference in Bethesda,MD.Pp 19-224.ln 
camera session (Pp 1 01 -1 38) bound separately. 

* Atomic Safety and Licensing Board Panel. 87/05/08. 169pp. 40873:102-40873:271. 


V. Operator Examinations 

8705010130 Partial response to FOIA request for documents re INPO accreditation of 
training programs.Forwards App B document. Document also available In PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project 2pp. 40773:159-40773:164. 

“8705010140 Summarizes INPO 861210 accreditation meeting in Atlanta.GA. Listed 
plants presented training programs for nonlicensed operators, reactor operators,senior 
reactor operators & shift technical advisors. 

PAPERIELLO.C.J. Region 3, Office of Director. 86/12/22. RUSSELL,W.T. Division of 
Human Factors Technology (851125-870411). 2pp. 40773:161-40773:164. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705150354 Forwards response to 870304 SALP rept & 870406 meeting. Util concerned 
w/Category 3 rating received in functional area of security.Improvements made to im- 
prove nuclear security program in short & long terms. 

O’REILLY, J.P. Georgia Power Co. 87/05/06. Document Control Branch (Document 
Control Desk). 11pp. 40939:241-40939:251. 

8705270288 Responds to NRC 870428 Itr re violations noted in Insp Repts 50-321 /86- 
43 & 50-366/86-43.Corrective actions:operatjons & maint training programs revised to 
include Instruction re indications of leaking fire protection deluge valve. 

GUCWA,L.T. Georgia Power Co. 87/06/13. Document Control Branch (Document 
Control Desk). 6pp. 41051:161-41051:166. 


J. insurance & indemnity information 

8705220284 Forwards Endorsements 72.104,46.67.83.96 & 59 to NELIA Policies NF- 
238.NF-215.NF-252,NF-227,NF-185.NF-198 & NF-247 & Endorsements 

60.86.27,54.70,82 & 51 to MAELU Policies MF-93.MF-78.MF.108.MF-88,MF-55.MF-66 
& MF-102.respectiveIy. 

SANNA,L.J. Marsh & McLennan. Inc. 87/05/07. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 15pp. 41016:234-41016:248. 


P. Operating license stage documents & correspondence 

8705010065 Informs of NRR implementation of major internal reorganization & Involves 
changes in assignment of plants to specific directorates.Hatch & Vogtie now under 
responsibility of Project Directorate 11-3. 

YOUNGBLOOD,B.J. Project Directorate 11-3. 87/04/27. O’REILLY. J.P. Georgia Power 
Co. 4pp. 40774:213-40774:216. 

8705080184 Provides addi info re util 860825 proposed rev to Tech Specs.raising temp 
setpoints for instruments providing isolation of RWCU sys upon detection of high 
RWCU room ambient temp.per NRC 870319 request. 

GUCWA,L.T. Georgia Power Co. 87/04/30. Document Control Branch (Document 
Control Desk). 6pp. 40871:311-40871:316. 

8705080197 Expresses dissatisfaction w/870410 response re method for performance 
of reactor sys pressure tests.Plans to perform required pressure tests poor to pulling 
control rods continuing. 

GUCWA,L.T. Georgia Power Co. 87/05/01. Document Control Branch (Document 
Control Desk). 2pp. 40872:039-40872:040. 


8705190443 Forwards response to 870306 request for addI info on proposed Tech 
Spec changes re min river level.Setdown induced by 100-yr recurrent wind velocity 
should not Be considered in determining low river level for safe shutdown. 

GUCWA,L.T. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 6pp. 40970:063-40970:068. 

8705200113 Forwards revised Tech Spec Section 4.4.A.2 re standby liquid control 
sys, per 870505 telcon request. Rev consists of new surveillance requirement which 
calls for check of sodium pentaborate enrichment at each plant operating cycle. 
GUCWA.L.T. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 2pp. 40992:280-40992:283. 

“8705200116 Proposed Tech Specs revising Section 4.4.A.2 re standby liquid control 
sys. 

* Georgia Power Co. 87/05/08. 2pp. 40992:282-40992:283. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190264 Forwards response to Generic Ltr 87-05 re assessment of licensee meas- 
ures to mitigate &/or identify potential degradation of Mark I drywells. 

GUCWA.L.T. Georgia Power Co. 87/05/11. Document Control Branch (Document 
Control Desk). 6pp. 40975:097-40975:102. 

8705220133 Submits rev to 860415 Itr re design details of presently installed 
SPDS.Original color monitors, qualified w/IEEE Std 323- 

1974,unsatisfactory.Replacement monitors will not be so qualified but will meet re- 
quirements of NUREG-0737,Suppl 1. 

GUCWA,L.T. Georgia Power Co. 87/05/12. Document Control Branch (Document 
Control Desk). 2pp. 41016:262-41016:263. 

8705260044 Forwards Amends 136 & 75 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends provide closure time requirements for scram discharge vol 
vent & drain valves. 

CROCKER.LP. Project Directorate 11-3. 87/05/13. O’REILLY, J.P. Georgia Power Co. 
3pp. 41030:351-41031:005. 

“8705260058 Amends 136 & 75 to Licenses DPR-57 & NPF-5,respectively, providing 
closure time requirements for scram discharge vol vent & drain valves. 
YOUNGBLOOD.B.J. Project Directorate II-3. 87/05/13. 8pp. 41030:354-41030:361. 

“8705260061 Safety evaluation supporting Amends 136 & 75 to Ucenses DPR-57 & 
NPF-5,respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/13. 5pp. 
41031:001-41031:005. 

8705280464 Forwards revised Tech Specs Page 3.11 -4a re scram time 
measurement, adding formula for calculating statistical scram limit to bases section. 
GUCWA,L.T. Georgia Power Co. 87/05/18. Document Control Branch (Document 
Control Desk). 2pp. 41 1 07:31 8-41 1 07:320. 

“8705280469 Proposed Tech Spec, adding formula for calculating statistical scram 
speed limit to bases section. 

* Georgia Power Co. 87/05/18. Ip. 41107:320-41107:320. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705110151 Advises of listed corrective actions instituted upon determination on 
870415 that IE Bulletin 80-06, “ESF Reset Controls,” requirements may not have 
been met. 

GUCWA,L.T. Georgia Power Co. 87/05/04. Document Control Branch (Document 
Control Desk). 3pp. 40881:358-40881:360. 

8705190336 Submits results of evaluation of util 861231 response to violations noted in 
in^ Repts 50-321/86-30 & 50-366/86-30. Request to downgrade Violation 
A, Example 1 denied. Response to Violation A.Example$ 1.2 & 3 requested within 30 
d^s. 

Grace, J.N. Region 2, Office of Director. 87/05/04. O'REILLY.J.P. Georgia Power Co. 
9pp. 40968:070-40968:078. 

8705150354 Forwards response to 870304 SALP rept & 870406 meeting. Util concerned 
w/Category 3 rating received in functional area of security.Improvements made to im- 
prove nuclear security program in short & long terms. 

0’REILLY,J.P. Georgia Power Co. 87/05/06. Document Control Branch (Document 
Control Desk). 11pp. 40939:241-40939:251. 

8705190292 Responds to notice of violation & proposed imposition of chril penalty re 
partial loss of water from spent fuel poots.Mitigation of civit penalty requested due to 
util prompt & extensive corrective actions. 

GUCWA,L.T. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 12pp. 40975:085-40975:096. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106- 

8705270288 Responds to NRC 870428 itr re violations noted in insp Repts 50-321/86- 
43 & 50-366/66-43.Corrective actions:operations & maint training programs revised to 
include instruction re indications of leaking fire protection deluge valve. 

GUCWA,L.T. Georgia Power Co. 87/05/13. Document Control Branch (Document 
Control Desk). 6pp. 41051:161-41051:166. 

8705260395 Ack receipt of 861117 itr describing steps taken to correct violations noted 
in insp Repts 50-321/86-22 & 50-366/86-22. Util request for withdrawal of Violation A 
denied.Violatlon D withdrawn. 

GRACE.J.N. Region 2, Office of Director. 87/05/14. 0’REILLY,J.P. Georgia Power Co. 
8pp, 41107:105-41107:112. 
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8705280471 Ack receipt of 870410 Itr informing NRC of steps taken to correct violations 
noted In Repts 50-321/86-43 & 50-366/86-43. 

PEEBLES.T.A. Region 2, Office of Director. 87/05/14. O’REILLY.J.P. Georgia Power 
Co. 1 p. 41 1 07:31 7-41 1 07:31 7. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705290169 Forwards Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No vio- 
lations or deviations noted. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 87/05/26. 
O’REILLY, J.P. Georgia Power Co. Ip. 41115:178-41115:192. 

-8705290174 Forwards Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No 
violations or deviations noted. 

YOUNGBLOOD.B.J. Pro ect Directorate 11-3. 87/05/26. O’REILLY.J.P. Georgia Power 
Co. ip. 41115:179-41115:180. 

-8705290177 Forwards Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No 
violations or deviations noted. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/26. 
0'REILLY.J.P. Georgia Power Co. 2pp. 41115:181-41115:182. 

-8705290180 Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No violations or 
deviations noted.Major areas inspected:review of actions taken to implement Generic 
Ltr 84-1 1 re insps of BWR stainless steel piping. 

CORTUND.P., MENNING,J.E. NRC - No Detailed Affiliation Given. BERLINGER,C.H. 
Generic Communications Branch. 87/05/08. 10pp. 41115:183-41115:192. 


R. Periodic operating reports & related correspondence 


8705010131 "Annual Radiological Environ Surveillance Rept for CY86.” W/870421 Itr. 
GUCWA.lt. Georgia Power Co. 86/12/31. 45pp. 40764:290-40764:334. 

8705210138 Monthly operating repts for Apr 1987.W/870513 itr. 

RICHARDSON, J.H.. GUC\A^.L.T. Georgia Power Co. 87/04/30. 13pp. 41001:276- 
41001:288. 


S. Reportable occurrences, LERs & related correspondence 


8705260463 LER 87-004-00:on 87041 5.discover6d design deficiency that could affect 
main control room environ control sys.Caused by failure to reconcile sys design w/ 
single failure criteria. Design mod being developed.W/87051 5 Itr. 

BAKER.R.D., GUCWA.LT. Georgia Power Co. 87/05/15. 9pp. 41043:129-41043:137. 

8705270037 LER 87-007-01 :on 87041 8.isolations on valve Groups 3 & 4 
occurred.Caused by surveillance procedure not containing complete list of links to 
open & jumpers to be installed to prevent actuations.Procedure revised.W/870518 Itr. 
BAKER.R.D., GUCWA,L.T. Georgia Power Co. 87/05/18. 7pp. 41051:250-41051:256. 

8705280376 LER 87-008-00:on 870422,reactor scram & partial primary containment Iso- 
lation sys Group 2 isolation occurred.Caused by procedure inadequacy. Reactor water 
level restored & scram signal reset. Procedures revised.W/870522 ltr. 

BAKER.R.D., GUCWA.LT. Georgia Power Co. 87/05/22. 8pp. 41107:224-41107:231. 


V. Operator Examinations 


8705260469 Confirms 870409 notification of util request to withdraw senior operator li- 
cense applications for DA Dees & JW Godsey due to failure to meet licensee eligibility 
criteria.Applications will be submitted for future exam. 

GUCWA.L.T. Georgia Power Co. 87/05/15. GRACE.J.N. Region 2, Office of Director, 
ip. 41043:126-41043:126. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plana 


8705130022 Apologizes for lack of response to 870206,0303 & 0402 Itrs re legal issues 
on util request for exemption from 10CFR50, App E, Section IV.F.1 .Action deferred on 
util request & no requirement exists to resolve legal issue. 

BUTLER, W.R. Project Directorate I-2. 87/05/07. BROWN, H.H. Kirkpatrick & Lockhart. 
2pp. 40919:237-40919:249. 

8705180135 Final response to FOIA request.App A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK,M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 


-8703020105 Responds to 870116 Itr expressing concerns re 870104 Newsday article 
on plant emergency plan.Qiven unwillingness of state & local govts to participate in 
development of plan, approved util offsite emergency plan only such plan available. 
STELLO.V. Office of the Executive Director for Operations. 87/02/20. 
LOGRANDE,M.A. Suffolk County, NY. 2pp. 40981:197-40981:209. 


8705280239 Forwards Safety Insp Rept 50-322/87-06 on 870216-0331 & notice of vio- 
lation. 

(^LLINS,S.J. Region 1, Office of Director. 87/05/18. LEONARD, J.D. Long Island 
Lighting Co. 2pp. 41094:299-41094:312. 


-8705280264 Insp Rept 50-322/87-05 on 87021 6-0331, Violation noted: Inadequate 
mod procedure for work performed on Bus 103 discovered as cause of 870318 loss 
of offsite power event. Weakness in valve locking device program also noted. 
WIGGINS, J.T. Region 1, Office of Director. 87/05/15. 8pp. 41094:305-41094:312. 


G. Adjudicatory correspondence 

8705010024 Suffolk County, State of NY & town of Southampton response in exposition 
to LILCO motion for expedited Commission consideration.* Requests LILCO motion 
for authorization to operate plant at 25% power be rejected. 

BROWN.H.H. Suffolk County, NY. PALOMINO,F.G. New York, State of. LATHAM, S.B. 
Southampton, NY. #287 3288. 87/04/27. Commissioners. 34pp. 40742:326- 
40743:056. 

-8705010030 Affidavit of WE Davis, Executive Deputy Commissioner,New York State 
Energy Ofc.* Responds to util request for authorization to increase power 25% & 
motion for expedited Commission consideration. 

DAVIS, W.E. New York, State of. 87/04/24. 9pp. 40743:001-40743:009. 

-8705010033 Affidavit of GC Minor & SC Sholly.* Presents preliminary assessment of 
technical work & time required to permit Suffolk County to respond meaningfully to 
LILCO request to authorize operation at 25% power.Certificate of Svc end. 
MINOR,G.C.. SHOLLY,S.C. MHB Technical Associates. 87/04/24. 47pp. 40743:010- 
40743:056. 

8705010028 LILCO response to State of NY motion for leave to file rebuttal testimony.* 
LILCO believes that 870504 cut-off of right to file rebuttal would be unjustified.W/Cer- 
tificate of Svc. 

MILLER,S.W. Long Island Lighting Co. MILLER,S.W. Hunton & Williams. #287 3279. 
87/04/27. Atomic Safety and Licensing Board Panel. 6pp. 40742:204-40742:209, 

8705010036 LILCO response to Suffolk County motion for leave to file rebuttal testimo- 
ny.* LILCO argues that filing cut-off of 870504 would prejudice LILCO unfairly.W/Cer- 
tificate of Svc. 

MILLER.S.W. Long Island Lighting Co. MILLER.S.W. Hunton & Williams. #287 3280. 
87/04/27. Atomic Safety and Licensing Board Panel. 5pp. 40742:199-40742:203. 

8705060006 Notice of appearance.* GR Kors will appear in proceeding. Certificate of 
Svc end 

KORS,G.'r. Suffolk County, NY. KORS.G.R. Kirkpatrick & Lockhart. #287 3328. 87/ 
04/27. 4pp. 40807:011-40807:014. 

8705060027 Suffolk County & State of NY motion for leave to file reply.* Review of 
LILCO answer reveals that LILCO advanced certain arguments which govts could not 
anticipate in motion. 

MCMURRAY,C.M. Suffolk County, NY. MCMURRAY,C.M. Kirkpatrick & Lockhart. 
ZAHNLEUTER,R.J. New York, State of. #287 3329. 87/04/27. Atomic Safety and Li- 
censing Board Panel. 3pp. 40806:337-40806:352. 

-8705060049 Suffolk County & State of NY reply to LILCO answer opposing motion to 
compel.* LILCO alleged fears of harassment. Intimidation or pressure can be readily 
allayed by appropriate protective order.Certificate of Svc end. 

MCMURRAY,C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
ZAHNLEUTER,R.J. New York, State of. 87/04/27. Atomic Safety and Licensing Board 
Panel. 13pp. 40806:340-40806:352. 

8705060014 NRC Staff response to LILCO motion to strike testimony of FEMA wit- 
nesses.* NRC agrees w/LlLCO that named portions of FEMA testimony beyond 
scope of proceeding & supports 870418 motion to strike.Certificate of Svc end. 
BACHMANN,R.G, Assistant General Counsel for Hearings. #287 3316. 87/04/28. 
Atomic Safety and Licensing Board Panel. 3pp. 40806:356-40806:358. 

8705060018 NRC staff response to intervenors motion to strike portions of LILCO testi- 
mony.* Portion of testimony which refers to precursor document to NUREG-0654 
irrelevant,immaterial & prejudicial to Intervenors.Certificate of Svc end. 
BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3317. 87/04/29. 
Atomic Safety and Licensing Board Panel. 5pp. 40809:255-40809:259. 

8705060022 Suffolk County, State of NY & town of Southampton withdrawal of state en- 
viron law & groundwater issues.* Issues raised in 870417 motion for summary dismis- 
sal withdrawn,rendering LILCO motion mootCertificate of Svc end. 

MCMURRAY,C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
ZAHNLEUTER.R.J. New York. State of. #287 3349. 87/04/29. Atomic Safety and Li- 
censing Board Panel. 5pp. 40809:201-40809:205. 

8705060029 NRC response to LILCO motion for expedited Commission consideration of 
request to authorize operation of Shoreham at 25% of full power.* LILCO motion to 
expedite should be granted.CertIficate of Svc end. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #287 3338. 87/04/29. Com- 
missioners. 8pp. 40809:209-40809:216. 

8705060030 NRC Staff response to State of NY motion for leave to file rebuttal testimo- 
ny.* State of NY has not provided sufficient info in motion re LILCO alleged manipula- 
tion of data to satisfy good cause std.Certificate of Svc end. 

BACHMANN,R.G. Assistant General Counsel for Hearings. #287 3318. 87/04/29. 
Atomic Safety and Licensing Board Panel, 3pp. 40809:217-40809:219. 

8705120070 LILCO testimony on Contention EX 50:Errata.* Errata will be formally 
adopted by witnesses & noted in testimony filed w/ court reporter.Related corre- 
spondence. 

MONAGHAN,J.A. Long Island Lighting Co. MONAGHAN.J.A. Hunton & Williams. #287 
3389. 87/04/29. FRYE,J.H., PARIS,O.H., SHON.F.J. Atomic Safety and Licensing 
Board Panel. 4pp. 40874:162-40874:165. 

8705060016 Memorandum & order (dismissing of LILCO motion of 870417 for summary 
disposition & of 870403 to compel production of document, as moot).* Served on 
870504. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3310. 87/04/30. 
Long Island Lighting Co. 3pp. 40806:353-40806:355. 

6705060072 Response of State of NY to LILCO motion to strike testimony of Papile et 
al.* Proffered testimony of State of NY REPG witnesses is admissible & LILCO motion 
to strike should be denied. 

ZAHNLEUTER,R.J, New York. State of. #287 3348. 87/04/30. Atomic Safety and Li- 
censing Board Panel. 12pp. 40806:228-40806:262. 

-8705060079 State of NY response to LILCO motion to strike testimony of DT Hartgen 
& RC Millspaugh.* Motion to strike should be denied In entirety.Certificate of Svc end. 
ZAHNLEUtER,R.J. New York, State of. 87/04/30. Atomic Safety and Licensing Board 
Panel. 23pp. 40806:240-40806:262. 
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8705060034 Response of Suffolk County to LILCO motion to strike testimony of S 
Cole.et a!/ Denial of LILCO motion to strike requested. 

MCMURRAY.C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart 
#287 3347. 87/04/30. Atomic Safety and Licensing Board Panel. 23pp. 40808:215- 
40808:261. 

-8705060091 Response of Suffolk County to LILCO motion to strike testimony of 
Radford, et al.* Testimony is admissible & LILCO motion to strike should be denied. 
MCMURRAY.C.M. Suffolk County. NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 87/ 
04/30. Atomic Safety and Licensing Board Panel. 9pp. 40808:238-40808:246. 

-8705060098 Response of Suffolk County to LILCO motion to strike direct testimony of 
Johnson & Saegert.* Proffered testimony of Suffolk County is admissible & LILCO 
motion should be denied.W/Certificate of Svc. 

MCMURRAY.C.M. Suffolk County. NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 87/ 
04/30. Atomic Safety and Licensing Board Panel. 15pp. 40808:247-40808:261. 

8705060090 Fonwards replacement Page 5 to NRC Staff response to LILCO motion for 
expedited Commission consideration of request to authorize operation of plant at 25% 
of full power.Ref to see attached affidavit of R Lo should have been deleted. 

REIS.E.J. Assistant General Counsel for Hearings. #287 3313. 87/05/01. CH1LK.S.J. 
Office of the Secretary of the Commission. 2pp. 40806:299-40806:300. 

8705060025 Requests that listed end Itrs be served on parties to proceeding.Served on 
870504. 

KERR.K. Atomic Safety and Licensing Board Panel. #287 3297. 87/05/04. Docketing 
& Services Branch. Ip. 40809:056-40809:059. 

-8705060043 Opposes imposition of federal authority over local & state authority w/ 
regard to evacuating residents in event of emergency. 

* Affiliation Not Assigned. 87/03/27. Atomic Safety and Licensing Board Panel. Ip. 
40809:057«40809:057. 

-8705060056 Notifies that Wantagh Union Free School District has not granted permis- 
sion to Nassau County, NY, Chapter of American Red Cross to use facilities in event of 
disaster nor as part of evacuation plan prepared by LILCO re facility. 

BESCULIDES,G., DANNIGELIS.R. Wantagh Union Free School District, Wantagh, NY. 
87/04/01. Atomic Safety and Licensing Board Panel. Ip. 40809:058-40809:058. 

-8705060066 Requests that public be provided w/opportunity to make limited appear- 
ance statements re issues in upcoming reception ctr hearing. Proposed reception ctrs 
entirely inappropriate for planned plant uses. 

BARBASH.M. Citizens to Replace LILCO. 87/04/09. MARGULIES.M.B., KLINE,J., 
SHON.F. Atomic Safety and Licensing Board Panel. Ip. 40809:059-40809:059. 

8705120022 NRC Staff response to LILCO motion to strike testimony of EP Radford, et 
al.* Staff agrees that portions of EP Radford testimony filed by Suffolk County on 
870413 should be stricken on grounds outside scope of instant proceeding. 
BACHMANN,R.G. Assistant General Counsel for Hearings. #287 3384. 87/05/04. 
Atomic Safety and Licensing Board Panel. 2pp. 40874:145-40874:161. 

-8705120028 NRC Staff response to LILCO motion to strike testimony of Hartgen & 
Millspaugh.* Supports LILCO motion & submits that ASLB should strike specified por- 
tions of Hartgen testimony. 

BACHMANN,R.G. Assistant General Counsel for Hearings. 87/05/04. Atomic Safety 
and Licensing Board Panel. 2pp. 40874:147-40874:148. 

-8705120033 NRC Staff response to LILCO motion to strike testimony of Papile,et al.* 
Staff agrees w/ LILCO that testimony inadmissible & motion to strike designated por- 
tions of Papile testimony should be granted. 

BACHMANN,R.G. Assistant General Counsel for Hearings. 87/05/04. Atomic Safety 
and Licensing Board Panel. 2pp. 40874:149-40874:150. 

-8705120040 NRC Staff response to LILCO motion to strike testimony of S Cole,et al.* 
Staff does not agree that all testimony that LILCO seeks to strike is irrelevant & Inad- 
missible, especially in tight of ASLB rulings in OL-5 proceeding. 

BACHMANN.R. Assistant General Counsel for Hearings. 87/05/04. Atomic Safety and 
Licensing Board Panel. 6pp. 40874:151-40874:156. 

-8705120044 NRC Staff response to LILCO motion to strike testimony of Johnson & 
Saegert.* Staff supports LILCO motion to strike designated poilions of Johnson & 
Saegert testimony. Certificate of Svc end. 

BACHMANN,R.G. Assistant General Counsel for Hearings. 87/05/04. Atomic Safety 
and Ucensing Board Panel. 5pp. 40874:157-40874:161. 

8705120076 LILCO notice of intent to file rebuttal testimony.* Rebuttal testimony vtrill 
focus on traffic analyses.Certificate of Svc encI.Reiated correspondence. 

MILLER.S. Long Island Lighting Co. MILLER,S. Hunton & Williams. #287 3380. 87/ 
05/04. Atomic safety and Licensing Board Panel, 4pp. 40874:168-40874:171. 

8705120098 Contention Ex 40 -- calculation of change In total population dose as result 
of mobilization delays.* Description & results of util calculations & CA Daverio & EB 
Liebermen affidavits encl.Certificate of Svc end. 

ZEUGIN.LB. Long Island Ughting Co. ZEUGIN.LB. Hunton & Williams. #287 3366. 
87/05/04. Atomic Safety ana Licensing Board Panel. 17pp. 40873:085-40873:101. 

8705120054 Motion of Suffolk County, State of NY & town of Southampton for immedi- 
ate order directing NRC Staff to cease unauthorized review of LILCO request for 25% 

OI * aT .Q\/a 

BRbwN,H.H. Suffolk County, NY. BROWN.H.H. Kirkpatrick & Lockhart. 
PALOMINO.F.G. New York, State of. #287 3387. 87/05/05. Commissioners. 11pp. 
40873:287-40873:297. 

8705120082 Supports M Barbash 870409 request that ASLB schedule limited appear- 
ance statements re issues raised in upcoming hearing on LILCO reception ctrs.Some 
statements should be scheduled in Nassau County. 

MCMURRAY,C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
#287 3394. 87/05/05. MARGULIES.M.B.. KLINE, J.R., SHON,F.J. Atomic Safety and 
Ucensing Board Panel. Ip. 40874:266-40874:266. 

8705130062 Forwards C Roda Itr re operafion of Shoreham Nuclear Power Station, per 
request to become part of record. 

REIS,E.J. Assistant General Counsel for Hearings. #287 3413. 87/05/05. 
MARGULIES.M.B., FRYE,J.H., PARIS, O.H. Atomic Safety and Licensing Board Panel. 
1p. 40893:098-40893:099. 


—8705130072 Comments opposing Shoreham Nuclear Plant because nuclear energy 
uneconomic.plant economic disaster due to excessive bldg costs & nuclear waste 
would be transported through New York City area. 

RODA,C. Affiliation Not Assigned. 87/04/13. NRC - No Detailed Affiliation Given. Ip. 
40893:099-40893:099. 


8705130086 Informs that 870413 Itr re facility forwarded to author.Ltr will be provided to 
appropriate ASLB & parties in facility & will become part of record, per request. 
REIS,E.J. Assistant General Counsel for Hearings. #287 3412. 87/05/05. RODA,C. 
Affiliation Not Assigned. Ip. 40892:151-40892:151. 

8705120093 Suffolk County.State of NY & town of Southampton submission of addi affi- 
davit in opposition to LILCO motion for expedited consideration of 25% power re- 
quest.* 

LANPHER.LC. Suffolk County, NY. LANPHER,LC. Kirkpatrick & Lockhart. 
PALOMINO.F.G. New York. State of. #287 3373. 87/05/06. 3pp. 40874:344- 
40875:035. 


—8705120116 Affidavit of SS Bernow responding to certain statements made by util re 
two documents filed w/NRC concerning request for authorization to increase power to 
25% & motion for expedited consideration.certificate of Svc end. 

BERNOW.S.S. Energy Systems Research Group, Inc. 87/05/05. 49pp. 40874:347- 
40875:035. 


8705120041 Memorandum & order (ruling on LILCO motion to strike portions of FEMA 
testimony).* Motion granted.per staff 870428 concurrence & absence of intervenor 
response.Served on 870508. 

MARGULIES,M.B. Atomic Safety and Licensing Board Panel. #287 3360. 87/05/07. 
Long Island Lighting Co. 2pp. 40874:255-40874:256. 

8705120048 Forwards Suffolk County,State of NY & town of Southampton 870505 
motion requesting Commission to direct staff to cease all aspects of review of util re- 
quest to operate facility at 25% of rated power. 

BROWN.H.H. Suffolk County, NY. BROWN,H.H. New York, State of. BROWN.H.H. 
Southampton. NY. #287 3369. 87/05/07. STELLO.V. Office of the Executive Director 
for Operations. 2pp. 40874:232-40874:244. 

-8705120058 Motion of Suffolk County.State of NY & town of Southampton for immedi- 
ate order directing Staff to cease unauthorized review of LILCO “Request” for 25% 
OL.* Certificate of Svc end. 

LATHAM.S.B. Southampton, NY. BROWN.H.H. Suffolk County, NY. PALOMINO.F.G. 
New York, State of. 87/05/05. Commissioners. 1 1 pp. 40874:234-40874:244. 

8705130054 Forwards motion to limit cross-examination of State of NY & Suffolk 
County.inadvertently omitted on 870505.W/o motion. Certificate of Svc end. 
CHRISTMAN, J.N. Hunton & Williams. #287 3402. 87/05/07. FRYE.J.H. Atomic Safety 
and Licensing Board Panel. 2pp. 40893:105-40893:106. 

8705130069 Memorandum & order (ruling on govt motion to strike portions of LILCO' 
testimony on suitability of reception ctrs).* Interveners motion to strike portions of DE 
Donaldson & CA Daverio testimony denied.Served on 87051 1 . 

MARGULIES,M.B. Atomic Safety and Licensing Board Panel. #287 3422. 87/05/07. 
Suffolk County, NY. 9pp. 40893:058-40893:066. 

8705130078 Requests addI info re portion of direct testimony of DT Hartgen & RC Mill- 
spaugh in OL-3 proceeding.Info requested includes similar info on CARS re traffic as- 
signment model. Related correspondence. 

BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3414. 87/05/07. 
ZAHNLEUTER,R.J. New York, State of. Ip. 40893:093-40893:093. 

8705130084 Responds to 870429 Itr re opportunity for holding limited appearance ses- 
sions in conjunction w/hearing on adequacy of reception ctrs.Board does not see that 
further sessions warranted or will be productive.Served on 870511, 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3420. 87/05/07. 
BARBASH.M. Citizens to Replace LILCO. 1p. 40892:285-40892:285. 

8705130117 Motion for acceptance of protective order or in alternative for stay of re- 
quirements of 870430 order & for expedited referral of certification.* Proposed protec- 
tive order encl. 

MILLER, S.W. Long Island Lighting Co. MILLER.S.W. Hunton & Williams. #287 3421. 
87/05/07. Atomic Safety and Licensing Board Panel. 14pp. 40892:266-40892:284. 

-8705130125 Affidavit of RJ Watts in support of LILCO motion for protective order.* 
Releasing names of sources of LILCO testimony would subj individuals to harassment 
& intimidation.Certificate of Svc encl, 

WATTS,R.J. Long Island Lighting Co. 87/05/06. 5pp. 40892:280-40892:284, 

8705270076 Fonivards list of county & util personnel contacted by LILCO re monitoring 
capabilities at other reception ctrs In State of NY as reflected In Question 16 of LILCO 
870330 prefiled testimony.W/o encl. 

LEUGERS,M.J. Long Island Lighting Co. LEUGERS,M.J. Hunton & Williams. #287 
3497. 87/05/07. MARGULIES.M.B. Atomic Safety and Licensing Board Panel. 1p. 
41042:177-41042:177. 


8705130071 Notice of appearance.* Informs that AF Johnson will enter appearance in 
proceeding.Certificate of Svc encl. 

JOHNSON.A.F. New York, State of. #287 3400. 87/05/08. Atomic Safety and Licens- 
ing Board Panel. 4pp. 40893:094-40893:097. 

8705130076 LILCO motion to strike portions of Suffolk County testimony on Contentions 
Ex 15 & 16 - scope of exercise.* Several witnesses incompetent & portions of testi- 
mony go beyond scope of contentions.W/Certificate of Svc & depositions. 
ZEUGlN,LB. Long Island Lighting Co. ZEUGIN,LB. Hunton & Williams. #287 3423. 
87/05/08. Atomic Safety and Licensing Board Panel. 98pp. 40892:318-40893:057. 

8705130085 Suffolk County.State of NY & town of Southampton motion to strike por- 
tions of LILCO testimony on Contentions Ex 15 & 16.* Testimony re documents 
speculative, unreliable & should not be admitted into evidence.W/Certificate of Svc. 
LANPHER.LC. Suffolk County, NY. LANPHER.L.C. Kirkpatrick & Lockhart. 
PALOMINO,F.G. New York, State of. #287 3406. 87/05/08. Atomic Safety and Li- 
censing Board Panel. 30pp. 40892:163-40892:192. 
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8705130091 Suffolk County, State of NY & town of Southampton motion to strike por- 
tions of FEMA testimony.* Govts move to strike listed portions of 870320 FEMA pre- 
filed testimony as unrelated & irrelevant.W/Certificate of Svc. 

LETSCHE.K.J. Suffolk County, NY. LETSCHE,K.J. Kirkpatrick & Lockhart. 
PALOMINO,F.G. New York, State of. #287 3405. 87/05/08. Atomic Safety and Li- 
censing Board Panel. 12pp. 40892:193-40892:204. 


8705200008 NRC response to motion of Suffolk County, State of NY & town of South- 
ampton for immediate order directed NRC Staff to cease unauthorized review of 
LILCO "request" for 25% OL.* Certificate of Svc end. 

REIS,E.J. Deputy General Counsel. #287 3476. 87/05/15. Commissioners. 13pp. 
40974:228-40974:240. 


8705180081 Response of Suffolk County, State of NY & town of Southampton to LILCO 
request to file reply brief.* ASLB has no authority to grant LILCO relief requests w/o 
LILCO showing compelling need.Certificate of Svc encl. 

MCMURRAY,C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
ZAHNLEUTER.R.J. New York, State of. #287 3430. 87/05/11. Atomic Safety and Li- 
censing Board Panel. 7pp. 40936:141-40936:147. 

8705180143 Responds to 870505 Itr supporting request of Citizens to Replace LILCO to 
schedule limited appearance sessions w/ hearing on adequacy of reception 
ctrs.Board will not hold sub] sessions.Served on 870512. 

MARGULIES,M.B. Atomic Safety and Licensing Board Panel. #287 3445. 87/05/11. 
MCMURRAY,C.M. Citizens to Replace LILCO. MCMURRAY,C.M. Kirkpatrick & Lock- 
hart. Ip. 40936:158-40936:158. 

8705200034 NRC Staff response to LILCO motion to limit cross-exam.* ASLB should 
grant util 870505 motion by limiting cross-exam by Suffolk County & State of NY & 
consolidating parties for exam on Contentions EX 15 & 1 6.W/Certificate of Svc. 
BACHMANN,R.G. Assistant General Counsel for Hearings. #287 3477. 87/05/11. 
Atomic Safety and Licensing Board Panel. 7pp. 40974:081-40974:087. 

8705200060 Ack receipt of util motion for acceptance of protective order or in alterna- 
tive for stay of requirements of 870430 order & for 870507 expedited referral or 
certification. NRC takes no position & will not be filing response. 

BACHMANN,R.G. Assistant General Counsel for Hearings. #287 3473. 87/05/11. 
MARGULIES,M.B., SHON.F.J., KLINE,J.R. Atomic Safety and Licensing Board Panel. 
Ip. 40974:241-40974:241. 

8705180067 FEMA guidance of potential applicability to Shoreham plan & exercise pro- 
ceedings.* Serves Attachment 1 to 830803 memo re procedural policy on radiological 
plan reviews,inadvertently omitted from 861218 submittal.Certificate of Svc encl. 
CUMMING,W.R. Federal Emergency Management Agency. #287 3432. 87/05/12. 
Office of the General Counsel. 1 3pp. 40936:075-40936:087. 

8705180242 LILCO reply to intervenor opposition to expedited consideration of LILCO 
25% power request* No basis exists for delaying review & disposition of util request 
to give intervenor extension of time. 

* Long Island Lighting Co. #287 3448. 87/05/12. Commissioners. 31pp. 40938:031- 
40938:099. 

-8705180250 Affidavit of AM Madsen in support of request for authorization to increase 
power to 25%. Supporting info encl. W/Certificate of Svc. 

MADSEN,A.M, Long Island Lighting Co. 87/05/11. 38pp. 40938:062-40938:099. 

8705200052 Opposes Suffolk County counsel 870507 Itr supporting M Barbash 870409 
request for limited appearance on three util reception ctrs.Limited nature of hearing 
does not call for limited appearances. 

CHRISTMAN,J.N. Long Island Lighting Co. CHRISTMAN,J.N. Hunton & Williams. 
#287 3471. 87/05/13. MARGULIES.m!b.. KLINE.J.R., SHON.F.J. Atomic Safety and 
Licensing Board Panel. 2pp. 40974:075-40974:076. 

8705200071 Suffolk County & State of NY response to LILCO motion for acceptance of 
protective order.* LILCO 870507 motion & proposed protective order should be 
denied.LILCO should be ordered to reveal source identities.W/Certificate of Svc. 
CASE,D.T. Suffolk County, NY. CASE,D.T. Kirkpatrick & Lockhart. ZAHNLEUTER.R.J. 
New York, State of. #287 3465. 87/05/13. Atomic Safety and Licensing Board Panel. 
14pp. 40974:061-40974:074. 

8705180083 Submits suppi to 870427 response in opposition to LILCO motion for expe- 
dited Commission consideration, w/enci answer of Suffolk County.State of NY & town 
of Southhampton to LILCO second renewed motion for summary disposition. 
LETSCHE,K.J. Suffolk County. NY. LETSCHE.K.J. New York. State of. LETSCHE.K.J. 
Southampton. NY. #287 3427. 87/05/14. ZECH.LW,, ASSELSTINE,J.K., 

BERNTHAL,F.M. Commissioners. Ip. 40937:020-40937:020. 


8705200017 Order.* Order extending time until 870526 for Commission to determine 
whether to review ALAB-855.Served on 870515. 

CHILK,S.J, Office of the Secretary of the Commission. #287 3469. 87/05/15. Ip. 
40974:212-40974:212. 

8705200019 Statement memorializing telephone hearing on 870515.* ASLB advised 
parties that LILCO actions did not conform to ASLB 870430 memorandum & 
order.LILCO given until 870519 to file proposed change of testimony.Served on 
870519. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3450. 87/05/15. 
2pp. 40974:103-40974:104. 

8705200021 Forwards schedule for review of LILCO request for authorization to operate 
facility at 25% of full power. 

REIS,E.J. Deputy General Counsel. #287 3472. 87/05/15. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 40974:101-40974:102. 

8705270185 State of NY response in opposition to LILCO motion to limit cross-examina- 
tion.* Basis for util 870505 motion irrelevantCertificate of Svc encl, 

ZAHNLEUTER,R.J. New York, State of. #287 3525. 87/05/15. Atomic Safety and Li- 
censing Board Panel. 11pp. 41041:349-41041:359. 

8705270031 Submits status rept on progress of OL-5 proceeding & LILCO witnesses 
availability for hearings on three reception ctrs, per Board 870423 memorandum & 
order.LILCO requests that Board adopt firm starting date & schedule as proposed. 
CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#287 3495. 87/05/16. MARGULIES,M3., KLINE,J.R., SHON,F.J. Atomic Safety and 
Licensing Board Panel. 5pp. 41042:081-41042:085. 

8705270058 Motion for leave to substitute KLD TR-201A for KLD TR-201 as attach- 
ments to LILCO written testimony of 870330.* KLD TR-201 is capacity analysis of ap- 
proach routes to three LILCO reception ctrs.Certificate of Svc encl. 

MILLER,S.W. Long Island Lighting Co. MILLER,S.W. Hunton & Williams. #287 3486. 
87/05/16. Atomic Safety and Licensing Board Panel. 55pp. 41041:249-41041:303. 

8705270063 Response of Suffolk County to LILCO motion to limit cross-examination.* 
Util motion should be denied as groundless effort to alter NRC practice & customary 
practices in matter.Certificate of Svc encl. 

CASE,D.T. Suffolk County, NY. CASE,D.T. Kirkpatrick & Lockhart. #287 3516. 87/05/ 
18. Atomic Safety and Licensing Board Panel, 13pp. 41042:062-41042:074. 

8705270069 Motion to modify testimony.* Requests that ASLB permit LILCO to file 
stated modified testimony on monitoring capaoilities of other relocation ctrs.Certificate 
of Svc encl. 

CHRISTMAN,J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#287 3520. 87/05/18. Atomic Safety and Licensing Board Panel. 6pp. 41042:050- 
41042:055. 

8705270154 Rept to ASLB on status of FEMA witnesses in OL-3 & OL-5 proceedings.* 
Informs that FEMA witnesses scheduled to testify from 870608-19 for OL-5 
proceeding.T Baldwin to be out of US during wk of 870622-26.Certificate of Svc encl. 
CUMMING.W.R. Federal Emergency Management Agency. #287 3526. 87/05/18. 
4pp. 41042:005-41042:008. 

8705270081 Suffolk County.State of NY & town of Southampton motion to strike por- 
tions of LILCO testimony on Contention EX 21.* Requests portions of util 870406 tes- 
timony re Contention EX 21 be striken as not relevant. Certificate of Svc encl. 
LETSCHE,K.J. Suffolk County. NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 
PALOMINO, F.G. New York. State of. #287 3517. 87/05/19. Atomic Safety and Li- 
censing Board Panel. 17pp. 41042:159-41042:175. 
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8705180131 Answer of Suffolk County.State of NY & town of Southampton to LILCO 
second renewed motion for summary disposition of legal authorify issues (Contentions 
EP 1-10).* Statement of matl facts encl. 

LETSCHE.K.J. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 
ZAHNLEUTER.R.J. New York, State of. #287 3447. 87/05/14. Atomic Safety and Li- 
censing Board Panel. 96pp. 40937:223-40938:030. 

-8705180159 Affidavit of MM Cuomo.Governor of State of NY.* Forwards MM Cumo 
860630 statement correcting misstatements & mischaracterizations by util re Imple- 
mentation of radiological emergency response plan. 

CUOMO.M.M. New York, State of. 87/05/06. 6pp. 40937:319-40937:324. 

“8705180176 Affidavit of MA Logrande.* Fonwards MA Logrande 870116 & 0310 Itrs 
informing NRC of position of Suffolk County re util emergency evacuation 
plan.Supporting info also encl. 

LOGRANDE.M.A. Suffolk County. NY. 87/05/08. 27pp. 40937:325-40937:351. 

-8705180189 Affidavit of KJ Letsche.* Forwards list of testimony by Suffolk County offi- 
cials re inadequacies In util emergency evacuation plan.W/Certificate of Svc. 
LETSCHE,K.J. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 87/05/11. 
39pp. 40937:352-40938:030. 

8705200009 Submits status rept on progress of OL-5 proceeding & NRC readiness to 
participate in OL-3 proceeding, per ASLP 870423 memorandum & order.OL-5 proceed- 
ing will be completed on or before 870618 & NRC will be prepared to participate in 

BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3474. 87/05/14. 
MARGULIES.M.B,, KLINE.J.R., SHON.F.J. Atomic Safety and Licensing Board Panel. 
Ip. 40974:227-40974:227. 

8705200031 Memorandum & order (setting schedule for filing rebuttal testimony).* Mo- 
tions for leave to file rebuttal testimony due on 870527.Motions to strike rebuttal testi- 
mony due on 87061 2.Served on 870515. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3470, 87/05/14. 
Suffolk County, NY. 4pp. 40974:088-40974:091. 


8705180261 Comments opposing proposed rule which permits licensing of nuclear 
power plants w/o state & local participation in evacuation plan.NRC has no right to 
put 2 million people at risk so that util can salvage bad investment. 

BOYD.D.M. Affiliation Not Assigned. #287 2663. 87/02/23. Commissioners. 2pp. 
40960:043-40960:044. 

8705290189 Advises that J & E Hardiman Itr re proposed rulemaking “Licensing of Nu- 
clear Power Plants Where State &/or Local Govts Decline to Cooperate in Offsite 
Emergency Planning," docketed as Comment 447 & ack of Itr receipt sent. 

STELLO.V. Office of the Executive Director for Operations. 87/05/21. PELLC, 
Senate. 7pp. 41115:117-41115:124. 

-8705290190 Comments on proposed rule 10CFR50 re mod of safety rules to enable 
facilities to startup operation.Opposses rule due to result of NRC abdicating responsi- 
bilify as protector of safety of populations exposed to radiation during accidents. 
HARDIMAN. J.. HARDIMAN, E. Affiliation Not Assigned. 87/03/13. 2ECH.L. Commis- 
sioners. Ip. 41115:124-41115:124. 


J. Insurance & indemnity information 

8705180238 Forwards indemnity fee for 870519-880518 for License NPF-36. Rev of 
mailing list to reflect JD Leonard as addressee in lieu of MS Pollock requested. 
LEONARD,J.D. Long Island Lighting Co. 87/05/07. NRC - No Detailed Affiliation 
Given. 1 p. 40958:135-40958:1 35. 


P. Operating iicense stage documents & correspondence 

8705060095 Discusses util request for authorization to operate facility at 25% 
power.Evaluation of util bases for authorization, Including immediate need mr power & 
reduction of dependence on foreign oil, requested by 870522. 

VARGA.S.A. Project Directorate 1-2. 87/04/30. ROSSIN.A.D. Energy, Dept of. Id 
40837:019-40837:019. yy. h u ip. 
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8705130179 Forwards Amend 5 to License NPF-36 & safety evaluation. Amend revises 
Tech Specs to change reactor water level setpoints for closure of main steam isola- 
tion & line drain valves from Level 2 to lower level of Level 1 . 

BUTLER, W.R. Project Directorate 1-2. 87/05/04. LEONARD, J.D. Long Island Lighting 
Co. 4pp. 4091 1 :1 35-4091 1 :1 55. 

-8705130218 Amend 5 to License NPF-36, revising Tech Specs to change reactor 
vessel water level setpoint for closure of main steam isolation & line drain valves from 
Level 2 to lower level of Level 1 . 

BUTLER.W.R. Project Directorate 1-2. 87/05/04. 14pp. 40911:139-40911:152. 

-8705130227 Safety evaluation supporting Amend 5 to License NPF-36. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 3pp. 
40911:153-40911:155. 

8705070179 Notification of 870512 & 13 meetings w/util at facility site to discuss licens- 
ee request to operate plant at 25% power. 

LO,R. Project Directorate I-2. 87/05/05. BUTLER.W.R. Project Directorate I-2. 5pp. 
40854:034-40854:038. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220121 SuppI 6 to “Shoreham Nuclear Power Station Startup Rept for Feb-May 
1987." W/870515 ltr. 

STEIGER, W.E., LEONARD. J.D. Long Island Lighting Co. 87/05/14. 13pp. 41020:224- 
41020:236. 

8705280409 Forwards Amend 6 to License NPF-36 & safety evaluation. Amend revises 
standby liquid control sys (SLCS) to reflect util plan to enrich boron in SLCS to 85 
atom percent B-10 per 10CFR50.62(c)(4). 

BUTLER.W.R. Project Directorate 1-2. 87/05/18. LEONARD, J.D. Long Island Lighting 
Co. 4pp. 41 1 1 4:001-41 1 1 4:020. 

-8705280425 Amend 6 to License NPF-36, revising Tech Specs to reflect util plan to 
enrich boron in standby liquid control sys to 85 atom percent B-10 per 
10CFR50.62(c)(4). 

BUTLER.W.R. Project Directorate 1-2. 87/05/18. 11pp. 41114:005-41114:015. 

-8705280427 Safety evaluation supporting Amend 6 to License NPF-36. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/18. 5pp. 
41114:016-41114:020. 

8705290030 Forwards listed marked-up data records containing comments on draft 
NUREG-1275, "Operating Plants Feedback Rept - New Plants," per 870428 telcon. 
LEONARD, J.D. Long Island Lighting Co. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41114:124-41114:129. 

8705290245 Forwards "Checklist for Plant-Specific Review of Alternate Rod Injection 
Sys (ARI)," to document plant compliance w/ 10CFR50.62(c)(3).To eliminate potential 
delay in ARI operation, power for trip logic changed. 

LEONARD, J.D. Long Island Lighting Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41 1 14:340-41 1 14:345. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110104 Forwards Insp Rept 50-322/87-06 on 870330-0403.No violations noted. 
MARTIN, T.T. Region 1. Office of Director. 87/05/05. LEONARD. J.D. Long Island 
Lighting Co. 4pp. 40882:347-40882:368. 

-8705110111 Insp Rept 50-322/87-06 on 870330-0403.No violations noted. Major 
areas inspected:ALARA,worker training, exposure recordkeeping, area posting.matl 
labeling, maint of survey meters & status of previously identified items, 

DRAGOUN.T., LOESCH.R., SHANBAKY.M. Region 1, Office of Director. 87/04/30. 
8pp. 40882:351-40882:358. 

8705110238 Forwards Mgt Meeting Insp Rept 60-322/87-09 on 870404 re 870318 loss 
of offsite power event. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/06. LEONARD.J.D. Long Island 
Ughting Co. 5pp. 40881:007-40881:026. 

-8705110251 Mgt Meeting Insp Rept 50-322/87-09 on 870404 to discuss 870318 loss 
of offsite power event 

PAULITZ.F., ANDERSON, C.J. Region 1, Office of Director. 87/05/05. 15pp. 
40881:012-40881:026. 

8705180303 Forwards Exam Rept 50-322/86'22OL of exam administered during wk of 
861215-19. 

COLLINS.SJ. Region 1, Office of Director. 87/05/08. LEONARD.J.D. Long Island 
Ughting Co. 5pp. 40955:308-40956:045. 

-8705180325 Exam Rept 50-322/86-22OL on 861215-19.Exam results:all candidates 
passed written & oral exams. 

CRESCENZO.F.. LANGE, D.. KELLER.R. Region 1, Office of Director. 87/05/07. 93pp. 
40955:313-40956:045. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280239 Forwards Safety Insp Rept 50-322/87-05 on 870216-0331 &. notice of vio- 
lation. 

COLLINS, S.J. Region 1, Office of Director. 87/05/18. LEONARD.J.D. Long Island 
Ughting Co. 2pp. 41094:299-41094:312. 

-8705280254 Notice of violation from insp on 87021 6-0331. Response stating corrective 
actions & date when full compliance achieved requested within 30 days. 

* NRC - No Detailed Affiliation Given. 87/05/18. 4pp. 41094:301-41094:304. 


-8705280264 Insp Rept 50-322/87-05 on 87021 6-0331. Violation noted: Inadequate 
mod procedure for work performed on Bus 103 discovered as cause of 870318 loss 
of offsite power event. Weakness in valve locking device program also noted. 
WIGGINS, J.T. Region 1, Office of Director. 87/05/15. 8pp. 41094:305-41094:312. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nofpower Reactors.” Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705060115 Forwards status rept for First Quarter CY87,per Rept 97-850. Licensing ac- 
tivity during rept period discussed.Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

ZECH.LW. Commissioners. 87/04/27. BEVILL,T. House of Rep., Appropriations. 
21 pp. 41 1 62:1 44-41 1 62:1 64. 

8705050095 Forwards "Shoreham Nuclear Power Station Radiological Environ Monitor- 
ing Program, 1986," per Tech Spec 6.9.1.6.Low power testing,up to 5% of reactor 
power, conducted from 860804-0902. 

LEONARD, J.D. Long Island Lighting Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 1p. 40785:338-40786:137. 

-8705040332 "Shoreham Nuclear Power Station Radiological Environ Monitoring Pro- 
gram, 1986.” 

* Long Island Lighting Co. * Teledyne Isotopes. 86/12/31. 159pp. 40786:339- 
40786:137. 


S. Reportable occurrences, LERs & related correspondence 

8705080186 LER 87-007-00:on 870425,Suffolk Coun^ Police Dept reported to security 
organization that telephone bomb threat made against plant. Emergency plan unusual 
event procedures implemented. No bomb found. W/870428 ltr. 

DEVLIN.J.W., STEIGER,W.E. Long Island Lighting Co. 87/04/28. KANE,W.F. Region 
1, Office of Director. 3pp. 40871:317-40871:318. 

8705190650 LER 87-008-00:on 87041 4,during refuel mode,shutdown cooling sys experi- 
enced partial isolation.Caused by hydraulic transient from manual trip of RHR pump 
that tripped pressure switch.Pressure switch recallbr.W/870513 ltr. 

GRUNSEICH,R.W., STEIQER,W.E. Long Island Lighting Co. 87/05/13. 4pp. 
40967:206-40967:209. 


T. Hearing transcripts on non-antitrust matters 

8705010023 Deposition of ED Robinson.* Transcript of 870107 deposition in 
Hauppauge,NY-Corrections to deposition & prof experience encI.Related correspond- 
ence. 

ROBINSON.E.D. Suffolk County, NY. #287 3293. 87/01/07. 137pp. 40743:118- 
40743:254. 

8705060063 D^osition of BR McCaffrey,* Deposition on 870107 In 
Hauppauge.NY.supportIng documentation encI.Related correspondence. 
MCCAFFREY,B.R. Long Island Lighting Co. #287 3353. 87/01/07. 112pp. 40805:312- 
40806:063. 

8705060047 Deposition of D Mileti.* Deposition dtd 870100 in Hauppauge, NY re 
860213 emergency planning exercise & util plan. Pp 1-163.ReIated correspondence. 
MILETI, D. Suffolk County, NY. MILETI.D. Colorado State Univ., Fort Collins. CO. #287 
3327. 87/01/08. 165pp. 40805:001-40805:165. 

8705010019 Deposition of HR Zook.* Deposition taken in Washington.DC on 
87011 5.Zook resume encI.Related correspondence. 

ZOOK.H.R. Long Island Lighting Co. #287 3294. 87/01/15. 166pp. 40743:255- 
40744:060. 

8705060033 Deposition of IW Husar.* Deposition on 870127 In New York. 
NY.Supporting documentation encI.Related correspondence. 

HUSAR, I.W. Federal Emergency Management Agency. #287 3351. 87/01/27, 146pp. 
40805:166-40805:311. 

8705060048 Deposition of DS Mileti.* Deposition on 870227 In Hauppauge, NY.Related 
correspondence. 

MILETI, D.S Long Island Lighting Co. #287 3352. 87/02/27, 64pp. 40806:064- 
40806:127. 

8705130063 Deposition of T Urbanik.* Deposition on 870304 in Hauppauge.NY.Pp 1- 
75.ReIated correspondence. 

URBANIK, T. Suffolk County, NY. URBANIK.T. Texas A&M UnIv., College Station, TX. 
#287 3424. 87/03/04. 76pp. 40892:075-40892:160. 

8705120047 Deposition of LG Hulman & F Kantor.* Deposition taken on 870310 In 
Washington, DC.Supporting documentation end. Related correspondence. 

HULMAN, LG.. KANTOR.F. Suffolk County, NY. HULMAN, LG. Plant Systems Branch 
(BWR). #287 3393. 87/03/10. 78pp. 40873:001-40873:078. 

8705010038 Transcript of C Daverio deposition.* Deposition taken on 870313 in 
Hauppauge, NY.W/ 11 oversize drawings.Related correspondence. 

DAVERIC5,C. Suffolk County. NY. #287 3295. 87/03/13. 238pp. 40744:061- 
40744:298. 

8705050160 Vol 11 attachments to testimony of P Evans, F Rowan, S Cole, SC Saegert & 
EF Loftus re Contentions Ex 38, Ex 39, Ex 22.F, Ex 44, Ex 40.C & Ex 49.C as attach- 
ment to transcript of 870427 hearing in Hauppauge, NY. 

* Atomic Safety and Licensing Board Panel. 87/04/27, 229pp. 40783:001-40783:229. 

8705060170 Transcript of 870427 hearing in Hauppauge.NY re emergency planning 
exercise.Pp 3,773-4,1 29.Supportlng documentation end. 

* Atomic Safety and Licensing Board Panel. 87/04/27. 645pp. 40807:015-40808:199. 

8705050158 Transcript of 870428 hearing In Hauppauge.NY.Pp 4,130-4,196. 

* Atomic Safety and Licensing Board Panel, 87/04/28. 69pp. 40784:077-40784:146. 
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8705050152 Transcript of 870429 hearing in Hauppauge.NY.Pp 4,197-4,441. Supporting 
documentation end. 

* Atomic Safety and Licensing Board Panel. 87/04/29. 446pp. 40784:146-40785:231. 

8705050156 Transcript of 870430 hearing in Hauppauge.NY.Pp 4,442-4,646. 

* Atomic Safety and Licensing Board Panel. 87/04/30. 207pp. 40783:230-40784:076. 

8705080161 Transcript of 870504 hearing in Hauppauge.NY re emergency plan 
exercise.Pp 4,647-4,891. 

* Atomic Safety and Licensing Board Panel. 87/05/04. 247pp. 40846:277-40847:163. 

8705110118 Transcript of 870505 hearing in Hauppauge.NY re plant emergency pre- 
paredness exercise.Pp 4,892-4,962. 

* Atomic Safety and Licensing Board Panel. 87/05/05. 73pp. 40858:210-40858:282. 

8705120096 Motion to limit cross-examination by State of NY & Suffolk County.Exam of 
witnesses by counsel should follow rules for direct exam & intervenors should be 
treated as single party. Related documentation & Certificate of Svc end. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#287 3371. 87/05/05. Atomic Safety and Licensing Board Panel. 59pp. 40874:064- 
40874:122. 

8705110113 Transcript of 870506 hearing in Hauppauge.NY re plant emergency pre- 
paredness exercise.Pp 4,963-5,235. 

* Atomic Safety and Licensing Board Panel. 87/05/06. 275pp. 40858:283-40859:197. 

8705110125 Transcript of 870507 hearing in Hauppauge.NY re plant emergency 
exercise.Pp 5,236-5,443. 

* Atomic Safety and Licensing Board Panel. 87/05/07. 209pp. 40858:001-40858:209. 

8705130085 Suffolk County, State of NY & town of Southampton motion to strike por- 
tions of LILCO testimony on Contentions Ex 15 & 16.* Testimony re documents 
speculative,unreliable & should not be admitted into evidence.W/Certificate of Svc. 
LANPHER.LC. Suffolk County, NY. LANPHER.LC. Kirkpatrick & Lockhart. 
PALOMINO.F.G. New York, State of. #287 3406. 87/05/08. Atomic Safety and Li- 
censing Board Panel. 30pp. 40892:163-40892:192. 

8705180214 Transcript of 870511 hearing in Hauppauge.NY re emergency prepared- 
ness exercise.Pp 5,444-5,673. 

* Atomic Safety and Licensing Board Panel. 87/05/11. 232pp. 40954:192-40955:063. 

8705180158 Transcript of 870512 hearing in Hauppauge.NY. Pp 5,674-5,873. 

* Atomic Safety and Licensing Board Panel. 87/05/12. 201pp. 40937:021-40937:222. 

8705180144 Transcript of 870513 hearing In Hauppauge.NY. Pp 5,874-6,063, 

* Atomic Safety and Licensing Board Panel. 87/05/13. 191pp. 40936:159-40936:350. 

8705190467 Transcript of 870514 hearing in Hauppauge.NY re emergency planning 
exercise.Pp 6,064-6,245. 

* Atomic Safety and Licensing Board Panel. 87/05/14. 182pp. 40964:001-40964:184. 

8705190255 Transcript of 870515 telephone prehearing conference in 
Washington, DC.Pp 17,369-17,381. 

* Atomic Safety and Licensing Board Panel. 87/05/15. 15pp. 40958:032-40958:046. 

8705270058 Motion for leave to substitute KLD TR-201A for KLD TR-201 as attach- 
ments to LILCO written testimony of 870330.* KLD TR-201 is capacity analysis of ap- 
proach routes to three LILCO reception ctrs.Certificate of Svc end. 

MILLER, S.W. Long Island Lighting Co. MILLER,S.W. Hunton & Williams. #287 3486. 
87/05/16, Atomic Safety and Licensing Board Panel. 55pp. 41041:249-41041:303. 

8705220149 Transcript of 870518 hearing in Hauppauge.NY re facility emergency plan- 
ning exercise.Pp 6,246-6,514. 

* Atomic Safety and Licensing Board Panel. 87/05/18. 270pp. 41014:015-41014:286. 

8705270097 LILCO motion to strike portions of Suffolk County testimony on Contention 
EX 21, or in alternative, to file supplemental testimony.* Motion made on grounds that 
testimony seeks to rebut statements made by Mileti during Mileti disposition. 
ZEUGIN.LB. Long Island Lighting Co. ZEUGIN.LB. Hunton & Williams. #287 3521. 
87/05/18. Atomic Safety and Licensing Board Panel. 4pp. 41042:033-41042:043. 

-8705270117 Supplemental testimony of DS Mileti on Contention EX 21.* Certificate of 
. Svc end. 

MILETI, D.S. Long Island Lighting Co. 87/05/18. 7pp. 41042:037-41042:043. 

8705260121 Transcript of 870519 hearing in Hauppauge,NY re emergency prepared- 
ness exercise.Pp 6,515-6,797. 

* Atomic Safety and Licensing Board Panel, 87/05/19. 284pp. 41028:067-41028:351. 

8705270228 Transcript of 870520 hearing in Hauppauge,NY.Pp 6,798-7,048. 

* Atomic Safety and Licensing Board Panel. 87/05/20, 253pp. 41042:223-41043:115. 

8705280232 Transcript of 870521 hearing in Hauppauge.NY re emergency preparde- 
ness exercise.Pp 7,049-7,250. 

* Atomic Safety and Licensing Board Panel, 87/05/21. 203pp. 41053:132-41053:335. 

8705280217 Transcript of 870526 hearing in Hauppauge,NY re emergency prepared- 
ness exercise.Pp 7,251-7,415. 

* Atomic Safety and Licensing Board Panel. 87/05/26. 166pp. 41054:001-41054:167. 


V. Operator Examinations 


8705180303 Fonivards Exam Rept 50-322/86-220L of exam administered during wk of 
861215-19. 

COLLINS.S.J. Region 1, Office of Director. 87/05/08. LEONARD, J.D. Long Island 
Lighting Co. 5pp. 40955:308-40956:045. 

-8705180325 Exam Rept 50-322/86-22OL on 861215-19.Exam re8ults:all candidates 
passed written & oral exams. 

CRESCENZO.F., LANGE,D.. KELLER,R. Region 1, Office of Director. 87/05/07. 93pp. 
40955:313-40956:045. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8705280460 Final response to FOIA request re Diablo Canyon.App S documents end & 
available in PDR.App T documents totally withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES, G.A. 
MHB Technical Associates. 4pp. 41127:258-41127:320. 

—8705290029 Fonwards SSER 18 re seismic design, Document presents safety evalua- 
tion & addresses issues called for by Commission 811119 memorandum & order (CLI- 
81 -30). 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/08/05. PALLADINO, 
GILINSKY, ROBERTS Commissioners. Ip. 41127:336-41127:350. 


F. Security, medical, emergency & fire protection plans 

8705110214 Forwards public version of Rev 0 to Emergency Procedure EP EF-9, “Acti- 
vation of Back-Up Emergency Response Facilities." 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 6pp. 40878:343-40878:361. 

—8705110223 Public version of Rev 0 to Emergency Procedure EP EF-9, "Activation of 
Back-Up Emergency Response Facilities.” W/870508 release memo. 

* Pacific Gas & Electric Co. 87/04/03. 13pp. 40878:349-40878:361. 

8705280228 Forwards Insp Repts 50-275/87-18 & 50-323/87-15 on 870420- 24.No de- 
viations or violations noted. 

CHAFFEE,A.E. Region 5, Office of Director. 87/05/08. SHIFFER,J.D. Pacific Gas & 
Electric Co. 2pp. 41095:001-41095:007. 

-8705280240 Insp Repts 50-275/87-18 & 50-323/87-17 on 870420-24.No noncompli- 
ance or deviations noted.Major areas inspected: nonlicensed staff training,followup of 
Part 21 repts,various vital areas & equipment. 

BURDOIN,J.F. Region 5, Office of Director. 87/05/08. 5pp. 41095:003-41095:007. 

8705180132 Requests response to listed items in order to comply w/NRC verification of 
util inservice insp program,per MM Mendonca 870421 Itr & HW Kerch request for info 
re obtaining unescorted access to plant. 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 15pp. 40953:062-40953:076. 

8705280344 Advises that 870108 & 870403 addenda to Rev 3,Change 7 to emergency 
plan consistent w/provisions of 1 0CFR50.47(b) & App E to 10CFR50. 

FISH,R.F. Region 5, Office of Director. 87/05/15. SHIFFER,J.D. Pacific Gas & Electric 
Co. Ip. 41107:218-41107:222. 


G. Adjudicatory correspondence 


8705060004 Memorandum & order (proposed order requiring filing of documents on dis- 
kettes suitable for electronic storage & retrieval).* Parties directed to submit com- 
ments on proposed order by 87051 5.Served on 870501. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #287 3335. 87/04/30. Office 
of the General Counsel. 8pp. 40808:310-40808:317. 

8705060041 Responds to 870325 Itr & stated concerns re status of staff review of 
Byron amend re instant reracking proceeding.Staff did not make determination re sig- 
nificant hazards considerations. Related correspondence. 

CHANDLER, L.J. Assistant General Counsel for Hearings. #287 3304. 87/04/30. 
LOWRY,E. Grueneich & Lowry. 2pp. 40809:004-40809:005. 

8705180069 PG&E response to ASLB request for testing of diskettes for electronic stor- 
age & retrieval of documents.* Util comments on proposed order requiring filing of 
documents on diskettes will be filed on 87051 5.W/Certificate of Svc. 

LOCKE,R.F. Pacific Gas & Electric Co. #287 3428. 87/05/11. 3pp. 40938:100- 
40938:102. 

8705200014 NRC staff comments on proposed order re electronic storage & retrieval.* 
ASLB proposed order should not be adopted.lf ASLB agrees,Staff & parties could 
supply ASLB w/MS-DOS disks of prefiled testimony.Certificate of Svc end. 
CHANDLER,L.J. Assistant General Counsel for Hearings. #287 3475. 87/05/13. 
Atomic Safety and Licensing Board Panel. 12pp. 40974:213-40974:224. 

8705200040 PG&E comments on electronic storage & retrieval of documents per 
ASLBP order dtd 870430.* Util believes that there should be individual of board staff 
assigned specifically to task of controlling such access & use.W/Certificate of Svc. 
LOCKE,R.F. Pacific Gas & Electric Co. #287 3458. 87/05/14. 4pp. 40974:077- 
40974:080. 


P. Operating license stage documents & correspondence 


8705050119 Requests written concurrence to reroute temporary settling pond directly to 
Discharge 001 w/o going through turbine bldg sump or oily water separator. Request 
originally granted dunng 870401 telcon,w/listed conditions. 

FURTADO,V.C. Pacific Gas & Electric Co. 87/04/24. JONES, K.R. California, State of. 
2pp. 40812:140-40812:141. 

8705050008 Forwards synopsis of Ofc of Investigations inquiry re Case Q5-83-024.W/O 
stated end. 

KIRSCH,D.F, Region 5, Office of Director. 87/04/28. SHIFFER,J.D, Pacific Gas & 
Electric Co. ip. 40797:257-40797:257. 

8705060207 Forwards responses to solid state protection sys (SSPS) items identified in 
audit on 870128-30 & discussion of noise fault testing performed on SSPS.Supporting 
info, including correspondence between PG&E & NRC also end. 

WISENBURG,M.R. Houston Lighting & Power Co, 87/04/30. Document Control 
Branch (Document Control Desk), 19pp. 40818:337-40819:153. 
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—8705060227 Forwards “Westinghouse Protection Sys Noise Tests” in support of appli- 
cations for OLs for Units 1 & 2.Ack of receipt of ends requested. Related info encKW/ 
0 test rept. 

CRANE, P.A. Pacific Gas & Electric Co. 75/01/16. NRC > No Detailed Affiliation Given. 
3pp. 40818:356-40818:358. 

-8705060339 Forwards “Westinghouse Protection Sys Noise Tests,” dtd Dec 1974, in 
support of application for OLRelated info encl.W/o rept. 

CRANE, P.A. Westinghouse Electric Corp. 75/07/07. Division of Reactor Licensing 
(NRR-1975 only). 9pp. 40818:359-40819:007. 

-8705060354 Requests meeting to resolve position re tests to demonstrate design ade- 
quacy of wiring separation within instrumentation & control protection racks,per 
840807 meeting. 

EICHELDINGER,C. Westinghouse Electric Corp. 75/08/19. RUSCHE,B.C. Office of 
Nuclear Reactor Regulation, Director. 2pp. 40819:008-40819:009. 

-8705060243 Forwards evaluation of "Westinghouse Protection Sys Noise Tests,” dtd 
Dec 1974 & SuppI 1 dtd 750220.Rept acceptable w/stated exceptions.Provislon of 
schedule for responding to concerns requested within 7 days of receipt of Itr. 
PARR.O.D. Division of Reactor Licensing (NRR-1975 only). 75/09/04. 
MORRISSEY.J.C. Pacific Gas & Electric Co. 7pp. 40819:010-40819:016. 

-8705060253 Responds to 750819 Itr re agreements for wiring separation within instru- 
mentation & control protection racks & request for meeting to discuss extension of 
agreements.Contact w/ TA Ippolito to arrange meeting suggested. Related Itr end. 
HEINEMAN.R. Division of Technical Review (NRR-1975 only). 75/10/14. 
EICHELDINGER.C. Westinghouse Electric Corp. 2pp. 40819:017-40819:018. 

—8705060260 Forwards Rev 2 to “Westinghouse Protection Sys Noise Tests," in sup- 
port of application for OLs, per NRC requirements transmitted w/750904 Itr. 

CRANE, P-A. Pacific Gas & Electric Co. 75/1 1 /24. Division of Reactor Licensing (NRR- 
1975 only). 2pp. 40819:019-40819:020. 

-8705060263 Forwards evaluation accepting “Westinghouse Protection Sys Noise 
Tests," submitted w/7501 16,0407 & 1124 Itrs. 

PARR.O.D. Ught Water Reactors Branch 3. 76/04/22. MORRISSEY.J.C. Pacific Gas 
& Electric Co. 8pp. 40819:021-40819:028. 

-8705060264 Rev 2 to "Westinghouse Protection Sys Noise Tests.” 

KATZ.D.N., MARASCO.F.W.. LIPCHAK,J.B. Westinghouse Electric Corp. 75/10/31. 
125pp. 40819:029-40819:153. 

8705080224 Advises that long-term seismic program ongoing & scheduled for comple- 
tion in Jul 1 987.Matl describing methodology of fragility analysis will be submitted in 
May 1987, per NRC 870116 request. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40862:049-40862:050. 

8705070130 Sixth partial response to FOIA request for documents re 
allegations.Forwards App C & D documents.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project. 14pp. 40860:023-40861:292. 

-8705070140 Annotated Board Notification 83-164:forwards allegations re certain QA/ 
QC activities.Source of allegations confidential. Related documentation end. 
EISENHUT.D.G. Division of Licensing (800428-851124). 83/10/27. PALLADINO, Gl- 
LINSKY, ROBERTS Commissioners. 35pp. 40860:075-40860:110. 

-8705070149 Submits results of LLL exam of facility raceway support bolted 
connections.Exams conducted due to allegations re adequacy of anchor bolts & feed- 
back from LLL that adequacy of bolting might be safety issue. 

MORRILL.P.J. Region 5, Office of Director. 87/05/07. BISHOP,T.W. Division of 
Resident, Reactor Project & Engineering Programs. 2pp. 40860:1 11-40860:112. 

-8705070170 Discusses NRC response to author 810820 allegations re operation of 
facility.NUREG-0675 agrees w/allegations but only responds by doing nothing to cor- 
rect situation until first refueling outage. 

COOPER, J.H. Affiliation Not Assigned. 84/02/05. BISHOP,T.W. Region 5, Office of 
Director. 203pp. 40860:301-40861:143. 

-8705070175 Rev 1 to Radiation Control Procedure RCP G-4, "Personnel Contamina- 
tion Control.” Related documentation end. 

* Pacific Gas 6 Electric Co. 82/09/22. 28pp. 40861:144-40861:170. 

-8705070178 Rev 1 to Radiation Control Procedure RCP G-9, “Use of Respiratory 
Equipment for Protection Against Airborne Radioactive Matls." Related documentation 
end. 

* Pacific Gas & Electric Co. 82/11/22. 19pp. 40861:171-40861:189. 

-8705070180 Rev 2 to Radiation Control Procedure RCP G-5, “Control of Access for 
Radiation Protection Purposes." Related documentation end. 

* Pacific Gas & Electric Co. 83/02/07. 96pp. 40861:190-40861:285. 

8705110208 Forwards “Long-Term Seismic Program:Methods & Procedures for Phase 
IIIA Seismic Fragilities of Structures & Components at Diablo Canyon Power Plant.” 
Phase IIIB vrill be reported in final rept scheduled for Jul 1988. 

SNIFFER, J.D. Pacific Gas & Electric Co. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 40882:024-40882:238. 

-8705110217 “Long-Term Seismic Program:Methods & Procedures for Phase IIIA Seis- 
mic Fragilities of Structures & Components at Diablo Canyon Power Plant." 

* Pacific Gas & Electric Co. 87/05/31. 213pp. 40882:026-40882:238. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180402 Forwards “Long-Term Seismic Program Rept on NRC/PG&E Ground Mo- 
tions Workshop Held on 861023 & 24, San Francisco, CA." Rept re 861021-22 work- 
shop on geology, seismology & geophysics transmitted on 87031 1 . 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). Ip. 40956:295-40957:171. 

-8705180411 “Long-Term Seismic Program Rept on NRC/PG&E Ground Motions 
Workshop Held on 861023 & 24, San Francisco, CA." 

* Pacific Gas & Electric Co. 86/10/23. 236pp. 40956:296-40957:171. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V,including Diablo Canyon,Palo Verde,Rancho Seco,San 
Onfore.Trojan & WPPSS 2. 

KNIGHTON,G.W. Project Directorate V. 87/05/12. MUR LEY, T. NRC - No Detailed Af- 
filiation Given, ip. 40966:121-40966:121. 

8705270472 Offers no objection to allowing facility to return to mid- loop operation on or 
about 87051 8,per 870504 request. 

HOLAHAN,G.M. Assistant Director for Region III & Region V Reactors. 87/05/12. 
KIRSCH.D.F. Region 5. Office of Director. Ip. 41063:243-41063:244. 

8705180015 Partial response to FOIA requests for documents re plant.App H docu- 
ments available in PDR.Documents also responsive to FOIA Requests 84-743 & 84- 
744. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. DEVINE Gov- 
ernment Accountability Project. 6pp. 40962:107-40962:116. 

8705190435 Seventh partial response to FOIA request. Forwards portions of 
documents.Portions of App E documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. GARDE.B.P. 
Government Accountability Project. 3pp. 40966:146-40966:157. 

-8705190495 Partially deleted memo re recommendation for Diablo Canyon board noti- 
fication concerning 831019 allegations. 

BISHOP.T.W. Region 5. Office of Director. 87/05/14. EISENHUT.D.G. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 3pp. 40966:155-40966:157. 

8705200162 Partial response to FOIA request for documents re plant. Forwards App I 
documents. Documents also available in PDR. Documents also responsive to FOIA 
Requests 84-743 & 84-744. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. DEVINE Gov- 
ernment Accountability Project. 2pp. 41006:164-41006:249. 

-8705200194 Package of documents in response to FOIA requests.including affidavit of 
PJ Morrill.830114 Insp Rept 50-275/82-42, TW Bishop 830119 Itr & undated RHR 
pump common mode failure & suction line design repts. 

* NRC - No Detailed Affiliation Given. 87/05/14. 73pp. 41006:170-41006:249. . 

8705210634 Forwards radial peaking factor limit rept for Cycle 2.Rept delayed to deter- 
mine if three reconstituted fuel assemblies would affect peaking factor limits. Defective 
fuel rods replaced w/stainless steel rods. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:149-41012:150. 

8705260153 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of License Amend Request 87-07, revising Tech Spec Table 3.12.1, “Radiological En- 
viron Monitoring Program,” to correct typo & change biological sampling location. Fee 
paid. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/14. Document Control Branch (Docu- 
ment Control Desk). Ip. 41032:295-41032:302. 

-8705260160 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li- 
cense Amend Request 87-07.revising Tech Spec Table 3.12-1, “Radiological Environ 
Monitoring Program," to correct typo & change location of biological sampling. 
SNIFFER. J.D. Pacific Gas & Electric Co. 87/05/14. 5pp. 41032:296-41032:300. 

-8705260167 Proposed Tech Specs, revising Table 3.12-1, “Radiological Environ Moni- 
toring Program,” to correct typo & change location of biological sampling to more suit- 
able location. 

* Pacific Gas & Electric Co. 87/05/14. 2pp. 41032:301-41032:302. 

8705270640 Accepts listed enhancements described in licensee 870504 ltr as adequate 
for return to facility mid-loop operation during current refueling outage, in response to 
870504 request. Return to mid-loop operation anticipated on 870518. 

HOLAHAN.G.M. Assistant Director for Region III & Region V Reactors. 87/05/15. 
KIRSCH.D.F. Region 5, Office of Director. 1p. 41101:152-41101:152. 

8705260374 Summarizes technical developments of long-term seismic program re 
topics that occurred subsequent to previous geology, seismology & geophysics work- 
shop in Oct 1986. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41043:138-41043:143. 

8705270015 Responds to three questions raised during 870506 reracking meeting.FSAR 
Update Table 3.2-3 provides seismic classification of structures, components & 
sys.Configuration for stiffness calculation for baseplate provided. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 14pp. 41043:329-41043:342. 

8705280041 Confirms commitments made in 870504 Itr re actions completed prior to 
resumption of mid-loop operation scheduled for 870523.Second charging pump will be 
available for operation during upcoming mid-loop conditions. 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/05/18. MARTIN, J.B. Region 5, Office of 
Director. 1 p. 41 094:1 60-41 094: 1 60. 

87Q5280460 Final response to FOIA request re Diablo Canyon.App S documents end & 
available in PDR.App T documents totally withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES.G.A. 
MHB Technical Associates. 4pp. 41127:258-41128:002. 
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“8705280470 Informs that rept re deviations from Pullman Power Products weld proce- 
dure codes & QA/QC discrepancies forwarded to B Hayes, Director of Ofc of Investi- 
gations. 

GOLDSMITH.R. Commissioners. 83/12/06. HUDSON, H. Affiliation Not Assigned. Ip. 
41127:307-41127:308. 

“8705290018 Advises that during subsequent review of allegations re plant, at least 
one,re containment structure tilting, would if true warrant initiation of investigatlon.Ofc 
interest lies in whether util/Bechtef attempted to conceal info from NRC. 

HAYES.B.B. Office of Investigations. 83/04/07. DENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 1 25). Ip. 41127:334-41127:334. 

“8705290024 Requests views on whether util/Bechtel actions constitute violation of 
NRC requirements, per Board Notificaton 83-48. 

HAYES,B.B. Office of Investigations. 83/07/06. DENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). Ip. 41127:335-41127:335. 

“8705290044 Advises that court granted temporai 7 stay of fuel loading license to pre- 
seive status quo pending court decision on merits of Joint Intervenors 831109 emer- 
gency motion. Further decision anticipated early in wk. 

CHOPKO.M.E. Office of the General Counsel. 83/11/14. PALLADINO, GILINSKY, 
ROBERTS Commissioners. Ip. 41127:354-41127:354. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050175 Forwards Insp Repts 50-275/87-14 & 50-323/87-13 on 870330-31 & 0401- 
03. No violations noted. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/04/21. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 40812:195-40812:205. 

“8705050181 Insp Repts 50-275/87-14 & 50-323/87-13 on 870330-31 & 0401-03.No 
violations or deviations noted.Major areas inspected:insp findings,liquid & gaseous 
waste,preparations for Unit 2 refueling outage & review of licensee repts. 
HOOKER,C.A.. YUHAS.G.P. Region 5, Office of Director. 87/04/20. 9pp. 40812:197- 
40812:205. 

8705040095 Responds to NRC 870326 Itr re violations noted in Insp Repts 50-275/87- 
01 & 50-323/87-01 .Corrective actions:bulk containers of lubricants will be clearly iden- 
tified after receipt & log books established to record usage. 

SNIFFER, J.D. Pacific Gas & Electric Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 40776:001-40776:005. 

8705110027 Forwards addi info re inservice insp program plan relief requests,per 
870406 request. W/three oversize drawings. Drawings withheld. 

SNIFFER, J.D. Pacific Gas & Electric Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 17pp. 40877:219-40877:236. 

8705130028 Forwards Insp Repts 50-275/87-17 & 50-323/87-16 on 87041 3-1 7.No non- 
compliance noted. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/05/04. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 40910:281-40910:296. 

“8705130032 Insp Repts 50-275/87-17 & 50-323/87-16 on 87041 3-1 7.No noncompli- 
ance or deviations noted.Major areas inspected: assess adequacy of radioactivity 
analysis through cross-check measurements. 

HAMaDA,G.H., TENBROOK,W., YUNAS,G.P. Region 5, Office of Director. 87/05/04. 
14pp. 40910:283-40910:296. 

8705070130 Sixth partial response to FOIA request for documents re 
allegations. Forwards App C & D documents. App B documents also available in PDR. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project. 14pp. 40860:023-40860:055. 

“8705070155 Provides info re insp status of 1982 mods to IDVP & data re raceway 
bolts, per D Kirsh 831130 request. 

WADE.R.O. EG&G, Inc. FIN B-8552. 83/12/05. KIRSH, D. NRC - No Detailed Affili- 
ation Given. 11pp. 40860:113-40860:235. 

8705130108 Ack receipt of 870427 Itr informing NRC of steps taken to correct violations 
noted in 870326 Itr. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/05. SHIFFER,J.D. Pacific Gas & 
Electric Co. 1p. 40910:224-40910:229. 

8705280228 Forwards Insp Repts 50-275/87-18 & 50-323/87-15 on 870420- 24.No de- 
viations or violations noted. 

CHAFFEE,A.E. Region 5, Office of Director. 87/05/08. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 41 095:001 -41 095:007. 

“8705280240 Insp Repts 50-275/87-18 & 50-323/87-17 on 870420-24.No noncompli- 
ance or deviations noted.Major areas inspected: nonlicensed staff training, followup of 
Part 21 repts, various vital areas & equipment. 

BURDOIN,J.F., MENDONCA,M.M. Region 5, Office of Director. 87/05/08. 5pp. 
41095:003-41095:007. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 1 07pp. 40961 :001 -40961 :1 06. 

8705180132 Requests response to listed items in order to comply w/NRC verification of 
util inservice insp program,per MM Mendonca 870421 Itr & HW Kerch request for info 
re obtaining unescorted access to plant. 

SNIFFER, j.D. Pacific Gas & Electric Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 1 5pp. 40953:062-40953:076. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonjpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. or New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705270595 Monthly operating repts for Apr 1987.W/870515 Itr. 

KELLER,A.T., HUG.M.T., THORNBERRY.R.C. Pacific Gas & Electric Co. 87/04/30. 
9pp. 41088:120-41088:128. 


S. Reportable occurrences, LERs & related correspondence 

8705060323 Discusses unusual event on 870403 re turbine trip resulting in reactor trip 
from 12% power.Transient caused spurious actuation of safety injection sys.San Luis 
Obispo County sheriff ofc notified on 870403. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 87/04/06. BRIAM.W. San Luis Obispo. 
CA. 2pp. 40838:356-40838:357. 

8705040204 Special Rept SR 87-02:on 87041 4,temp measurement sys found inoperable 
during Surveillance Test Procedure l-44C3.Caused by Teledyne-Geotech temp proces- 
sor module Model 40.35 being out of tolerance.Processor module replaced. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 1p. 40775:360-40775:360. 

8705050269 LER 87-004-00:on 870403, turbine generator & reactor trip occurred fol- 
lowed by safety injection.Caused by rapid fluctuations In signals from main steam flow 
transmitters. Investigation being conducted. W/870501 Itr. 

WILSON.S.D., SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/01. 2pp. 40803:224- 
40803:225. 

8705120391 Forwards info re actions to be completed prior to resumption of mid-loop 
operation to preclude recurrence of 870410 Interruption of RHR flow.Resumptlon of 
mid-loop operation estimated by 870518. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/04. MARTIN.J.B. Region 5, Office of 
Director. 6pp. 40905:288-40905:293. 

8705120189 Summary of Operating Reactors Events Meeting 87-11 on 870420.List of 
attendees.viewgrapns & input to NRC performance indicator program end. 
LANNING.W. Events Assessment Branch. 87/05/05. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 28pp. 40903:257-40903:284. 

8705190614 LER 87-005-00:on 87041 0.both RHR trains inoperable during refueling 
outage.Caused by air entrainment in RHR pump due to vortexing in pump suction 
line.HCS flooded from refueling water storage tank a RHR pump started.W/87051 1 
Itr. 

SISK.D.P., SHIFFER,J.D. Pacific Gas a Electric Co. 87/05/11. 2pp. 40968:120- 
40968:121. 

8705180197 LER 87-003-01 :on 870321 .MSIV FCV-41 shut/w ensuing transient due to 
high steam flow coincident w/low steam line pressure safety injection a reactor 
bl^Caused by failure of valve closure position switch.Failea switch replaced.W/ 

SISK,D.P..‘ SHIFFER.J.D. Pacific Gas a Electric Co. 87/05/12. 6pp. 40954:055- 
40954:060. 


T. Hearing transcripts on non-antItrust matters 

8705280460 Final response to FOIA request re Diablo Canyon.App S documents end a 
available in PDR.App T documents totally withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules a Records (Post 870413). 87/05/22. HOLMES.G.A. 
MHB Technical Associates. 4pp. 41 1 27:258-41 127:320. 

“8303160642 Forwards Commission testimony before Subcommittee on Energy a Envi- 
ron on 830308 re licensing concerns of plant,in response to 830202 Itr, 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/03/01. 
PALLADINO,N.J., GILINSKY, AHEARNE Commissioners. Ip. 41127:321-41127:333. 

“8303160646 Testimony before Subcommittee on Energy a Environ re plant licensing 
concerns. 

PALLADINO,N.J. Commissioners. 83/03/08. 11pp. 41127:323-41127:333. 

“6705280473 Forwards prepared testimony for use by Commission re facilities hearing 
before Subcommittee on Energy a Environ on 830308.Testimony responds to Repre- 
sentative Udall 830202 Itr. 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/02/28. PALLADINO, 
GILINSKY, AHEARNE Commissioners. 1p, 41127:309-41127:309. 


V. Operator Examinations 

8705180475 Assigns PJ Morrill to evaluate licensed operator requalification program at 
facility using alternate approach to requalification exams outlined in WT Russell 
860522 memo. Evaluation will be based on NUREG-1021,ES-601 requirements. 
ELIN,J.O. Region 5, Office of Director. 87/05/08. MORRILL,P.J. Region 5, Office of 
Director. Ip. 40958:165-40958:165. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8705040282 Forwards Safeguards Insp Repts 50-324/87-10 & 50-325/87-10 on 
870330-0403 & notice of violation. Notice of violation withheld (ref 10CFR2.790 & 
73.21). 

REYES, LA, Region 2. Office of Director. 87/04/27. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40789:1 70-40789:1 71 . 

“8705040288 Partially withheld Physical Security Insp Repts 50-324/87-10 & 50-325/ 
87-10 on 870330-0403 (ref 10CFR2.790 & 73.21). Violation noted.failure to provide in- 
trusion detection capability for sections of protected area barrier. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Office of Director, 87/04/22. Ip. 40789:172- 
40789:172. 

8705290042 Rev 20 to Vol XIII, Plant Emergency Procedure PEP-02,1, "Plant Emergency 
Actions ** 

SMITH,j.J. Carolina Power & Light Co. 87/05/14. 25pp. 41117:213-41117:237. 
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8705270587 Forwards utii comments re NRC 861230 SER concerning alternate shut- 
down capability & exemptions to 10CFR50,App R, for plant.Areas requiring clarifica- 
tion identified. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/05/19. Document Control Branch 
(Document Control Desk). 10pp. 41085:321-41085:330. 

8705200134 Forwards response to violations noted in Insp Repts 50-325/87-10 & 50- 
324/87-1 0.Response withheld (ref 10CFR73.21). 

DIETZ, C.R. Carolina Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 41118:044-41118:044. 


P, Operating license stage documents & correspondence 

8705120329 Application for amend to Licenses DPR-71 & DPR-72, incorporating test 
frequency changes for Rosemount analog trip sys.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40904:323-40905:044. 

“8705120344 Proposed Tech Specs incorporating test frequency changes re Rose- 
mount analog trip sys. 

* Carolina Power & Ught Co. 87/05/01. 31pp. 40904:326-40904:356. 

“8705120351 “Technical Justification for Changing Rosemount Analog Trip Unit Sys 
Tech Spec Test Interval.” 

BROWN,T.L., JONES, M.A. Carolina Power & Ught Co. 86/12/24. 15pp. 40904:357- 
40905:011. 

“8705120362 "Review of Rosemount Analog Trip Unit Justification for Test Interval Fre- 
quency Change.” 

CRELLIN.G.L Energy, Inc. 86/12/10. 12pp. 40905:012-40905:023. 

“8705120372 Paper entitled, “Operations Preventative Maint Quality Confidence of In- 
frequent Preventative Maint," to be presented at Eleventh Annual Natl Energy Div 
Conference. 

BALLARD, E.E. General Public Utilities Corp. - GPU Service Corp. CRELLIN.G.L Los 
Alamos Technical Associates, Inc. 87/05/01. 21pp. 40905:024-40905:044. 

8705110332 Responds to Generic Ltr 87-05, “Assessment of Licensee Measures to 
Mitigate &/or Identify Potential Degradation of Mark I Drywells.” Facility does not have 
leakage problem between primary containment liner & reinforced concrete. 
2IMMERMAN,S.R. Carolina Power & Light Co. 87/05/05. Document Control Branch 
(Document Control Desk). 2pp. 40880:191-40880:192. 

8705130080 Forwards safety evaluation re util 840831 addendum to plant unique analy- 
sis rept detailing analytical approach used to resolve safety/relief valve second Irft 
loading concerns. Mods proposed In 821111 ltr need not be implemented. 
SYLVESTER,E.D. Project Directorate 11-1. 87/05/07. UTLEY.E.E. Carolina Power & 
Ught Co. 1p. 40919:183-40919:185. 

“8705130090 Safety evaluation re util 840831 submittal of addendum to plant unique 
analysis rept on Mark I containment mod program.Safety/relief valve load Cases C3.2 
& C3.3 adequately addressed & resolved. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/05/07. 2pp. 
40919:184-40919:185. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41017:311-41018:002. 

8705140191 Forwards input to NRC senior mgt meeting per 870505 request. Plant 
maint problems identified in late 1970 resolved by Brunswick Improvement program 
instituted in 1982. 

LAINAS,G.C. Assistant Director for Region II Reactors. 87/05/12. Division of Reactor 
Projects - I/ll (Post 87041 1). 4pp, 40920:104-40920:107. 

8705190607 Forwards exemption from requirements of 10CFR50,App J, deleting Type C 
testing for instrument isolation valves & hydrogen/oxygen monitor isolation valves.App 
J requirements do not apply to instrument Isolation valves. 

SYLvESTER,E,D. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/ 
05/12. UTLEY.E.E. Carolina Power & Ught Co. 4pp. 40966:279-40966:29|6. 

“8705190617 Exemption from requirements of 10CFR50,App J, deleting Type C testing 
for instrument isolation valves. 

VARGA, S. A. Associate Director for Projects (Post 870411). 87/05/12. 7pp. 
40966:283-40966:289. 

“8705190628 Safety evaluation supporting requirements of 10CFR50,App J re Type C 
testing for instrument isolation valves. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 4pp. 
40966:290-40966:293. 

“8705190633 Environ assessment & finding of no significant Impact supporting exemp- 
tion from requirement of 10CFR50,App J. 

ADENSAM,E.G. Project Directorate 11-1. 87/05/05. 3pp. 40966:294-40966:296. 

8705260041 Application for amends to Licenses DPR-71 & DPR-62, changing Tech Spec 
3.1. 4.3 re applicability requirement for rod block monitor operability. 

2IMMERMAN,S.R. Carolina Power & Light Co. 87/05/15. Document Control Branch 
(Document Control Desk). 2pp. 41033:186-41033:197. 

“8705260051 Proposed Tech Specs re applicability requirement for rod block monitor 
operability. 

* Carolina Power & Ught Co. 87/05/15. 10pp. 41033:188-41033:197. 

8705270230 Forwards revised list of licensing action priorities for facility.per 870416 
project manager meeting. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/05/15. ADENSAM,E. Project Direc- 
torate 11-1. 2pp. 41051:146-41051:147. 

8705270617 Informs that util interprets NRC 870428 grant of extension for response to 
Generic Ltr 87-02 to envelop all elements of Seismic Qualification Utii Group 
requesLSelection of option resolution deferred until all guidance available. 
2IMMERMAN,S.R. Carolina Power & Light Co. 87/05/15. Document Control Branch 
(Document Control Desk). 2pp. 41085:114-41085:115. 


8705270499 Requests schedule for implementation of seismic verification program, per 
Generic Ltr 87-02 by 871 201. TE Murley 870428 ltr granting extension of 60-day re- 
porting requirement per 870410 request end, 

SYLVESTER, E.D. Project Directorate 11-1. 87/05/20. UTLEY.E.E. Carolina Power & 
Ught Co. Ip. 41065:140-41065:142. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040282 Forwards Safeguards Insp Repts 50-324/87-10 & 50-325/87-10 on 
870330-0403 & notice of violation. Notice of violation withheld (ref 10CFR2.790 & 
73.21). 

REYES.L.A. Region 2, Office of Director. 87/04/27. UTLEY,E.E. Carolina Power & 
Ught Co. 2pp. 40789:1 70-40789:1 71 . 

-8705040288 Partially withheld Physical Security Insp Repts 50-324/87-10 & 50-325/ 
87-10 on 870330-0403 (ref 10CFR2.790 & 73.21). Violation noted:failure to provide in- 
trusion detection capability for sections of protected area barrier. 

TILLMAN,A.. MCGUIRE,D.R. Region 2. Office of Director. 87/04/22. Ip. 40789:172- 
40789:172. 

8705060054 Forwards Insp Repts 50-324/87-06 & 50-325/87-06 on 870301 -0403.No 
violation noted.Unresolved Items identified. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/29. UTLEY,E.E, Carolina Power & 
Ught Co. 2pp. 40821:024-40821:042. 

-8705060068 Insp Repts 50-324/87-06 & 50-325/87-06 on 870301 -0403.NO violation 
or deviation noted.Major areas lnspected:foilowup on previous enforcements & unre- 
solved items & circulars, rept review,maint,surveillance,ESF sys & operational safety. 
RULAND.W.H., GARNER.LW., FREDRICKSON.P. Region 2. Office of Director. 87/ 
04/29. 17pp. 40821:026-40821:042. 

8705070031 Responds to NRC ltr re violations noted In Insp Repts 50-325/87-03 & 50- 
324/87-03.Corrective actions:mod work on Unit 2 to complete installation of high den- 
sityfuei storage racks still in progress. 

DltT2,C.R. Carolina Power & Ught Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40847:356-40847:358. 

8705050085 Forwards Exam Rept 50-325/OL-87-01 on 870112-16 for Units 1 & 2. 
VERRELLI.D.M. Region 2. Office of Director. 87/04/30. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 40791:188-40792:082. 

“8705050102 Exam Rept 50-325/OL-87-01 on 870112-16 for Units 1 & 2.Exam 
resutts:nine of eleven reactor operators & all eight senior reactor operators passed 
oral, simulator & written exams. 

LAWYER.LL. MUNRO.J.F. Region 2, Office of Director. 87/04/29. 253pp. 
40791:190-40792:082. 

8705190297 Ack receipt of 870417 ltr responding to violations noted in Insp Repts 50- 
324/87-04 & 50-325/87-04. Response meets requirements of 

10CFR2.201. Implementation of corrective actions will be examined during future insps. 
HERDT,A.R. Region 2. Office of Director. 87/05/04. UTLEY.E.E. Cardina Power & 
Ught Co. Ip. 40964:221-40964:221. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requallficatlon Exams at 
Norpower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705290134 Forwards response to violations noted in Insp Repts 50-325/87-10 & 50- 
324/87-1 0.Response withheld (ref 10CFR73.21). 

DIETZ,C.R. Carolina Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 1 p. 41 1 1 8:044-41 1 1 8:044. 


S. Reportable occurrencee, LERe & related correspondence 


8705050306 LER 87-005-00:on 870330,HPCI sys steam supply outboard primary con- 
tainment Isolation valve E41-F003 declared inoperable.Caused by blown control power 
fuse in valve operator motor breaker.Fuse & coll replaced.W/870429 ltr. 

PASTVA.M.J., DIETZ, C.R. Carolina Power & Light Co. 87/04/29. 4pp. 40804:341- 
40804:344. 

8705130141 LER 87-001 -02:on 870105.while increasing main generator output 
voltage, automatic reactor scram occurred.Caused by corrosion &/or oxide film on volt- 
age regulator automatic & manual potentiometers. Valve motor replaced.W/870508 ltr. 
PASTVA,M.J., DIETZ, C.R. Carolina Power & Ught Co. 87/05/08. 15pp. 40910:209- 
40910:223. 

8705290011 LER 87-006-00:on 870424.operabifity testing of HPCI sys revealed HPCI 
sys pump flow controller would not control in automatic.Caused by open electrical re- 
sistor R26. Resistor replaced.Controller dynamically tuned. W/870522 ltr. 

PASTVA,M.J.. DIETZ,C.R. Carolina Power & Ught Co. 87/05/22. 4pp. 41117:199- 
41117:202. 


V. Operator Examinations 

8705050085 Forwards Exam Rept 50-325/01-87-01 on 870112-16 for Units 1 A 2. 
VERRELLI,D.M. Region 2, Office of Director. 87/04/30. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 40791:188-40792:082. 
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-8705050102 Exam Rapt 50-325/OL-87-01 on 870112-16 for Units 1 & 2.Exam 
resultsrnine of eleven reactor operators & all eight senior reactor operators passed 
oral, simulator & written exams. 

LAWYER, LL, MUNRO.J.F. Region 2. Office of Director. 87/04/29. 253pp. 
40791:190-40792:082. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705040282 Forwards Safeguards Insp Repts 50-324/87-10 a 50-325/87-10 on 
870330-0403 & notice of violation. Notice of violation withheld (ref 10CFR2.790 a 
73.21). 

REYES, LA. Region 2. Office of Director. 87/04/27. UTLEY,E.E. Carolina Power a 
Light Co. 2pp. 40789:170-40789:171. 

-8705040288 Partially withheld Physical Security Insp Repts 50-324/87-10 a 50-325/ 
87-10 on 870330-0403 (ref 10CFR2.790 a 73.21). violation noted:failure to provide in- 
trusion detection capability for sections of protected area barrier. 

TILLMAN.A. Region 2, Office of Director. 87/04/22. Ip. 40789:172-40789:172. 

8705290042 Rev 20 to Vol Xlll.Plant Emergency Procedure PEP-02.1, “Plant Emergency 
Actions ** 

SMITH, j.J. Carolina Power a Light Co. 87/05/14. 25pp. 41117:213-41117:237. 

8705270587 Forwards util comments re NRC 861230 SER concerning alternate shut- 
down capability a exemptions to 10CFR50,App R, for plant.Areas requiring clarifica- 
tion identified. 

ZIMMERMAN, S.R. Carolina Power a Light Co. 87/05/19. Document Control Branch 
(Document Control Desk). 10pp. 41085:321-41085:330. 

8705290134 Forwards response to violations noted in Insp Repts 50-325/87-10 a 50- 
324/87-1 0.Response withheld (ref 10CFR73.21). 

DIET2,C.R. Carolina Power a Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 1p. 41118:044-41118:044. 


P. Operating license stage documents a correspondence 

8705120329 Application for amend to Licenses DPR-71 a DPR-72, Incorporating test 
frequency changes for Rosemount analog trip sys.Fee paid. 

CUTTER, A.B. Carolina Power a Light Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40904:323-40905:044, 

-8705120344 Proposed Tech Specs incorporating test frequency changes re Rose- 
mount analog trip sys. 

* Carolina Power a Light Co. 87/05/01. 31pp. 40904:326-40904:356. 

-8705120351 “Technical Justification for Changing Rosemount Analog Trip Unit Sys 
Tech Spec Test Interval." 

BROWN,T.L. JONES.M.A. Carolina Power a Light Co. 86/12/24. 15pp. 40904:357- 
40905:011. 


—8705190633 Environ assessment a finding of no significant impact supporting exemp- 
tion from requirement of 10CFR50,App J. 

ADENSAM.E.G. Project Directorate 11-1. 87/05/05. 3pp. 40966:294-40966:296. 

8705260041 Application for amends to Licenses DPR-71 a DPR-62, changing Tech Spec 

3.1. 4.3 re applicability requirement for rod block monitor operability. 

ZIMMERMAN,S.R. Carolina Power a Light Co. 87/05/15. Document Control Branch 
(Document Control Desk). 2pp. 41033:186-41033:197. 

—8705260051 Proposed Tech Specs re applicability requirement for rod block monitor 
operability. 

• Carolina Power a Light Co. 87/05/15. 10pp. 41033:188-41033:197. 

8705260466 Forwards Amend 108 to License DPR-71 a safety evaluation. Amend re- 
vises Tech Specs to incorporate revised min critical power ratio values in Section 3/ 

4.2.3 a in Table 3.2.3.2-1. 

SYLVESTER,E.D. Project Directorate 1-2. 87/05/15. UTLEY,E.E. Carolina Power a 
Light Co. 2pp. 41043:272-41043:281. 

—8705260472 Amend 108 to License DPR-71, revising Tech Specs to incorporate re- 
vised min critical power ratio values in Section 3/4.2.3 a in Table 3.2.3.2-1. 
ADENSAM.E.G. Project Directorate II-1. 87/05/15. 5pp. 41043:274-41043:278. 

-8705260473 Safety evaluation si^porting Amend 108 to License DPR-71. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/15. 3pp. 
41043:279-41043:281. 

8705270052 Forwards Amend 107 to License DPR-71 a safety evaluation. Amend 
changes Tech Specs by revising designation of Valve 1-CAC-V172 from drywell purge 
exhaust isolation valve to suppression chamber purge exhaust isolation valve. 
SYLVESTER.E.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/ 
05/15. UTLEY.E.E. Carolina Power a Light Co. 3pp. 41065:296-41065:305. 

-8705270071 Amend 107 to License DPR-71, changing Tech Specs by revising designa- 
tion of Valve 1-CAC-V172 from drywell purge exhaust isolation valve to suppression 
chamber purge exhaust isolation valve. 

ADENSAM.E.G. Project Directorate 11-1. 87/05/15. 4pp. 41065:298-41065:301. 

—8705270075 Safety evaluation supporting Amend 107 to License DPR-71. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/15. 3pp, 
41065:302-41065:305. 

8705270230 Forwards revised list of licensing action priorities for facility, per 870416 
project manager meeting. 

ZIMMERMAN,S.R. Carolina Power a Ught Co. 87/05/15. ADENSAM.E. Project Direc- 
torate H-1. 2pp. 41051:146-41051:147. 

8705270617 Informs that util interprets NRC 870428 grant of extension for response to 
Generic Ltr 87-02 to envelop all elements of Seismic Qualification Util Group 
request.Selection of option resolution deferred until all guidance available. 
ZIMMERMAN,S.R. Carolina Power a Light Co. 87/05/15. Document Control Branch 
(Document Control Desk). 2pp. 41085:114-41085:115. 


-8705120362 “Review of Rosemount Analog Trip Unit Justification for Test Interval Fre- 
quency Change." 

CRELLIN.G.L Energy, Inc. 86/12/10. 12pp. 40905:012-40905:023. 

—8705120372 Paper entitled, "Operations Preventative Maint Quality Confidence of In- 
frequent Preventative Maint,” to be presented at Eleventh Annual Natl Energy Div 
Conference. 

BALLARD,E.E. General Public Utilities Corp. - GPU Service Corp. CRELLIN,G.L. Los 
Alamos Technical Associates,lnc. 87/05/01. 21pp. 40905:024-40905:044. 

8705110332 Responds to Generic Ltr 87-05, “Assessment of Licensee Measures to 
Mitigate a/or Identify Potential Degradation of Mark I Drywells." Facility does not have 
leakage problem between primary containment liner a reinforced concrete. 
ZIMMERMAN, S.R. Carolina Power a Light Co. 87/05/05. Document Control Branch 
(Document Control Desk). 2pp. 40880:191-40880:192. 

8705130080 Forwards safety evaluation re util 840831 addendum to plant unique analy- 
sis rept detailing analytical approach used to resolve safefy/relief valve second lift 
loading concerns. Mods proposed in 821111 ltr need not be implemented. 
SYLVESTER.E.D. Project Directorate 11-1. 87/05/07. UTLEY,E.E. Carolina Power a 
Light Co. Ip. 40919:183-40919:185. 

-8705130090 Safety evaluation re util 840831 submittal of addendum to plant unique 
analysis rept on Mark I containment mod program.Safety/relief valve load Cases C3.2 
a C3.3 adequately addressed a resolved. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 2pp. 
40919:184-40919:185. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends a search reguirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp, 41017:311-41018:002. 

8705140191 Forv/ards input to NRC senior mgt meeting per 870505 request. Plant 
maint problems Identified in late 1970 resolved by Brunswick improvement program 
Instituted In 1 982. 

LAINAS.G.C. /Vssistant Director for Region II Reactors. 87/05/12. Division of Reactor 
Projects - I/ll (Post 870411). 4pp. 40920:104-40920:107. 

8705190607 Forwards exemption from requirements of 10CFR50,App J, deleting Type C 
testing for Instrument isolation valves a hydrogen/oxygen monitor Isolation valves.App 
J requirements do not apply to instrument isolation valves. 

SYLVESTER.E.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/ 
05/12. UTLEY, E.E. Carolina Power a Light Co. 4pp. 40966:279-40966:296. 

-8705190617 Exemption from requirements of 10CFR50,App J.deleting Type C testing 
for instrument isolation valves. 

VARGA,S.A. Associate Director for Projects (Post 870411). 87/05/12. 7pp. 
40966:283-40966:289. 


-8705190628 Safety evaluation supporting requirements of 10CFR50,App J re Type C 
testing for instrument isolation valves. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 4pp. 
40966:290-40966:293. 


8705270499 Requests schedule for implementation of seismic verification program.per 
Generic Ltr 87-02 by 871 201 .TE Murley 870428 ltr granting extension of 60-day re- 
porting requirement per 87041 0 request end. 

SYLVESTER.E.D. Project Directorate 11-1. 87/05/20. UTLEY.E.E. Carolina Power a 
Light Co. Ip. 41065:140-41065:142. 

8705270701 Forwards Nutech Rev 2 to XCP-40-102, "Design Rept for Recirculation Sys 
Weld Overlay Repairs at Brunswick Steam Electric Plant, Unit 1.'’ 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/05/22. Document Control Branch 
(Document Control Desk). Ip. 41084:218-41084:268. 

-8705270709 Rev 2 to "Design Rept for Recirculation Sys Weld Overlay Repairs at 
Brunswick Steam Electric Plant,Unit 1." 

KLEINSMITH.M.E., FROEHLICH,C.H., COFIE.N.G. Carolina Power a Light Co. 87/05/ 
20. 51pp. 41084:219-41084:268. 


Q. Inspection reports, IE Bulletins a correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Add Corrosion." Svc list end. 

ROSSI.u.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705280109 Advises that no indication of cracking noted as result of visual insp of core 
spray spargers a in-vessel core spray piping, completed on 870322, per IE Bulletin 80- 
13. 

ZIMMERMAN.S.R. Carolina Power a Light Co. 87/04/21. GRACE.J.N. Region 2, 
Office of Director. 1p. 41110:006-41110:006. 

8705040282 Forwards Safeguards Insp Repts 50-324/87-10 a 50-325/87-10 on 
870330-0403 a notice of violation.Notice of violation withheld (ref 10CFR2.790 a 
73.21). 

REYES,L.A. Region 2, Office of Director. 87/04/27. UTLEY.E.E. Carolina Power a 
Light Co. 2pp. 40789:170-40789:171. 

-8705040288 Partially withheld Physical Security Insp Repts 50-324/87-10 a 50-325/ 
87-10 on 870330-0403 (ref 10CFR2.790 a 73.21). Violation noted:failure to provide in- 
trusion detection capability for sections of protected area barrier. 

TILLMAN,A., MCGUIRE,D.R. Region 2, Office of Director. 87/04/22. 1p. 40789:172- 
40789:172, 

8705060054 Forwards Insp Repts 50-324/87-06 a 50-325/87-06 on 870301 -0403.NO 
violation noted.Unresolved items identified. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/29. UTLEY.E.E. Carolina Power a 
Light Co. 2pp. 40821:024-40821:042. 

-8705060068 Insp Repts 50-324/87-06 a 50-325/87-06 on 870301 -0403.No violation 
or deviation noted.Major areas inspected:followup on previous enforcements a unre- 
solved items a circulars;rept review,maint,sun/eillance,ESF sys a operational safety. 
RULAND.W.H., GARNER.LW., FREDRICKSON, P. Region 2, Office of Director. 87/ 
04/29, 1 7pp. 40821 :026-40821 :042. 
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a70a>7W31 ResporeJs to NRC Itr re violations notai in !nsp Repts 50-325/87-03 & 50- 
324/87-03.Corrective acfcris:mc!d work on Unit 2 to comj^ete installation of high den- 
sityftjel storage racks stil in progress. 

DIETZ, C.R. Cardina Power * L«t Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 4t»47:356-40847:358. 

8705050W5 Forwards Exam Rep! 50-325/OL-87-01 on 8701 12-16 for Units 1 & 2. 
VERRELL?,D.*/. P.stc- 2. Cf^ce of Elector. 87/04/30. UTLEY.EE. Carolina Power & 
-ig-:: Co. 2op. 4:79-::‘S3-^:7S2;052. 


-8705050102 Exam RepI 50-325/OL-87-01 on 870112-16 for Units 1 & 2.Exam 
results:rMr>e of eleven reactor operates & ail eight senior reactor orators passed 
walsStmuiala* & widen exams. 

LAWYER, LL Region 2, Office of Orector. 87/04/29. 254pp. 40791:190-40792:082. 

8705190297 Mk r«:eipt of 870417 itr responding to violalions noted in Insp Repts 50- 
324/87-04 & 5l>325/87-04.Re^x>f^ meets requirements of 

10CFR2.201.fnplemaitation of corrective actions will tje examined during future insps. 
HERDT.A.R. Region 2. Office of Director. 87/05/04. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 40964:221-40964:221. 

8705CHKW40 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ates Asleep Whte on Duty." Svc ist end. 

ROSSI.C.E. Drvfeion of C^ational Events Assessment (Post 870411). 87/05/11. 
Conso&jated Ecfeon Co. of New Yek, Inc. 107pp. 40961:001-40961:106. 

8705270370 Provides descrptkw of upgrade to existing redrculation sys weld 
ov«1ay,new wdd overlay repairs & IGSCC exam program.Basis for continued oper- 
ation until fwt refuding outage in 1988 dtscusskl.Summary of susceptible welds 
md. 

Z}yyERMAN,S.R. Caroina Power & L^t Co. 87/05/19. Document Control Branch 
{Doaroeit Control Desk). 22pp. 41048:306-41048:327. 

8705180155 NRC info Notice 87-022, '‘(^)erati»’ licensing Requatitication Exams at 
Nonpower Reactors." Svc Hst end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411), 87/05/22. 
CoTBoiktoted Edson Co. of New York, Inc. 106pp. 41031:324-41032:068. 

87052^134 Forwards response to vioiations noted in Insp Repts 50-325/87-10 & 50- 
324/87-1 ©.Response wtmeid (ref 1(XJFR73.21). 

D1ETZ.C.R. Carotins Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Contrd Desk). 1 p. 41 11 8:044-41 1 1 8:044. 


S. R^rtaWe occurrencea, LERa A related correspondence 

87Q6050118 Spedal Rept 1-SR-87-002:on 87031 8,durlng refueling/maint 

outage.PerBtra^ Seals R1 -2-01 0.RI.2-01 2 & R1-2-006 determined inopersEle due 
to perforations ki steam line boot seal mat! of each seal.Repiacement boot seals in- 
stalled. 

DiETZ.C.R. Carolina Power & Light Co. 87/04/22. GRACE, J.N. Region 2, Office of 
DffBCtor. Ip. 40812:139-40812:139. , 

87050402^ LER 87-01 2-00:orf 870325, during refjel/mant outage, primary containment 
Groups 2,6 & 8 isolation sig.nals occurred.Caus8d by mod of emergency response fa- 
cility info sys A .replacement of reactor protection sys relay. W/870424 Itr 

& Light Co. 87/04/24. 4pp. AOITI-ATT- 

86-0^)-01:on 861 120, il reactor protection sys (RPS) buses of 
^ ®®1^20 (Unit 2) & 0401 h on 

^ tripping of buses motor generator set output breakers. W/ 

0/0541 Hr. 

™ETZ,C.R CarolifB Power & Light Co. 87/05/21. 3pp. 41109:073- 

4i 1O8;076« 

^ 8^1-01:on 870126,dscovered that HPQ turbine steam supply in- 
bpar dffi maiy contamnerit isolation valve E41-F002 would not open.Caused by failure 

assemblies replaced.W/870522 Ito 

41^^*^" Power & Light Co. 87/05/22. 6pp. 41106*229- 


V. Operdm* Exai^nations 

50.325/OL-87-01 on 870112-16 for Units 1 & 2. 

^705050102 Exm 50-325/01-874)1 on 870112-16 for Units 1 & 2 Exam 

^ operators passed 

^ ^ Director. 87/04/29. 253pp. 


0OC1CET smK)Ym nm^Mm plant, unit i 
F. ^cui%, Utoific^ emergency & %e protection piano 

87(^ Itr re vidations noted in Insp Repts 50-327/ 

of 870507 n»e«ng concerning TVA 
^ 




87052S0023 Forwards Rev 16 to 870320 physical security/contingency plan, per 
10CFR50.54(p).Rev withheld (ref 10CFR73.21). 

GRIDLEY.R-L. Tennessee Valley Authority. 87/05/12. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 2pp. 41033:006-41033:007. 

8705270308 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-04, correcting listing of fire detection instruments in Table 3.3-1 1 & 
adding instrumentation installed as result of plant mods.Fee paid. 

DOMtR,J.A. Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Control Desk), 2pp. 41085:288-41085:305. 

-8705270325 Proposed Tech Specs Change 87-04, correcting listing of fire detection in- 
struments in Table 3.3-11 & adding instrumentation installed as result of plant mods. 

* Tennessee Valley Authority. 87/05/12. 16pp. 41085:290-41085:305. 

8705280377 Ack receipt of 870430 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/87-13 & 50-328A87-1 3. 

ZECHjG.G. Office of Special Projects. 87/05/14. WHITE, S.A. Tennessee Valiev Au- 
thority. Ip. 41107:136-41107:138. 

8705270339 Advises of withdrawal of Tech Spec change requests, including 860407 
Tech Spec change request re deletion of Table 3.3-11 & 841022 Tech Spec change 
request re list of secondary containment bypass penetrations in Table 3.6-1. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41085:141-41085:143. 

8705270530 Informs of Inability to complete transfer of emergency notification sys 
power supply to diesel generator power based on loss of offsite power (IE Bulletin 80- 
15) by Feb 1987.Completion expected by end of Jan 1988. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41 084:060-41 084:061 . 


J. Insurance & Indemnity information 


8705280103 Forwards amended Endorsement 53 to MAELU Policy MF-102, amended 
Endorsement 61 to NELIA Policy NF-247, Endorsement 52 toMAELU Policy MF-102 & 
Endorsement 60 to NELIA Policy NF-247. 

FARRELL, E. Marsh & McLennan, Inc. 87/05/21. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 13pp. 41088:325-41088:337. 


P. Operating license stage documents & correspondence 

8705200197 CONTAINMENT EVENT ANALYSIS FOR POSTULATED SEVERE ACCI- 
SEQUOYAH POWER STATION, UNIT 1. Draft Report For Comment 

KUNSMAN.D.M. Sandia National Laboratories. FIN A- 
®7’/02/28. Division of Reactor System Safety 
(860720-870413). 214pp. 40986:165-40987:012. ^ ^ 

87040902^ Fonvards SER & 870323 contractor technical evaluation rept of util Calcu- 
lation SQNAPS 008, “Short Circuit Study Medium Voltage Sys.” Correction of defi- 
ciencies before restart recommended. 

^Director for Technical Support (PWR-A). 87/04/02. 
ZWOUNSKI,J.A. Office of Special Projects. 2pp. 41030:309-41030:331. 

-8705260188 Safety evaluation re util 861229 electrical calculations submitted for NRC 
audit review to support design bases of Unit 2 for restart.Staff assessment of 6.9 kV 
protective devices installed at facility not sized properly. 

* NRC - No Detailed Affiliation Given. 87/04/02, 13pp. 41030:312-41030:324. 

-8703310246 “TVA Sequoyah Electrical Medium Voltage Short Circuit Analysis Calcula- 
tions, final technical evaluation rept. 

nSf ^0''P* (formerly Science Applications, Inc.). NRC- 

41C)^”SS-4?03o"33l^^^^ Detailed Affiliation Given. 7pp. 

post-restart scope & schedule for design baseline & verification 
PhSff TI'SJS® i evaluation. Design baseline & verification program 

^ schedule will be finalized & submitted by 870508. 

®7/04/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 4081 8:252-4081 8:253. 

I® of open meeting between TVA & NRC.per 

Itr.Meeting will be expanded to include all essential elements for Un!t2 
Pf ^ormance plan & design calculations review. 

KEPPLERJ-G. office of Special 

request to evaluate adequacy of seismic support of cables 
control room panels.Bechtel trip rept & calcula- 
kSRTlS?M^4°Tlnn2'^P®T/®? encl.Cables adequately supported. 

justification for small number of low-voltage power cable splices 
propaaatlon U^of S description of configuration capable of preventing fire 
SSinPpvD' commitments also encl.W/one oversize drawing. 

40875^3^^^^ 

Ame^flfi fee for fee-chargeable portion of 840125 applica- 

79re^iMTf2?h 1 License DPR-77 & Amends 38 & 41 to License DPR- 

DlGGq rIi 1 response to Generic Ltrs 83-30 & 83-37. 

Tennessee 

™ certification for nine confirmatory 
to Co'nfirrr«lon/1£?^o*l!/''®"3’??®,7" 'f® w^superheat relea8e.uai respond 

pK i6?^“o87ofl&70?m- ^OLINSKIJA Office of Special 
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8705270192 Summary of 870310 meeting w/utit in Bethesda.MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOUNSK!,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705120231 Informs that WR28-1-85-124, “Lab Tests of Air Entrapment in Slightly 
Sloped Sensing Lines & Consequent Pressure Transmission Error,” will be available 
on or before 870515, pending receipt from Norris Lab. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40888:100-40888:101. 

8705130219 Requests response to end correspondence list including review of 
list, adding or eliminating inappropriate names & correcting outdated addresses of indi- 
viduals encircled to assure appropriate distribution in timely manner. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/06. Tennessee Valley Authority, 
5pp. 40911:110-40911:114. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986.per BK Singh request. Requests advice if util should submit charts in succeeding 
months. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705190177 Summary of 870402 meeting w/util in Bethesda.MD re criteria used for 
restart.List of attendees, restart requirement criteria & flow chart end. 

ROTELLA,T.S. Office of Special Projects. 87/05/07. Office of Special Projects. 11pp. 
40966:109-40966:119. 

8705120380 Forwards six revised final element repts.addressing employee concerns re 
const & engineering.List of rept numbers & comparsion between employee concerns 
task group writers guide recommended rept format & transmitted repts also end. 
MARTIN, M.S. Tennessee Valley Authority. 87/05/08. Document Control Branch (Doc- 
ument Control Desk). 10pp. 40904:068-40904:261. 

“8705120390 Rev 8 to TVA Employee Concerns Special Program Final Element Rept 
C01 9201 -SON, “Conduit.” 

MARTIN.M.S., GIBBS, R.R. Tennessee Valley Authority. C01 9201 -SON R08. 87/05/ 
04. 58pp. 40904:078-40904:135. 

“8705120396 Rev 1 to TVA Employee Concerns Special Program Element Rept 
223.2(B), "Instrument Support Design.” 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 223.2(B) R01. 87/05/06. 
12pp. 40904:136-40904:147. 

“8705120400 Rev 3 to TVA Employee Concerns Special Program Element Rept 
229.1(B), "Instrumentation & Control Design.” 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 229.1(B) R03. 87/05/07. 
32pp. 40904:148-40904:179. 

“8705120403 Rev 2 to TVA Employee Concerns Special Program Element Rept 
235.11(B). “Electrical Safety." 

MARTIN.M.S.. GIBBS.R.R. Tennessee Valley Authority. 235.11(B) R02. 87/05/07. 
19pp. 40904:180-40904:198. 

“8705120404 Rev 3 to TVA Employee Concerns Special Program Element Rept 
238.3(B), "Raceway Overfills & Cable Pulling." 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 238.3(B) R03. 87/05/07. 
40pp. 40904:199-40904:238. 

“8705120407 Rev 3 to TVA Employee Concerns Special Program Element Rept 
242.0(B), “Electrical Separation." 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 242.0(B) R03. 87/05/07. 
23pp. 40904:239-40904:261. 

8705140468 Notification of 870521 meeting w/util in Chattanooga, TN to receive util 
presentation on status of essential elements of restart program for plant-Meeting 
agenda end. 

ROTELLA,T.S. Office of Special Projects. 87/05/08. ZWOLINSKI,J.A. Office of Spe- 
cial Projects. 3pp. 40920:357-40920:359. 

8705150295 Forwards sixth update to Sequoyah activities list,including status info & re- 
opened items, per nuclear performance plan. Update includes info through 870413 & 
changes since 870401 submittal of revised plan. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/08. Document Control Branch (Docu- 
ment Control Desk). 78pp. 40935:344-40936:061 . 

8705110372 Generic Ltr 87-08 to all power reader licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31 1-41018:002. 

8705190055 Requests that util respond to listed open items identified in end EG&G 
rept, “Conformance to Reg Guide 1 .97,Sequoyah Nuclear Plant Units 1 & 2,” within 
120 days of ltr date. Safety evaluation will be provided once items resolved. 
ZWOLINSKI.J.A. Office of Special Projects. 87/05/11. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 40966:305-40966:323. 

“8705190101 “Conformance to Reg Guide 1.97 Sequoyah Nuclear Plant,Units 1 & 2." 
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 87/05/11. NRC - No 
Detailed Affiliation Given. 1 6pp. 40966:308-40966:323. 

8705260001 Forwards Amends 55 & 47 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends change Tech Specs to permit installation of slower acting 
valve operators on valves between suction of charging pumps & vol control tank. 
ZWOLINSKI,J.A. Office of Special Projects. 87/05/12. WHITE,S.A. Tennessee Valley 
Authority. 3pp. 41031:279-41031:323. 

“8705260004 Amends 55 & 47 to Licenses DPR-77 & DPR-79.re8pectively, changing 
Tech Specs to permit installation of slower acting valve operators on valves between 
suction of centrifugal charging pumps & vol control tanks. 

ZWOLlNSKI,J.A. Office of Special Projects. 87/05/12. 18pp. 41031:282-41031:299. 

“8705260006 Safety evaluation supporting Amends 55 & 47 to Licenses DPR-77 & 
DPR-79, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 2pp. 
41031:300-41031:319. 


“8705260019 Requests FR publication of notice of consideration of issuance of 
Amends 55 & 47 to Licenses DPR-77 & DPR-79, respectively.Tech Spec revised to 
permit installation of slower acting valve operators on valves. 

ZWOLINSK!,J.A. Office of Special Projects. 87/05/12. NRC - No Detailed Affiliation 
Given. 4pp. 41031:320-41031:323. 

8705270308 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-04,correcting listing of fire detection instruments in Table 3.3-11 & 
adding instrumentation installed as result of plant mods.Fee paid. 

DOMbR,J.A. Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41085:288-41085:305. 

“8705270325 Proposed Tech Specs Change 87-04,correcting listing of fire detection in- 
struments in Table 3.3-11 & adding instrumentation installed as result of plant mods. 

* Tennessee Valley Authority. 87/05/12. 16pp. 41085:290-41085:305. 

8705270420 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-15,adding Valves FSV-30-134 & FSC-30-135 to list of flow solenoid 
valves.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:234-41088:251. 

“8705270423 Proposed Tech Specs consisting of Tech Spec Change 87-15, adding 
Valves FSV-30-134 & FSV-30-135 to list of flow solenoid valves. 

* Tennessee Valley Authority. 87/05/12. 16pp. 41088:236-41088:251. 

8705180377 Advises that based on requirements criteria of 10CFR2.790 & Westing- 
house statements, NRC has determined that WCAP-11378, “Row 1 & 2 Heat Treat- 
ment Licensing Rept for Sequoyah Units 1 & 2,” submitted by TVA 860316 ltr, should 
be withheld. 

2WOLINSKI,J.A. Office of Special Projects. 87/05/13. WHITE,S.A. Tennessee Valley 
Authority. 2pp. 40960:086-40960:087. 

8705190452 Forwards one engineering & two matl control final element repts from em- 
ployee concerns special program. Listing of rept numbers, related concerns & previous 
submittal dates also end. 

MARTIN,M.S. Tennessee Valley Authority. 87/05/13. Document Control Branch (Doc- 
ument Control Desk). 9pp. 40969:271-40970:044. 

“8705190470 Rev 3 to TVA Employee Concerns Special Program Final Element Rept 
238.1(B), “Raceway Overfills & Cable Pulllng,Conduit Overfills & Cable Damage." 
JORDAN,G.W., RUSSELL.J.R.. MARTIN,M.S. Tennessee Valley Authority. 238.1(B) 
R03. 87/05/12. 34pp. 40969:280-40969:313. 

“8705190483 Rev 2 to TVA Employee Concerns Special Program Final Element Rept 
MC-40703-SQN, "Heat Code As Related to Matl Control." 

BROWN,W.R. Tennessee Valley Authority. MC-40703-SQN R02. 87/05/12. 42pp. 
40969:314-40970:044. 

“8705190487 “Executive Rept on Heat Code Traceability Issues at Sequoyah Nuclear 
Plant," 

KLELLY.R.B.. LANDERS,D.F., FOX.C.H. Tennessee Valley Authority. 87/04/21. 49pp. 
40969:356-40970:044. 

“8705190491 Rev 2 to TVA Employee Concerns Special Program Final Element Rept 
MC-40709-SQN, "Matl Personnel-Search for Defective Matl." 

RUSSELUJ.R., BROWN, W.R. Tennessee Valley Authority. MC-40709-SQN R02. 87/ 
05/12. 18pp. 40970:045-40970:062. 

8705260091 Forwards weekly schedule of TVA activities for wks of 870518 & 26.Updat- 
ed input requested before noon each Thursday. 

KELLY, J.L. Office of Special Projects. 87/05/15. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41030:335-41030:338. 

8705270258 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-29,revising Table 3.8-2 to delete refs to motor-operated valves w/ 
bypassed thermal overload devices.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41086:083-41086:166. 

“8705270292 Proposed Tech Specs, revising Table 3.8-2 to delete refs to motor-operat- 
ed valves w/bypassed thermal overload devices. 

* Tennessee Valley Authority. 87/05/15, 16pp. 41086:085-41086:100. 

“8705270303 "Early Diagnosis of Motor-Operated Valve Mechanical & Electrical Degra- 
dations." 

CHARBONNEAU,A. American Society of Mechanical Engineers. CHARBONNEAU,A. 
MOVATS, Inc. 84-NE-16. 87/05/15. 4pp. 41086:101-41086:166. 

8705270272 Application for amend to License DPR-77,deleting Section 2.C.10 require- 
ments to allow improvements in secondary water chemistry program to minimize 
steam generator tube degradation, per Generic Ltr 85-02 & NUREG-0844.Fee paid. 
GRIDLEY,R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41051:169-41051:177. 

“8705270704 Proposed Tech Specs re secondary water chemistry program. 

* Tennessee Valley Authority. 87/05/15. 7pp. 41051:171-41051:177. 

8705270339 Advises of withdrawal of Tech Spec change requests,including 860407 
Tech Spec change request re deletion of Table 3.3-11 & 841022 Tech Spec change 
request re list of secondary containment bypass penetrations in Table 3.6-1. 
GRIDLEY.R. Tennessee valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41085:141-41085:143. 

8705270386 Forwards "Engineering Assurance Oversight Review Rept, Design Baseline 
& Verification Program." Rept presents results of review on Phase I activities.Open 
action items prepared for action. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41055:154-41056:297. 

“8705270395 “Engineering Assurance Oversight Review Rept, Design Baseline & Verifi- 
cation Program.’*^ 

WEiNSTEIN,J.W.. CAP0Z2I,A.P., KAZANAS,N.C. Tennessee Valley Authority. EA-OR- 
001. 87/04/27. 450pp. 41055:156-41056:297. 
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®7052^555 Discusses implementation of facility independent safety engineering group 
870504 telcon.New ISEG organization will be implemented by 
870522.Bases for implementation of ISEG end 

GRIDLEY.R. Tennessee Val'e'/ Aut^'cri^'. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 4 rJ35-257-4 1055:359. 

8705290264 Advises that acceptance of facility restart criteria contingent on util supple- 
mental info to be identified in 870521 meeting.Acceptance of criteria in 870507 memo 
premature.Meeting attendees list end. 

EBNETER.S.D. Office of Special Projects. 87/05/15. Office of Special Projects. 3pp. 
41115:049-41115:051. 

8705260066 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-34, revising Section 6 re administrative controls to reflect new plant 
organization. Fee paid. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/18. Document Control Branch 
(Document Control Desk). 3pp. 41033:078-41033:154. 

—8705260071 Proposed Tech Specs, revising Section 6, “Administrative Controls,” to re- 
flect new plant organization, restructure of independent safety engineering group & 
changes in plant operations review committee. 

* Tennessee Valley Authority. 87/05/18. 74pp. 41033:081-41033:154. 

8705260368 Responds to 870402 request for addi info re development of Sequoyah ac- 
tivities list (SAL).Revised & expanded Section 4 of nuclear performance plan summa- 
rizes process used at plant since Mar 1986 to resolve issues end. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 16pp. 41038:235-41038:250. 

8705270527 Summary of 870326 meeting w/util re diesel generator sequencing 
calculations.Util response to questions in form of Rev 5 to calculations, engineering 
change notification, list of attendees & other related documents end. 

ROTELLA.T.S. Office of Special Projects. 87/05/18. Office of Special Projects. 250pp, 
41063:253-41064:189. 

8705290256 Informs that util nuclear safety review board reviewed & accepted corpo- 
rate & facility nuclear performance plans, in response to suggestions raised at 870310 
& 0420 util/NRC senior mgt team meetings.Memo re plans end. 

WHITE, S.A. Tennessee Valley Authority. 87/05/18. KEPPLER.J.G. Office of Special 
Projects. 3pp. 41 1 14:346-41 1 14:348. 

8705280142 Forwards Engineering Assurance Rept EA-87-09(T) re electrical design 
calculations, per SD Richardson request. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 200pp. 41091:233-41092:088. 

8705280211 Informs that fee for review of Tech Spec changes filed in response to Ge- 
neric Ltrs 83-30 & 83-37 wilt be submitted.per 870430 request. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 1p. 41109:255-41109:255. 

8705280318 Notification of 870601 meeting w/util in Bethesda.MD to discuss status of 
licensing actions for plant. 

ROTELLA.T.S. Office of Special Projects. 87/05/19. ZWOL1NSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41097:068-41097:070. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705290280 Notification of canceled meeting on 870601 w/util in Bethesda.MD to dis- 
cuss status of licensing actions for facility. 

DONOHEW,J.N. Office of Special Projects. 87/05/19. ZWOLINSKI. J.A. Office of Spe- 
cial Projects. 3pp. 41 1 15:043-41 1 15:045. 

8705270536 Submits list of status of Sequoyah restart issues re employee concerns 
program.Advises that TVA revised status of corrective actions to accomodate NRC 
staff comments. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. EBNETER.S.D. Office of Spe- 
cial Projects. 2pp. 41063:251-41063:252. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts.including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 

8705290164 Responds to 870211 Itr recommending options for resolving intimidation & 
harassment cases from QTC files. Identities of concerned individuals, in general, cannot 
be revealed.Plans for resolution of allegations discussed. 

KEPPLER,J.G. Office of Special Projects. 87/05/22. ZIGROSSI.N.A. Tennessee 
Valley Authority. 2pp. 41 1 1 6:1 76-41 1 1 5:1 77. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705080081 Forwards Safety Sys Outage Mods Insp Repts 50-327/86-68 & 50-328/86- 
68 on 861201-12 & 870112-23 & notice of violation. Generic problems in matl control 
area associated w/all facets of mod work indicated. 

EBNETER.S.D, Office of Special Projects. 87/04/24. WHITE, S.A. Tennessee Valley 
Authority. 4pp. 40862:261-40862:330. 

-8705080092 Notice of violation from insp on 861201-12 & 870112-23. 

EBNETER.S.D. Office of Special Projects. 87/04/24. 5pp. 40862:265-40862:269. 

-8705080107 insp Repts 50-327/86-68 & 50-328/86-68 on 861201-12 & 870112- 
23. Violations noted: licensee failed to assure that applicable ASME Code requirements 
included in procurement of specific safety-related code class equipment. 

KONKLIN,J.E., HOOKS, K.R., LLOYD, R.L Reactor Construction Program Branch. 87/ 
03/31. 61pp. 40862:270-40862:330. 


8705040334 Forwards Insp Repts 50-438/86-11.50-439/86-11,50-259/86-43, 50-260/ 
86-43,50-296/86-43.50-327/86-73.50-328/86-73. 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE,S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

-8705050004 Insp Repts 50-438/86-11.50-439/86-11,50-259/86-43. 50-260/86-43,50- 
296/86-43.50-327/86-73,50-328/86-73. 50-390/86-27 & 50-391/86-26 on 871215- 
19. Violation noted: failure to follow engineering procedures. 

WALTON,G.A., HUMPHREY.P.G., BEARDEN.W. Region 2. Office of Director. 87/04/ 
27. 9pp. 40788:245-40788:253. 

8705040186 Discusses util 860715 response to violation noted in Insp Repts 50-327/ 

86- 28 & 50-328/86-28.Requests supplemental response to violation re deviation from 
commitment made to NRC re delay in preparing safety evaluation. 

ZECH.G.G. Office of Special Projects. 87/04/28. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 40786:138-40786:138. 

8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35.50-260/86-35,50-296/86-35. 50-327/86-56,50-328/86-56,50- 

390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731, per 
telcon. 

GRIDLEY.R.L Tennessee Valley Authority, 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705050302 Responds to GG Zech 870330 Itr re violations noted In Insp Repts 50-327/ 

87- 13 & 50-328/87-1 3.Plans re upgrading of barriers in control room walls will be pro- 
vided by 870601. End withheld (ref 10Cffl73.21). 

DOMEh.J.A. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 40812:081-40812:081. 

8705190073 Requests evaluation of util 861024 & 870406 denials of Violation 86-42-01 
& Unresolved Item 86-42-02 from Insp Repts 50-327/86-42 & 50-328/86-42 re envi- 
ron qualification of ASCO solenoid valves. 

ZECH.G.G. Office of Special Projects. 87/05/04. LIAW.B.D. Office of Special Projects. 
2pp. 40967:212-40967:213. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280243 Forwards Insp Repts 50-327/87-17 & 50-328/87-17 on 870306-0405.No 
violations or deviations noted.informality of implementation of restart determination 
process & inaccurate tracking sys for restart & nonrestart items also noted. 

2ECH,G.G. Office of Special Projects. 87/05/14. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41109:081-41109:103. 

-8705280259 Insp Repts 50-327/87-17 & 50-328/87-17 on 870306-0405.No violations 
or deviations noted.Major areas inspected: operational safety verification.previous insp 
findings, followup of events & review of IE info notices. 

JENISON,K.M., BRANCH.M., HARMON.P.E. Region 2, Office of Director. 87/05/08. 
21pp. 41109:083-41109:103. 

8705280267 Forwards Insp Repts 50-327/87-25 & 50-328/87-25 on 87041 5-1 7.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/05/14. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 41 109:065-41 1 09:070. 

-8705280278 Insp Repts 50-327/87-25 & 50-328/87-25 on 87041 5-1 7.No violations or 
deviations noted.Major areas inspected:status of conditions adverse to quality pro- 

g ram & divs of nuclear engineering & nuclear QA interfaces. 
iELISLE,G.A., JULIAN.C.A. Region 2. Office of Director. 87/05/13. 4pp. 41109:067- 
41109:070. 

8705280377 Ack receipt of 870430 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/87-13 & 50-328/87-13, 

ZECH.G.G, Office of Special Projects. 87/05/14. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41107:136-41107:138. 

8705260310 Responds to NRC 870324 Itr re commitments noted In Insp Repts 50-327/ 
87-19 & 50-328/87-1 9.Three listed oral commitments confirmed. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41032:126-41032:127. 

8705270366 Responds to NRC 870410 Itr re violations noted in Insp Repts 50-327/87- 
08 &. 50-328/87-08.Corrective actlons:personnel given guidance on frisking upon ex- 
isting radioloqically controlled areas. 

DOmER,J.A. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk), 6pp. 41051:348-41051:353. 

8705270530 Informs of inability to complete transfer of emergency notification sys 
power supply to diesel generator power based on loss of offsite power (IE Bulletin 80- 
15) by Feb 1987.Completion expected by end of Jan 1988. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41084:060-41084:061. 

8705280035 REsponds to NRC Itr re violations noted in Insp Repts 50-327/87-08 & 50- 
328/87-08.Corrective actlons:concurs w/ listed inferred licensee 
commitments,including Paragraph 4, ‘‘Unresolved Items." 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:341-41088:342. 

8705280330 Ack receipt of 870414 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-327/87-1 0 & 50-328/87-10. 

ZECH.G.G. Office of Special Projects. 87/05/18. WHITE,S.A. Tennessee Valley Au- 
thority. Ip. 41109:178-41109:178. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 
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R. Periodic operating reports St reiated correspondence 

8705050245 “Annual Radiological Environ Operating Rept, Sequoyah Nuclear 
Plant.1986.'’ W/870430 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/31. 61pp. 40801:010-40801:068. 


S. Reportable occurrences, LERs & related correspondence 

8705200221 ANALYSIS OF CORE DAMAGE FREQUENCY FROM INTERNAL EVENTS: 
SEQUOYAH.UNIT 1. 

BERTUCIO.R.C., MOORE, D.L.. HELD.J.T. Sandia National Laboratories. FIN A-1228. 
NUREG/CR-4550 VOS. 87/02/28. Division of Reactor System Safety (860720- 
870413). 325pp. 40985:101-40986:164. 

8705040278 Special Rept 87-03:on 870409,meteorological instrumentation declared in- 
operable three times & remained inoperable until 870422.Caused by bad cable in tele- 
phone line creating bad connection.! elephone line repaired. 

NOBLES.L.M. Tennessee Valley Authority. 87/04/24. Document Control Branch (Doc- 
ument Control Desk). 3pp. 40788:255-40788:257. 

8705050340 LER 87-01 2-01 :on 870128.capability of DHR losLCaused by false indica- 
tions of RCS level in sight plass due to debris accumulation.RCS water level returned 
to normal & reliability of indicating sys lncreased.W/870430 Itr. 

SMITH.J.D., NOBLES, LM. Tennessee Valley Authority. 87/04/30. 6pp. 40812:049- 
40812:054. 

8705080045 PNO-OSP-87-004:on 870429,approx 11,000 gallons of primary coolant 
water spilled into containment sump.Caused by pressurizer spray line vent valve which 
had been left open. Water pumped from sump to radwaste sys. 

MCCOY,F., BRADY, J. Office of Special Projects. 87/05/04. Ip. 40862:219-40862:219. 

8705210540 LER 86-061 -01 :on 861230,auxiliary bldg vent radiation monitor declared 
inoperable.Caused by personnel error & lack of adequate communications.Chemical 
lab personnel counseled & operations personnel issued training ltr.W/870515 Itr. 
LONG.J.L., NOBLES.LM. Tennessee Valley Authority. 87/05/08. 5pp. 41011:163- 
41011:167. 

8705210463 LER 87-021 -00:on 87041 7,lnoperable fire barrier discovered not brought to 
attention of shift engineer for one day. Caused by personnel error.Continuous fire 
watch being established & personnel involved counseled.W/870515 Itr. 

MEADE, K.E.. NOBLES,L.M. Tennessee Valley Authority. 87/05/15. 4pp. 41012:345- 
41012:348. 

8705280422 LER 86-001 -01 :on 860525,discovered that boration flow path surveillance 
requirement not adequately performed on 860129 & 0426.Caused by inadequate 
procedure.Surveillance Instruction 64 revised.W/870521 Itr. 

PHIFER, T.K., NOBLES.LM. Tennessee Valley Authority. 87/05/19. 5pp. 41107:349- 
41107:353. 

8705270597 Special Rept 87-04:on 870502,meteorological instrumentation declared In- 
operable & Limiting Condition for Operation 3.3.3.4 entered.Cause under 
investigation.No corrective actions transpired.Revised rept expected by 870807. 
NOBLfe,L.M. Tennessee Valley Authority. 87/05/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41088:114-41088:115. 


T. Hearing transcripts on non-antitrust matters 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs.transcript of meeting & related 
info end, 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

-8705270212 Transcript of 870310 meeting w/util In Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 

8705260093 Summary of 870410 meeting w/TVA in Bethesda.MD re status of plant re- 
start issues.Meeting transcript & relatedf documentation end. 

ROTELLA,T.S. Office of Special Projects. 87/05/08. Office of Special Projects. 3pp. 
41031:047-41031:269. 

-8705260097 Transcript of 870410 meeting w/util in Bethesda.MD.Pp 1-158. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 87/04/10, 221pp. 41031:050-41031:269. 


U. Congressional/Executive Correspondence 

8705060190 Responds to 870318 Itr re current investigation of TVA 
matters.Commission recognizes responsibility to conduct all regulatory adivities in 
manner to enhance public health & safety & resist outside adverse influences. 
ZECH.LW. Commissioners. 87/04/27. LLOYD.M. House of Rep. 2pp. 41162:106- 
41162:110. 

-8705060194 Requests assurance that NRC conducting affairs as regulator of nuclear 
program at TVA in manner free of political influence. 

LLc5yD,M. House of Rep. 87/03/18. ZECH.LW. Commissioners. 3pp. 41162:108- 
41162:110. 
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F. Security, medical, emergency & fire protection plana 

8705050302 Responds to GG Zech 870330 Itr re violations noted in Insp Repts 50-327/ 
87-13 & 50-328/87-1 3. Plans re upgrading of barriers in control room walls will be pro- 
vided by 870601. End withheld (ref 10CFR73.21). 

DOMER.J.A. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 40812:081-40812:081. 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities.Meeting will be rescheduled. 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 


8705260018 Forwards supplemental Revs 7 & 15 to physical security/ contingency 
plans for Browns Ferry & Sequoyah.respectively. Revs agreed upon as reliable in 
870331 telcon.Revs withheld (ref 10CFR73.21), 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/12. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 2pp. 41033:009-41033:010. 

8705260023 Fonvards Rev 16 to 870320 physical security/contingency plan.per 
10CFR50.54(p).Rev withheld (ref 10CFR73.21). 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/12. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 2pp. 41033:006-41033:007. 

8705270308 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-04, correcting listing of fire detection instruments in Table 3.3-1 1 & 
adding instrumentation installed as result of plant mods. Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Ck)ntrol Desk). 2pp. 41085:288-41085:305. 

-8705270325 Proposed Tech Specs Change 87-04, correcting listing of fire detection in- 
struments in Table 3.3-11 & adding instrumentation installed as result of plant mods. 
* Tennessee Valley Authority. 87/05/12. 16pp. 41085:290-41085:305. 

8705280377 Ack receipt of 870430 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-327/87-13 & 50-328/87-13. 

ZECH.G.G. Office of Special Projects. 87/05/14. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41107:136-41107:138. 

8705270339 Advises of withdrawal of Tech Spec change requests, including 860407 
Tech Spec change request re deletion of Table 3.3-11 & 841022 Tech Spec change 
request re list of secondary containment bypass penetrations in Table 3.6-1 . 
GRIDLEY,R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41085:141-41085:143. 

8705270530 Informs of inability to complete transfer of emergency notification sys 
power supply to diesel generator power based on loss of offsite power (IE Bulletin 80- 
15) by Feb 1987.Completion expected by end of Jan 1988. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41084:060-41084:061. 


J. Insurance & indemnity Information 


8705280103 Forwards amended Endorsement 63 to MAELU Policy MF-102, amended 
Endorsement 61 to NELIA Policy NF-247,Endorsement 52 toMAELU Policy MF-102 & 
Endorsement 60 to NELIA Policy NF-247. 

FARRELL, E. Marsh & McLennan, Inc. 87/05/21. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 13pp. 41088:325-41088:337. 


P. Operating license stage documents & correspondence 

8704090238 Forwards SER & 870323 contractor technical evaluation rept of util Calcu- 
lation SQNAPS 008, "Short Circuit Study Medium Voltage Sys." Correction of defi- 
ciencies before restart recommended. 

ROSSI.C.E. Assistant Director for Technical Support (PWR-A). 87/04/02. 
ZWOLINSKI,J.A. Office of Special Projects. 2pp. 41030:309-41030:331. 

-8705260188 Safety evaluation re util 861229 electrical calculations submitted for NRC 
audit review to support design bases of Unit 2 for restart.Staff assessment of 6.9 kV 
protective devices installed at facility not sized properly. 

* NRC - No Detailed Affiliation Given. 87/04/02. 13pp. 41030:312-41030:324. 

—8703310246 “TVA Sequoyah Electrical Medium Voltage Short Circuit Analysis Calcula- 
tions," final technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-87/3030. 87/03/23. NRC - No Detailed Affiliation Given. 7pp. 
41030:325-41030:331. 

8705060131 Discusses post-restart scope & schedule for design baseline & verification 
program. Phase I prestart under evaluation. Design baseline & verification program 
Phase II scope & schedule will be finalized & submitted by 870508. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40818:252-40818:253. 

8705070181 Provides addi info re conduct of open meeting between TVA & NRC, per 
author 870423 Itr.Meeting will be expanded to include ail essential elements for Unit 2 
restart, including nuclear performance plan & design calculations review. 

WHITE, S.A. Tennessee Valley Authority. 87/04/28. KEPPLER,J.G. Office of Special 
Projects. 2pp. 40859:216-40859:217. 

8705040201 Responds to request to evaluate adequacy of seismic support of cables 
which take straight vertical drop from control room panels.Bechtel trip rept & calcula- 
tions added to file for Element Rept 224.5 encl.Cables adequately supported. 
MARTIN,M.S. Tennessee Valley Authority. 87/04/30. Document Control Branch (Doc- 
ument Control Desk). 48pp. 40776:006-40776:053. 

8705050291 Forwards justification for small number of low-voltage power cable splices 
made in annulus trays.including description of configuration capable of preventing fire 
propagation. List of commitments also encl.W/one oversize drawing. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 6pp. 40815:319-40815:325. 

8705060119 Requests remittance of fee for fee-chargeable portion of 840125 applica- 
tion for Amends 46 & 49 to License DPR-77 & Amends 38 & 41 to License DPR- 
79,revising Tech Specs in response to Generic Ltrs 83-30 & 83-37. 

DIGGS, R.M. License Fee Management Branch. 87/04/30. WHITE, S.A. Tennessee 
Valley Authority. 2pp. 40837:017-40837:018. 

8705080318 Comments on 861205 draft SER re TVA certification for nine confirmatory 
items,including approval of main-steam-line break w/si^erheat release.Util response 
to Confirmatory Items 4-9 acceptable.Marked-up draft SER end. 

LIAW.B.D. Office of Special Projects. 87/04/30. ZWOLlNSKI,J.A. Office of Special 
Projects. 16pp. 40870:179-40870:194. 
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8705270192 Summary of 870310 meeting w/utii in Bethesda.MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705120231 Informs that WR28-1-85-124, “Lab Tests of Air Entrapment in Slightly 
Sloped Sensing Lines & Consequent Pressure Transmission Error." will be available 
on or before 870515, pending receipt from Norris Lab. 

GRIDLEY.R. Tennessee Valley Authority, 87/05/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40888:100-40888:101. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986, per BK Singh request. Requests advice If util should submit charts in succeeding 
months. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705190177 Summary of 870402 meeting w/util in Bethesda.MD re criteria used for 
restart.List of attendees.restart requirement criteria & flow chart end. 

ROTELLA.T.S, Office of Special Projects. 87/05/07. Office of Special Projects. 11pp. 
40966:109-40966:119. 

8705120380 Fonwards six revised final element repts, addressing employee concerns re 
const & engineering. List of rept numbers & comparsion between employee concerns 
task group writers guide recommended rept format & transmitted repts also end. 
MARTIN, M.S. Tennessee Valley Authority. 87/05/08. Document Control Branch (Doc- 
ument Control Desk). 10pp. 40904:068-40904:261. 

-8705120390 Rev 8 to TVA Employee Concerns Special Program Final Element Rept 
CO19201.SQN. "Conduit." 

MARTIN.M.S., GIBBS, R.R. Tennessee Valley Authority. C019201-SQN R08. 87/05/ 
04. 58pp. 40904:078-40904:135. 

-8705120396 Rev 1 to TVA Employee Concerns Special Program Element Rept 
223.2(B), "Instrument Support Design.” 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 223.2(B) R01. 87/05/06. 
12pp. 40904:136-40904:147. 

-8705120400 Rev 3 to TVA Employee Concerns Special Program Element Rept 
229.1(B). "Instrumentation & Control Design." 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 229.1(B) R03. 87/05/07. 
32pp. 40904:148-40904:179. 

-8705120403 Rev 2 to TVA Employee Concerns Special Program Element Rept 
235.11(B), “Electrical Safety.” 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 235.11(B) R02. 87/05/07. 
19pp. 40904:180-40904:198. 

-8705120404 Rev 3 to TVA Employee Concerns Special Program Element Rept 
238.3(B), “Raceway Overfills & Cable Pulling," 

MARTIN,M.S.. GIBBS,R.R. Tennessee Valley Authority. 238.3(B) R03. 87/05/07. 
40pp. 40904: 1 99-40904:238. 

-8705120407 Rev 3 to TVA Employee Concerns Special Program Element Rept 
242.0(B), "Electrical Separation," 

MARTIN.M.S., GIBBS.R.R. Tennessee Valley Authority. 242.0(B) R03. 87/05/07. 
23pp. 40904:239-40904:261. 

8705140468 Notification of 870521 meeting w/util in Chattanooga.TN to receive util 
presentation on status of essential elements of restart program for plant.Meeting 
agenda end 

ROTELLA.T.S. Office of Special Projects. 87/05/08. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 40920:357-40920:359. 

8705150295 Forwards sixth update to Sequoyah activities list.including status info & re- 
opened items.per nuclear performance plan. Update includes info through 870413 & 
changes since 870401 submittal of revised plan. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/08. Document Control Branch (Docu- 
ment Control Desk). 78pp. 40935:344-40936:061. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 

M1RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190055 Requests that util respond to listed open Items identified in end EG&G 
rept. “Conformance to Reg Guide 1.97, Sequoyah Nuclear Plant Units 1 & 2," within 
120 days of ltr date. Safety evaluation will be provided once items resolved. 
ZWOLINSKI,J.A. Office of Special Projects. 87/05/11. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 40966:305-40966:323. 

-8705190101 “Conformance to Reg Guide 1,97 Sequoyah Nuclear Plant, Units 1 & 2." 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. 87/05/11. NRC - No 
Detailed Affiliation Given, 16pp. 40966:308-40966:323. 

8705260001 Forwards Amends 55 & 47 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends change Tech Specs to permit installation of slower acting 
valve operators on valves between suction of charging pumps & vol control tank. 
2WOLINSKI,J.A. Office of Special Projects. 87/05/12. WH1TE,S.A. Tennessee Valley 
Authority. 3pp. 41 031 :279-41 031 :323. 

-8705260004 Amends 55 & 47 to Licenses DPR-77 & DPR-79, respectively, changing 
Tech Specs to permit installation of slower acting valve operators on valves between 
suction of centrifugal charging pumps & vol control tanks. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/12. 18pp. 41031:282-41031:299. 

-8705260006 Safety evaluation supporting Amends 55 & 47 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 2pp. 
41031:300-41031:319. 

-8705260019 Requests FR publication of notice of consideration of issuance of 
Amends 55 & 47 to Licenses DPR-77 & DPR-79, respectively.Tech Spec revised to 
permit installation of slower acting valve operators on valves. 

2WOLINSKi,lA. Office of Special Projects. 87/05/12. NRC - No Detailed Affiliation 
Given. 4pp. 41031:320-41031:323. 


8705270308 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-04, correcting listing of fire detection instruments in Table 3.3-1 1 & 
adding instrumentation installed as result of plant mods.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41085:288-41085:305. 

-8705270325 Proposed Tech Specs Change 87-04, correcting listing of fire detection in- 
struments in Table 3.3-11 & adding instrumentation installed as result of plant mods. 

* Tennessee Valley Authority. 87/05/12. 16pp. 41085:290-41085:305. 

8705270420 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-15,adding Valves FSV-30-134 & FSC-30-135 to list of flow solenoid 
valves.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:234-41088:251. 

-8705270423 Proposed Tech Specs consisting of Tech Spec Change 87-15, adding 
Valves FSV-30-134 & FSV-30-135 to list of flow solenoid valves. 

* Tennessee Valley Authority. 87/05/12. 16pp. 41088:236-41088:251. 

8705180377 Advises that based on requirements criteria of 10CFR2.790 & Westing- 
house statements,NRC has determined that WCAP-11378, “Row 1 & 2 Heat Treat- 
ment Licensing Rept for Sequoyah Units 1 & 2,” submitted by TVA 860316 ltr,should 
be withheld. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/13. WHITE,S.A. Tennessee Valley 
Authority. 2pp. 40960:086-40960:087. 

8705190452 Forwards one engineering & two matl control final element repts from em- 
ployee concerns special program. Listing of rept numbers, related concerns & previous 
submittal dates also end. 

MARTIN.M.S, Tennessee Valley Authority. 87/05/13. Document Control Branch (Doc- 
ument Control Desk). 9pp. 40969:271-40970:044. 

-8705190470 Rev 3 to TVA Employee Concerns Special Program Final Element Rept 
238.1(B), “Raceway Overfills & Cable Pulling, Conduit Overfills & Cable Damage.” 
JORDAN.G.W., RUSSELL. J.R., MARTIN.M.S. Tennessee Valley Authority. 238.1(B) 
R03. 87/05/12. 34pp. 40969:280-40969:313. 

-6705190483 Rev 2 to TVA Employee Concerns Special Program Final Element Rept 
MC-40703-SQN, “Heat Code As Related to Matl Control." 

BROWN.W.R. Tennessee Valley Authority. MC-40703-SQN R02. 87/05/12. 42pp. 
40969:314-40970:044. 

-8705190487 “Executive Rept on Heat Code Traceability Issues at Sequoyah Nuclear 
Plant” 

KLELLY.R.B., LANDERS.D.F.. FOX.C.H. Tennessee Valley Authority. 87/04/21. 49pp. 
40969:356-40970:044. 

-8705190491 Rev 2 to TVA Employee Concerns Special Program Final Element Rept 
MC-40709-SQN, “Matl Personnel-Search for Defective Matl.” 

RUSSELL.J.R., BROWN.W.R. Tennessee Valley Authority. MC-40709-SQN R02. 87/ 
05/12. 18pp. 40970:045-40970:062. 

8705260091 Fon^rards weekly schedule of TVA activities for wks of 870518 & 26.Updat- 
ed input requested before noon each Thursday. 

KELLY, J.L. Office of Special Projects. 87/05/15. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41030:335-41030:338. 

8705270258 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-29, revising Table 3.8-2 to delete refs to motor-operated valves w/ 
bypassed thermal overload devices. Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41086:083-41086:166. 

-8705270292 Proposed Tech Specs, revising Table 3,8-2 to delete refs to motor-operat- 
ed valves w/bypassed thermal overload devices. 

* Tennessee Valley Authority. 87/05/15. 16pp. 41086:085-41086:100. 

8705270339 Advises of withdrawal of Tech Spec change requests, including 860407 
Tech Spec change request re deletion of Table 3.3-11 & 841022 Tech Spec change 
request re list of secondary containment bypass penetrations in Table 3.6-1. 
GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41085:141-41085:143. 

8705270386 Forwards “Engineering Assurance Oversight Review Rept, Design Baseline 
& Verification Program." Rept presents results of review on Phase I activities.Open 
action Items prepared for action. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41055:154-41056:297. 

-8705270395 “Engineering Assurance Oversight Review Rept,Design Baseline & Verifi- 
cation Program.” 

WEINSTE1N,J.W.. CAPOZZI,A.P., KAZANAS.N.C. Tennessee Valley Authority. EA-OR- 
001. 87/04/27. 450pp. 41055:156-41056:297. 

8705270555 Discusses implementation of facility independent safety engineering group 
(ISEG),per 870504 telcon.New ISEG organization will be implemented by 
870522.Bases for implementation of ISEG end 

GRIDLEY,R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41 065:357-41 065:359. 

8705290264 Advises that acceptance of facility restart criteria contingent on util supple- 
mental info to be identified in 870521 meeting.Acceptance of criteria in 870507 memo 
premature. Meeting attendees list end. 

EBNETER,S.D. Office of Special Projects. 87/05/15. Office of Special Projects. 3pp. 
41115:049-41115:051. 

8705260066 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-34,revising Section 6 re administrative controls to reflect new plant 
organization. Fee paid. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/18, Document Control Branch 
(Document Control Desk). 3pp. 41033:078-41033:154. 

-8705260071 Proposed Tech Specs, revising Section 6, "Administrative Controls,” to re- 
flect new plant organization, restructure of independent safety engineering group & 
changes in plant operations review committee. 

* Tennessee Valley Authority. 87/05/18. 74pp. 41033:081-41033:154. 
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870526036S Responds to 870402 request for addi info re development of Sequoyah ac- 
tivities list (SAL).Revised & expanded Section 4 of nuclear performance plan summa- 
rizes process used at plant since Mar 1 986 to resolve Issues end. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/18. Document Control Branch (Docu- 
ment Control Desk). 16pp. 41038:235-41038:250. 

8705270527 Summary of 870326 meeting w/util re diesel generator sequencing 
calculations.Util response to questions in form of Rev 5 to calculations, engineering 
change notification, list of attendees & other related documents end. 

ROTELLA,T.S. Office of Special Projects. 87/05/18. Office of Special Projects. 250pp. 
41063:253-41064:189. 

8705290256 Informs that util nuclear safety review board reviewed & accepted corpo- 
rate & facility nuclear performance plans, in response to suggestions raised at 870310 
& 0420 util/NRC senior mgt team meetings.Memo re plans end. 

WHITE.S.A. Tennessee Valley Authority. 87/05/18. KEPPLER.J.G. Office of Special 
Projects. 3pp. 41 1 14:346-41 1 1 4:348. 

8705280142 Forwards Engineering Assurance Rept EA-87-09(T) re electrical design 
calculations, per SD Richardson request. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 200pp. 41091:233-41092:088. 

8705280211 Informs that fee for review of Tech Spec changes filed in response to Ge- 
neric Ltrs 83-30 & 83-37 will be submitted,per 870430 request. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). Ip. 41109:255-41109:255. 

8705280318 Notification of 870601 meeting w/utll in Bethesda.MD to discuss status of 
licensing actions for plant. 

ROTELLA,T.S. Office of Special Projects. 87/05/19. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41097:068-41097:070. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705290280 Notification of canceled meeting on 870601 w/utii in Bethesda.MD to dis- 
cuss status of licensing actions for facility. 

DONOHEW,J.N. Office of Special Projects. 87/05/19. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41 1 1 5:043-41 1 1 5:045. 

8705270536 Submits list of status of Sequoyah restart issues re employee concerns 
program.Advises that TVA revised status of corrective actions to accomodate NRC 
staff comments. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. EBNETER.S.D. Office of Spe- 
cial Projects. 2pp. 41063:251-41063:252. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts, including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 

8705290164 Responds to 87021 1 Itr recommending options for resolving intimidation & 
harassment cases from QTC files. Identities of concerned individuals, in general.cannot 
be revealed.Plans for resolution of allegations discussed. 

KEPPLER.J.G. Office of Special Projects. 87/05/22. ZIGROSSI.N.A. Tennessee 
Valley Authority. 2pp. 41 1 1 5:1 76-41 1 1 5:1 77. 


Q. inspection reports, IE Buiietins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, (J.E, Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705080081 Fonvards Safety Sys Outage Mods Insp Repts 50-327/86-68 & 50-328/86- 
68 on 861201-12 & 870112-23 & notice of violation. Generic problems in matl control 
area associated w/all facets of mod work indicated. 

EBNETER,S.D. Office of Special Projects. 87/04/24. WHITE, S.A. Tennessee Valley 
Authority. 4pp. 40862:261-40862:330. 

-8705080092 Notice of violation from insp on 861201-12 & 870112-23. 

EBNETER.S.D. Office of Special Projects. 87/04/24. 5pp. 40862:265-40862:269. 

-8705080107 Insp Repts 50-327/86-68 & 50-328/86-68 on 861201-12 & 870112- 
23.Violations noted:liC6nsee failed to assure that applicable ASME Code requirements 
included in procurement of specific safety-related code class equipment. 

KONKLIN,J.E., HOOKS, K.R., LLOYD, R.L Reactor Construction Program Branch. 87/ 
03/31 . 61 pp. 40862:270-40862:330. 

8705040334 Forwards Insp Repts 50-438/86-11,50-439/86-11.50-259/86-43, 50-260/ 
86-43,50-296/86-43.50-327/86-73.50-328/86-73, 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G, Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

-8705050004 Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/86-43,50- 
296/86-43,60-327/8^73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 871215- 
19. Violation noted: failure to follow engineering procedures. 

WALTON,G.A., HUMPHREY.P.G., BEARDEN.W- Region 2, Office of Director. 87/04/ 
27, 9pp. 40788:245-40788:253, 

8705040186 Discusses util 860715 response to violation noted in Insp Repts 50-327/ 
86-28 & 50-328/86-28. Requests supplemental response to violation re deviation from 
commitment made to NRC re delay in preparing safety evaluation. 

ZECH,G.G. Office of Special Projects. 87/04/28. WHITE,S.A. Tennessee Valley Au- 
thority. 1 p. 40786:1 38-40786:1 38. 


8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50-328/86-56.50- 

390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731 .per 
telcon. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705050302 Responds to GG Zech 870330 Itr re violations noted In Insp Repts 50-327/ 
87-13 & 60-328/87-1 S.PIans re upgrading of barriers in control room walls will be pro- 
vided by 870601. End withheld (ref 10Cm73.21). 

DOMER.J.A. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 40812:081-40812:081. 

8705190073 Requests evaluation of util 861024 & 870406 denials of Violation 86-42-01 
& Unresolved Item 86-42-02 from Insp Repts 50-327/86-42 & 50-328/86-42 re envi- 
ron qualification of ASCO solenoid valves. 

ZECH.G.G. Office of Special Projects. 87/05/04. LIAW.B.D. Office of Special Projects. 
2pp. 40967:212-40967:213. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280243 Forwards Insp Repts 50-327/87-17 & 50-328/87-17 on 870306-0405.No 
violations or deviations noted. Informality of implementation of restart determination 
process & inaccurate tracking sys for restart & nonrestart items also noted, 

ZECH.G.G. Office of SpeciaT Projects. 87/05/14. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41109:081-41109:103. 

-8705280259 Insp Repts 50-327/87-17 & 50-328/87-17 on 870306-0405.No violations 
or deviations noted.Major areas inspected: operational safety verification, previous Insp 
findings, followup of events & review of IE info notices. 

JENISON,K.M., BRANCH, M., HARMON.P.E. Region 2, Office of Director. 87/05/08. 
21 pp, 41109:083-41109:103. 

8705280267 Forwards Insp Repts 50-327/87-25 & 50-328/87-25 on 87041 5-1 7.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/05/14. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41109:066-41109:070. 

-8705280278 Insp Repts 50-327/87-25 & 50-328/87-25 on 87041 5-1 7.No violations or 
deviations noted.Major areas inspected:status of conditions adverse to quality pro- 

g ram & divs of nuclear engineering & nuclear QA Interfaces. 
iELISLE.G.A.. JULIAN.C.A. Region 2, Office of Director. 87/05/13. 4pp. 41109:067- 
41109:070. 

8705280377 Ack receipt of 870430 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/87-13 & 50-328/87-13. 

ZECH.G.G. Office of Special Projects. 87/05/14. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41107:136-41107:138. 

8705260310 Responds to NRC 870324 Itr re commitments noted in Insp Repts 50-327/ 
87-19 & 50-328/87-1 9.Three listed oral commitments confirmed, 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41032:126-41032:127. 

8705270366 Responds to NRC 870410 Itr re violations noted in Insp Repts 50-327/87- 
08 & 50-328/87-08.Corrective actions:personnel given guidance on frisking upon ex- 
isting radiologically controlled areas. 

DOMER,J.A. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41051:348-41051:353. 

8705270530 Informs of inability to complete transfer of emergency notification sys 
power supply to diesel generator power based on loss of offsite power (IE Bulletin 80- 
1^ by Feb 1987.Completion expected by end of Jan 1988. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41084:060-41084:061. 

8705280035 REsponds to NRC Itr re violations noted in Insp Repts 60-327/87-08 & 50- 
328/87-08.Corrective actions:concurs w/ listed inferred licensee 
commitments.including Paragraph 4, "Unresolved Items.” 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:341-41088:342. 

8705280330 Ack receipt of 870414 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/87-10 8 50-328/87-10. 

ZECH.G.G. Office of Special Projects. 87/05/18. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41109:178-41109:178. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050245 "Annual Radiological Environ Operating Rept.Sequoyah Nuclear 
Plant,1986.” W/870430 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 86/12/31. 61pp. 40801:010-40801:068. 


T. Hearing transcripts on non-antltrust matters 


8705270192 Summary of 870310 meeting w/util in Bethesda,MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs.transcript of meeting & related 
info end. 

ZWOLINSKI, J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

-8705270212 Transcript of 870310 meeting w/utll in Bethesda.MD. Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 
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8705260093 Summary of 870410 meeting w/TVA in Bethesda,MD re status of plant re- 
start issues. Meeting transcript & related documentation end. 

ROTELLA,T.S. Office of Special Projects. 87/05/08. Office of Special Projects. 3pp. 
41031:047-41031:269. ^ ‘ k- j kk 

—8705260097 Transcript of 870410 meeting w/util in Bethesda,MD.Pp 1-158. Supporting 
documentation end. 

* NRC - No DetaiJed Affiliation Given. 87/04/10. 221pp. 41031:050-41031:269. 


DOCKET 50-329 MIDLAND PLANT. UNIT 1 


A. Appiicatlon/construction stage documents & correspondence 

8705180047 Partial response to FOIA request-Forwards App F document & weld 
allegations.>^p G documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. GARDE.B.P. 
Government Accountability Project 4pp. 40948:056-40948:180. 

-8705180063 Documents 810302 contact w/E Kent re welding allegations. Kent main- 
tained socket weld size concern generic to plant & identified deficient welds in Q 
piping in lowest level of auxiliary bldg.Welds 91,90 & 89 identified as unacceptable. 
Foster, J.E. Region 3, Office of Director. 82/03/05. Region 3, Office of Director. 
83pp. 40948:060-40948:180. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search reguirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. or New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison C^. of New York, Inc, 106pp. 41031:324-41032:068. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Appiicatlon/construction stage documents & correspondence 


8705180047 Partial response to FOIA requesLForwards App F document & weld 
allegations.App G documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. GARDE.B.P. 
Government Accountability Project. 4pp. 40948:056-40948:180. 

-8705180063 Documents 810302 contact w/E Kent re welding allegations. Kent main- 
tained socket weld size concern generic to plant & identified deficient welds in Q 
piping in lowest level of auxiliary bldg.Welds 91,90 & 89 identified as unacceptable. 
FOSTER, J.E. Region 3, Office of Director. 82/03/05. Region 3, Office of Director. 
83pp. 40948:060-40948:180. 

8705110372 Generic Ltr 87-08 to all power reader licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRA<3LIA,F.J. Associate Diredor for Projects (Post 870411). 87/05/11. Atlantic City 
Eledric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

R0SSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Normower Reactors.” Svc list end. 

ROsSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
CJonsolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. purity, medical, emergency & fire protection plans 

8705050198 Application for amend to License DPR-49 as proposed Tech Spec Change 
RTS-21 4,maKing administrative changes to App I sections.Fee paid. 

MCGAUGHY,R.W. Iowa Electric Light & Power Co. 87/04/24. Document Control 
Branch (Document Control Desk). 5pp. 40802:090-40802:118. 

-8705050200 Proposed Tech Specs,making administrative changes to App i sections & 
specifying monitor used in determining increases of radioactive releases. 

* Iowa Electric Light & Power Co. 87/04/24. 24pp. 40802:095-40802:118. 


8705120353 Advises that 870320 & 25 Rev 7 to emergency plan consistent w/provi- 
sions of 10CFR50.54(q) & acceptable. Rev includes emergency action levels in Table 
D-2, Section D, previously omitted in Rev 6 submittal, per NRC 870121 ltr. 

SHAFER, W.D. Region 3, Office of Director. 87/05/06. LIU.L Iowa Electric Light & 
Power Co. 2pp. 40910:004-40910:005. 

8705190211 Rev 4 to Corporate Plan Implementing Procedure CPlP-5.2. “Radiological 
& Emergency Operations Facility Manager” & Rev 20 to rev control sheet.W/87051 1 
ltr. 

WILSON.D.L. Iowa Electric Light & Power Co. 87/05/11. 10pp. 40968:047-40968:056. 

8705290143 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 861118 & Remedial Exercise Conduct- 
M 870122.” Deficiencies observed in 861118 exercise summarized. 

KRIMM,R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
41114:302-41114:339. 

-8705290147 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Reponse Plans Conducted 861118 & Remedial Exercise Conducted 
870122.” 

* Federal Emergency Management Agency. 87/02/11. 36pp. 41114:304-41114:339. 


I. Financial information 


8705200062 Forwards 1986 annual repts for Iowa Electric Light & Power Co, Corn Belt 
Cooperative & Central Iowa Power Cooperative, per 10CFR60. 17(b). 

MCGAUGHY,R.W. Iowa Electric Light & Power Co. 87/05/11. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 40991:173-40991:276. 

-8705200068 "IE Industries 1986 Annual Rept.” 

LIU.L. Iowa Electric Light & Power Co. 86/12/31. 38pp. 40991:174-40991:213. 

-8705200074 "Corn Belt Power Cooperative 1986 Annual Rept.” 

* Com Belt Power Cooperative. 86/12/31. 25pp. 40991:214-40991:241. 

-8705200082 “Central Iowa Power Cooperative 1986 Annual Rept." 

WENSTRAND,J.P. Central Iowa Power Cooperative. 86/12/31. 32pp. 40991:242- 
40991:276. 


J. Insurance & indemnity information 

8705190012 Forwards Endorsement 77 to NELIA Policy NF-214. 

SAMUELS, J. Marsh & McLennan, Inc. 87/05/11. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 40964:219-40964:220. 


P. Operating license stage documents & correspondence 


8705050198 Application for amend to License DPR-49 as proposed Tech Spec Change 
RTS-21 4,making administrative changes to App I sections.Fee paid. 

MCGAUGHY,R.W. Iowa Electric Light & Power CJo. 87/04/24. Document Control 
Branch (Document Control Desk). 5pp. 40802:090-40802:118. 

—8705050200 Proposed Tech Specs,making administrative changes to App I sections & 
specifying monitor used in determining Increases of radioactive releases. 

* Iowa Electric Light & Power Co. 87/04/24. 24pp. 40802:095-40802:118. 

8705050317 Forwards “Seismic Qualifications of Frank Electric Corp, Instruments 
Panels 1C422A.1C422B.10122C.1C422D,1C422E, 1C422F,1G421 A & 1C421B per 
Bechtel Spec 7884-E-134A-NI, App G," Rev 1. 

BOLLINGER,C. Frank Electric. 87/04/29. NAIDU NRC - No Detailed Affiliation Given. 
Ip. 40813:022-40813:051. 

-8705050331 Rev 1 to Rept 1431, “Seismic Qualifications of Frank Electric Corp Instru- 
ment Panels 1C422A,1C422B,1C422C,1C422D, 1C422E,1C422F,1C421A & 1C421B 
per Bechtel Spec 7884-E-134A-NI,App G," 

RANDALL,M., RANDALL, E. Nuclear Qualification Services. 86/10/10. 29pp. 
40813:023-40813:051. 

8705060268 Forwards responses to NRC 861202 questions re Rev 7 to "Inservice Test- 
ing Program for Pumps & Valves" & Rev 8 to “Inservice Testing Program,” for review 
& approval. 

MCGAUGHY,R.W. Iowa Electric Light & Power Co. 87/05/01. MURLEY.T.E. Office of 
Nuclear Reactor Regulation. Director (Post 870411). MURLEY.T.E. Document Control 
Branch (Document c5ontrol Desk). 47pp. 40820:129-40821:003. 

-8705060269 Rev 8 to “Inservice Testing Program." 

HOWARD.K,E.. KOZMAN.J. Iowa Electric Light & Power Co. 87/05/01. 188pp. 
40820:176-40821:003. 

8705140436 Forwards Amend 142 to License DPR-49 & safety evaluation. Amend 
changes Tech Specs to support reload & restart for Ctycle 9 operation. 

CAPPUCCI,A.J. Project Directorate III-1. 87/05/07. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 40920:211-40920:254. 

-8705140444 Amend 142 to License DPR-49,changing Tech Specs to support reload & 
restart for Cycle 9 operation. 

VIRGILIO.M.J. Project Directorate III-1. 87/05/07. 35pp. 40920:214-40920:248. 

-8705140453 Safety evaluation si^porting Amend 142 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 6pp. 
40920:249-40920:254. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. 

8705190381 Provides info re current & future plans to minimize potential drywell corro- 
sion as requested in Generic Ltr 87-05.W/six oversize drawings. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/05/11. MURLEY.T.E. Docu- 
ment Ck>ntrol Branch (Document Control Desk). 3pp. 40969:252-40969:255. 
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6705260096 Requests schedule for plant-specific implementation of USI A-46, “Seismic 
Qualification of Equipment in Operating Plants” no later than 871 201 .per end 870428 
Itr granting 870410 request for schedular relief. 

CApPUCCI,A.J. Project Directorate III-1. 87/05/14. LIU.L Iowa Electric Light & Power 
Co. 2pp. 41 030:205-41 030:207. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultir^ From Boric Acid Corrosion." Svc list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705130199 Forwards input for Special Environ Qualification Team Insp Rept 50-331/ 
87-09 on 870413-17. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/06. HARRISON,J.J. Region 3, 
Office of Director. 11pp. 40911:162-40911:172. 

870506(K)40 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180359 Forwards Info re inservIce insps conducted during Cycle 8 & 9 refueling 
outages.Results of 23 insps conducted to date reveal no areas of significant erosion. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/05/11. MURLEY.T.E. Docu- 
ment Control Branch (Document Control Desk). 82pp. 40956:087-40956:168. 

8705270473 Forwards Safety Insp Rept 50-331/87-13 on 870421 -23.No violations 
noted. 

SHAFER. W.D. Region 3, Office of Director. 87/05/15. LIU.L Iowa Electric Ught & 
Power Co. 2pp. 41051:314-41051:331. 

-8705270482 Insp Rept 50-331/87-13 on 870421 -23.No violations noted. Major areas 
insp^ted:radiation protection & radwaste activities during refueling/maint outage in- 
cluding audits & appraisals.changes & training & qualifications. 

GRAffr.W.B.. SLAWINSKI,W.J., GREGER.LR. Region 3. Office of Director. 87/05/14. 
1 6pp. 41 051 :31 6-41 051 :331 . 

8705270312 Fonvards Safety Insp Rept 50-331/87-09 on 870413-29 & notice of 
violation.One significant deficiency in program implementation re 10CFR50.49 ob- 
served 

HARRISON, J.J. Region 3, Office of Director. 87/05/18. LIU.L Iowa Electric Light 6 
Power Co. 2pp. 41085:266-41085:287. 

-8705270324 Notice of violation from insp on 870413-29. 

HARRISON,J.J. Region 3, Office of Director. 87/05/18. 2pp. 41085:268-41085:269. 

—8705270334 Safety Insp Rept 50-331/87-09 on 87041 3-29. Violations noted: environ 
qualification files did not adequately establish qualification of AMOCO lubricant.valve 
motors, Victoreen cable assembly & lead splices on fan motors. 

GAUTAM.A.S. Region 3, Office of Director. 87/05/18. 17pp. 41085:270-41085:287. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 

8705290214 Advises of completion of review of util 870511 Itr concerning ultrasonic 
insp of 133 welds in RCS piping. Plant can be safety returned to operation for at least 
one addi fuel cycle. 

VIRG1LIO.M.J. Project Directorate III-1. 87/05/22. LIU,L. Iowa Electric Light & Power 
Co. 3pp. 41 1 1 5;026-41 1 1 5:028. 


R. Periodic operating reports & related correspondence 

8705210102 Monthly operating rept for Apr 1987.W/870515 Itr. 

AXLINE.J.S.. MINECK,D.L. Iowa Electric Light & Power Co. 87/04/30. 7pp. 
41003:001-41003:007. 

8705080290 Provides semiannual rept per Section V.A. of “Plan for Integrated Schedul- 
ing of Plant Mods for Duane Arnold Energy Ctr." Rept summarizes progress & rea- 
, sons in implementing Schedules A & B & provides updated schedules. 
MCGAUGHY,R.W. Iowa Electric Light & Power Co. 87/05/04. MURLEY.T. Document 
Control Branch (Document Control Desk). 9pp. 40871:235-40871:243. 


S. Reportable occurrences, LERs & related correspondence 

8705280333 LER 87-01 2-00:on 79091 7,river water supply pump 1P-117A declared inop- 
erable due to failure of pump motor.Possibly caused by imbalances due to motor ap- 
plication within high vibration sys.AII pump motor supports modified.W/870507 Itr. 
PROBST.J.R., MlNEK,D.L. Iowa Electric Ught & Power Co. 87/05/07. 3pp. 
41109:120-41109:122. 

8705210117 LER 87-01 0-00:on 870409,w/aH fuel removed from vessel, half of primary 
containment isolation sys Group III isolation valves closed due to de-energization of 
4.160-volt ac bus. Caused by Inadequate prework revlew.W/870509 Itr. 

PROBST,J.R., MINECK,D.L Iowa Electric Light & Power Co. 87/05/09. 4pp. 
41001:303-41001:306. 

8705210455 LER 87-01 1-00:on 870411 & 14.half group III isolation occurred.Caused by 
worker inadvertently bumping jumper loose. Isolations reset & no further isolations 
occurred.W/ 870512 Itr. 

THORSTEINSON,J.. MINECK.D.L Iowa Electric Light & Power Co. 87/05/12. 3pp. 
41015:340-41015:342. 

8705270551 LER 87-005-00:on 870314 & 18,primary containment valves failed Type C 
local leak rate tests.Caused by excessive radial clearance between disc/piston as- 
sembly 5 valve bore. Valve restoration continuing.W/870515 Itr. 

REINHOLDT,J., MINECK.D.L. Iowa Electric Light & Power Co. 87/05/15. 6pp. 
41084:024-41084:029. 


8705270503 LER 87-007-00:on 870402, during Cycle 8/9 refuel outage, disassembly & 
Insp of HPCI turbine revealed visual cracks on two steam chambers.Cause 
unknown.Two reversing chambers In stock to different heat treatment process. W/ 
870520 Itr. 

THOMAS.B.N., MINECK,D.L Iowa Electric Ught & Power Co. 87/05/20. 4pp. 
41084:182-41084:185. 

8705280092 LER 87-001-01 :on 87011 4, RWCU sys isolated on signal from temp differ- 
ential swItch.Caused by steam leak from root isolation valve on regenerative HX.Root 
valve back seated & packing tightened.W/870520 Itr. 

THOMAS.B.N., MINECK.D.L Iowa Electric Light & Power Co. 87/05/20. 4pp. 
41093:090-41093:093. 


DOCKET 50-332 BARNWELL REPROCESSING PLANT 


P. Operating license stage documents & correspondence 

8705120148 Informs that AF Ritardi replaced CL Tuch as official contact on matters re 
CPCSF-4.AF Ritardi address listed. 

FIELDS.G.F. Allied General Nuclear Services. 87/03/25. Office of Nuclear Material 
Safety & Safeguards, Director. 2pp. 40894:162-40894:163. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8705010174 Advises that 870113 details of temporary change to security plan consist- 
ent w/provislons of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1. Office of Director. 87/04/21, BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 40771:341- 
40771:343. 

8705050309 Revs to emergency plan.consisting of Rev 8 to Vol 1 re Itrs of 
agreement,Rev 21 to Vol 2 re emergency organization staffing & Rev 5 to Vol 3 re 
monthly sun/elllance procedure for oncall employees. 

MCMILLEN,M.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/04/30. 19pp. 40815:222-40815:240. 

8705210101 Forwards changes to 870113 Rev 10 to plant security plan to assure con- 
sistency w/10CFR50.54(p).per NRC 870421 Itr. Changes withheld (ref 10CFR2.790). 
BR0NS,J.C, New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/13. Document Control Branch (Document control Desk). 2pp. 
41001:307-41001:308. 


1. Financial Information 


8705040045 “Annual Rept for 1986." W/870428 Itr. 

*, BR0NS,J.C. New York Power Authority (formerly Power Authority of the State of 
New York). 86/12/31. 52pp. 40780:219-40780:272. 

8705150371 “New York Power Authority Annual Rept for 1986." W/870511 Itr. 
FLYNN,R.M., BRONS.J.C. New York Power Authority (formerly Power Authority of the 
State of New York). 86/12/31. 54pp. 40932:089-40932:141. 


P. Operating license stage documents & correspondence 

8705070049 Forwards biweekly FR notice covering period through 870422. Expiration 
date for hearing requests & comments is 870522. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/22. Affiliation 
Not Assigned. 35pp. 40853:300-40853:334. 

8705070276 Requests remittal of Class III fee for 840126 application since review in- 
volved consideration of single safety issue. 

DIGGS, R.M. License Fee Management Branch. 87/05/05. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). Ip. 40854:255- 
40854:255. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co, 51pp. 41017:31 1-41018:002. 

8705210537 Responds to Generic Ltr 87-05, “Request for AddI Info - Assessment of 
Licensee Measures to Mitigate &/or Identify Potential Degradation of Mark I 
Drywells." W/11 oversize drawings. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/11. Document Control Branch (Document Control Desk), 3pp. 
41009:193-41009:195. 

8705220422 Requests schedule for implementation of requirements of USI A-46. “Seis- 
mic Qualification of Equipment in Operating Plants" no later than 871201, per end 
870428 Itr granting 870410 request for schedular relief. W/o end. 

CAPRA.R.A. Project Directorate 1-1. 87/05/14. BRONS.J.C. New York Power Authority 
(formerly Power Authority of the State of New York). 3pp. 41021:256-41021:259. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultino From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705040053 Discusses Insp Rept 50-333/87-07 on 870218-20 & fonvards notice of vio- 
lation & proposed imposition of civil penalty based on circumstances associated w/ 
unplanned radiation exposure to contractor worker 870213. 

RUSSELL, W.T. Region 1, Office of Director. 87/04/22. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 4pp. 40775:159- 
40775:166. 
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-8705040059 Notice of violation & proposed imposition of civil penalty in amount of DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 

$75,000.Noncompliance notedrworker hands exfwsed to excessive radiation on 
87021 3. Radiation safety inadequate re surveys training & adherence to Tech Specs. 

RUSSELL.W,T. Region 1, Office of Director. 87/04/22. 4pp. 40775:163-40775:166. F. Security, medical, emergency & fire protection plans 


8705010203 Fonvards Safety Insp Rept 50-333/87-09 on 870323-27.No violation noted. 
MARTIN.T.T. Region 1. Office of Director. 87/04/23. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 40770:091- 
40770:103. 

“8705010204 Insp Rept 50-333/87-09 on 870323-27.No violation noted. Major areas 
inspected:water chemistry control program, including previously identified items, mgt 
controls & plant water chemistry sys. 

BICEHOUSE,H.J., PASCIAK.W.J. Region 1, Office of Director. 87/04/21. 11pp. 
40770:093-40770:103. 


8705180435 Forwards final exercise rept for 861119 exercise of offsite radiological 
emergency preparedness plans for plant. Deficiencies identified include Common- 
wealth of PA not fully participating in support role to local govts. 

KRIMM,R.W. Federal Emergency Management Agency. 87/05/08. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
40958:169-40958:291. 

—8705180447 Final exercise rept for 861119 exercise of offsite radiological emergency 
preparedness plans for plant. 

* Federal Emergency Management Agency. 87/01/05. 121pp. 40958:171-40958:291. 


8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210587 Forwards Safety Insp Rept 50-333/87-11 on 870330-0403 & notice of 
violation.Actions for control of vendor technical manual info inconsistent w/response 
to Generic Ltr 83-28. Reevaluation requested. 

JOHNSTON, W.V. Region 1. Office of Director. 87/05/12. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41012:200- 
41012:222. 

-8705210591 Notice of violation from insp on 870330-0403. 

• Region 1, Office of Director. 87/05/12. 2pp. 41012:202-41012:203. 

-8705210597 Insp Rept 50-333/87-11 on 870330-0403.Violations noted: failure to 
follow procedures & failure to implement & document nonconformance corrective 
action. 

NAPUDA.G.. HUNTER.J.G.. LUPTAK,A.J. Region 1, Office of Director. 87/05/08. 
19pp. 41012:204-41012:222. 

8705270248 Submits SALP response on three specific areas of rept where presentation 
of addi Info needed to provide more accurate assessmentlnfo re areas of ALARA 
goal setting, Instrument caiibr program & nuclear licensing end. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/15. Document Control Branch (Document Control Desk). 6pp. 
41 055:1 0i41 055:1 06. 

% 

8705280005 Forwards Safety Insp Rept 50-333/87-13 on 870406-09. No .violations 
notedl. 

JOHNSTON, W.V. Region 1. Office of Director. 87/05/18. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York), 2pp. 41094:223- 
41094:238. 

-8705280006 Insp Rept 50-333/87-13 on 870406-09.No violations or deviations 
noted.Major areas inspected:procedure review.test witnessing & preliminary results 
evaluation of periodic containment integrated leak rate testTables end. 

GOLLA,J.A., ANDERSON, C.J. Region 1, Office of Director. 87/05/12. 13pp. 
41094:225-41094:238. 

8705270583 Responds to NRC 870420 ltr re violations noted in Insp Rept 50-333/87- 
OS.Corrective actions:all keys inventoried & entire control sys for nonsecurlty-related 
k^s reviewed & new sys established. 

CONVERSE.R.J. New York Power Authority (formeriy Power Authority of the State of 
New York). 87/05/20. Document Control Branch (Document Control Desk). 5pp. 
41048:295-41048:299. 

8705290130 Responds to NRC 870422 ltr re violations noted in Insp Rept 50-333/87- 
07.Corrective actlons:preiob briefing & preshift briefing added to radiological sensitive 
procedures & procedures revised to delineate responsibilities. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/21. Office of Enforcement (Post 870413). 14pp. 41118:060-41118:073. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705120341 Monthly operating rept for Apr 1987.W/870508 ltr. 

COOK,J., CONVERSE.R.J. New York Power Authority (formerly Power Authority of the 
State of New York). 87/04/30. 25pp. 40909:151-40909:175. 


S. Reportable occurrences, LERs & related correspondence 


8705070389 LER 87-005-00:on 870401, during operational pressure test of reactor 
vesseLautomatic actuation of primary containment isolation sys occurred.Caused by 
differential pressure instrument valve packing leaks.Packing secured.W/870430 ltr. 
KEITH, H.N., CONVERSE,R, New York Power Authority (formerly Power Authority of 
the State of New York). 87/04/30. 4pp. 40869:219-40859:222. 

8705120385 LER 87-006-00:on 870407,high drywell pressure automatic actuation of 
core spray sys & emergency diesel generators occurred.Caused by procedure 
defidency.F-CT-39F will be revised prior to next scheduled performance.W/870506 ltr. 
LOCY,R.A., CONVERSE, R.J. New York Power Authority (formerly Power Authority of 
the State of New York). 87/05/06. 4pp. 40906:093-40906:096. 

8705140142 LER 87-007-00:on 870409, during pipe support program insp, reactor vessel 
head vent piping found inoperable & pipe anchor installed but not welded to piping per 
plant drawings.Caused by const personnel error. W/870507 ltr. 

WALZ.V., CONVERSE, R.J. New York Power Authority (formerly Power Authority of the 
State of New York). 87/05/07. 6pp. 40915:163-40916:168. 


8705290045 Fonvards exercise rept of 861119 joint exercise of State of OH offsite radi- 
ological emergency preparedness plans for facility.State of OH failed to finalize & ap- 
prove draft implementation procedures for use of potassium iodide. 
i<fllMM,R.W. Federal Emergency Management Agency. 87/05/22. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 7pp. 
41105:342-41106:053. 

-8705290054 Final rept of 861119 exercise of State of OH offsite radiological emergen- 
cy preparedness plans for facility. 

* Federal Emergency Management Agency. 87/04/21. 65pp. 41105:349-41106:053. 


P. Operating license stage documents & correspondence 

8705040227 Informs that schedule for implementation of seismic verification program 
following guidance of Generic Ltr 87-02, “Verification of Seismic Adequacy of Me- 
chanical & Electrical Equipment...,” to be provided by 870612. 

SIEBER.J.D. Duquesne Light Co. 87/04/20. Document Control Branch (Document 
Control Desk). 2pp. 40775:240-40775:241. 

8705010154 Forwards Amend 108 to License DPR-66 & safety evaluation. Amend 
changes Tech Specs to comply w/Rev 5 of Westinghouse STS for three steam line 
isolation signals. 

TAM.P.S. Project Directorate 1-4. 87/04/21. SIEBER.J.D. Duquesne Light Co. 2pp. 
40773:001-40773:010. 

-8705010160 Amend 108 to License DPR-66.changing Tech Specs to comply w/Rev 5 
of Westinghouse STS for three steam line isolation signals. 

STOLZ,J.F. Project Directorate 1-4. 87/04/21. 5pp. 40773:003-40773:007. 

-8705010163 Safety evaluation supporting Amend 108 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/21. 3pp. 
40773:008-40773:010. 

8705040161 Informs that Change Request 1 26, requesting removal of control room area 
fire detection Instrumentation, no longer requires review.Change request superseded 
by Change Request 138,dtd 870407. 

SIEBER,J.D. Duquesne Light Co. 87/04/23. Document Control Branch (Document 
Control Desk). 2pp. 40789:179-40789:180. 

8705040019 Provides basis for operating bypass of ATWS mitigation sys actuation cir- 
cuitry below 40% turbine load, per 870227 commitment. 

SIEBER,J.D. Duquesne Light Co. 87/04/24. Document Control Branch (Document 
Control Desk). 3pp. 40775:154-40775:156. 

8705120246 Forwards ^plication for amend to License DPR-66, consisting of Change 
Request 133,revising Tech Specs to incorporate administrative changes identified to 
correct editorial errors & provide clarification.Fee paid. 

SIEBER.J.D. Duquesne Light Co. 87/04/29. Document Control Branch (Document 
Control Desk). 2pp. 40888:110-40888:149. 

-8705120267 Application for amend to License DPR-66, consisting of Change Request 
133, revising Tech Specs to incorporate administrative changes identified to correct 
editorial errors or provide clarification. 

SIEBER.J.D. Duquesne Light Co. 87/04/29. Ip. 40888:112-40888:112. 

-8705120379 Proposed Tech Specs incorporating administrative changes to correct 
editorial errors or provide clarification. 

* Duquesne Ught Co. 87/04/29. 37pp. 40888:113-40888:149. 

8705110120 Forwards application for amend to License DPR-66, consisting of Change 
Request 131, to clarify RCS boron dilution requirements.Fee paid. 

SIEBER,J-D. Duquesne Light Co. 87/04/30. Document Control Branch (Document 
Control Desk). Ip. 40883:001-40883:012. 

-8705110123 ^plication for amend to License DPR-66, consisting of Change Request 
131, to clarify RCS boron dilution requirements, 

SIEBER,J.D. Duquesne Light Co. 87/04/30. 2pp. 40883:002-40883:003. 

-8705110126 Proposed Tech Specs, clarifying RCS boron dilution requirements. 

* Duquesne Light Co. 87/04/30. 9pp. 40883:004-40883:012. 

8705180163 Advises that end notice of consideration of issuance of amend to License 
DPR-66 & proposed NSHC determination re 861009,870203 & 0416 applications to 
remove partition separating control rooms forwarded for FR publication. 

TAM,P.S. Project Directorate t-4. 87/04/30. CAREY.J.J. Duquesne Light Co. 2pp. 
40962:053-40962:057. 

-8705180171 Notice of consideration of issuance of amend to License DPR-66 & pro- 
posed NSHC determination & opportunity for hearing re 861 009 application to revise 
Tech Specs to remove partition between Unit 1 & 2 controf rooms. 

STOLZ.J.F. Project Directorate 1-4. 87/04/30. 3pp. 40962:055-40962:057. 

8705130292 Forwards addI response to Generic Ltr 83-28, Item 2.2.1, “Equipment Clas- 
sification," in response to 870305 request. Info provided discusses Info handling 
sys.nr^t controls & design verification & procurement. 

SIEB0=?,J.D. Duquesne Light Co. 87/05/04. Document Control Branch (Document 
Control Desk). 4pp. 40910:269-40910:272. 
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8705130121 Trip rept of 870430 & 0501 site visits re control room habitability review. 
PEDERSEN, R. Project Directorate 1-4. 87/05/08. STOLZ.J. Project Directorate 1-4. 
2pp. 40919:268-40919:269. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705130293 Provides comments on proposed change to Unit 1 control room habitability 
sys per changes to Tech Specs & Regulatory Guides 1.52,1.78 & 1.95 per 870416 ltr. 
HAYES, J.J. Project Directorate 11-1. 87/05/11. CRAIG,J.W. Plant Systems Branch. 
9pp. 4091 1 :246-4091 1 :254. 

8705220016 Forwards Rev 0 to Calculation Package ERS-ATL-87-026. “Beaver Valley 
Power Station Units 1 & 2 Offsite Dose Calculation T...,” per R Fell 870402 question 
& requests approval to depart from NRC interpretation of instantaneous. 

CAREY, J.J. Duquesne Light Co. 87/05/11. Document Control Branch (Document 
Control Desk). 2pp. 41021:158-41021:177. 

-8705220022 Rev 0 to Calculation Package ERS-ATL-87-026, “Beaver Valley Power 
Station Units 1 & 2 Offsite Dose Calculation Manual T Factor Justification." 

* Duquesne Light Co. 87/05/11. 18pp. 41021:160-41021:177. 

8705190052 Forwards safety evaluation re implementation of inadequate cooling instru- 
mentation sys (ICCI).Design acceptable.Tech Specs should be amended In accord- 
ance w/Generic Ltr 83-37 to reflect installation of ICCI. 

TAM.P.S. Project Directorate I-4. 87/05/12. SIEBER,J.D. Duquesne Light Co. 2pp. 
40963:337-40963:340. 

-8705190068 Safety evaluation re implementation of inadequate core cooling instru- 
mentation (ICCI) sys.Proposed design for ICCI sys satisfies requirements of NUREG- 
0737,ltem I I.F.2. Revised Tech Specs will be required,per Generic Ltr 83-37. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/24. 2pp. 
40963:339-40963:340. 

8705190580 Fonwards request for addi info re 870402 Tech Spec Amend Request 
126,Rev 2 in order to complete review, 

TAM,P.S. Project Directorate 1-4. 87/05/12. CAREY,J.J. Duquesne Light Co. 5pp. 
40966:274-40966:278. 

8705220029 Provides followup documentation confirming that radiation doses to control 
room operators would meet acceptance criteria & be adequately protected from chlo- 
rine gas release, per 870416 Rev 2 to Tech Spec Change Request 126. 

CAREY, J.J. Duquesne Light Co. 87/05/12. Document Control Branch (Document 
Control Desk). 5pp. 41021:118-41021:122. 

8705280148 Responds to NRC 860930 ltr re interim review results on abnormal tran- 
sient guidelines procedures generation package for facility.Response refs util 870408 
submittal re Unit 2 SER Confirmatory Item 47 procedures generation package. 
SIEBER,J.D. Duquesne Light Co. 87/05/12. Document Control Branch (Document 
Control Desk). 2pp. 41108:281-41108:282. 

8705220044 Application for amend to License DPR-66,consisting of proposed Change 
126, Rev 2.for incorporation into control room emergency habitability sys Tech 
Specs,per 870430 & 0501 meetings. 

sIeBER,J.D. Duquesne Light Co. 87/05/13. Document Control Branch (Document 
Control Desk). 4pp. 41017:055-41017:075. 

—8705220049 Proposed Tech Specs re control room emergency habitability sys. 

* Duquesne Light Co. 87/05/13. 17pp. 41017:059-41017:075. 

8705220081 Forwards response to 870512 request for addI info re Rev 2 to Tech Spec 
Change Request 1 26 concerning as-modified shared control room habitability sys for 
both units based on licensing criteria applicable to Unit 2. 

SIEBER.J.D. Duquesne Light Co. 87/05/13. Document Control Branch (Document 
Control Desk). 45pp. 41020:254-41020:298. 

8705270428 Forwards changes to proposed Tech Spec Change Request 126, Rev 2 as 
result of 870514 telcon. 

S1EBER,J.D. Duquesne Light Co. 87/05/14, Document Control Branch (Document 
Control Desk). 2pp. 41094:239-41094:243. 

-8705280296 Changes to proposed Tech Specs including Change Request 126, Rev 2. 

* Duquesne Light Co. 87/05/14. 3pp. 41094:241-41094:243. 

8705270519 Provides followup documentation of 870401 telcon between G Johnson of 
NRC,H Askwith of HAFA Inti & D Grabski of util re hold time requirement for pressure 
testing insulated sys located inside containment. 

SIEBER,J.D. Duquesne Light Co. 87/05/14. Document Control Branch (Document 
Control Desk). 2pp. 41084:108-41084:109. 

8705270336 Application for amend to License DPR-66, deleting applicability require- 
ments for Modes 2 & 3 & replacing 7-day test frequency w/1 20-day test frequency. 
CAREY, J.J. Duquesne Light Co, 87/05/15. Document Control Branch (Document 
Control Desk). 3pp. 41 063:065-41 053:069. 

-8705270346 Proposed Tech Spec 3/4.3.4, “Turbine Overspeed Protection,” increasing 
test frequency to 120 days. 

* Duquesne Light Co. 87/05/15. 2pp. 41053:068-41053:069. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion,” Sve list end. 

ROSSI, (5.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110013 Responds to NRC 870331 ltr re violations noted in Insp Rept 50-334/87- 
OS.Corrective actions:proper valve alignment performed to fully Isolate degassifler. 
S1EBER,J.D. Duquesne Light Co. 87/04/29. Document Control Branch (Document 
Control Desk). 3pp. 40877:191-40877:193. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. Inc. 107pp. 40961:001-40961:106. 


6705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705010012 Vol 2 of "Annual Environ Rept,Radiological.” W/870423 ltr. 

SEIBER,J.D. Duquesne Light Co. 86/12/31. 125pp. 40768:229-40768:353. 

8705060306 “NPDES Discharge Monitoring Rept" for Mar 1987.W/870428 ltr. 
DRUGA,R.J. Duquesne Light Co. 87/03/31. VARGA, S. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 23pp. 40838:021-40838:043. 


S. Reportable occurrences, LERs & related correspondence 

8705150313 LER 87-008-00:on 870422, station in condition prohibited by Tech Spec 
3.7.7. 1 requiring either of two control room habitability sys operable. Redundant temp 
control air compressor returned to sve after maint.W/870507 ltr. 

DRUGA,R.J.. LACEY,W.S. Duquesne Light Co. 87/05/07. 6pp. 40928:093-40928:098. 

8705150325 LER 87-007-00:on 870409, main filter bank actuation occurred while per- 
forming maint on radiation recorder. Caused by personnel error. Both intrument & con- 
trol & operations personnel will be retrained.W/870507 ltr. 

DRUGA,R.J., LACEY,W.S. Duquesne Light Co. 87/05/07. 5pp. 40928:104-40928:108. 
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F. Security, medical, emergency & fire protection plans 

8705050375 Forwards Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404 & 
notice of violation. 

VERRELLLD.M. Region 2, Office of Director. 87/04/23. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40813:167-40813:179. 

“8705050387 Notice of violation from insp on 870308-0404, 

VERRELLLD.M. Region 2. Office of Director. 87/04/23. 2pp. 40813:169-40813:170. 

-8705050391 Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404. Violation 
noteddailure to submit rev of radiological emergency plan to NRC within 30 days of 
offoctivo didto 

CRLENJAK,r‘.V.. BIBB,H.E., WILS0N,B. Region 2, Office of Director. 87/04/23. 9pp. 
40813:171-40813:179. 

8705060002 Responds to violations noted in Insp Rept 50-335/87-04 & 50-389/87- 
04.Corrective actions:vendor onsite solidification stopped & Health Physics Procedure 
HP-40, “Shipping of Radioactive Matl," will be revised. 

WOODY,C.O. Florida Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 40821 :004-40821 :008. 

8705180124 Forwards changes made to guard training & qualification plan in accord- 
ance w/10CFR50.54(p). 

WOODY.C.O. Florida Power & Light Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40953:082-40953:083. 

8705180152 Forwards changes made to physical security plan in accordance w/ 
10CFR50.54(p). 

WOODY.C.O. Florida Power & Light Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40954:144-40954:145. 


H. General correspondence 

8705060317 Responds to 870319 ltr to Chairman Zech re emergency planning for 
Hutchinson Island in event of nuclear accident. Advises that util.alongi w/state & local 
jurisdictions, comprise emergency planning framework around plant site. 

CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/04/29. WELLS.B.L. Affiliation Not Assigned. 4pp. 40840:219-40840:231. 

“8705070056 Requests NRC response to questions re emergency evacuation problems 
at plant due to local & state govt reluctance to solve problems.Newspaper articles 
highlighting problems end. 

WtLLS.B.L. Affiliation Not Assigned. 87/03/19. 2ECH,L.W. Commissioners. 7pp. 
40840:223-40840:231. 


P. Operating license stage documents & correspondence 

8705070250 Forwards EGG-NTA-7477, “Review of Tech Spec Changes Supporting 
NUREG-0737 Accident Instrumentation.St Lucie Plant Units 1 & 2,” informal technical 
evaluation repLfor review, Work authorized by Task 5-4 complete, 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. 87/02/10. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 40854:314-40854:326. 

“8703030696 “Review of Tech Spec Changes Supporting NUREG-0737 Accident 
Instrumentation.St Lucie Units 1 & 2,” technical evaluation rept. 

STOFFEL.J.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). STOFFEL,J.W. Idaho National 
Engineering Laboratory. FIN D-6023. EGG-NTA-7477. 87/01/31. NRC - No Detailed 
Affiliation Given. 11pp. 40854:315-40854:326. 

8705010099 Responds to NRC 870329 request for addi info re util 860702 proposed 
amend to License NPF-1 6, establishing option of storing Unit 1 spent fuel in Unit 2 
spent fuel pool. 

WOODY.C.O. Florida Power & Light Co. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40774:217-40774:220. 

8705060237 Forwards errata to Amend 78 to License DPR-67,correcting Tech Spec 
Page 3/4 6-1 6b to add negative flow rate tolerance for demineralized water flow rate. 
TOURIGNY,E.G. Project (Directorate 11-2. 87/04/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 40837:041-40837:043. 
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~®i?h *0 DPR-67, correcting Tech Spec Page 3/4 6 - 

tolerance for demineralized water flow r^. ® 

NRC - No Detailed Affiliation Given. 87/04/29. 1 p. 40837:043-40837:043. 

Advises that engineering evaluation of mangroves will be submitted by 

870526W02 Application for amend to Ucense DPR-67.changing Tech Spec 3/4 6 4 
^°^\''o'-‘^y*ogen Analyzers.” to clarify caMbr & surveillance re- 
ffinnv^n n grab ^rnple sys for containment hydrogen determlnation.Fee paid. 

iKSo'S'w”Ti3X.?«S5S''’- 

sys for containment hydrogen determination. ^ analyzers a grao sample 

Flonda Power & Light Co. 87/05/13. 5pp. 41033:013-41033:018. 

*2 'r'^ "Verification of Seismic Adequacy of Me- 

???? ?f A Equipment in Operating Reactors," NUREG-1030 & NUREG- 

response will be submitted by 871001. 

WOODY,C.O. Florida Power & Light Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2 pp. 41012:163-41012:164. vuocu 

Q. inspection reports, IE Bulletins & correspondence 

“Degradation of RCS Pressure Boundary 
^ ^f^oni Boric Acid Corrosion. Svc list end. ^ 

Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050375 Forwards Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404 & 
nouce of violation. 

UghtlfoX'^^OsTieljA™?^ '^OODY.C.O. Florida Power a 

-8705050387 Notice of violation from insp on 870308-0404 
VERRELLI.D.M. Region 2, Office of Director. 87/04/23. 2pp. 40813:169-40813:170. 

50-335/87-08 & 50-389/87-07 on 870308-0404. Violation 
effective daV° radiological emergency plan to NRC within 30 days o^ 

S?8^ll^1^^'^408^13-17^^ WILSON, B. Region 2 . Office of Director. 87/04/23. 9pp. 

f^®sponds to violations noted in Insp Rept 50-335/87-04 & 50-389/87- 

K'fhIptTo? RaX“^^ * 

mer,?ffi-D"r^f5pp°7o8ll^^^^^^^^ '°®®- 

''"Sro^dSiX^lSd""'’'* 50-335/87-09 * 50-389/87-08 on 870401- 03.No vio- 
UghTco'^'M? 7 yy? 4 ^^^^^ WOODY, C.O. Fiorida Power & 

-8705040196 liisp Repts 50-336/87-09 & 50-389/87-08 on 870401 -03.No violations or 
deviations noted.Major areas inspected: conditions surrounding failure of Unit 1 LPSI 
P'*'®'' 9®'^9 ^•'om Mode 3 to Mode 4. ^ 

40779’266'’ f^® 9 ion 2 , Office of Director. 87/04/28. 7pp. 40779:260- 

® evaluation granting relief from certain requirements of 
® 4 -^ Pressure Vessel Code, Section XI re reactor coolant pump casino 
RI acceptable.Review of other requests continuing. ^ ^ ^ 

uK spp WOODY,C.0.1=lorida Power & 

-8705070344 Safety evaluation granting relief from certain requirements of ASME Boiler 
& Pressure Vessel Code.Section XI re reactor coolant pump casing insps. 
4085T23^4085^^249^^^^^°'^ Regulation, Director (Post 870411), 87/05/04. 12pp. 

.? "Shutdown Order Issued Because Licensed Oper- 
ators Asleep VVhile on Duty.’ Svc list end. ^ 

Operational Events Assessment (Post 870411). 87/05/11 
Consolidated Edison Co. of New York, Inc. 1 07pp. 40961 :001 -40961 :1 06. ^ 

50-335/87-07 on 87031 6-23.No violations or devi- 

WOODy,C.O. Florida Power 4 

^®P^ 50-335/87-07 on 870316-23.No violations or deviations 
notedMajor are^ inspected:procedure review,test witnessing & preliminary results 
ev^uation of periodic containment integrated leak rate test. ^ 

2 , Office of Director. ANDERSON.C.J. Region 1 
Office of Director. 87/05/05. 13pp. 40969:258-40969:270. ^ * 

violations noted in Insp Repts 50-335/ 

™ ™ Y®' ®' 

SwW.5l?oT:3%Sm7:312“^ 87/05/14. WOODY,C.O. Florida Power & 
*’NoSrRMrto?s'°&S!d^' Exams at 

s&id E^n" (S. ?/’srri<,"irfo6^s^iT3^:su"^^ 


R. Periodic operating reports & related correspondence 

operating repts for Apr 1987.W/870515 Itr. 

4101 P^lorida Power & Light Co. 87/04/30. 17pp. 41011:168- 

S. Reportable occurrences, LERs & related correspondence 

87-009-00:on 87041 2,ECCS emergency exhaust fan radiation monitor 
minitn/Stnl'SH '^operability of fuel handling bldg exhaust stack radiation 
monitor.Caused by equipment & personnel error.Monitors restored to svc.W/870429 

XioO-fss" P®'^®’’ & ^'ght Co. 87/04/29. 5pp. 40800:129- 

®^SSke?®trin'"n^ln positive indication of motor 

i^?M®^®^ capability for 1A LPSI pump.Caused by poor breaker auxiliary stab 
GF5™wr holders tightened. W/870501 Itr. 

40810^’^'^'’ Power & Light Co. 87/05/01. 4pp. 40810:286- 

8705210283 LER 87-01 0-00:on 87041 4, reactor trip from Mode 2 occurred due to loss of 
& 1Mp & 1MB 120 volt buses.Caused by personnel error in 
POvJS?^ M wonnv^r^^ reset Procedure will be revised. W/8%5 13 Itr. 

41001:141^'^" Pforida Power & bght Co. 87/05/14. 4pp. 41001:138- 

V. Operator Examinations 

comments on license exam administered on 870420. 
KKp.”S^eSl4T.?0964Vl^ “DNRO.J.F. Region 2. Office of 

DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 

F. Security, medical, emergency & fire protection plans 

^ implementing Procedures EPIP 4201-13 "Work- 

fheet One Calculation Data Sheet.” W/870501 Itr lo, worK 

S^M^zka'p^I’ ^"®'' 9Y D°- o' Northeast Util- 
raes). MHOCZKA.E.J. Northeast Utilities. 87/05/01. 7pp. 40804:333-40804:339. 

Of App R mods.Required implementaflon 
s^edule met & no interim compensatory measures advocated by util or approved by 

MR^ 7 l^p“i‘ rP®- ®^ Northeast Utilities). * 

4pp 4 ^ 75 : 17 ll!lS 87 ^^^^^^ Document Control Branch (Document 

*^ollo°l 36 /fl 7 Ri?ao?/BT I® '''®*®j'®®s ®®t®d in Insp Repts 50-245/87- 

* 50-423/87-03.Corrective actions: all safeguard info contained in 
M 6 nr 7 KA®P^?®i 3 ^ 2 i? ^ relocated to designated repository in main office area. 
oi iSS I iV/T- N®'1heastr^clear Energy Co. (subs, of Northeast Utilities). 87/05/12. 
RUSSELL, W.T. Region 1 , Office of Director. 2 pp. 41086:030-41086:031. 

emergency procedures,jncluding Rev 3 to EPIP-4224 re reactor 
1 P®®J"®®®‘d®nt sampling & Rev 2 to EPIP-4225 re Unit 3 ventila- 

post-accident sampling.W/870514 Itr. 

Northeast Nuclear Energy Co. (subs, of 

Northeast Utilities). 87/05/14. 109pp. 41012:001-41012:109. ui 

I. Financial information 

Annual Financial Rept." W/870424 itr. 

UfflS 86/t2V3®T l!|pp%^^ ^"0^® Co. (subs, of Northeast 

P. Operating license stage documents & correspondence 

'®^® '® ®''^®'' ^® continue review of 861222 appli- 
^hon re expir^ion of facility OL^& ®S2'J23 submittal re pressurized thermal shock. 

FnL^’n^*r«nKi 2 P/04/24. MRCCZKA,E.J. Northeast Nuclear 

Energy Co. (subs, of Northeast Utilities). 3pp. 40772:349-40772:361. 

re B60521 application to amend License DPR-65,allowing 

&ton oToonSrp"^^^^^^ 

MROcil^ll N0rt&S%7/^'iTI 


Control Desk). 10 pp. 40818:242-40818:261. 


Document Control Branch (Document 


mods to address 10CFR50.62 
rN3!if®in®^?’'^ 870319 cornmitment to reevaluate design.Mods will be installed by 
SSt^VVa tS?®- ^®y*®w of mods requested by 870901. 

ffiS^M^TKA F Co. (subs, of Northeast Util- 

ScTh^Sfi^st 2W 

^^l^FRzq^Rm'iSiftii'rl'’ to alL power reactor licensees re implementation of 
JiSSTTri T^'soeHaneous amends & search requirements.Svc list end. 

*'?*®f* sobmittals,inc!uding response to NRC 860930 request 
for addi info re TMI Action Item ILD .1 on relief & safety valve testinanot 
c®^?®*^ schedule for submittals requested within 30 days of Itr recej)t ^ 
STOL2.J.F. Project Directorate 1-4. 87/05/12. MRCCZKA,E.J. Northeast Nuclear 
Energy Co. (subs, of .Northeast Utifitles). 2 pp. 40966:106-40966:107, 
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8705260142 Forwards TE Murley 870428 Itr granting relief from 60 day reporting re- 

§ uirement of Generic Ltr 87-02 to members of Seismic Qualification Util Group. 
TOLZ.J.F. Project Directorate 1-4. 87/05/15. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). Ip. 41043:178-41043:180. 

8705270625 Ack receipt of listed invoices for cost incurred for review of facility 
submittals.Fee paid.License number for Millstone Unit 3 incorrect on Invoice 1099A. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
05/18. Document Control Branch (Document Control Desk). 10pp. 41085:030- 
41085:039. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108. “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705040328 Forwards Insp Repts 50-245/87-04 & 50-336/87-05 on 87031 0-041 3. No 
violations noted.Unit 1 reactor scram requires addi mgt review & eating found in red 
line area. 

WENZINGER.E.C. Region 1. Office of Director. 87/04/24. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 40780:273-40780:287. 

-8705040333 Insp Repts 50-245/87-04 & 50-336/87-05 on 87031 0-041 3.No violations 
noted.Major areas inspected:facility activities. operational safety.fuel 
reconstitution, actuation of ESF, reactor scram & surveillance. 

MCCABE.E.C. Region 1. Office of Director. 87/04/21. 13pp. 40780:275-40780:287. 

8705050350 Forwards inservice insp rept for S^t-Dec 1 986. 

SCACE.S.E., STETZ,J.P. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
87/04/30. Document Control Branch (Document Control Desk). Ip. 40813:082- 
40813:162. 

-8705050362 "Inservice Insp Rept, Millstone Nuclear Power Station Unit 2,Sept-Dec 
1986." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/01/20. 80pp, 
40813:083-40813:162. 

8705060040 NRC Info Notice 87-021 . “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705270561 Responds to NRC 870410 Itr re violations noted in Insp Repts 50-245/87- 
02,50-336/87-02 & 50-423/87-03.Corrective actions: all safeguard info contained in 
repository subsequently relocated to designated repository in main office area. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/12. RUSSELL, W.T. Region 1, Office of Di- 
rector. 2pp. 41086:030-41086:031. 

8705190067 Fonvards Sys Insp Rept 87-10 summarteing author observations of facility 
diesel generator & associated auxiliaries on 870406-1 0.EncI will be forwarded to resi- 
dent inspector for inclusion in next insp rept. 

JAFFE.D.H. Project Directorate 1-4. 87/05/13. STOLZ.J. Project Directorate 1-4. 10pp. 
40963:221-40963:230. 

8705260484 Provides updated response to NRC 860722 Itr re violations noted in Insp 
Repts 50-245/86-06 & 50-336/86-06.Corrective actions:development of training pro- 
gram for radwaste personnel & surveillances of radwaste processing continuing. 
MROCZKA,E,J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/15. Document Control Branch (Document 
Control Desk). 4pp. 41 043:1 1 6-41 043:1 1 9. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requaiification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp, 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050143 “Radiological Environ Monitoring Program Annual Radiological Environ Op- 
erating Ropt.1986.’’ W/870430 Itr. 

MROCZKA,E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 86/12/31. 263pp. 40802:131-40803:033. 

8705060001 Forwards “Millstone Unit 3 Environ Protection Plan 1986 Annual Environ 
Operating Rept" & summary of studies of marine environ of Long Island Sound prior 
to Unit 3 operation. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/04/30. Document Control Branch (Document 

Control Desk). 2pp. 40816:290-40818:091. 

-8705060136 “Monitoring Marine Environ of Long island Sound at Millstone Nuclear 
Popwer Station;Summary of Studies Prior to Unit 3 Operation." 

** Northeast Utilities. 87/04/30. 513pp. 40816:299-40818:091. 

8705120354 Monthly operating rept for Apr 1 987.W/870508 Itr. 

GIBSON.J., SCACE,S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear Energy 
Co. (subs, of Northeast Utilities). 87/04/30. 5pp. 40909:353-40909:357. 


S. Reportable occurrences, LERs & related correspondence 

8705080158 LER 87-006-00:on 870403,during Mode 1 .Inconsistency noted between 
FSAR table for svc water flow thru reactor bldg closed cooling water HX & calculated 
design flow.Cause unknown. FSAR revised. W/870428 Itr. 

PARULIS.P.J., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/04/28. 4pp. 40872:199-40872:202. 

8705270129 LER 87-007-00:on 870416,automatic trip from 100% power operation 
occurred.Caused by actuation of generator volts/ hertz relay 59X1 .Reason for actu- 
ation of relay unknown. Relay removed from svc.W/870514 Itr. 

DESLANDES,K.D,. SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). SCACE.S.E. Northeast Utilities. 87/05/14. 4pp. 41055:145-41055:148. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8705190146 Forwards Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-1 0.No vio- 
lations noted.Attention invited to unresolved items. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40968:348-40968:357. 

-8705190150 Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-1 0.No violations or 
deviations noted.Major areas inspected: emergency preparedness program. 
TABAKA.A.E., DECKER, T.R. Region 2, Office of Director. 87/05/01. 8pp. 40968:350- 
40968:357. 


8705220467 Forwards Rev 1 1 to plant nuclear security personnel training & qualification 
program, per 10CFR50.54{p).Rev withheld (ref 10CFR73.21). 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/14. Document 
Control Branch (Document Control Desk). 1p. 41020:108-41020:108. 

8705290182 Submits review of status of TM! Action Items III.A.1.2. “Emergency Re- 
sponse Facilities” & III.A.2.2, “Meteorological Data Upgrade" of NUREG-0737. "TMI 
Action Plan." NRR considers items to be completed. 

ENGLE, L Project Directorate II-2. 87/05/25. STEWART,W.L. Virginia Power (Virginia 
Electric & Power Co.). 2pp. 41 1 1 5:1 1 5-41 1 1 5:1 1 6. 


P. Operating license stage documents & correspondence 


8705190109 Forwards details of allegation re use cf drugs by util personnel.Accuracy of 
info not verified.EncI withheld (ref 10CFR2./’f>na.(6)l7). 

BROWNLEE.V.L. Region 2, Office of Dmc'.or 87.'04/2S. STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 40967:037-40967:037. 

8705040229 Advises that util will be sent liquid samples spiked w/ radionuclides for ra- 
diochemical analysis within approx 90 days. Requests completion of analysis for 
tritium,Fe-55,Sr-89 & Sr-90 no later than 60 days after receipt of samples. 
PEEBLES,T.A. Region 2, Office of Director. 87/04/29. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40788:269-40788:270. 

8705070267 Discusses findings of 861201-05 control room habitability survey performed 
by NRR & ANL.Three findings re flow data require prompt attention.Summary & 
schedule of actions to address Items requested within 30 days of Itr receipt. 

ENGLE, LB. Project Directorate 11-2. 87/05/04. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 32pp. 40854:282-40854:313. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, “Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Project Directorate IV. 87/06/05. TREVORS, G.A. Nebraska Public Power 
District. 2pp. 40863:151-40863:153. 

—8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements.” Response to generic Itr extended to 871201. 

MURLEY, T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705130067 Forwards FR notice of issuance of environ assessment & findings of no 
significant impact re 870220 application for amend to License NPF-4, reflecting use of 
two fuel assemblies containing fuel rods clad w/advanced zirconium base alloy. 
ENGLE.L.B. Project Directorate 11-2. 87/05/07. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 2pp. 40919:221-40919:226. 

—8705130075 Notice of environ assessment & finding of no significant impact re 870420 
application for amend to License NPF-4 re use of two fuel assemblies containing fuel 
rods clad w/advanced zirconium base alloy. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/05/07. 4pp. 40919:223-40919:226. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180453 Forwards SER re util 850208 response to Generic Ltr 83-28, Item 2.1 (Part 
2), “Vendor Interface Programs (Reactor Trip Sys Components)." Response accepta- 
ble. 

ENGLE, LB. Project Directorate 11-2. 87/05/11. STEWART.W.L Virginia Power (Virgin- 
ia Electric & Power Co.). 2pp. 40962:058-40962:073. 

-8705180457 SER re util 850208 response to Generic Ltr 83-28, Item 2.1 (Part 2), 
"Vendor Interface Programs (Reactor Trip Sys Components." Program acceptable. 

* NRC - No Detailed Affiliation Given. 87/05/11. 3pp. 40962:060-40962:073. 

8705280302 Informs that 870323 update to VEP 1-5A re QA program description satis- 
fies requirements of 10CFR50,App B & acceptable. 

REYES.LA. Region 2. Office of Director. 87/05/13. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). Ip. 41107:040-41107:040. 

8705290238 Forwards Amend 94 to License NPF-4 & safety evaluation.Amend allows 
util to use two fuel assemblies containing fuel rods clad w/advanced zirconium base 
alloy cladding matl. 

ENGLE, LB. Project Directorate 11-2. 87/05/13. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 3pp. 41115:125-41115:132. 

—8705290240 Amend 94 to License NPF-4,allowing util to use two fuel assemblies con- 
taining fuel rods clad w/advanced zirconium base alloy cladding matl, 

BOGER,B.A. Assistant Director for Region I Reactors. 87/05/13. 2pp. 41115:128- 
41115:129. 


—8705290242 Safety evaluation supporting Amend 94 to License NPF-4. 

* NRC - No Detailed Affiliation Given. 87/05/13. 3pp. 41115:130-41115:132. 
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8705280019 Forwards suppiemental info to 870206 request for relief from various exam 
requirements of ASME Section XI for first inservIce exam intervaI.Revised relief re- 
quests from nondestructive exams & hydrostatic testing end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/22. Document 
Control Branch (Document Control Desk). 30pp. 41092:113-41092:142. 


0. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705050220 Forwards Insp Repts 50-338/87-07 & 50-339/87-07 on 870330 & 0402- 
03.No violations or deviations noted. 

HERDT.A.R. Region 2. Office of Director. 87/04/27. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40800:351-40800:357. 

-8705060094 Insp Repts 50-338/87-07 & 50-339/87-07 on 870330 & 0402-03. No vio- 
lations or deviations noted.Major areas inspected: licensee action on previous open 
items, svc water reservoir improvements, weld insp & review of personnel qualifications. 
ECONOMOS,N., BLAKE, J.J. Region 2, Office of Director. 87/04/20. 5pp. 40800:353- 
40800:357. 

8705190146 Forwards Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-10.No vio- 
lations noted.Attention invitea to unresolved items. 

COLLINS, D.M. Region 2, Office of Director. 87/05/01. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40968:348-40968:357. 

-8705190160 Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-10.No violations or 
deviations noted.Major areas inspected: emergency preparedness program. 
TA8AKA.A.E., DECKER,T.R. Region 2. Office of Director. 87/05/01. 8pp. 40968:350- 
40968:357. 

8705290277 Clarifies commitments re insp interval for measuring clearances between 
upper piston pin bushings & insert bushings on emergency diesel generators & Colt’s 
recommendation to lower governor load limit setting. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/07. Document 
Control Branch (Document Control Desk). 2pp. 41118:045-41118:046. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. Inc. 107pp. 40961:001-40961:106. 

8705280306 Ack receipt of 870302 & 31 Itr informing NRC of steps taken to correct 
violations noted in Insp Repts 50-338/86-28 & 50-339/86-28. NRC records modified to 
show concurrence w/util classification of Violation A as Severity Level V violation. 
REYES.LA. Region 2, Office of Director. 87/05/14. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 1 p. 41 094:266-41 094:266. 

8705180155 NRC info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705050347 "Radiological Environ Monitoring Program for 1986.” W/860430 Itr. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). * Teledyne Isotopes. 
87-240. 86/12/31. 153pp. 40810:325-40811:117. 

8705210379 Monthly operating repts for Apr 1987.W/870514 Itr. 

GARNER, B., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/04/30. 
12pp. 41010:194-41010:205. 


S. Reportable occurrences, LERs & related correspondence 


8702270413 Responds to 861211 10CFR2.206 petition.supplemented on 870120,re- 
questing plant remain shut down until licensee implements recommendations 
discussed.Petition denied. 

VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
02/13. GORY.T., ZWELLING.J. Citizens Association for Sound Energy. 7pp. 
39870:330-39871:064. 

-8702120532 Forwards ends documenting concerns outlined in recipient teicon & Itr re 
Power Plant Svcs.lnc welding practices at plants.Author should be contacted If ends 
inaccurate 

URYC.B. Region 2, Office of Director. 85/07/12. DAY.P. Affiliation Not Assigned. 
1 6pp. 39871 :005-39871 :020. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705190146 Forwards Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-1 0.No vio- 
lations noted.Attention invited to unresolved items. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40968:348-40968:357. 

-8705190150 Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-1 0.No violations or 
deviations noted.Major areas Inspected: emergency preparedness program. 
TABAKA.A.E. Region 2. Office of Director. 87/05/01. 8pp. 40968:350-40968:357. 

8705220467 Forwards Rev 1 1 to plant nuclear security personnel training & qualification 
program.per 10CFR50.54(p).Rev withheld (ref 10CFR73.21). 

STB/VART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/14. Document 
Control Branch (Document Control Desk). Ip. 41020:108-41020:108. 

8705290182 Submits review of status of TMI Action Items III.A.1.2, “Emergency Re- 
sponse Facilities” & III.A.2.2. “Meteorological Data Upgrade” of NUREG-0737, "TMI 
Action Plan." NRR considers items to be completed, 

ENGLE.L. Project Directorate 11-2. 87/05/25. STEWART.W.L. Virginia Power (Virginia 
Electric & Power Co.). 2pp. 41 1 15:1 15-41 1 15:1 16. 


P. Operating license stage documents & correspondence 

8705190109 Forwards details of allegation re use of drugs by util personnel.Accuracy of 
info not verified. End withheld (ref 10CFR2.790a.(6)(7). 

BROWNLEE.V.L. Region 2. Office of Director. 87/04/28. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 1 p. 40967:037-40967:037. 

8705040229 Advises that util will be sent liquid samples spiked w/ radionuclides for ra- 
diochemical analysis within approx 90 days.Requests completion of analysis for 
tritium, Fe-55,Sr-89 & Sr-90 no later than 60 days after receipt of samples. 
PEEBLES.T.A. Region 2. Office of Director. 87/04/29. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40788:269-40788:270. 

8705070267 Discusses findings of 861201-05 control room habitability survey performed 
by NRR & ANLThree findings re flow data require prompt attention.Summary & 
schedule of actions to address items requested within 30 days of Itr receipt. 

ENGLE, LB. Project Directorate II-2. 87/05/04. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 32pp. 40854:282-40854:313. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, "Equipment Seismic Adequacy 
Verification Requirements.” 

LONG.W.O. Project Directorate IV. 87/05/05. TREVORS.G.A. Nebraska Public Power 
District. 2pp. 40863:151-40863:153. 

-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements." Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH.N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Ck>. 51pp. 41017:311-41018:002. 

8705180453 Forwards SER re util 850208 response to Generic Ltr 83-28, Item 2.1 (Part 
2), “Vendor Interface Programs (Reactor Trip Sys Components).” Response accepta- 
ble. 

ENGLE,L.B. Project Directorate 11-2. 87/05/11. STEWART.W.L Virginia Power (Virgin- 
ia Electric & Power Co.). 2pp. 40962:058-40962:073. 

-8705180457 SER re util 850208 response to Generic Ltr 83-28.ltem 2.1 (Part 2), 
"Vendor Interface Programs (Reactor Trip Sys Components." Program acceptable. 

• NRC - No Detailed Affiliation Given. 87/05/11. 3pp. 40962:060-40962:073. 

8705190001 Forwards Amend 79 to License NPF-7 & safe^ evaluation. Amend revises 
Condition 2.C.(15)(c),permitting second insp of recirculation spray pumps inside con- 
tainment to be performed during forthcoming NA-2 1987 refueling outage. 

ENGLE.LB. Project Directorate 11-2. 87/05/11. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 2pp. 40963:307-40963:313. 

-8705190002 Amend 79 to License NPF-7,revising Condition 2.C.(15)(c) to permit 
second insp of recirculation spray pumps inside containment to be performed during 
forth coming NA-2 1987 refueling outage. 

RUBENSTBN.LS. Project Directorate 11-2. 87/05/11. 2pp. 40963:309-40963:310. 

-8705190003 Safety evaluation sj^porting Amend 79 to License NPF-7. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/11. 3pp. 
40963:311-40963:313. 

8705280302 Informs that 870323 update to VEP 1-5A re QA program description satis- 
fies requirements of 1 0CFR50,App B & acceptable. 

REYES.LA. Region 2, Office of Director. 87/05/13. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). Ip. 41107:040-41107:040. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.CJ.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050220 Forwards Insp Repts 50-338/87-07 & 50-339/87-07 on 870330 & 0402- 
03.No violations or deviations noted. 

HERDT,A.R. Region 2, Office of Director. 87/04/27. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40800:351-40800:357. 
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-8705060094 Insp Repts 50-338/87-07 & 50-339/87-07 on 870330 & 0402-03. No vio- 
lations or deviations noted.Major areas inspected: licensee action on previous open 
items, SVC water reservoir improvements, weld insp & review of personnel qualifications. 
ECONOMOS.N., BLAKE,J.J. Region 2, Office of Director. 87/04/20. 5pp. 40800:353- 
40800:357. 

8705190146 Forwards Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-1 0.No vio- 
lations noted.Attention invited to unresolved items. 

COLLINS, D.M. Region 2, Office of Director. 87/05/01. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 40968:348-40968:357. 

-8705190150 Insp Repts 50-338/87-05 & 50-339/87-05 on 870406-1 0.No violations or 
deviations noted.Major areas inspected: emergency preparedness program. 

TABAKA, A.E., DECKER,T.R. Region 2, Office of Director. 87/05/01 . 8pp. 40968:350- 
40968:357. 

8705290277 Clarifies commitments re insp interval for measuring clearances between 
upper piston pin bushings & insert bushings on emergency diesel generators & Colt’s 
recommendation to lower governor load limit setting. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/05/07. Document 
Control Branch (Document Control Desk). 2pp. 41118:045-41118:046. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190001 Forwards Amend 79 to License NPF-7 & safety evaluation. Amend revises 
Condition 2.C-(15)(c), permitting second insp of recirculation spray pumps inside con- 
tainment to be performed during forthcoming NA-2 1987 refueling outage, 

ENGLE, LB. Project Directorate 11-2. 87/05/11. STEWART, W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 2pp. 40963:307-40963:313. 

—8705190002 Amend 79 to License NPF-7, revising Condition 2.C.(15)(c) to permit 
second insp of recirculation spray pumps inside containment to be performed during 
forth coming NA-2 1987 refueling outage. 

RUBENSTEIN,LS. Project Directorate 11-2. 87/05/11. 2pp. 40963:309-40963:310. 

—8705190003 Safety evaluation si^porting Amend 79 to License NPF-7. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/11. 3pp. 
40963:311-40963:313. 

8705280306 Ack receipt of 870302 & 31 Itr informing NRC of steps taken to correct 
violations noted In Insp Repts 50-338/86-28 & 50-339/86-28.NRC records modified to 
show concurrence w/util classification of Violation A as Severity Level V violation. 
REYES,L.A. Region 2. Office of Director. 87/05/14. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.). Ip. 41094:266-41094:266. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noripower Reactors.” Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050347 "Radiological Environ Monitoring Program for 1986.” W/860430 Itr. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). * Teledyne Isotopes. 
87-240. 86/12/31. 153pp. 40810:326-40811:117. 

8705210379 Monthly operating repts for Apr 1987.W/870514 Itr. 

GARNER, B., STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 87/04/30. 
12pp. 41010:194-41010:205. 


S. Reportable occurrences, LERs & related correspondence 

8702270413 Responds to 861211 10CFR2.206 petition, supplemented on 870120,re- 
questing plant remain shut down until licensee implements recommendations 
discussed.Petition denied. 

VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
02/13. CORY.T. Citizens Association for Sound Energy. 7pp. 39870:330-39871:064. 

—8702120532 Forwards ends documenting concerns outlined in recipient telcon & Itr re 
Power Plant Svcs,lnc welding practices at plants.Author should be contacted if ends 
inaccurate. 

URYC,B. Region 2, Office of Director. 85/07/12. DAY.P. Affiliation Not Assigned. 
16pp, 39871:005-39871:020. 

8705120301 LER 86-010-01:on 860804,while performing periodic test, discovered un- 
identified RCS leakage & rampdown initiated on 860805. Unit 2 entered Mode 4 from 
Mode 5 on 860811 following shutdown due to high RCS unidentified leakage. W/ 
870507 Itr. 

HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 87/05/07. 4pp. 
40904:029-40904:032. 

8705120308 LER 86-001 -01 :on 860221, eight main steam line code safety valves on 
Unit 2 declared inoperable after failing functional testing.Cause unknown.AII main 
steam safety valves returned to operable status.W/870507 Itr. 

HARRELL,E.W. Virginia Power (Virginia Electric & Power Co.). 87/05/07. 5pp. 
40907:078-40907:082. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8705060270 Forwards clean copies of figures from 860228 Rev 9 to physical security 
plan.No changes made to figures-Figures withheld. 

AGOSTI.T Detroit Edison Co. 87/04/28. Document Control Branch (Document Control 
Desk). 1 p. 40820: 1 23-40820: 1 23. 

8705060318 Provides supplemental info to 870306 license amend request re deletion of 
fire protection program requirements from Tech Specs per Generic Ltr 86-10. 
AGOSTI,F.E. Detroit Edison Co. 87/05/01. Document Control Branch (Document Con- 
trol Desk). 44pp. 40838:094-40838:137. 


8705120386 Rev 8 to Emergency Plan Implementing Procedure EP-101 (SR), "Classifi- 
cation of Emergencies” & Rev 1 to Administrative Procedures EPA-99-D (SR), "Emer- 
gency Classification Sys” & EPA-99 T of C (SR), "Table of Contents.” 

BRAZON,K.L Detroit Edison Co. 87/05/04. 156pp. 40905:298-40906:092. 

8705260075 Informs that util procured Data General computer for processing safe- 
guards info,replacing present Lanier word processing sys.Dasher-1 meets 
1 0CFR73.21 requirements. 

AGOSTI,F.E. Detroit Edison Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). Ip. 41035:059-41035:059. 


Q. Adjudicatory correspondence 

8705130079 Petition of Safe Energy Coalition of Michigan & Sisters, Servants of Immac- 
ulate Heart of Mary Congregation.* Petition to modify,suspend or revoke util license 
per 10CFR2.206.Certificate of Svc end. 

GARDE,B.P. Safe Energy Coalition of Michigan, GARDE,B.P. Government Account- 
ability Project. #287 3411. 87/05/07. Commissioners. 25pp. 40893:068-40893:092. 


I. Financial information 


8705040149 Forwards annual financial repts for Detroit Edison Co & Wolverine Power 
Supply Coooperative,lnc,per 10CFR50.71(b). 

AGOSTI.F.E. Detroit Edison Co. 87/04/28. Document Control Branch (Document Con- 
trol Desk). Ip. 40786:287-40787:010. 

—8705040158 “Wolverine Power Supply Cooperative,lnc,1986 Annual Rept,” 

* Wolverine Power Supply Cooperative, Inc. (formerly Wolverine Electric Cooperativ. 
86/12/31. 36pp. 40786:288-40787:010. 


J. Insurance & indemnity information 

8705210429 Forwards Endorsements 117 & 118 to NELIA Policy NF.92 & Endorsement 
14 to MAELU Policy MF.120. 

AGOSTI.F.E. Detroit Edison Co. 87/05/12. Document Control Branch (Document Con- 
trol Desk). 4pp. 41010:299-41010:302. 


P. Operating license stage documents & correspondence 

8705050266 Confirms that Mark I containment mods implemented for facility in agree- 
ment w/Tech Specs.Tech Spec changes not required for facility as result of Mark I 
containment long- term program. 

AGOSTI Detroit Edison Co. 87/04/27. Document Control Branch (Document Control 
Desk). Ip. 40804:360-40804:360. 

8705010031 Notification of 870505 meeting w/util in Bethesda,MO to discuss multiple 
steam leaks found in instrument tap lines/ drain lines off main steam pipe in turbine 
bldg. 

STEFANO.J.J. Project Directorate III-1. 87/04/29. VIRGILIO.M.J. Project Directorate 
III-1. 3pp. 40774:170-40774:172. 

8705060187 Forwards NRR SALP-8 rept input for 860401 -870331. Rept based on SALP 
inputs provided by technical review personnel & assessments made by author & MD 
Lynch.Overall performance rating given Category 2 for licensing activities. 
STEFANO.J.J. Project Directorate III-1. 87/04/30. NORELIUS.C.E. Region 3, Office of 
Director. 10pp. 40842:081-40842:090. 

8705120324 Notifies that 87051 1 public meeting to discuss status of ongoing licensee 
programs deferred due to recent extended outage & other scheduling restraints.per 
author 870416 Itr & util discussions w/EG Greenman. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/05. SYLVIA,B.R. Detroit Edison 
Co. 2pp. 40907:292-40907:293. 

8705110294 Confirms plans for 870511 meeting w/util at site re status of plant maint 

R rogram,per 870504 discussion. 

lORELIUS.C.E. Region 3, Office of Director. 87/05/06. SYLVIA, B.R. Detroit Edison 
Co. Ip. 40875:177-40875:177. 

8705120322 Responds to Generic Ltr 87-06, "Periodic Verification of Leak Tight integri- 
ty of Pressure Isolation Valves.” Facility Tech Specs provide requirements for leak 
rate testing of all pressure isolation valves. 

AGOSTI.F.E. Detroit Edison Co. 87/05/08. Document Control Branch (Document Con- 
trol Desk). Ip. 40907:294-40907:294. 

8705140079 Further response to appeal re denial of FOIA request for documents re 
fadlity.Portions of five documents continue to be withheld (ref TOIA Exemption 4). 
STELLO,V. Office of the Executive Director for Operations. 87/05/08. 
PUNTENNEY,J.E. Safe Energy Coalition of Michigan. Ip. 40920:062-40920:067. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
M[RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150257 Informs that iodine/particulate sampling sys, including sample line loss test 
program & results will be submitted, per License Condition 2.(;.Schedule will be pro- 
vided when more accurate methodology & acceptance criteria developed. 

AGOSTI.F.E. Detroit Edison Co. 87/05/12. Document Control Branch (Document Con- 
trol Desk). 2pp. 40929:112-40929:113, 

8705220222 Comments on draft NUREG-1 275, Section 6.1, “Lessons for Consideration 
by Licensees,” per 870408 requestAck needs for reducing frequency of reportable 
events & s^ports conclusions reached In NUREG-1 275. 

AGOSTI.F.E. Detroit Edison Go. 87/05/18, Document Control Branch (Document Con- 
trol Desk). 3pp. 41 01 7:1 83-41 01 7:1 86. 

8705270406 Forwards GE transient performance evaluation rept which provides basis 
for reduced feedwater temp operation, per 87051 1 meeting.List operational constraints 
currently beina imposed to ensure add! thermal operating mardn. 

AGOSTI.F.E. Detroit Edison Co. 87/05/19. Document Control Branch (Document Con- 
trol Desk). 10pp. 41085:232-41085:241. 
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8705280022 Provides supplemental info in support of util 870107 application for amend 
to License NPF-43, revising Tech Spec Section 6.0 re administrative 

controls.Organization charts & marked-up Tech Specs end. 

SYLVIA,B-R- Detroit Edison Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 10pp. 41094:201-41094:210. 

8705280004 Discusses util procedures for resistance temp detectors channel calibr.per 
util 861002 & 10 Itrs. Audit conducted by Butler of Region III on 870112 concluded that 
current practices acceptable until completion of NRC final position. 

SYLVIA, B.R. Detroit Edison Co. 87/05/21. Document Control Branch (Document Con- 
trol Desk). 2pp. 41094:197-41094:198. 

8705270677 Forwards history of instrument & miscellaneous connection problems per- 
taining to main steam instrument line repairs, per NRC request made at 870428 & 29 
meetings. 

SYLVIA, B.R. Detroit Edison Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 64pp. 41084:296-41084:359. 

8705280028 Forwards three leakage reduction program summary repts for HPCI.RCIC & 
standby gas filter sys.AddI repts will be submittecf upon completion. 

AGOSTl.F.E. Detroit Edison Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). Ip. 41089:291-41089:300. 

-8705280032 “Leakage Reduction Program Summary Rept for HPCI Sys (E41-00).'' 
SHIFFEL.B.J., LENART,D.L. Detroit Edison Co. E4100-87-01. 87/03/12. 3pp. 

41089:292-41089:294. 

-8705280037 “Leakage Reduction Program Summary Rept for RCIC Sys (E51-00).‘* 
SHIFFEL,B.J., LENART,D.L Detroit Edison Co. E5100-87-01. 87/03/12. 3pp. 

41089:295-41089:297. 

-8705280042 “Leakage Reduction Program Summary Rept for Standby Gas Filter Sys 
(T46-00).'' 

SHIFFEL.B,J.. LENART,D.L Detroit Edison Co. T4600-87-01. 87/03/12. 3pp. 

41089:298-41089:300. 

8705290097 Forwards addi info re facility conformance w/provisions of TMI Action Plan 
Item II.K.3.28, “Verify Qualification of Accumulators on Automatic Depressurization 
Sys Valves,” per NRC 861205 request. 

AGOSTl,F.E. Detroit Edison Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 5pp. 41114:173-41114:177. 

8705290112 Fonwards proposed License Condition 2.C(10), “Emergency Diesel Genera- 
tor Lube Oil Surveillance Program," per NRC 870407 SER & util 870128 application 
for amend to License NPF-43. 

AGOSTl.F.E. Detroit Edison Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 4pp. 41114:187-41114:190. 

8705290153 Confirms util agreement made at 870429 meeting w/NRC to tighten pipe 
clamp bolts for clamps on main steam & bypass piping.Activity completed on 
87051 S.Nut & bolt torque verified. 

AGOSTl.F.E. Detroit Edison Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 4pp. 41114:134-41114:137. 

8705290217 Requests approval to retain approx 30,000 cubic ft of soil slightly contami- 
nated from condensate storage tank leakage in 1985 & 1986.per 

10CFR20.302.Justification for approval encl.Fee paid. 

AGOSTl.F.E. Detroit Edison Co. 87/05/26. Document Control Branch (Document (Con- 
trol Desk). 2pp. 41106:073-41106:226. 

-8705290227 “Petition to Retain Trace Quantities of Licensed Radioactive Matls in Soil 
at Fermi 2 Site." 

• Detroit Edison Co. 87/05/31. 24pp. 41106:075-41106:098. 

-8705290230 “Results of Subsurface Exploration at Fermi 2, Newport, Ml." 

• STS Consultants. Ltd. (formerly Soil Testing Services, Inc.). 86/03/17. 125pp. 
41106:099-41106:226. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Suppl 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705080234 Forwards SALP Rept 50/341/87-01 for Jul 1985 - Mar 1986. Rept de- 
scribes significant activities, events & insps associated w/facility during assessment 
period. 

DAVIS, A.B. Region 3. Office of Director. 87/05/05. SYLVIA, B.R. Detroit Edison Co. 
2pp. 40872:253-40872:263. 

-8705080238 SALP Rept 50-341/87-01 for Jul 1985 - Mar 1986.Rept describes signifi- 
cant activities, events & insps associated w/facllity during assessment period. 

* Region 3. Office of Director. 87/05/05. 9pp. 40872:255-40872:263. 

8705110141 Forwards Safety Insp Rept 50-341/87-19 on 870428-29.No violations 
noted. 

HARRISON, J.J. Region 3, Office of Director. 87/05/05. SYLVIA,B.R. Detroit Edison 
Co. 2pp, 40881 :348-40881 :353. 

-8705110145 Insp Rept 50-341/87-19 on 870428-29.No violations or deviations 
noted.Major areas {nspected:mods to main steam instrument taps to prevent weld 
cracking, 

YIN,I.T., DANlELSON,D.H. Region 3, Office of Director. 87/05/05. 4pp. 40881:350- 
40881:353. 

87052200^ Responds to NRC Itr re violations noted in Insp Rept 50-341 /85-i 1 .Correc- 
tive actions:std design methodology developed to document expansion anchor design 
criteria for plant wide use. 

AGOSTl.F.E. Detroit Edison Co. 87/05/05. Document Control Branch (Document Con- 
trol Desk). 7pp. 41016:282-41016:288. 

8705120300 Forwards Insp Repts 50-016/87-01 & 50-341/87-18 on 870406-1 0.No vio- 
lations noted. 

SHAFER.W.D. Region 3, (Dffice of Director. 87/05/07. SYLVIA, B.R. Detroit Edison Co. 
2pp. 40907:118-40907:129. 


-8705120306 Insp Repts 50-016/87-01 & 50-341/87-18 on 870406-1 0.No violations or 
deviations noted.Major areas inspected: organization & mgt control, training & 
qualification,exposure control & control of radioactive matls & contamination. 
PAUL,R.A., GREGER,L.R. Region 3, Office of Director. 87/05/07. 10pp. 40907:120- 
40907:129. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190641 EN-87-040:on 87051 4, notice of violation & proposed imposition of civil pen- 
alty in amount of $100,000 will be issued to util. Action based on significant deficien- 
cies in implementation of surveillance testing program, 

WONG,H., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/11. Ip. 
40970:204-40970:204. 

8705190252 Discusses insps on 861017-870210 & forwards notice of violation & pro- 
posed imposition of civil penalty In amount of SlOO.OOO.Violations involved significant 
deficiencies in implementation of surveillance testing program. 

DAVIS, A.B. Region 3. Office of Director. 87/05/14. MCCARTHY. W.J. Detroit Edison 
Co. 5pp. 40967:326-40967:335. 

-8705190277 Notice of violation & notice of proposed imposition of civil penalty in 
amount of SlOO.OOO.Violations noted:RCIC & HPCI sys inoperable during performance 
of surveillance procedure & verification not performed in control rod scram test. 

DAVIS, A.B. Region 3, Office of Director. 87/05/13. 5pp. 40967:331-40967:335. 

8705220212 Forwards informational rept re MSIV operator inner & outer springs, per J 
Harper suggestion.Rept discusses work done to resolve inner spring failures & pro- 
vides info demonstrating adequacy of outer springs. 

AGOSTl.F.E. Detroit Edison Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 37pp. 41017:186-41017:223. 

8705270396 Fonvards Insp Rept 50-341/87-16 on 870406-24.Certain activities ap- 
peared to be in violation of NRC requirements. Apparent violations being reviewed for 
potential escalated enforcement action. 

CHRISSOTIMOS.N. Region 3. Office of Director. 87/05/20. SYLVIA, B.R. Detroit 
Edison Co. 2pp. 41055:123-41055:136. 

—8705270411 Insp Rept 50-341/87-16 on 870406-24.Violations noted:failure to imple- 
ment licensed operator requalification program, failure to provide accurate info In li- 
cense renewal applications & failure to follow procedures. 

HASSE.R.A., LOVE.R.S., HILLS,D.E. Region 3, Office of Director, 87/05/19. 12pp. 
41055:125-41055:136. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705280202 Forwards Safety Insp Rept 50-341/87-14 on 870331-0504 & notice of’ 
viqlation.LERs 85041 & 86041-01 involved violations that had same root cause as vio- 
lations cited in 860729 enforcement action so no further response required. 
GREENMAN.E.G. Region 3, Office of Director. 87/05/22. SYLVIA, B.R. Detroit Edison 
Co. 2pp. 41109:256-41109:270. 

-8705280206 Notice of violation from insp on 870331-0504. 

GREENMAN,E.G. Region 3, Office of Director. 87/05/20. 2pp. 41109:258-41109:259. 

-8705280213 Insp Rept 50-341/87-14 on 87033 1-0504. Violations noted: failure to 
assure that safety-related equipment not placed in proximity to masonry block walls & 
utilize operations manual procedure. 

GREENMAN,E.G. Region 3, Office of Director. 87/05/20. 11pp. 41109:260- 
41109:270. 


R. Periodic operating reports & related correspondence 


8705050223 Forwards "Radiological Environ Monitoring Program for Fermi-2 Annual 
Rept, 1986.” 

AGOSTl.F.E. Detroit Edison Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). Ip. 40801:140-40801:260. 

-8705050226 “Radiological Environ Monitoring Program for Fermi-2, Annual Rept, 1986." 
HUEBNER.LG. Teledyne Isotopes. 87/03/27. 120pp, 40801:141-40801:260. 

8705210440 Monthly operating rept for Apr 1987.W/870512 Itr, 

SHUKLA,G.S., LENART.R.S. Detroit Edison Co. 87/04/30. 5pp. 41012:223- 
41012:227. 

8705060183 “Annual Nonradlological Environ Operating Rept for Fermi 2, 1986." W/ 
870501 Itr. 

AGOSTl.F.E. Detroit Edison Co. 87/05/01. 4pp. 40832:080-40832:083. 


S. Reportable occurrences, LERs & related correspondence 

8705080190 LER 87-01 0-00:on 870403, discrepancies in requallficatlon training of some 
reactor operators discovered.Caused by inadequate administration of training program. 
Requalification guide will be revised.W/870501 Itr. 

BREGNI.LP., LENART.R.S. Detroit Edison Co. 87/05/01. 4pp. 40871:324-40871:327. 

8705120389 LER 87-01 1-00:on 870406, during APRM functional testing, reactor 
scrammed.Caused by personnel error.Procedures for performing APRM functional 
testing revised & individual involved couseled.W/870505 Itr. 

SHUKLA.G.S.. LENART.R.S. Detroit Edison Co. 87/05/05. 4pp. 40905:294- 

40905:297. 

8705120417 LER 87-01 2-00:on 87041 0.HPCI & RCIC declared inoperable due to blown 
fuse.Caused by failed fixed capacitor C-25 in isolation instrumentation.HPCl & RCIC 
restored. W/870505 Itr. 

SHUKLA,G.S.. LENART.R.S. Detroit Edison Co. 87/05/05. 4pp. 40905:159- 

40905:162. 
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8705190485 Partial response to FOIA request for documents re safeteam at 
facility.Forwards documents listed in App C.Portions of Document 2 in App C withheld 
(ref FOIA Exemption 6).App D documents completely withheld (ref FOIA Exemption 
4). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. 

PUNTENNEY,J.E. Safe Energy Coalition of Michigan. 4pp. 40966:163-40966:213. 

•^705190501 Forwards memo rept documenting Ofc of Inspector & Auditor investiga- 
tion into performance of Region III personnel after premature criticality occurred at fa- 
cility on 850701-02. Recommendations discussed. W/partially deleted related info. 
EDLES.G.J. Office of the Executive Director for Operations. 86/02/13. STELLO.V. 
Office of Inspector & Auditor. 4pp. 40966:168-40966:171. 

“8705190519 Submits memo rept of Region III performance re premature criticality at 
facility on 850701. Investigation indicates that ME Parker not Informed of event until 
85071 5.Procedures should be developed to document reporting of similiar event. 
LOGAN.K.G. Office of Inspector & Auditor. 86/02/13. Office of Inspector & Auditor. 
7pp. 40966:172-40966:178. 

“8705190557 Forwards PNO-lll-85-058,PNO-lll-85-058A & PNO-1 11-85-070 re 850702 
criticality incident at facility.Ofc of Inspector & Auditor investigation of Region III per- 
formance re event requested.W/o stated encIs.Related info end. 

KEPPLER,J.G. Region 3. Office of Director. 85/08/09. CONNELLY, S.R. Office of In- 
spector & Auditor. 35pp. 40966:179-40966:213. 

8705210133 LER 87-01 5-00:on 870416, sodium pentaborate concentrations In standby 
liquid control storage tank exceeded Tech Spec limits.Caused by personnel errors & 
Inadequate procedures. Procedures 77.000.04 & 78.000.72 revised.W/87051 5 Itr. 
SHUkIa,G.S.. LENART.R.S. Detroit Edison Co. 87/05/15. 5pp. 41001:289- 

41001:293. 

8705210178 LER 86-034-02:on 861007.RWCU sys outboard isolation valve (G33-F004) 
closed on steam leak detection sys high differential temp signal.Caused by spurious 
signal.Deficient circuit boards will be replaced or modified. W/87051 6 Itr. 

SHUKLA.G.S., LENART.R.S. Detroit Edison Co. 87/05/16. 5pp. 41001:262- 

41001:266. 

8705210156 LER 85-071-01:on 85101 l.full scram Initiated on low reactor water level 3 
signal.Caused by steam flashing within reactor water level ref leg due to radiant 
energy conduction. Stabilizer brackets in drywell lnsulated.W/8705181tr. 

SHUKLA,G.S., LENART.R.S. Detroit Edison Co. 87/05/18. 4pp. 41001:267- 

41001:270. 

8705270431 LER 87-01 3-00:on 87031 3, cracks found on some termination box adaptors 
of reactor bldg cooling unit fan motors.Operabillty review completed on 
870421 .Caused by weight of components, vibration & overtightening of mounting 
bolts.W/870519 Itr. 

SHUKLA.G., LENART.R.S. Detroit Edison Co. 87/05/19. 5pp. 41088:149-41088:153. 

8705280139 LER 87-044-01 :on 861210.identified potential condition which could lead to 
degradation of torus vacuum breaker relief line Isolation function.Caused by design 
deficiency.Mod installed to prevent limit switch failure.W/870519 Itr. 

SHUKLA.G.S., LENART.R.S. Detroit Edison Co. 87/05/19. 5pp. 41108:285- 

41108:289. 

8705270326 RO:on 870223, reactor shut down as result of inoperable HPCI, per Tech 
Spec 3/4.5. 1. HPCI sys restored to operable status. NRC informed after commence- 
ment of shutdown.Unusual event should have been declared when shutdown initiated. 
AGOSTI.F.E. Detroit Edison Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 41085:139-41085:140. 


V. Operator Examinations 

8705220114 Responds to 870403 Confirmatory Action Ltr CAL-RIII-87-03 re licensed 
operator requaitfication program.AII licensed operators have completed Cycle 3 train- 
ing of 1986-1987 requalification programs. 

AGOSTI.F.E. Detroit Edison Co. 87/05/15. Document Control Branch (Document Con- 
trol Desk), 2pp. 41017:001-41017:002. 

8705270396 Forwards Insp Rept 50-341/87-16 on 870406-24-Certain activities ap- 
peared to be in violation of NRC requirements. Apparent violations being reviewed for 
potential escalated enforcement action. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/05/20. SYLVIA.B.R. Detroit 
Edison Co. 2pp. 41055:123-41055:136. 

“8705270411 Insp Rept 50-341/87-16 on 870406-24.Vlolations noted:failure to imple- 
ment licensed operator requalification program, failure to provide accurate info in li- 
cense renewal applications & failure to follow procedures. 

HASSE,R.A.. LOVE,R.S„ HILLS.D.E. Region 3, Office of Director. 87/05/19. 12pp. 
41055:125-41055:136. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8705040144 Forwards Insp Rept 50-344/87-10 on 870323-27.No violations or devi- 
ations noted. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/04/17. COCKFIELD.D.W. Port- 
land General Electric Co. 2pp. 40789:133-40789:143. 

“8705040147 Insp Rept 50-344/87-10 on 870323-27,No violations noted. Major areas 
inspected:emergency preparedness operational support ctr drill & followup on licensee 
commitments described in Insp Rept 50-344/87-03. 

BROWN, G., TENBROOK,W., FISH,R. Region 5, Office of Director. 87/04/16. 9pp. 
40789:135-40789:143, 

8705050174 Fonwards Insp Rept 60-344/87-07 on 870301-0411. No violations noted. 
CHAFFEE.A.E. Region 5. Office of Director. 87/04/21. LINDBLAD,W.J. Portland Gen- 
eral Electric Co. 2pp. 40803:242-40803:253. 

“8705050184 Insp Rept 50-344/87-07 on 870301-0411. No violations or deviations 
noted.Major areas inspected:operational safety verification, maint,surveiliance & follow- 
up on previously identified items. 

BARR.R.C., SUH.G.Y., MENDONCA.M.M. Region 5. Office of Director, 87/04/21. 
10pp. 40803:244-40803:253. 


8705190365 Requests withdrawal of request for exemption from 10CFR50, App 
R.Sectlon IILG.2.b in case of emergency diesel generator ventilation exhaust 
oj^nings.ln lieu of exemption, util requests NRC review & approval of listed ends. 
YUNDT.C.P. Portland General Electric Co. 87/05/08. Document Control Branch (Doc- 
ument Control Desk). 3pp. 40968:304-40968:323. 

“8705190372 “Portland General Electric Nuclear Plant Engineering Design 
Criteria:Extension of Automatic Sprinkler Sys BE (RDC 84-048) Turbine Bldg Trojan 
Nuclear Power Plant.” 

0’LAUGHLIN.R.J., LORENZ, M.S. Professional Loss Control. Inc. 86/11/04. 17pp. 
40968:307-40968:323. 

8705280288 Responds to NRC 870410 Itr re schedule for implementation of 
10CFR50.48 fire protection mods. Mods completed w/exception of four listed 
items.ltems 1 & 2 will be completed by 1988 refueling outage.ltems 3 & 4 will be com- 
pleted by 871231. 

COCKFIELD.D.W. Portland General Electric Co. 87/05/20. Document Control Branch 
(Document Control Desk). 2pp. 41109:034-41 109:035. 

8705290007 Forwards License Change Application 157 requesting amend to operating 
License NPF-1. Amend revises facility security plan by recategorizing presently desig- 
nated vital area. Application withheld.Certificate of Svc encl.Fee paid. 
COCKFIELD.D.W. Portland General Electric Co. 87/05/20. Document Control Branch 
(Document Control Desk). 2pp. 41106:350-41106:351. 

8705270613 Amend 10 to Vol I.Book 2 of PGE-1008, “Radiological Emergency Plan & 
Procedures Manual.” 

* Portland General Electric Co. 87/05/31. 15pp. 41085:118-41085:132. 


J. Insurance & Indemnity Information 


8705180254 Forwards Endorsement 77 to NELIA Policy NF-225 & Endorsement 64 to 
MAELU Policy MF-86. 

ASHBURN,D.J. Marsh & McLennan, Inc. 87/04/11. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 40953:059-40953:061. 


P. Operating license stage documents & correspondence 


8705060255 Forwards application for amend to License NPF-1 .consisting of License 
Change Application 156, revising Tech Specs to correct typos & clarify appropriate 
process used for review & approval of changes to procedures.Fee paid. 
COCKFIELD.D.W. Portland General Electric Co. 87/04/29. Document Control Branch 
(Document Control Desk). Ip. 40812:108-40812:118. 

“8705050359 Application for amend to License NPF-1, consisting of License Change 
Application 156, revising Tech Specs to correct typos & to clarify appropriate process 
used for review & approval of temporary changes to procedures. 

COCKFIELD.D.W. Portland General Electric Co, 87/04/29, Document Control Branch 
(Document (Control Desk). 4pp. 40812:109-40812:112. 

“8705050369 Proposed Tech Specs revising typos & clarifying appropriate process to 
be used for review & approval of temporary changes to procedures.Certificate of Svc 
end. 

* Portland General Electric Co. 87/04/29. 6pp. 40812:113-40812:118. 

8705050196 Forwards revised FSAR Page 10.4-23,clarifying present design criteria of 
circulating water sys.Dikes protecting safety- related equipment raised to proper eleva- 
tion & louvers installed to allow passage of water when sys fails. 

COCKFIELD.D.W. Portland General Electric Co. 87/05/01. Document Control Branch 
(Document Control Desk). 3pp. 40802:076-40802:078. 

8705110352 Forwards response to NRC 870402 Itr transmitting safety evaluation re 
seismic capability of component cooling water sys at facility.Criteria used not original 
licensing criteria & not uniformly applied to other plants. 

COCKFIELD.D.W. Portland General Electric Co. 87/05/06. Document Control Branch 
(Document Control Desk). 6pp. 40880:164-40880:170. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end, 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31 1-41018:002. 

8705180135 Final response to FOIA request. App A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

“8705180361 Grants exemption from requirements of 1 0CFR20.408(b) while participat- 
ing in NRC pilot program for electronic transmission of personnel termination data, per 
8^221 request. 

STELLO.V. Office of the Executive Director for Operations. 87/04/13. WITHERS.B.D. 
Portland General Electric Co. Ip. 40981:289-40981:289. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V.includcng Diablo Canyon, Palo Verde.Rancho Seco.San 
Onfore.Trojan & WPPSS 2. 

KNIGHTON, G.W. Project Diredorate V. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. Ip. 40966:121-40966:121. 

8705290007 Forwards License Change Application 157 requesting amend to operating 
License NPF-1 .Amend revises facility security plan by recategorizing presently desig- 
nated vital area. Ai^lication withheld.Certificate of Svc encl.Fee paid. 
COCKFIELD.D.W. Portland General Electric Co. 87/05/20. Document Control Branch 
(Document Control Desk). 2pp. 41106:350-41106:351, 

8705290084 Requests extension of time for response to Generic Ltr 87-02 until 60 days 
after availability of guidance re generic implementation of seismic verification program, 
including issuance of NRC generic SER. 

C(XKFIELD,D.W. Portland General Electric Co. 87/05/22. Document Control Branch 
(Document Control Desk). 2pp. 4111 7:238-41 1 1 7:239. 
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Q. ln8|»ectlon reports, IE Bulletins & correspondence 

8705040144 Forwards Insp Rept 50-344/87-10 on 870323-27.No violations or devi- 
ations noted. 

WENSLAWSKI.F.A. Region 5. Office of Director. 87/04/17. COCKFIELD.D.W. Port- 
land General Electric Co. 2pp. 40789:133-40789:143. 

-8705040147 Insp Rept 50-344/87-10 on 870323-27. No violations noted. Major areas 
inspected:emergency preparedness operational support ctr drill & followup on licensee 
commitments describe in Insp Rept 50-344/87-03. 

SROWN.G., TENBROOK.W.. FISH.R. Region 5. Office of Director. 87/04/16. 9pp. 
40789:135-40789:143. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705050174 Forwards Insp Rept 50-344/87-07 on 870301-0411. No violations noted. 
CHAFFEE.A.E. Region 5, Office of Director. 87/04/21. LINDBLAD.W.J. Portland Gen- 
eral Electric Co. 2pp. 40803:242-40803:253. 

-8705050184 Insp Rept 50-344/87-07 on 870301-0411. No violations or deviations 
noted.Major areas inspected.operatlonal safety verification, maint.surveillance & follow- 
up on previously identified Items. 

BARR.R.C.. SUH.G.Y., MENDONCA.M.M. Region 5. Office of Director. 87/04/21. 
10pp. 40803:244-40803:253. 

8705270608 Informs that 87021 1 inservice insp relief request from exemption require- 
ment for pressurizer nozzel-to-vessel weld & nozzle inner radius section 
granted.Safety evaluation encl.W/o encl. 

KNIGHTON.G.W. Project Directorate V. 67104/23. COCKFIELD.D.W. Portland General 
Electric Co. 1p. 41048:343-41048:343. 

8705140152 Partially withheld Itr confirming dates of 870518-22 for NRR equipment 
qualification insp of plantinsp will include review of implementation of 10CFR50.49 
program.documentation files & physical insp of plant equipment. 

MERSCHOFF.E,W. Vendor Inspection Branch. 87/04/29. COCKFIELD.D.W. Portland 
General Electric Co. 5pp. 40920:099-40920:103. 

8705120302 Confirms 870430 telcon re enforcement conference to be held on 870514 
to discuss apparent violations involving occupational radiation protection & actions to 
control dispersal of radioactive matl identified during insp. 

SCARANO,R.A. Region 5. Office of Director. 87/05/04. COCKFIELD.D.W. Portland 
General Electric Co. Ip. 40907:117-40907:117. 

8705080040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280338 Fomrards Insp Rept 50-344/87-19 on 870427-0501 .No violations noted. 
CHAFFEE.A.E. Region 5, Office of Director. 87/05/11. COCKFIELD Portland General 
Electric Co. 2pp. 41 1 09:1 34-41 1 09:1 44. 

-8705280340 Insp Rept 50-344/87-19 on 870427-0501. No violations noted. Major 
areas inspected:routine maint.followup & closure of previous insp findings & IE bulletin 
& generic Itr followup. 

PEREIRA.D.B., MENDONCA.M.M. Region 5. Office of Director. 87/05/11. 8pp. 
41109:136-41109:144. 

8705190280 Confirms telcon w/G Zmmerman re Vendor Insp Branch insp at site on 
870518-22 to obtain info about design, insps,maint & testing practices associated w/ 
ch0cK vhIv0s 

CHAN,T.L Project Directorate V. 87/05/12. COCKFIELD.D.W. Portland General Elec- 
tric Co. 4pp. 40966:125-40966:128. 

8705270631 Forwards safety evaluation supporting util 87021 1 request for relief from 
insenrice insp requirement of A5ME Code for pressurizer nozzle-to-vessel weld & 
nozzle inner radius section. 

KNIGHTON.G.W. Project Directorate V. 87/05/18. COCKFIELD.D.W. Portland General 
Electric Co. 2pp. 41101:146-41101:151. 

-8705270636 Safety evaluation swporting util 87021 1 request for relief from inservice 
inspecton requirement of 1974 Eoition through Summer 1975 Addenda of Section XI 
of ASME Code. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/18. 4pp. 
41101:148-41101:151. 

8705280448 Forwards Enforcement Conference Rept 50-344/87-21 on 870514. 
SCARANO.R.A. Region 5, Office of Director. 87/05/20. COCKFIELD.D.W. Portland 
General Electric Co. 2pp. 41107:326-41107:344. 

-8705280454 Enforcement Conference Rept 50-344/87-21 on 87051 4.Major areas 
di8cussed:lmplementation of licensee radiation protection program following 870409 
dispersal of irradiated fuel fragments in containment bldg. 

HOOKER.C.A., YUHAS.G.P.. SCARANO,R.A. Region 5. Office of Director. 87/05/20. 
17pp. 41107:328-41107:344. 

8705180155 NRC info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list encl. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consofidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports A related correspondence 

8705050186 "Trojan Nuclear Plant Operational Environ Radiological Sonreillance Pro- 
gram 1986 Annual Rept" W/870430 Itr. 

COCKFIELD.D.W. Portland General Electric Co. PGE-1 006-85. 86/12/31. 76pp. 
40800d)47-40800:122. 

8705140134 “Operational Ecological Monitoring Program for Trojan Nuclear 
PlanLAnnual Rept for 1986.” W/a70427 Itr. Qwyr^hted matt 
HESS.R.J. Portland General Electric Co. PGE-1009-86. 86/12/31. 3pp. 40918:050- 
40918:05Z 


8705120228 Monthly operating rept for Apr 1 987.W/870506 Itr. 

ULMER, F.J., OLMSTEAD,C.A. Portland General Electric Co. 87/04/30. 7pp. 
40907:047-40907:053. 


S. Reportable occurrences, LERs & related correspondence 

8705050235 PNO-V-87-031A;on 870417.licensee reported potential foot exposure of 
plant worker exceeding 1 8.75 rem limit.Staff retrained in precautions to minimize expo- 
sure from radioactive mat! & appropriate radiological control started. 

YUHAS.G., WENSLAWSKI.F. Region 5. Office of Director. 87/04/29. 2pp. 40800:368- 
40800:359. 

8705070294 LER 87-007-00:on 870401, pressurizer safety valve lifted out of tolerance 
during surveillance testing. Probably caused by inherent differences between bench & 
in-place testing In combination w/setpoint drift.Setpoint adjusted. W/870501 Itr. 
KERSHUL,B.. OLMSTEAD.C.A. Portland General Electric Co. 87/05/01. 4pp. 
40849:098-40849:101. 

8705120298 PNO-V-87-035:on 870507, individual w/contamination level of 160,000 
dpm/square centimeters on knees became ill while removing protective clothing worn 
for decontaminating equipment. Individual transported to hosp & decontaminated. 
HOOKER.C., YUHAS.G. Region 5. Office of Director. 87/05/08. Ip. 40907:130- 
40907:130. 

8705210687 NPDES noncompliance notification:on 870401 sewage treatment plant ef- 
fluent suspended solids & BOD limits exceeded.Causod by heavy loading of sewage 
plant due to large number of temporary personnel onsite.New flow meter installed. 
HESS,R.J. Portland General Electnc Co. 87/05/12. Oregon, State of. 13pp. 
41012:300-41012:312. 

8705270810 PNO-V-87-038:on 87051 3,female air lock operator received injury to neck 
while opening air lock door to transfer matl from containmentOperator transported 
offsite for medical attention.No serious Injuries or contamination found. 

HOOKER.C., YUHAS.G. Region 5. Office of Director. 87/05/14. Ip. 41085:133- 
41085:133. 

8705280024 PNO-V-87-037:on 87051 2.fatiQue fracture occurred on 1-inch safety Injec- 
tion fill line on accumulator tank A & 2,000 gallons of 2,000 ppm berated water 
drained onto containment floor.By 87051 4, two add! accumulator tanks found w/ 
cracks 

PEREIRA, D.. MENDONCA.M. Region 5. Office of Director. 87/05/14. Ip. 41094:192- 
41094:192. 

8705220446 LER 87-009-00:on 87041 6,discovered that Raychem splices, used on elec- 
trical connections for PORV solenoid valves, installed improperly.Oeficiencies in over- 
lap & bend radius also noted. Caused by worker error.Splices to be repiaced.W/ 
870515 Itr. 

KERSHUL.B., OLMSTEAD,C.A. Portland General Electric Co. 87/05/15. 4pp. 
41020:133-41020:136. 
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F. Security, medical, emergency & fire protection plans 

8705180491 Forwards Safety Insp Rept 50-346/87-1 1 on 870430.No violations noted. 
SHAFER.W.D. Region 3, Office of Director. 87/05/11. SHELTON, D. Toledo Edison 
Co. 2pp. 40951:110-40951:114. 

-8705180498 Insp Rept 50-346/87-11 on 870430.No violations noted.Major areas 
Inspactediemergency plan activation for Dec 1985 - Mar 1987. 

PLOSKI.T., SNELL, w: Region 3. Office of Director. 87/05/07. 3pp. 40951:112- 
40951:114. 

8705270691 Forwards Rev 2 to "App R Compliance Assessment Rept." Rept Incorpo- 
rates outstanding change notices distributed as of 87041 0. 

SHELTON, D.C. Toledo Edison Co. 87/05/14. Document Control Branch (Document 
Control Desk). Ip. 41056:314-41060:357. 

-8705270695 Rev 2 to “App R Compliance Assessment Rept." 

MURTHA,M. Toledo Edison Co. 02-1040-1153 R02. 87/05/05. 500pp. 41069:001- 
41060:357. 

8705290041 Forwards application for amend to License NPF-3, revising Tech Specs re 
fire protection to assist in transfer of fire protection program to updated SAR.per Ge- 
neric Ltr 86-10.Fee paid. 

SHELTON, D.C. Toledo Edison Co. 87/05/20. Document Control Branch (Document 
Control Desk). 1p. 41106:288-41106:327. 

-8705290051 Application for amend to License NPF-3, revising Tech Specs re fire pro- 
tection to implement guidance of Generic Ltr 86-10 & to transfer fire protection pro- 

g ram to updated SAR. 

RELTON.D.C. Toledo Edison Co. 87/05/20. 2pp. 41106:289-41106:290. 

—8705290056 Proposed changes to Tech Specs re fire protection to assist in transfer of 
fire protection program to updated SAR.per Generic Ltr 86-10.Safety evaluation & sig- 
nificant hazards consideration encl. 

* Toledo Edison Co. 87/05/20. 37pp. 41106:291-41106:327. 


G. Adjudicatory correspondence 

8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS, S. Commissioners. #287 3103. 87/04/13. JULIAN, E. Docketing & Services 
Branch. Ip. 40806:128-40806:227. 

-8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for Immediate suspension should be summarily denied. W/Certifi- 
cate of Svc. 

MCGARRY,J.M. BWR Owners Group. 87/03/06. Commissioners. 14pp. 40806:129- 
40806:142. 
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“8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY.J.M. BWR Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 
40806:227. 

8705060005 Order.* Extends time for Commission to determine whether to review 
870415 decision affirming prior NRC approval of disposal of mixed water treatment 
waste & slightly radioactive ion exchange resins on site.Served on 870430. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3323. 87/04/29. Com- 
missioners. 1 p. 40809:260-40809:260. 

8705130051 Decision on disposal of waste at Davis-Besse, 87041 5, errata sheet.* J Kline 
should be shown as technical advisor in subj decision.Served on 870511. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3418. 87/05/08. Ip. 
40893:102-40893:102. 


H. General correspondence 

8705130083 Responds to 870406 Itr forwarding A Jones 870314 Itr expressing concern 
re operation of facility.B&W-designed facilities meet NRC regulation applicable to 
power reactors or NRC will take action.Related info end. 

STELLO.V. Office of the Executive Director for Operations. 87/05/06. GLENN, J. 
Senate. 8pp. 40919:227-40919:236. 

“8705130089 Forwards A Jones 870314 Itr urging suspension of licenses of Davis- 
Besse & seven other B&W PWRs.Attention to safety concerns requested. 

GLENN, J. Senate. 87/04/06. KAMMERER.C. Office of Congressional Affairs. 2pp. 
40919:235-40919:236. 


P. Operating license stage documents & correspondence 

8705290121 FOIA request for documents re alleged intoxication of plant manager L 
Storz on 861231 or 870101 while on site. 

MAXWELL, B. Cosmos Broadcasting Corp. 87/04/15. NRC - No Detailed Affiliation 
Given. 1p. 41143:224-41143:224. 

8704240205 Responds to end recipient 870304 Itr urging NRC to investigate & correct 
alleged generic problems at B&W power plants described in recent UCS petition.NRC 
acting on 870210 petition, per 10CFR2.206. 

ZECH.LW. Commissioners. 87/04/17. CELESTE, R.F. Ohio, State of. 2pp. 41162:179- 
41162:181. 

“8704240217 Urges NRC to investigate & correct alleged generic problems at B&W nu- 
clear plants described in recent UCS petition. Author concerned about design prob- 
lems that may affect public safety. 

CELESTE, R.F. Ohio, State of. 87/03/04. ZECH.L Commissioners. 35pp. 41162:181- 
41162:181. 

8705040206 Discusses util 870319 meeting w/NRC representatives W Magee & A DeA- 
gazio re selection of plant for NRC pilot program on use of optical disc 
technology.Several addi licensing review areas of info generation should be explored. 
SHELTON, D.C. Toledo Edison Co. 87/04/28. Document Control Branch (Document 
Control Desk). Ip. 40780:218-40780:218. 

8705180234 Confirms 870429 discussion w/A DeAgazio that response to 870326 re- 
quest for addI info re Generic Ltr 83-28 will be submitted by 870601 . 

SHELTON, D.C. Toledo Edison Co. 87/05/01. Document Control Branch (Document 
Control Desk). Ip. 40955:177-40955:177. 

8705110177 Requests reissuance of Table 3.6-2, “Containment Isolation Valves" of 
Tech Spec 3/4.6.3, correcting typos in 840911 application to amend License NPF-3. 
SHELTON,D.C. Toledo Edison Co. 87/05/04. Document Control Branch (Document 
Control Desk). 2pp. 40883:129-40883:130. 

8705120381 Forwards application for amend to License NPF-3, deleting portion of Tech 
Spec Surveillance Requirement 4.7.1 .2d to reflect mods to steam line piping to auxilia- 
ry feed pump turbine following 850609 loss of feedwater eventFee paid. 

SHELTON, D.C. Toledo Edison Co. 87/05/04. Document Control Branch (Document 
Control Desk). Ip. 40906:099-40906:115. 

“8705120392 Application for amend to License NPF-3,deleting portion of Tech Spec 
Surveillance Requirement 4.7.1. 2d re auxiliary feedwater sys as result of 850609 loss 
of feedwater event. Supporting documentation end. 

SHELTON, D.C. Toledo Edison Co. 87/05/04. 14pp. 40906:100-40906:113. 

“8705120395 Proposed Tech Specs re auxiliary feedwater sys Surveillance Require- 
ment 4.7.1, 2d. 

* Toledo Edison Co. 87/05/04. 2pp. 40906:114-40906:115. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGL1A,F,J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180410 Responds to 870219 request for schedule for implementation of facility 
seismic verification program, per Generic Ltr 87-02 re USI A-46. Implementation pro- 
gram will be provided by 871201. 

SHELTON, D.C. Toledo Edison Co. 87/05/11. Document Control Branch (Document 
Control Desk). Ip. 40956:086-40956:086. 

8705260119 Requests schedule for plant-^dfic implementation of USI A-46, "Seismic 
Qualification of Equipment of Operating Plants" no later than 871 201, per end 870428 
Itr granting 870410 request for scheduler relief. 

DE AGAZIO,A.W. Project Directorate III-1. 87/05/14. SHELTON, D.C. Toledo Edison 
Co. 2pp. 41031:270-41031:272. 

8705270641 Forwards previously submitted application for amend to License NPF-3, in- 
volving Tech Spec3/4.7.7, "Snubbers,” per 870513 request. 

SHELTON, D.C, Toledo Edison Co. 87/05/19. Document Control Branch (Document 
Control Desk). Ip. 41085:010-41085:029. 

“8705270645 Application for amend to License NPF-3, revising Tech Spec 3/4.7.7, 
“Snubbers." 

MYERS, T.J., WILLIAMS,J, Toledo Edison Co. 87/03/12. 8pp. 41085:013-41085:020. 

“8705270648 Proposed Tech Spec 3/4.7.7,revislng requirements for snubbers. 

* Toledo Edison Co. 87/03/12. 9pp. 41085:021-41085:029. 


8705290041 Forwards application for amend to License NPF-3,revislng Tech Specs re 
fire protection to assist in transfer of fire protection program to updated SAR,per Ge- 
neric Ltr 86-10. Fee paid. 

SHELTON, D.C. Toledo Edison Co. 87/05/20. Document Control Branch (Document 
Control Desk). Ip. 41106:288-41106:327. 

“8705290051 Application for amend to License NPF-3,revislng Tech Specs re fire pro- 
tection to Implement guidance of Generic Ltr 86-10 & to transfer fire protection pro- 
gram to updated SAR. 

SHELTON,D.C. Toledo Edison Co. 87/05/20. 2pp. 41106:289-41106:290. 

“8705290056 Proposed changes to Tech Specs re fire protection to assist in transfer of 
fire protection program to updated SAR, per Generic Ltr 86-10.Safety evaluation & sig- 
nificant hazards consideration end. 

* Toledo Edison Co. 87/05/20. 37pp. 41106:291-41106:327. 

8705290135 Partial response to FOIA request for documents re allegation of employee 
entering facility under influence of alcohol. Forwards App A & B documents.App B 
documents partially withheld (ref FOIA Exemption 6).App A documents also in PDR. 
GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/27. MAXWELL,B. 
Affiliation Not Assigned. 4pp. 41143:225-41143:249. 

“8705290140 Summary of 870114 allegation review board meeting to discuss Allegation 
RIII-87-A-0001. Meeting participants listed. 

GREENMAN,E.G. Region 3, Office of Director. 87/01/16. Region 3, Office of Director. 
2pp. 41 1 43:229-41 1 43:23 1 . 

“8705290145 Partially withheld memo discussing reactor operator comments on individ- 
ual entering plant under influence of alcohol. 

KOSLOFF,D.C. Region 3, Office of Director. 87/01/07. DEFAYETTE.R. Region 3, 
Office of Director. Ip. 41143:232-41143:232. 

“8705290154 Partially withheld memo summarizing 870109 discussion w/ ET Pawlik of 
Region III Ofc of lnvestiQations(OI:RIII) re Allegation RIII-87-A-0001.0l:RIII investiga- 
tive effort not warranted due to wrongdoing not being alleged. 

WE1L,C.H. Region 3, Office of Director. 87/01/09. NORELIUS.C.E. Region 3, Office of 
Director. 2pp. 41 1 43:233-41 143:234. 

“8705290160 Partially withheld memo discussing reactor operator comments on behav- 
ior of individual in control room after drinking alcohol. 

BYRON,P.M. Region 3, Office of Director. 87/01/08. DEFAYETTE.R. Region 3. Office 
of Director. 3pp. 41143:235-41143:239. 

“8705290166 Partially withheld summary of allegation re distracting behavior of individ- 
ual in control room after drinking alcohol offsite on 861231. 

* Region 3, Office of Director, 87/01/29. Ip. 41143:240-41143:240. 

“8705290170 Partially withheld package of Itrs discussing actions being taken as result 
of allegation of employee coming to facility & acting in loud manner after consuming 
alcohol. 

WEIL.C.H. Region 3, Office of Director. 87/02/03. 6pp. 41143:241-41143:246. 

“8705290176 Partially withheld Itr forwarding results of investigation of allegation re fit- 
ness for duty of employee,per Region III 870129 requesLAIIegation could not be sub- 
stantiated. 

SMART, P.M. Toledo Edison Co. 87/02/19. Document Control Branch (Document 
Control Desk). 3pp. 41143:247-41143:249. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion," Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705260007 Forwards Safety Insp Rept 50-346/87-04 on 870201-0331 & notice of vio- 
lation. 

GULDEMOND,W.G. Region 3. Office of Director. 87/05/08. SHELTON,D. Toledo 
Edison Co. 2pp. 41032:303-41032:322. 

“8705260011 Notice of violation from insp on 870201-0331. 

GULDEMOND.W.G. Region 3, Office of Director. 87/05/08. 2pp, 41032:305- 
41032:306. 

“8705260014 Insp Rept 50-346/87-04 on 870201 -0331 .Violations noted: failure to 
follow Tech Spec action statement & failure to provide regulatory required rept. 
DEFAYETTE,R. Region 3, Office of Director. 87/05/08. 16pp. 41032:307-41032:322. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180491 Forwards Safety Insp Rept 50-346/87-11 on 870430.No violations noted. 
SHAFER,W.D. Region 3, Office of Director. 87/05/11. SHELTON, D. Toledo Edison 
Co. 2pp. 40951:110-40951:114. 

“8705180498 Insp Rept 50-346/87-11 on 870430.No violations noted.Major areas 
inspected-.emergency plan activation for Dec 1985 - Mar 1987. 

PLOSKI.T,, SNELL.W. Region 3. Office of Director. 87/05/07. 3pp. 40951:112- 
40951:114. 

8705260285 Forwards Safety Insp Rept 50-346/87-10 on 870506-07.No violations 
noted. 

HARRISON,J.J. Region 3, Office of Director. 87/05/15. SHELTON,D. Toledo Edison 
Co. 2pp. 41038:310-41038:315. 

“8705260290 Insp Rept 50-346/87-10 on 870506-07.No violations or deviations 
noted.Major areas inspected:prevlous insp findings. 

YIN,I.T., DANIELSON.D.H. Region 3, Office of Director. 87/05/15. 4pp. 41038:312- 
41038:315. 
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8705270464 Forwards Form NlS-1, “Owners Data Rept for Inservice Insps," for eddy 
current exam & bolting & component inservice insp program exams completed during 
1986 outage.per requirements of Article IWA-6000 of ASME Section XI. 

SHELTON, D.C. Toledo Edison Co. 87/05/19. Document Control Branch (Document 
Control Desk). 6pp. 41051:155-41051:160. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040112 “Annual Environ Operating Rept 1986.” W/870430 Itr. 

SHELTON.D.C. Toledo Edison Co. 86/12/31, 141pp. 40788:049-40788:189. 

8705190327 “Wastewater Rept for Apr 1987." W/870508 Itr. 

STORZ.LF., MCCLOSKEY.P.J. Toledo Edison Co. 87/04/30. 7pp. 40968:131- 
40968:137. 

8705270301 Monthly operating rept for Apr 1987.W/870513 Itr. 

KHAZRAI,M., STORZ.LF. Toledo Edison Co. 87/04/30. DENTON,H.. HALLER Office 
of Nuclear Reactor Regulation, Director (Post 870411). 11pp. 41051:036-41051:046. 


S. Reportable occurrences, LERs & related correspondence 

8705060377 Part 21 rept re use of incorrect equation for predicting thrust required to 
close valves AF-599 & AF-608.lnitially reported on 861 031. Evaluation concludes that 
std vendor formula for calculation of thrust conservative. 

SHELTON.D.C. Toledo Edison Co. 87/04/27. DAVIS.A.B. Region 3, Office of Director. 
2pp. 40838:354-40838:355. 

8705040233 LER 86-001 -02:on 851 209, determined that as-built configuration of svc 
water pump room ventilation sys inadequate.Caused by lack of review of mods to 
sys.New mods developed & Installed & review group formed.W/870428 Itr. 
MOMENEE.C., NICHOLSON,J., STORZ.LF. Toledo Edison Co. 87/04/28. 4pp. 
40780:201-40780:204, 

8705040210 LER 87-008-00:on 870330, safety features actuation sys Channel 4 se- 
quencer failed monthly surveillance test.Caused by degraded logic power 
supply.Power supply will be replaced. W/870429 Itr. 

SIFERD,W.D., STORZ,LF. Toledo Edison Co. 87/04/29. 5pp. 40780:213-40780:217. 

8705070091 PNO-lll-87-062:on 870423, two pressure switches for auxiliary feedwater 
pump turbine failed.Caused by foreign matl on diaphrams & 0-ring sealing 
surfaces.Testing frequency of switches increased. Vendor plans to issue Part 21 
notice. 

DEFAYETTE.R., GULDEMOND.W. Region 3, Office of Director. 87/04/29. Ip. 
40849:295-40849:295. 

8705060139 Forwards Rev 2 to LER 86-001. Transmittal Itr dtd 870428 inadvertently ref- 
erenced Rev 2 to LER 86-034. 

STORZ,L.F, Toledo Edison Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). Ip. 40830:004-40830:007. 

8705060436 LER 86-034-02:on 860729, fire barrier penetration seals found Inoperable 
during surveillance testCaused by inadequate design control, installation instruction & 
surveillance procedures.Fire watch established. W/870430 Itr. 

HAVERLY.J.S., STORZ.LF. Toledo Edison Co. 87/04/30. 5pp. 40838:069-40838:073. 

8705120011 LER 87-009-00:on 870405,during Surveillance Test 5032.01, trip functions 
of radiation monitors in miscellaneous liquid radwaste sys release path found 
Inoperable.Caused by procedural inadequacies. Procedures revised. W/870505 Itr. 
ISLEY.T., STORZ.LF. Toledo Edison Co. 87/05/05. 5pp. 40886:168-40886:172. 

8705180233 PNO-lll-87-067:on 870510, suction valve to motor-driven feedwater pump 
closed by operator while pump In operation. Caused by transition from one sys to 
another.Pump will be examined for damage.State of OH notified. 

DEFAYETTE.R., GULDEMOND,W. Region 3, Office of Director. 87/05/11. 1p. 
40951:322-40951:322. 

8705190168 Partial response to FOIA request for documents re USI A-46, “Seismic 
Qualification of Equipment in Operating Plants.” Forwards App B documents. App A & 
B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ.E.F. 
Impell Corp. 3pp. 40966:325-40966:327. 

—8611190076 Forwards "Engineering Evaluation of Seismic Anchors for Electrical & 
Control Panels” re several recent events involving inadequate anchorage of electrical 
& control panels.USI A-46 nearing resolution. 

HEBDON.F.J. Planning & Program Analysis Staff (851125-870411). 86/10/16. 
VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (851125-870411). 
16pp. 40966:359-40967:031. 

870528Q130 LER 85-023-01 :on 851202,error made in one of assumptions used for high 
energy line break analysis for section of auxiliary feed pump turbme steam supplying 
piping.Caused by environ qualification design analysis error.W/870519 Itr. 

EMERSON, W., STORZ,L.F. Toledo Edison Co. 87/05/19. 5pp. 41108:293-41108:297. 


V. Operator Examinations 

8705010130 Partial response to FOIA request for documents re INPO accreditation of 
training programs.Forwards App B document Document also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 87041 3). 87/04/29. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project 2pp. 40773:1 59-40773:1 64. 

-8705010140 Summarizes INPO 861210 accreditation meeting in Atlanta, GA. Listed 
plants presented training programs for nonlicensed operators.reactor operators,senior 
reactor operators & shift technical advisors. 

PAPERIELLO.CJ. Region 3, Office of Director. 86/12/22. RUSSELL, W.T. Division of 
Human Factors Technology (851125-870411). 2pp. 40773:161-40773:164. 


8705050262 Confirms operator & senior operator exams scheduled for wks of 870817 & 
24, per telcon between R Simpkins & T Reidinger. Requests util provide end ref matl 
& facilities. 

HEHLC.W. Region 3, Office of Director. 87/04/29. SHELTON,D. Toledo Edison Co 
7pp. 40803:226-40803:232. 
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F. Security, medical, emergency & fire protection plans 

8705060327 Notification of 870305 meeting w/util in Bethesda.MD to discuss proposed 
changes to site safeguards plan & other site-related mods. 

REEVES,E.A. Project Directorate 11-1. 87/04/29. ADENSAM,E.G. Project Directorate 
II-1. 3pp. 40840:285-40840:287. 

8705060441 Forwards updated response to findings of Regulatory Effectiveness 
Review,consisting of changes to original conceptual design & final design 
concepLResponse withheld. 

MCDONALD,R.P. Alabama Power Co. 87/05/04. RUBENSTEIN.L.S. Document Con- 
trol Branch (Document Control Desk). Ip. 40831:284-40831:284. 

8705070073 Provides list of certified NRC insp team employees that should be granted 
unescorted access to plant radiological area following briefing & security 
badging.Employees deemed capable of safe conduct within restricted areas. 
MERSCHOFF,E.W. Vendor Inspection Branch. 87/05/04. LANKFORD.J.B. Reoion 2 
Office of Director. 4pp. 40854:008-40854:01 1 . a . 

8705190125 Forwards response to draft safety evaluation re procedures generation 
package & Revs 1 & 2 to Emergency Plan Implementing Procedures FNP-O-AP-74 
“Emergency Response Procedures Verfication.” 

MCDONALD, R.P. Alabama Power Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 12pp. 40974:272-40974:302. 

-8705190129 Rev 1 to Emergency Plan Implementing Procedure FNP-O-AP-74, “Emer- 
gency Response Procedures Verification.” 

* Alabama Power Co. 87/05/12. 12pp. 40974:284-40974:295. 

-8705190137 Rev 2 to Emergency Plan Implementing Procedure FNP-O-AP-74, "Emer- 
gency Response Procedures Verification.” 

^ Alabama Power Co. 87/05/12. 7pp. 40974:296-40974:302. 


J. Insurance & indemnity Information 

8705130240 Advises that 870427 submittal of financial info for 1987 satisfies require- 
ments of 10CFR140 for approved guarantee of payment of deferred premiums for 
each operating reactor over 100 MWe. 

NASH,D.A. Policy Development & Technical Support Branch (Post 870411). 87/05/ 
06. WHITSON,D.L. Alabama Power Co. 1p. 40911:078-40911:078. 

8705220284 Forwards Endorsements 72,104,46,67,83,96 & 59 to NELIA Policies NF- 
238,NF-215,NF-252.NF-227,NF-185,NF-198 & NF-247 & Endorsements 

60,86,27,54,70,82 & 51 to MAELU Policies MF-93,MF-78,MF-108.MF-88.MF-55,MF-66 
& MF-1 02, respectively. 

SANNA,L.J. Marsh & McLennan, Inc. 87/05/07. DINITZ,!. NRC - No Detailed Affili- 
ation Given. 15pp. 41016:234-41016:248. 


P. Operating license stage documents & correspondence 

8705070045 Revised application for amends to Licenses NPF-2 & NPF-8, changing 
Tech Specs re repair of steam generator tubes w/ indications of degradation. R A Wie- 
semann 870427 Itr & Revs 1 to WCAP-11179 & proprietary WCAP-11178 also end. 
MCDONALD, R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40842:231-40843:062. 

-8705070074 Requests that proprietary Rev 1 to WCAP-11178, “Steam Generator 
Sleeving Rept (Mechanical Sleeves)," be withheld (ref 10CFR2.790). Affidavit for with- 
holding end. 

WIESEMANN,R.A. Westinghouse Electric Corp. 87/04/27. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 40842:233-40842:239. 

—8705070102 Proposed Tech Specs, reflecting mechanical sleeving of steam generator 
tubes as alternative to tube plugging.Signiflcant hazards evaluation also end. 

* Alabama Power Co. 87/05/04. 22pp. 40842:240-40842:261. 

“8705070110 Rev 1 to “JM Farley Units 1 & 2 Steam Generator Sleeving Rept (Me- 
chanical Sleeves)." 

* Westinghouse Electric Corp. WCAP-11179 R01. 87/04/30. 161pp. 40842:262- 
40843:062. 

8705120020 Application for amends to Licenses NPF-2 & NPF-8, revising Tech Specs to 
add suiveillance requirement for containment purge supply & exhaust valve 
penetrations.Tech Specs reflect editorial changes to NRC proposed Tech Specs.Fee 
paid. 

MCDONALD, R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40891:203-40891:219. 

-8705120025 Proposed Tech Specs, incorporating editorial changes to NRC suggested 
Tech Specs, adding quarterly surveillance requirement to detect major degradation in 
8- & 48-jnch containment purge supply & exhaust valve penetrations. 

* Alabama Power Co. 87/05/04. 14pp. 40891 :206-40891 :21 9. 

8705120347 Provides clarification/corrections to initial response to Generic Ltr 83- 
28,ltem 2.2.1 .Internal review of response to Item 2.2.1 performed. 

MCDONALD,R.P, Alabama Power Co. 87/05/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40910:012-40910:013. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F,J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 
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8705180185 Requests extension of time for responding to Generic Ltr 87-02, “Verifica- 
tion of Seismic Adequacy...USI A-46,’' until 60 days after guidance re generic imple- 
mentaiion of program available.Applicability to Unit 1 to be reviewed. 

MCDONALD, R.P. Alabama Power Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40955:066-40955:067. 

8705220316 Forwards list of guidelines for which plant found to be in compliance w/ 
NUREG-0700,per NRC 861118 review of util control room survey conducted as part of 
DCRDR.Util responses to discrepancies Identified also end. 

MCDONALD.R.P. Alabama Power Co. 87/05/14. Document Control Branch (Docu- 
ment Control Desk). 21pp. 41025:041-41025:061. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705190341 Ack receipt of 861126 & 870401 responses to NRC 861031 ltr re devi- 
ations noted in Insp Repts 50-348/86-18 & 50-364/86-18. 

HERDT,A.R. Region 2, Office of Director. 87/05/01. MCDONALD.R.P. Alabama 
Power Co. Ip. 40973:306-40973:306. 

8705190354 Ack receipt of 870416 response to NRC 870320 ltr re violations noted in 
Insp Repts 50-348/87-07 & 50-364/87-07. Response meets requirements of 
10CFR2.201. 

HERDT.A.R. Region 2, Office of Director. 87/05/01. MCDONALD.R.P. Alabama 
Power Co. 1p. 40973:282-40973:282. 

8705070073 Provides list of certified NRC insp team employees that should be granted 
unescorted access to plant radiological area following briefing & security 
badging.Employees deemed capable of safe conduct within restricted areas. 
MERSCHOFF.EW. Vendor Inspection Branch. 87/05/04. LANKFORD.J.B. Region 2, 
Office of Director. 4pp. 40854:008-40854:011. 

8705190300 Ack receipt of 870420 response to NRC 870319 ltr re violations noted in 
Insp Repts 50-348/87-03 & 50-364/87-03, Response meets requirements of 
106 fR2.201. 

JULIAN.C.A. Region 2, Office of Director. 87/05/08. MCDONALD.R.P. Alabama 
Power Co. Ip. 40967:241-40967:241. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSl.C.E. Division of (jperational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190291 Ack receipt of 870423 response to NRC 870327 ltr re violations noted in 
Insp Rept 50-348/86-29. Response meets requirements of 10CFR2.201.Addl Info re 
Violation B offered. 

GRACE,J.N. Region 2, Office of Director. 87/05/11. MCDONALD.R.P. Alabama Power 
Co. Ip. 40967:240-40967:240. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

R05SI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040042 "Annual Nonradiological Environ Operating Rept" for 1986. W/870427 ltr. 
MCDONALD.R.P. Alabama Power Co. 87/04/27. 3pp. 40775:187-40775:189. 

8705060336 "Annual Environ Operating Rept,Part B:Radiologlcal,1986.” W/870427 ltr. 
MCDONALD.R.P. Alabama Power Co. 86/12/31. 47pp. 40825:096-40825:142. 

8705180269 Advises that PCR/PCN 86-3675 design change not implemented in 1986 & 
should not have been included In 10CFR50.59 annual rept for 1986. 

MCDONALD.R.P. Alabama Power Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). Ip, 40955:121-40955:121. 


S. Reportable occurrences, LERs & related correspondence 

8705180064 "Joseph M Farley Nuclear Plant Units 1 & 2 Quarterly NPDES Discharge 
Monitoring Rept & Noncompliance Summary for First Quarter 1 987,” 

MCDONALD.R.P. Alabama Power Co. 87/05/08. 79pp. 40943:176-40943:254. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705140178 Forwards public version of emergency plan implementing 

procedures, including Rev 10 to EP-252, "Search & Rescue/ First Aid Group" & Rev 
12 to EP-277, "Personnel Safety Team Phone List” W/870511 release memo. 
GALLAGHER.J.W. Philadelphia Electric Co. 87/04/27. Document Control Branch 
(Document Control Desk). 6pp. 40920:112-40920:195. 

-8705140199 Public version of revised emergency plan implementing 

procedures, including Rev 10 to EP-252, "Search & Rescue/ First Aid Group" & Rev 
12 to EP-277, "Personnel Safety Team Phone List" W/Rev 75 to procedure Index. 

* Philadelphia Electric Co. 87/04/27. 78pp. 40920:1 1 8-40920:1 95. 

8705290080 Forwards public version of Rev 0 to Emergency Plan Implementing Proce- 
dure EP-204 re mobile counting facility activation & Rev 3 to EP-211 re field survey 
group.W/870527 release memo. 

GALLAGHER,J.W. Philadelphia Electric Co. 87/05/12. Document Control Branch 
(Document Control Desk). 6pp. 41117:021-41117:055. 

-8705290085 Public version of Rev 0 to Emergency Plan Implementing Procedure EP- 
204 re mobile counting facility activation & Rev 3 to EP-21 1 re field survey group. 

* Philadelphia Electric Co. 87/05/12. 29pp. 41117:027-41117:055. 


8705280155 Forwards Safeguards Insp Rept 50-352/87-10 on 870324-26.No violations 
noted. 

MARTIN, T.T. Region 1, Office of Director. 87/05/21. GALLAGHER,J,W. Philadelphia 
Electric Co. 2pp. 41 1 08:255-41 1 08:260. 

-8705280159 Insp Rept 50-352/87-10 on 870324-26.No violations noted. Major areas 
inspected:secunty organization & security contingency plan (response drills). 
BAILEY,R.J.. KEIMI(f,R.R. Region 1, Office of Director. 87/05/05. 4pp. 41108:257- 
41108:260. 


G. Adjudicatory correspondence 

8705060017 Fonvards FR Romano request for hearing on behalf of Air & Water Pollu- 
tion Patrol re 860904 petition opposing util application for license amend.W/o 
end. Served on 870430. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3322. 87/04/29. 
COTTER, B.P, Atomic Safety and Licensing Board Panel. Ip. 40807:001-40807:001. 

8705060081 Petition for review.* Review of ASLAB 870417 Decision ALAB-836 request- 
ed to determine if reasonable assurances given that sufficient manpower will be mobi- 
lized in event of evacuation.Certificate of Svc end. 

LOVE,A.R. Graterford Inmates. LOVE,A.R. Montgomery County Legal Aid Service. 
#287 3302. 87/05/04. Commissioners. 12pp. 40808:262-40808:273. 

8705120031 Establishment of ASLB.* SJ Wolfe, chairman & RF Cole & PA 
Morris, members.Sen/ed on 870508. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #287 3361. 87/05/07. 2pp. 
40874:257-40874:258. 

8705120126 Informs that 870904 designation of ASLB on request for hearing by FR 
Romano lacks legal basis due to hearing request following expiration date. 
CONNER,T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #287 
3359. 87/05/07. COtTER,B.P. Atomic Safety and Licensing Board Panel. 3pp. 
40873:079-40873:084. 

-8705120145 Informs that .£60904 pleading re 860819 application for amend to 
OL, premature & warrants aption following decision & FR publication.Served on 
860910. 

CLEMENTS, W.L Docketing & Services Branch. 86/09/10. ROMANO,F.R. Air and 
Water Pollution Patrol. 3pp. 40873:082-40873:084. 

8705130082 Forwards author notice of appearance on behalf of Commonwealth of 
PA.Certificate of Svc end. 

MCKINSTRY,J.R. Pennsylvania, Commonwealth of. #287 3410. 87/05/07. Docketing 
& Services Branch. 5pp. 40892:261-40892:265. 

8705270013 Ack receipt of 870507 ltr re Romano request for hearing in Limerick OL 
case.Board consisting of Judges Wolfe.Cole & Morris constituted for action re 870507 
ltr. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #287 3488. 87/05/08. 
CONNER.T.B. Conner & Wetterhahn. Ip. 41042:044-41042:044. 

8705180089 Ack receipt of 870507 notice of appearance in proceedings. Due date for 
filing of petitions for leave to intervene or for leave to participate as interested state 
was 870413. Served on 870513. 

WOLFE.S.J. Atomic Safety and Licensing Board Panel. #287 3438. 87/05/12. 
MCKINSTRY,J.R. Pennsylvania, Commonwealth of. Ip. 40936:148-40936:148. 

8705200010 Licensee opposition to petition by Graterford inmates for review of ALAB- 
863.* Review opposed on grounds that inmate petition failed to show ALAB-863 erro- 
neous or justify claims of prejudice.Certificate of Svc end. 

CONNER.T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #287 
3480. 87/05/14. Commissioners. 10pp. 40974:242-40974:251. 

8705200018 NRC Staff answer in opposition to petition for review of inmates of state 
correctional inst at Graterford,* Inmates failed to establish that issues raised re ALAB- 
863 warrant review.Commission should deny review.W/Certificate of Svc. 

RUTBERG,J., VOGLER.B.H. Assistant General Counsel for Hearings. #287 3452. 87/ 
05/18. Commissioners. 12pp. 40974:252-40974:263. 

8705270118 Order (filing of responses to licensee motion).* NRC Staff requested to re- 
spond by 870609 & RL Anthony & FR Romano requested to respond by 870604 to 
licensee 870507 motion. Served on 870520. 

WOLFE.S.J. Atomic Safety and Licensing Board Panel. #287 3511. 87/05/19. Office 
of the General Counsel. ROMANO, F.R. Romano, F. ANTHONY, R.L. Anthony, R.L 
2pp. 41042:195-41042:196. 

8705270126 Commonwealth of PA opposition to Graterford Inmates petition for review 
of ALAB-863.* Graterford Inmates failed to prove that ASLAB decision erroneous w/ 
reject to important question of fact, policy or law.W/Certificate of Svc. 

OTTO,T.G. Pennsylvania, Commonwealth of. #287 3501. 87/05/19. Commissioners. 
10pp. 41042:178-41042:187. 

8705270093 Forwards RL Anthony 860825 request for hearing for appropriate 
action.Served on 870520. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3512. 87/05/20. 
WOLFE, S.J. Atomic Safety and Licensing Board Panel. Ip. 41042:219-41042:221. 


P. Operating license stage documents & correspondence 

8705050286 Fonvards application fee for request to remove reactor head spray & vent 
piping & detension studs.Apologizes for inconvenience delay might have caused. 
COONEY.M.J. Philadelphia Electric Co. 87/05/01. BUTLER,W,R. Project Directorate I- 
2. Ip. 40803:208-40803:212. 

8705070286 Forwards safety evaluation accepting post-irradiation fuel sunreillance pro- 
gram detailed in util 860912 ltr. 

MARTIN,R.E. Project Directorate 1-2. 87/05/04. BAUER.E.G. Philadelphia Electric Co. 
4pp. 40852:147-40852:154. 

-8703070291 Safety evaluation approving post-irradiation fuel surveillance program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 4pp. 
40852:151-40852:154. 
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8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705140455 Notification cf 87C514 meeting vv/util in Bethesda.MD to discuss rev to Unit 
1 Tech Specs for common sys to permit p-eope-ationai testing of Unit 2 subsystems. 
CLARK, R.J. Project Directorate I-2. 87/05/11. BUTLER, W.R. Project Directorate 1-2. 
4pp. 40921:073-40921:076. 

8705180279 Forwards Amend 4 to License NPF-39 & safety evaluation. Amend 
changes Tech Spec 3.9.2 & Table 3.3.6-1 for min source range monitor detector 
count rate when 16 or fewer fuel assemblies in reactor. 

MARTIN, R.E. Project Directorate 1-2. 87/05/11. BAUER.E.G. Philadelphia Electric Co. 
4pp. 40959:144-40959:163. 

-8705180307 Amend 4 to Ucense NPF-39, changing Tech Spec 3.9.2 & Table 3.3.6-1 
for min source range monitor detector count rate when 16 or fewer fuel assemblies in 
reactor. 

BUTLER,W.R. Project Directorate 1-2. 87/05/11. 12pp. 40959:148-40959:159. 

-8705180310 Safety evaluation supporting Amend 4 to License NPF-39. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/11. 4pp. 
40959:160-40959:163. 

8705180470 Forwards SER supporting util 870319 request for approval to remove pri- 
mary containment head prior to connection of standby gas treatment sys to refueling 
area. 

MARTIN, R.E. Project Directorate 1-2. 87/05/12. BAUER.E.G. Philadelphia Electric Co. 
4pp. 40962:282-40962:287. 

-8705180477 SER supporting util 870319 request for approval to remove primary con- 
tainment head prior to connection of standby gas treatment sys to refueling floor area. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 2pp. 
40962:286-40962:287. 

8705210507 Submits addi info re util 870130 application for amend to License NPF- 
39,conceming allowable control room leakage during operation of control room emer- 
gency fresh air supply, per 870429 request. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/05/13. BULTER.W.R. Project Director- 
ate 1-2. 3pp. 41016:110-41016:112. 

8705190634 Final response to FOIA request for documents. Forwards App A 
documenLDocument also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. JOHNSON, M. 
LN Technologies Corp. (formerly NUS Corp.). 2pp. 40966:076-40966:077. 

-8307200562 Requests concurrence w/interpretation of requirements for compliance 
w/GDC 2 & 4 protection of safety-related structures.sys & components from internal 
flooding & internal missiles.Interpretation challenged by utils. 

PARR.O.D. Auxiliary Systems Branch. 83/07/14. MATTSON, R.J. Division of Systems 
Integration (811005-851124). 2pp. 40966:078-40966:079. 

8705260159 Forwards SER granting util 870422 request for approval for plans re refuel- 
ing outage for removal of 6-inch reactor pressure vessel head spray & 4-inch reactor 
vessel vent piping.Plan consistent w/License Condition 2.C.14. 

CLARK, R.J. Project Directorate 1-2, 87/05/18. BAUER,E.G. Philadelphia Electric Co. 
4pp. 41043:193-41043:198. 

-8705260166 SER granting util 870422 request for approval of plans allowing removal 
of reactor pressure vessel head spray & vent piping & detensioning reactor pressure 
vessel head studs prior to connecting standby gas treatment sys. 

* NRC - No Detailed Affiliation Given. 87/05/18. 2pp. 41043:197-41043:198. 

8705280216 Requests that changes discussed in 870130 application for amend to Li- 
cense NPF-39 re increase in allowable control room leakage during operation of con- 
trol room emergency fresh air supply be added as footnote to Tech Specs. 
GALUGHER,J.W. Philadelphia Electric Co. 87/05/20. BUTLER,W.R. Project Director- 
ate 1-2. 3pp. 41 1 09:252-41 1 09:254. 

8705290207 Summarizes visit to facility to review info from field experience & assess 
current situation of issues discussed in AEOD/E702 re motor-operated valve failure 
due to hydraulic lockup from excessive grease in spring pack. 

BROWN, E.J. Reactor Operations Analysis Branch. 87/05/21. ROSENTHAL, J.E. Reac- 
tor Operations Analysis Branch. 3pp. 41 1 17:067-41 1 17:069. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110367 Forwards Safety Insp Rept 50-352/87-08 on 87031 0-1 2.No violations 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/05. GALLAGHER.J.W. Philadel- 
phia Electric Co. 2pp. 40875:138-40875:149. 

-8705110373 Insp Rept 50-352/87-08 on 87031 0-1 2,No violations noted. Major areas 
in^cted:emergency operating procedures. 

MENDIOLA,A. Office of Nuclear Reactor Regulation, Director (Post 870411). 
JARRELLD., MYERS, L Battelle Memorial Institute, Pacific Northwest Laboratories. 
87/04/23. 10pp. 40875:140-40875:149. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Di^." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210416 Responds to NRC 870416 itr re violations noted In Insp Rept 50-352/87- 
05.Corrective actions:technical support ctr print file updated w/Iatest as-built drawinqs. 
COONEY, M.J. Philadelphia Electric Co. 87/05/15. GALLO, R.M. Region 1, Office of Di- 
rector. 3pp. 41015:358-41015:360. 

8705280155 Forwards Safeguards Insp Rept 50-352/87-10 on 870324-26.No violations 
noted. 

MARTIN J.T. Region 1. Office of Director. 87/05/21. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 41 1 08:255-41 1 08:260. 


-8705280159 Insp Rept 50-352/87-10 on 870324-26.No violations noted. Major areas 
inspected:security organization & security contingency plan (response drills). 
BAILEY,R.J., KEIMIG,R.R. Region 1, Office of Director. 87/05/05. 4pp. 41108:257- 
41108:260. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.*’ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports 8k related correspondence 

8705010044 "Annual Radiological Environ Operating Rept 3 for 1986." W/ 870424 ltr. 
WILLSEY,W.B. Philadelphia iElectric Co. 86/12/31. 133pp. 40772:184-40772:316. 

8705050322 “1986 Annual Environ Operating Rept (Nonradiological)." W/ 870428 Itr. 
WILLSEY,W.B. Philadelphia Electric Co. 86/12/31. 7pp. 40796:293-40796:299. 

8705190315 Monthly operating rept for Apr 1987.W/870515 Itr. 

GROPP,R.W., ALDEN,W.M, Philadelphia Electric Co. 87/04/30. 5pp. 40964*193- 
40964:197. 


S. Reportable occurrences, LERs it related correspondence 

8705190561 LER 87-01 1-00:on 87041 6,operation personnel discovered that reactor end 
recirculation sys A inoperable since 870403. Cause unknown.Operator placed circuit 
breaker charging motor disconnect switch in on position.W/870514 Itr. 
MENGERS.C.A., LOGUE,R.H. Philadelphia Electric Co. 87/05/14. 5pp. 40967*196- 
40967:200. 

8705260208 LER 87-01 2-00:on 87041 8,reactor end secondary containment isolated 
due to low differential pressure between reactor end & outside.Caused by loss of in- 
strument air supply to pressure converter.Air supply restored. W/87051 8 Itr. 
MENGERS.C.A., LOGUE.R.H. Philadelphia Electric Co. 87/05/18. 6pp. 41032*278- 
41032:283. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
M1RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705140455 Notification of 870514 meeting w/utll in Bethesda,MD to discuss rev to Unit 
1 Tech Specs for common sys to permit preoperatlonal testing of Unit 2 subsystems. 
CLARK,R.J. Project Directorate 1-2. 87/05/11. BUTLER.W.R. Project Directorate 1-2. 
4pp. 40921:073-40921:076. 

8705190634 Final response to FOIA request for documents. Forwards App A 
documentDocument also available in PDR. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/14. JOHNSON,M. 
LN Technologies Corp. (formerly NUS Corp.). 2pp. 40966:076-40966:077. 

—8307200562 Requests concurrence w/interpretation of requirements for compliance 
w/GDC 2 & 4 protection of safety-related structures.sys & components from internal 
flooding! & internal missiles.Interpretation challenged by utils. 

PARR.O.D. Auxiliary Systems Branch. 83/07/14. MATTSON.R.J. Division of Systems 
Integration (81 1 005-851 1 24). 2pp. 40966:078-40966:079. 


F. Security, medical, emergency & fire protection plane 

8705140178 Fonwards public version of emergency plan implementing 

procedures.including Rev 10 to EP-252, “Search & Rescue/ First Aid Group" & Rev 
12 to EP-277, "Personnel Safety Team Phone List.” W/87051 1 release memo. 
GALLAGHER.J.W. Philadelphia Electric Co. 87/04/27. Document Control Branch 
(Document Control Desk). 6pp. 40920:112-40920:196. 

—8705140199 Public version of revised emergency plan implementing 

procedures.including Rev 10 to EP-252, “Search & Rescue/ First Aid Group” & Rev 
12 to EP-277, “Personnel Safety Team Phone List." W/Rev 75 to procedure index. 

* Philadelphia Electric Co. 87/04/27. 78pp. 40920:118-40920:195. 

8705290080 Forwards public version of Rev 0 to Emergency Plan Implementing Proce- 
dure EP-204 re mobile counting facility activation & Rev 3 to EP-211 re field survey 
aroup.W/870627 release memo. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/05/12. Document Control Branch 
(Document Control Desk). 6pp. 41117:021-41117:055. 

—8705290085 Public version of Rev 0 to Emergency Plan Implementing Procedure EP- 
204 re mobile counting facility activation & Rev 3 to EP-21 1 re field survey group. 

* Philadelphia Electric Co. 87/05/12. 29pp. 41117:027-41117:055. 


G. Adjudicatory correspondence 

8705060017 Fonwards FR Romano request for hearing on behalf of Air & Water Pollu- 
tion Patrol re 860904 petition opposing util application for license amend.W/o 
encl.Served on 870430. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3322. 87/04/29. 
COTTER, B.P, Atomic Safety and Licensing Board Panel. Ip. 40807:001-40807:001. 

8705060081 Petition for review.* Review of ASLAB 870417 Decision ALAB-836 request- 
ed to determine if reasonable assurances given that sufficient manpower will be mobi- 
lized In event of evacuation.Certillcate of Svc end. 

LOVE,A.R. Graterford Inmates. LOVE.A.R. Montgomery County Legal Aid Senrice. 
#287 3302. 87/05/04. Commissioners. I2pp, 40808:262-40808:273. 
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8705120126 Informs that 870904 designation of ASLB on request for hearing by FR 
Romano lacks legal basis due to hearing request following expiration date. 

CONNER, T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #287 
3359. 87/05/07. COTTER, B.P. Atomic Safety and Licensing Board Panel. 3pp. 
40873:079-40873:084. 

—8705120145 Informs that 860904 pleading re 860819 application for amend to 
OL, premature & warrants action following decision & FR publication.Served on 
860910. 

CLEMENTS,W.L Docketing & Services Branch. 86/09/10. ROMANO,F.R. Air and 
Water Pollution Patrol. 3pp. 40873:082-40873:084. 

8705130082 Fonvards author notice of appearance on behalf of Commonwealth of 
PA.Certificate of Svc end. 

MCKINSTRY,J.R. Pennsylvania, Commonwealth of. #287 3410. 87/05/07. Docketing 
& Services Branch. 5pp. 40892:261-40892:265. 

8705200010 Licensee opposition to petition by Graterford inmates for review of ALAB- 
863.* Review opposed on grounds that inmate petition failed to show ALAB-863 erro- 
neous or justify claims of prejudice.Certificate of Svc end. 

CONNER.T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #287 
3480. 87/05/14. Commissioners. 10pp. 40974:242-40974:251. 

8705200018 NRC Staff answer in opposition to petition for review of inmates of state 
correctional inst at Graterford.* Inmates failed to establish that issues raised re ALAB- 
863 warrant review.Commission should deny review.W/Certificate of Svc. 
RUTBERG,J., VOGLER.B.H. Assistant General Counsel for Hearings. #287 3452. 87/ 
05/18. Commissioners. 12pp. 40974:252-40974:263. 

8705270126 Commonwealth of PA opposition to Graterford Inmates petition for review 
of ALAB-863.* Graterford Inmates failed to prove that ASLAB decision erroneous w/ 
reject to important question of fact.policy or law.W/Certificate of Svc. 

OTtO.T.G. Pennsylvania, Commonwealth of. #287 3501. 87/05/19. Commissioners. 
10pp. 41042:178-41042:187. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Suppl 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20, 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110259 Fonvards Safety Insp Rept 50-353/87-02 on 870203-0329 & notice of 
violation.Four examples found where in-process work activities not performed In ac- 
cordance w/const procedures.Two activities performed by backshift personnel. 
GALLO.R.M. Region 1, Office of Director. 87/05/05. KEMPER, J.S. Philadelphia Elec- 
tric Co. 2pp. 40880:293-40880:322. 

—8705110266 Notice of violation from insp on 870203-0329. 

* Region 1, Office of Director. 87/05/05. 4pp. 40880:295-40880:298. 

—8705110283 insp Rept 50-353/87-02 on 870203-0329,Violation8 noted:four examples 
of const activities that did not adhere to procedures, Including unauthorized removal of 
conduit support & failure to examine closure weld cold pull. 

L!NVILLE,J.C. Region 1, Office of Director. 87/04/30. 23pp. 40880:299-40880:322. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. ot New York, Inc, 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705010044 "Annual Radiological Environ Operating Rept 3 for 1986.” W/ 870424 Itr. 
W1LLSEY,W.B. Philadelphia Electric Co. 86/12/31. 133pp. 40772:184-40772:316. 

8705050322 "1986 Annual Environ Operating Rept (Nonradiological)." W/ 870428 Itr. 
WILLSEY.W.B. Philadelphia Electric Co. 86/12/31. 7pp. 40796:293-40796:299. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705110076 Forwards Safety Insp Rept 50-354/87-08 on 870310-0413 & notice of 
violation.Utll 870403 Itr noting actions taken to correct violations cited in Insp Rept 50- 
354/87-01 accepted. 

GALLO.R.M. Division of Reactor Projects - I/ll (Post 870411). 87/05/01. 
MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 2pp. 40875:083- 
40875:104. 

-8705110102 Insp Rept 50-354/87-08 on 87031 0-041 3.Violations noted:maln steam 
line radiation hi-hi trip setpoints set nonconservatively high 8 outside allowable limits 
& setpoint calculations lacked power ascension test result. 

NORRHOLM.L. Region 1. Office of Director. 87/04/29. 19pp. 40875:086-40875:104. 

8705060285 Rev 8 to “Event Classification Guide.” 

* Public Service Electric & Gas Co. of New Jersey, 87/05/05. 331 pp, 40821:086- 
40822:056. 

8705110060 Submits guidelines that will be used for submittal & review of objectives & 
scenario packages prior to full- participation emergency exercise scheduled for wk of 
870906. 

LAZARUS.W.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/05/05. MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 
3pp. 40877:21 1 -40877:21 3. 


8705270624 Revised emergency plan procedures.including Rev 7 to Emergen^ Proce- 
dure EP 11-4, "Hope Creek Emergency Response Support Callout,” Rev 3 to Section ii 
of event classification guide & revised table of contents. 

* Public Service Electric & Gas Co. of New Jersey. 87/05/11. 74pp. 41085:040- 
41086:113. 

8705180468 Requests unescorted access to protected & vital areas of plant for GW Ri- 
venbark in order to fulfill duties as NRC project manager.Training also 
requested.Pertinent data on Rivenbark end. 

BUTLER,W.R. Project Directorate 1-2. 87/05/13. MCNEILL,C.A. Public Service Electric 
& Gas Co. of New Jersey. 4pp. 40962:278-40962:281. 


H. General correspondence 

8705010141 Forwards revised svc list for util correspondence. List ufxlates recent 
changes in mat organization. 

PRESTON,B,A. Public Service Electric & Gas Co. of New Jersey. 87/04/27. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40770:108-40770:110. 


I. Financial information 


8705280339 Forwards notice of annual shareholders meeting on 870422. Shareholders 
voted to approve formation of Atlantic Energy, Inc as nonregulated parent company of 
util. 

JACOBS, J.L Atlantic City Electric Co. 87/05/21. MULLER,D.R. NRC - No Detailed Af- 
filiation Given. 42pp. 41107:050-41107:095. 


J. Insurance & indemnity Information 

8705260100 Fonwards Endorsement 94 to NELIA Policy NF-230 & Endorsement 78 to 
MAELU Policy MF-90. 

SANNA.LJ. Marsh & McLennan, Inc. 87/05/11. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 41033:019-41033:023. 


P. Operating license stage documents & correspondence 

8705220324 Part 21 rept re incorrect valve stem matl on Dragon valves. Evaluation 
undenvay.Owners or architects/engineers & NRC will be notifi^ of results of evalua- 
tion & recommendations. 

HAGGART.K.D. Dragon Valves, Inc. 87/01/28. Office of Inspection & Enforcement, 
Director (820201-870411). 7pp. 41025:062-41025:068. 

8705040039 Forwards “CRDR Supplemental Rept III Hope Creek Generating Station,” 
per License Condition 2.C(12)a.Rept includes methodology used to estaolish zone 
markings on control room instrumentation. 

MCNEILL,C.A. Public Service Electric 6 Gas Co. of New Jersey. 87/04/23. Document 
Control Branch (Document Control Desk). Ip. 40775:218-40775:228. 

-8705040041 “CRDR Supplemental Rept III Hope Creek Generating Station.” 

* Public Service Electric & Gas Co. of New Jersey. 87/04/15. 10pp. 40775:219- 
40775:228. 

8705070040 Application for amend to License NPF-57,revising figure for min critical 
power ratio to reflect analysis performed as result of testing during recent power as- 
cension test program.Safety evaluation encl.Fee paid. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/04/30. Document 
Control Branch (Document CJontrol Desk). 6pp. 40849:062-40849:069. 

—8705070044 Proposed Tech Spec Figure 3.2.3-1, "Min Critical Power Ratio," reflecting 
analysis performed as result of testing during recent power ascension test program. 

* Public Service Electric & Gas Co. of New Jersey. 87/04/30. 2pp. 40849:068- 
40849:069. 

8705080025 Application for amend to License NPF-57, renumbering Tech Spec Sections 
3/4.3.7.8 through 3/4.3.7.10 & adding statement to renumbered Section 3/4.3.7.8 to 
indicate that original matl re fire protection deleted.Fee paid. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersw. 87/05/01. Document 
Control Branch (Document Control Desk). 5pp. 40872:224-40872:244. 

—8705080038 Proposed renumbering of Tech Specs 3/4.3.7.8 through 3/4.3.7.10 & ad- 
dition of statement in Section 3/4.3.7.8 to indicate that original matl re fire protection 
dolGtod 

* Public Service Electric & Gas Co. of New Jersey. 87/05/01. 16pp. 40872:229- 
40872:244. 

8705070195 Notification of 870521 meeting w/util In Bethesda,MD,to discuss schedule 
for installation of computer sys for SPDS & implementation of four addi SPDS param- 
eters required by license condition.Meeting notice distribution end. 

RIVENBARK.G. Project Directorate 1-2. 87/05/06. BUTLER, W.R. Project Directorate I- 
2. 4pp. 40854:062-40854:065. 

8705120209 Forwards supplemental info re 870403 requests for amend to License 
NPF-57 & exemption to lOCFRSO.App J,includlng efforts on leak rate testing w/con- 
tainment Isolation valves in question & environ valves exposed to prior to testing. 
MCNEILL,C.A. Public Sen/ice Electric & Gas Co. of New Jersey. 87/05/08. Document 
Control Branch (Document Control Desk). 15pp. 40886:308-40887:115. 

8705180114 Forwards info re Struthers-Dunn relays & magnetic current transformers 
used as isolation devices,per NRC 870312 request. Wyle Test Rept 47950-01 also 
end. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/05/08. Document (kjntrol 
Branch (Document Control Desk). 11pp. 40953:313-40954:052. 

-8705180146 Sanitized version of “Test Program on Isolation Relays &. Analog Signal 
Isolators for Use in Hope Creek Generating station." W/three oversize drawings. 
JOHNSON.G.D. Wyle Laboratories. 47950-01. 85/09/26. 88pp. 40953:324-40954:052. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 



116 DOCKETED ITEMS 


8705180222 Responds to Generic Ltr 87-05 re degradation of Mark I drywell shells due 
to water corrosion induced wall thinning. Design of drains & monitoring instrumenta- 
tion assure that leakage of water Into air gap will be detected, 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/11. Document 
Control Branch (Document Control Desk). 2pp. 40955:180-40955:181. 

8705190370 Confirms recent conversations on compliance w/ 10CFR50,62(c){4) re 
standby liquid control sys.License change request will be submitted prior to 870630,to 
ensure compliance for min flow capacity & boron flow content 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/11. Document 
Control Branch (Document Control Desk). 2pp. 40968:293-40968:294. 

8705180301 Responds to GW Rivenbark 870422 request for addi Info re 87021 1 amend 
request on 4.16 kV emergency bus undervoltage relays. 

MCNEILL.C.A. Public Service Electric & Gas C^. of New Jersey. 87/05/12. Document 
Control Branch (Document Control Desk). 20pp. 40958:104-40958:123. 

8705260477 Forwards supplemental info supporting revised containment vent/purge 
valve operation Tech Specs transmitted In 861121 & 870319 submittals. 

MCNEIL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/15. Document 
Control Branch (Document Control Desk). 6pp. 41043:120-41043:125. 

8705290122 Application for amend to License NPF-57, revising Tech Spec Tables 2.2.1- 
1 ,3.3.2-1 & 3.3.2-2 for main steam line radiation hi-hi full power radiation background 
levels & associated trip setpoints.Justification encl.Fee paid. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/05/22. Document 
Control Branch (Document Control Desk). 10pp. 41113:343-41113:359. 

-8705290127 Proposed Tech Specs, revising Tables 2.2.1-1,3.3.2-1 & 3.3.2-2 for main 
steam line radiation hi-hi full power radiation background levels & associated trip set- 
points. 

* Public Service Electric & Gas Co. of New Jersey, 87/05/22. 7pp. 41113:353- 
41113:359. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705060150 Forwards corrected SALP Rept 50-354/85-98 for Nov 1985 - Nov 1986.Ust 
of 870407 SALP mgt meeting attendees end. 

RUSSELL.W.T. Region 1. Office of Director. 87/04/29. MCNEILL,C.A. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 40832:001-40832:076. 

-8705060179 Corrected SALP Rept 50-354/85-98 for Nov 1985 - Nov 1986. 

* Region 1. Office of Director. 87/04/29. 72pp. 40832:004-40832:076. 

8705110076 Forwards Safety Insp Rept 50-354/87-08 on 870310-0413 & notice of 
violation. Util 870403 ltr noting actions taken to correct violations cited in Insp Rept 50- 
354/87-01 accepted. 

GALLO.R.M. Division of Reactor Projects - I/ll (Post 870411). 87/05/01. 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 2pp. 40875:083- 
40875:104. 

-8705110095 Notice of violation from insp on 870310-0413. 

* Region 1. Office of Director. 87/05/01. Ip. 40875:085-40875:085. 

-8705110102 Insp Rept 50-354/87-08 on 87031 0-041 3.Vlolations noted:main steam 
line radiation hi-hi trip setpoints set nonconservatively high & outside allowable limits 
& setpoint calculations lacked power ascension test results. 

NORRHOLM,L. Region 1, (Office of Director. 87/04/29. 19pp. 40875:086-40875:104. 

8705130042 Forwards Insp Repts 50-272/87-10.50-311/87-13 & 50-354/87-09 on 
870406-1 6.No violations noted. 

JOHNSTON,W.V. Region 1, Office of Director. 87/05/05. MCNEILL,C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 40910:333-40910:342. 

-8705130046 Insp Repts 50-272/87-10.50-311/87-13 & 50-354/87-09 on 870406- 
1 6.No violations or deviations noted.Major areas inspected.-nonlicensed staff training & 
licensee action on previous insp findings. 

OLIVEIRA, W., EAPEN.P.K. Region 1, Office of Director. 87/05/01. 7pp. 40910:336- 
40910:342. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180382 Forwards Insp Repts 50-272/87-11.50-311/87-14 & 50-354/87-12 on 
870415-20 & notice of violation. 

JOHNSTON. W.V. Region 1, Office of Director. 87/05/11. MCNEILL.C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 40958:136-40958:143. 

-8705180395 Insp Repts 50-272/87-11.50-311/87-14 & 50-354/87-12 on 870415- 
20.Violations noted:failure to perform preventive maint on safety-related motors in 
storage in timely manner, 

WINTERS.R.W., EAPEN.P.K. Region 1, Office of Director. 87/05/07. 5pp. 40958:139- 
40958:143. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Notipower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705060009 Forwards "1986 Annual Environ Operating Rept,” per Subsection 5.4.1 of 
environ protection plan (nonradiological) & preoperational summary rept for plant salt 
drift monitoring program from Aug 1984 - Dec 1986. 

MCNE1LL,C.A. Public Service Electric & Gas Co. of New Jersw. 87/04/30. Document 
Control Branch (Document Control Desk). Ip. 40816:326-40816:114, 

-8705060013 “1986 Annual Environ Operating Rept.” 

* Public Service Electric & Gas Co. of New Jersey. 86/12/31. 8pp. 40815:327- 
40815:334. 


“8705060023 “Preoperational Summary Rept for Hope Creek Generating Station Salt 
Drift Monitoring Program.Aug 1984 - Dec 1986." 

* Woodward-Clyde Consultants. Inc. 86/12/31. Public Service Electric & Gas Co. of 
New Jersey, 140pp. 40815:335-40816:114. 

8705070103 Forwards RTL-ENV-87-01, “Artificial Island Radiological Environ Monitoring 
Program, 1986 Annual Radiological Environ Operating Rept.” Results of program for 
1986 compared to results of preoperational program. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/04/30. Document 
Control Branch (Document Control Desk). 2pp. 40847:164-40847:335. 

-8705070117 “Artificial Island Radiological Environ Monitoring Program, 1986 Annual 
Radiological Environ Operating Rept.” 

* PSE&G Research Corp. RT L-ENV-87-01 . 86/12/31. 170pp. 40847:166-40847:335. 

8705210693 Forwards monthly operating rept for Apr 1987 & “Summary of 
Changes, Tests & Experiments for Hope Creek Generating Station, Apr 1986 - Apr 
1987,'^’ per 10CFR50.59(b). 

SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 87/05/11. Docu- 
ment Control Branch (Document Control Desk). Ip. 41007:193-41007:300. 

-8705210521 Monthly operating rept for Apr 1987. 

JENSEN, H. Public Service Electric & Gas Co. of New Jersey. 87/04/30. 107pp. 
41007:194-41007:300. 


S. Reportable occurrences, LERs & related correspondence 

8705110156 LER 87-003-00:on 870420, primary containment hydrogen/oxygen concen- 
tration analyzer & monitor declared inoperable for more than 7 days.Caused by prob- 
lems during routine surveillance. Util granted 72 h extension, W/870506 ltr. 
BECKWITH.R.W.. SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 
87/05/05. 4pp. 40882:001-40882:004. 

8705180258 LER 87-01 9-00:on 870401, determined that trip setpoints for main steam 
line radiation monitors exceeded Tech Spec limits.On 87041 S.determined that setpoint 
values high.Caused by administrative errors. Engineers counseled.W/87051 1 ltr. 
COWLES.R.B., SALVESEN.R.S, Public Service Electric & Gas Co. of New Jersey. 87/ 
05/05. 6pp. 40952:298-40952:303. 

8705280472 LER 87-020-00:on 870421, while shift chemistry technician attempting to 
place RWCU fllter/demineralizer B in hold mode, steam leak isolation timer initiated on 
high differential flow.Caused by personnel error. W/870520 ltr. 

ERVIN, A.M., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
20. 4pp. 41107:028-41107:031. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8705010035 FOIA request for all matls made available in accordance w/ FOIA 87-40 & 
ail matls produced to either plaintiffs in Zimmer litigation &/or GE. 

JONES.W.M. McDermott.Wiil & Emery. 87/03/27. GRIMSLEY.D. Division of Rules & 
Records (Pre 870413). 2pp. 40774:173-40774:174. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bulletins & correspondence 

6704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundaty 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705050338 Forwards Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 
870114-0326.No violation noted. 

CHAFFEE.A.E. Region 5, Office of Director. 87/04/15. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 40822:122-40822:132. 

-8705050352 Insp Repts 50-206/87-06.50-361/87-02 & 50-362/87-02 on 870114- 
0326.No violation or deviation noted.Major areas inspected:calibr program implemen- 
tation & LER review. Confirmatory action ltr issued re unplanned ESF actuations. 
QUALLS.P.M. Region 5. Office of Director. 87/04/15. 9pp. 40822:124-40822:132. 

8705040139 Forwards Fire Protection Insp Repts 50-206/87-09, 50-361/87-08 & 50- 
362/87-09 on 870330-0403.No violations noted. 

PATE.R.J. Region 5, Office of Director. 87/04/17. BASKIN, K.P. Southern California 
Edison Co. 2pp, 40780:139-40780:147. 

-8705040142 Insp Repts 50-206/87-09.50-361/87-08 & 50-362/87-09 on 870330- 
0403.No violations noted.Major areas inspected: previously identified open items & im- 
plementation of fire protection program. 

RAMSEY, S. Region 5, Office of Director. 87/04/16. 7pp. 40780:141-40780:147. 
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8705220353 Forwards proposed scope & objectives for facility 1987 annual emergency 
plan exercise, per guidance contained in 830803 & 840403 Itrs. 

BASKIN.K.P. ^uthem California Edison Co. 87/05/04. MARTIN.J.B. Region 5, Office 
of Director. 4pp. 41024:128-41024:131. 

87051 1C320 Forwards compensatory measures that util will Implement for identified App 
R deficiencies & proposed Implementation schedule for instituting measures.Ltr super- 
sedes util 870313 Itr re cornpensatory measures for loss of offsite power. 

MEDFORD, M.O. Southern California Edison Co. 87/06/08. Document Control Branch 
(Document Control Desk). 5pp. 40883:171-40883:175. 

8705150349 Forwards application for amend to Licenses NPF-10 & NPF-15, revising 
listed Tech Spec sections, including 3/4.1. 3.6, “Regulating CEA Insertion Limits" & de- 
leting listed Tech Specs re fire protection program.Fee paid. 

BASKIN, K.P. Southern California Edison Co. 87/05/12. Document Control Branch 
(Document Control Desk). 2pp. 40934:138-40934:358. 

-8705150362 Application for amends to Licenses NPF-10 & NPF-15, revising Tech 
Specs sections,including 3/4.1. 3.6, "Regulating CEA Insertion Limits" & 3/4.1. 3.7, 
"Part Length CEA Insertion Limits.” Related info end. 

BASKIN,K.P., BEOLETTO,J.A. Southern California Edison Co. PIGOTT,D.R. San Diego 
Gas & Electric Co. 87/06/07. 20pp. 40934:1 40-40934:1 59. 

-8705150369 Proposed Tech Specs sections, including 3/4.1. 3.6, "Regulating CEA In- 
sertion Limits," 3/4.1 .3.7, "Part Length CEA Insertion Limits” & 3/4.10.2, "Group 
Height, Insertion & Power Distribution Limits." Related info end. 

• Southern California Edison Co. 87/05/12. 150pp. 40934:160-40934:358. 


4. insurance & indemnity information 

8705220295 Forwards Endorsements 116,117 & 116 to NELIA Policy NF-146. Endorse- 
ments 102 & 103 to MAELU Policy MF-38 & Endorsement 46 to NELIA Policy NS- 
282. 

ADAMS,J.B. Southern California Edison Co. 87/04/28. DINITZ.I. NRC - No Detailed 
Affiliation Given. 7pp. 41016:227-41016:233. 


P. Operating license stage documents & correspondence 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search reguirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projeds (Post 870411). 87/05/11. Atlantic City 
Efectric Co. 51pp. 41017:311-41018:002. 

8705150349 Forwards application for amend to Licenses NPF-10 & NPF-15, revising 
listed Tech Spec sections, including 3/4.1 .3.6, “Regulating CEA Insertion Limits” & de- 
leting listed Tech Specs re fire protection program.Pee paid. 

BASKIN, K.P. Southern California Edison Co. 87/05/12. Document Control Branch 
(Document Control Desk). 2pp. 40934:138-40934:368. 

-8705150362 Application for amends to Licenses NPF-10 & NPF-15, revising Tech 
Specs sections, including 3/4.1 .3.6, "Regulating CEA Insertion Limits" & 3/4.1. 3.7, 
“Part Length CEA Insertion Limits." Related info end. 

BASKIN,iCP., BE0LETT0,J.A. Southern California Edison Co. PIGOTT.D.R. San Diego 
Gas & Electric Co. 87/05/07. 20pp. 40934:140-40934:159. 

-8705150362 Application for amends to Licenses NPF-10 & NPF-15, revising Tech 
Specs sectlons.including 3/4.1. 3.6, “Regulating CEA Insertion Limits" & 3/4.1.3.7, 
"Part Length CEA Insertion Limits," Related info end. 

BASKIN, iCP. Southern California Edison Co. 87/05/07. 20pp. 40934:140-40934:159. 

—8705150369 Proposed Tech Specs sections, including 3/4.1. 3.6, “Regulating CEA In- 
sertion Limits," 3/4.1. 3.7, "Part Length CEA Insertion Limits" & 3/4.10.2, "Group 
Height, Insertion & Power Distribution Limits." Related info end. 

* Southern California Edison Co. 87/05/12. 150pp. 40934:160-40934:358. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V, including Diablo Canyon, Palo Verde, Rancho Seco,San 
Onfore.Trojan&WPPSS 2. 

KNIGHTON, G.W. Project Directorate V. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 1p. 40966:121-40966:121. 

8705280227 Forwards Change Notice 22 to Amend 9 to QA Program Topical Rept SCE- 
1-A.reflecting changes in document mat sys & responsibilities. 

MEDFORD, M.O. Southern California Edison Co. 87/05/18. Document Control Branch 
(Document Control Desk). 1p. 41095:008-41095:018. 

—8705260247 Change Notice 22 to Amend 9 to QA Program Topical Rept SCE-1- 
A, reflecting changes in document mgt & responsibilities. 

* Southern California Edison Co. SCE-1-A A09 R22. 87/05/18. 10pp, 41095:009- 
41095:018. 

8705280303 Forwards Change Notice 23 to Amend 9 to QA Program Topical Rept SCE- 
1 -A, reflecting changes to calibr program.Changes will be incorporated into next amend 
to rept. 

MEDFORD,M.O. Southern California Edison Co. 87/05/18. Document CJontrol Branch 
(Document Control Desk). 1p. 41109:249-41109:251. 

—8705280310 Change Notice 23 to Anriend 9 of QA Program SCE-1-A reflecting 
changes in calibr program. 

* Southern California Edison Co. SCE-1-A A09 R23. 87/05/18. 2pp, 41109:250- 
41109:251. 

8705280241 Advises that 870420 request that Rgure 1 of FH Attlx rept entitled, 
"Review of Reported High Exposure to Extremity TLD 80365 at San Onofre Genera- 
tion Site in Oct 1986," be withheld (ref 1 0CFR2.790) approved. 

WENSLAWSKI.FA Region 5. Office of Director. 87/05/21, YODER, R.C. R.S. Lan- 
dauer, Jr. & Co. 2pp. 41094:354-41094:355. 

8705280423 Informs that util completely satisfied License Condition 2.C(19),ltems i,q & r 
re small-break LOCA. 

MEDFORD, M.O. Southern California Edison Co. 87/05/21. Document Control Branch 
(Document Control Desk). 2pp. 41107:149-41107:150. 

8705280382 Forwards FH Attix 870515 ltr re 870508 visit to facility to gather addi data 
concerning processing of Southern California Ed TLD finger Badge 80365.W/O end. 
WENSLAWSKI.FA Region 5, Office of Director. 87/05/22. FULTON.T.M. R.S. Un- 
dauer, Jr. & Co. Ip. 41097:162-41097:162. 


Q. inspection reports, IE Bulletins & correspondence 

8705050338 Forwards Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 
8701 14-0326,No violation noted. 

CHAFFEE,A.E. Region 5. Office of Director. 87/04/15. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 40822:122-40822:132. 

-8705050352 Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 870114- 
0326.No violation or deviation noted.Major areas inspected:calibr program Implemen- 
tation & LER review. Confirmatory action Itr issued re unplanned ESF actuations. 
QUALLS.P.M.. JOHNSON, P.H. Region 5. Office of Director. 87/04/15. 9pp. 
40822:124-40822:132. 

8705040139 Forwards Fire Protection Insp Repts 50-206/87-09, 50-361/87-08 & 50- 
362/87-09 on 870330-0403.No violations noted. 

PATE.R.J. Region 5, Office of Director. 87/04/17. BASKIN.K.P. Southern California 
Edison Co. 2pp. 40780:139-40780:147. 

-8705040142 Insp Repts 50-206/87-09,50-361/87-08 & 50-362/87-09 on 870330- 

0403. No violations noted.Major areas inspected: previously identified open items & im- 
plementation of fire protection program. 

RAMSEY.S., RICHARDS.S. Region 5, Office of Director. 87/04/16. 7pp. 40780:141- 
40780:147. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultirig From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110007 Fonwards Insp Repts 50-206/87-03.50-361/87-04 & 50-362/87-05 on 
870208-0404 & notice of violation.Enforcement action re plant housekeeping activities 
will be subj of future correspondence. 

CHAFFEE, A.E. Region 5. Office of Director. 87/04/24. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 40877:136-40877:167. 

-8705110012 Insp Repts 50-206/87-03,50-361/87-04 & 50-362/87-05 on 870208- 

0404. Violations noted:lnadequate control of mod to safety-related equipment & failure 
to comply w/station housekeeping requirements. 

HUEY.F.R., TATUM.J.E., HON.A. Region 5, Office of Director. 87/04/24. 29pp. 
40877:139-40877:167. 

8705040242 Informs that on 870501, eddy current insp of steam generator tubing 
completed.includirKi inservice insp of Steam Generator E-088 & supplementary Insp of 
Steam Generator E-089,per Tech Spec Surveillance Requirement 4.4.4.5(b). 

MORGAN, H.E. Southern California Edison Co. 87/04/27. Document Control Branch 
(Document Control Desk). 10pp. 40782:074-40782:083. 

8705070006 Ack receipt of 870213 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-361/86-25 & 50-362/86-26. Util responses re application of 
lessons learned at other plants discussed. 

KIRSCH.D.F. Region 6. Office of Director. 87/04/30. BASKIN.K.P. Southern California 
Edison Co. 3pp. 40849:200-40849:212. 

-8705070013 Responds to NRC 861217 Itr re violations noted in Insp Repts 50-361/86- 
25 & 50-362/86-26.Corrective actions:commitment to operating experience review 
program (Generic Ltr 82-04) stressed & procedures revised. 

BASKIN,K.P. Southern California Edison Co. 87/02/13. MARTIN.J.B. Region 5, Office 
of Director. 10pp. 40849:203-40849:212. 

8705270335 Forwards Insp Repts 50-206/87-07,50-361/87-06 & 50-362/87-07 on 
870309-041 7.No violations noted. 

CHAFFEE, A.E. Region 5, Office of Director. 87/05/07. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 41085:149-41085:158. 

-8705270354 Insp Repts 50-206/87-07.50-361/87-06 & 50-362/87-07 on 870309- 
04l7.No violations or deviations noted.Major areas inspected:corrective action, open 
item followup, overpressure protection & independent insp. 

QUALLS.P.M.. O’BRIEN.J., JOHNSON.P.H. Region 5, Office of Director. 87/05/07. 
8pp. 41085:151-41085:158. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. ot New York, Inc. 107pp. 40961:001-40961:106. 

8705190258 Comments on observations noted in summary of Insp Repts 50-206/86- 
47,50-361/86-36 & 50-362/86-35 on 861117-20 re fitness for duty program.per NRC 
870304 reqyest. 

BASKIN, K.P. Southern California Edison Co. 87/05/14. PARTLOW.J.G. NRC - No De- 
tailed Affiliation Given. 6pp. 40967:345-40967:350. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co, of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705040264 "Annual Radiological Environ Operating Rept for 1986, San Onofre Nuclear 
Generating Station Units 1 ,2 & 3." W/870430 Itr. 

MEDFORd.M.O. Southern California Edison Co. 86/12/31. 263pp. 40778:144- 
40779:046. 

8705190378 Monthly operating repts for Apr 1987.W/870511 Itr. 

SIACOR,E.R., MORGAN, H.E Southern California Edison Co. 87/04/30, 11pp. 
40967:076-40967:006. 


S. Reportable occurrences, LERs 8 related correspondence 

8705040168 LER 87-004-00:on 870328, reactor tripped due to low steam generator 
level.Caused by disengagement of valve stem from coupling block due to locknut 
loosened by flow InducedT vibratlon.Locking mechanism will be lnstalled.W/870427 Itr. 
MORGAN.H.E. Southern California Edison Co. 87/04/27. 3pp. 40779:357-40779:359. 
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S705260279 Part 21 rept re several cracks in spare safety valve guide & bearing assem- 
blies supplied by Crosby Valve & Gage Co. Evaluation of root cause continuing.Util 
intends to replace valve 2PSV8416 during next outage. 

BASKIN.K.P. Southern California Edison Co. 87/05/07. MARTIN. J.B. Region 5. Office 
of Director. 2pp. 41037:300-41037:301. 

8705190139 LER 87-005-00:on 87041 2, Train A of containment purge isolation sys spuri- 
ously actuated by containment area radiation monitor 2RT-7856.Caused by opening 
door on monitor panel.Retainer clamps instalied.W/870512 Itr. 

MORGAN.H.E. Southern California Edison Co. 87/05/12. 2pp. 40968:358-40968:359. 

8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting.Ust of attendees, events discussed & 
significant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 


V. Operator Examinations 

8705180229 Revises 870311 Itr re scheduling of reactor & senior reactor operator li- 
censing exams, per 870504 discussion. Written exams rescheduled for 870728 & oral 
exams rescheduled for 870729-31 & 870803-06. 

PATE,R.J. Region 5, Office of Director. 87/05/08. RAY.H. Southern California Edison 
Co. 2pp. 40955:178-40955:179. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medicai, emergency & fire protection plana 

8705050338 Forwards insp Repts 50-206/87-06.50-361/87-02 & 50-362/87-02 on 
8701 14-0326.No violation noted. 

CHAFFEE,A.E. Region 5. Office of Director. 87/04/15. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 40822:122-40822:132. 

-8705050352 Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 870114- 
0326.No violation or deviation noted.Major areas inspected:calibr program implemen- 
tation & LER review. Confirmatory action Itr issued re unplanned ESF actuations. 
QUALLS.P.M. Region 5, Office of Director. 87/04/15. 9pp. 40822:124-40822:132. 

8705040139 Forwards Fire Protection Insp Repts 50-206/87-09, 50-361/87-08 & 50- 
362/87-09 on 870330-0403.No violations noted. 

PATE,R.J. Region 5, Office of Director. 87/04/17. BASKIN.K.P. Southern California 
Edison Co. 2pp. 40780:139-40780:147. 

-8705040142 Insp Repts 50-206/87-09,50-361/87-08 & 50-362/87-09 on 870330- 
0403.No violations noted.Major areas inspected: previously identified open items & im- 
plementation of fire protection program. 

RAMSEY.S. Region 5. Office of Director. 87/04/16. 7pp. 40780:141-40780:147, 

8705220353 Forwards proposed scope & objectives for facility 1987 annual emergency 
plan exercise.per guidance contained in 830803 & 840403 Itrs. 

BASKIN.K.P. Southern California Edison Co. 87/05/04. MARTIN.J.B. Region 5. Office 
of Director. 4pp. 41024:128-41024:131. 

8705110320 Forwards compensatory measures that util will implement for identified App 
R deficiencies & proposed implementation schedule for instituting measures. Ltr super- 
sedes util 870313 Itr re cornpensatory measures for loss of offsite power. 

MEDFORD, M.O. Southern ualifornia Edison Co. 87/05/08. Document Control Branch 
(Document Control Desk). 5pp. 40883:171-40883:175. 

8705150349 Forwards application for amend to Licenses NPF-10 & NPF-15, revising 
listed Tech Spec sections.inciuding 3/4.1. 3.6, "Regulating CEA Insertion Limits’’ & de- 
leting listed Tech Specs re fire protection program.Pee paid, 

BASKIN, K,P. Southern California Edison Co. 87/05/12. Document Control Branch 
(Document Control Desk). 2pp, 40934:138-40934:358. 

-8705150362 Application for amends to Licenses NPF-10 & NPF-15,revising Tech 
Specs sections, including 3/4, 1.3.6, “Regulating CEA Insertion Limits" & 3/4.1. 3.7, 
"Part Length CEA Insertion Limits." Related info end. 

BASKINXp. Southern California Edison Co. 87/05/07. 20pp. 40934:140-40934:159. 

-8705150369 Proposed Tech Specs sections.inciuding 3/4.1. 3.6, "Regulating CEA In- 
sertion Limits," 3/4.1.3.7, "Part Length CEA Insertion Limits" & 3/4.10.2, “Group 
Height, Insertion & Power Distribution Umits.” Related info end. 

* Southern California Edison Co. 87/05/12. 150pp. 40934:160-40934:358. 


J. Insurance & Indemnity information 

8705220295 Forwards Endorsements 116,117 & 118 to NELiA Policy NF-146, Endorse- 
ments 102 & 103 to MAELU Policy MF-38 & Endorsement 46 to NELIA Policy NS- 
282. 

ADAMS, J.B. Southern California Edison Co. 87/04/28. DINITZ,!. NRC - No Detailed 
Affiliation Given. 7pp. 41016:227-41016:233. 


P. Operating license stage documents & correspondence 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705150349 Forwards application for amend to Licenses NPF-10 & NPF-15, revising 
listed Tech Spec sections, including 3/4.1 .3.6, "Regulating CEA Insertion Limits" & de- 
leting listed Tech Specs re fire protection program.Fee paid. 

BASKIN, K.P. Southern California Edison Co. 87/06/12. Document Control Branch 
(Document Control Desk). 2pp. 40934:138-40934:358. 

-8705150382 Application for amends to Licenses NPF-10 & NPF-15, revising Tech 
Specs sections, including 3/4.1. 3.6, "Regulating CEA Insertion Limits” & 3/4.1, 3.7, 
"Part Length CEA insertion Limits." Related info end, 

BASKIN, K.P., BEOLETTO,J.A. Southern California Edison Co. PIGOTT.D.R. San Diego 
Gas & Electric Co. 87/05/07. 20pp. 40934:140-40934:159. 


-8705150369 Proposed Tech Specs sections.inciuding 3/4.1. 3.6, "Regulating CEA In- 
sertion Limits," 3/4.1. 3.7, "Part Length CEA Insertion Limits” & 3/4.10.2, "Group 
Height.lnsertion & Power Distribution Limits.” Related info end. 

* Southern California Edison Co. 87/05/12. 160pp. 40934:160-40934:358. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V, including Diablo Canyon.Palo Verde.Rancho Seco.San 
Onfore.Trojan & WPPSS 2. 

KNIGHTON.G.W. Project Directorate V. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. Ip. 40966:121-40966:121. 

8705270563 Notification of significant meeting on 870519 in Walnut Creek, CA re En- 
forcement Action EA 87-63 to discuss occupational radiation protection issues. 

* Region 5. Office of Director. 87/05/14. Region 5. Office of Director. Ip. 41086:027- 
41086:027. 

8705280227 Fonvards Change Notice 22 to Amend 9 to QA Program Topical Rept SCE- 
1-A,reflecting changes in document mat sys & responsibilities. 

MEDFORD, M.O. Southern California Mison Co. 87/05/18. Document Control Branch 
(Document Control Desk). Ip. 41095:008-41095:018. 

—8705280247 Change Notice 22 to Amend 9 to QA Program Topical Rept SCE-1- 
A, reflecting changes in document mat & responsibilities. 

* Southern California Edison Co. SCE-1-A A09 R22. 87/06/18. 10pp. 41095:009- 
41095:018. 

8705280303 Forwards Change Notice 23 to Amend 9 to QA Program Topical Rept SCE- 
1-A,reflecting changes to calibr program.Changes will be incorporated into next amend 
to rept. 

MEDFORD,M.O. Southern California Edison Co. 87/05/18. Document Control Branch 
(Document Control Desk). Ip. 41109:249-41109:251. 

-8705280310 Change Notice 23 to Amend 9 of QA Program SCE-1-A reflecting 
changes in calibr program. 

* Southern California Edison Co. SCE-1-A A09 R23. 87/05/18. 2pp. 41109:250- 
41109:251. 

8705280241 Advises that 870420 request that Figure 1 of FH Attix rept entitled, 
"Review of Reported High Exposure to Extremity TLD 80365 at San Onofre Genera- 
tion Site in Oct 1986,” be withheld (ref 10CFR2.790) approved. 

WENSUWSKLF.A. Region 5, Office of Director. 87/05/21. YODER,R.C. R.S. Lan- 
dauer, Jr. & Co. 2pp. 41094:354-41094:355. 

8705280423 Informs that util completely satisfied License Condition 2.C(19),ltems i,q & r 
re small-break LOCA. 

MEDFORD,M.O. Southern California Edison Co. 87/05/21. Document Control Branch 
(Document Control Desk). 2pp. 41107:149-41107:150. 

8705280382 Forwards FH Attix 870515 Itr re 870508 visit to facility to gather addi data 
concerning processing of Southern California Ed TLD finger Badge 80365.W/O end. 
WENSUWSKI.F.A. Region 5. Office of Director. 87/06/22. FULTON.T.M. R.S. Lan- 
dauer. Jr. & Co. Ip. 41097:162-41097:162. 


Q. inspection reports, IE Bulletins & correspondence 

8705050338 Forwards Insp Repts 50-206/87-06.50-361/87-02 & 50-362/87-02 on 
870114-0326.No violation noted. 

CHAFFEE,A.E. Region 5. Office of Director. 87/04/15. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 40822:122-40822:132. 

-8705050352 Insp Repts 50-206/87-06,50-361/87-02 & 50-362/87-02 on 870114- 
0326.No violation or deviation noted.Major areas inspected:calibr program implemen- 
tation & LER review. Confirmatory action Itr issued re unplanned ESF actuations. 
QUALLS.P.M., JOHNSON, P.H. Region 5, Office of Director. 87/04/15. 9pp. 
40822:124-40822:132. 

8705040139 Forwards Fire Protection Insp Repts 50-206/87-09, 60-361/87-08 & 50- 
362/87-09 on 870330-0403.No violations noted. 

PATE,R.J. Region 5, Office of Director. 87/04/17. BASKIN, K.P. Southern California 
Edison Co, 2pp. 40780:139-40780:147. 

-8705040142 Insp Repts 50-206/87-09.50-361/87-08 & 50-362/87-09 on 870330- 

0403. No violations noted.Major areas inspected: previously identified open items & im- 
plementation of fire protection program. 

RAMSEY.S., RICHARDS.S. Region 5. Office of Director. 87/04/16. 7pp. 40780:141- 
40780:147. 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.uE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705110007 Forwards Insp Repts 50-206/87-03.50-361/87-04 & 50-362/87-05 on 
870208-0404 & notice of violation. Enforcement action re plant housekeeping activities 
will be sub] of future correspondence. 

CHAFFEE, A.E. Region 5, Office of Director. 87/04/24. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 40877:136-40877:167. 

-8705110012 Insp Repts 50-206/87-03,50-361/87-04 & 50-362/87-05 on 870208- 

0404. Violations noted:inadequate control of mod to safety-related equipment & failure 
to comply w/station housekeeping requirements. 

HUEY.F.R., TATUM.J.E.. HON.A. Region 5, Office of Director. 87/04/24. 29pp. 
40877:139-40877:167. 

8705070006 Ack receipt of 870213 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-361/86-25 & 50-362/86-26.Util responses re application of 
lessons learned at other plants discussed. 

KIRSCH.D.F. Region 5. Office of Director. 87/04/30. BASKIN.K.P, Southern California 
Edison Co. 3pp. 40849:200-40849:212. 

-8705070013 Responds to NRC 861217 Itr re violations noted in Insp Repts 50-361/86- 
25 & 5O-362/86-26,Conr0ctive actions:commitment to operating experience review 
program (Generic Ltr 82-04) stressed & procedures revised. 

BASKIN.K,P. Southern California Edison Co. 87/02/13. MARTIN.J.B. Region 5. Office 
of Director. 10pp. 40849:203-40849:212. 
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870S27033S Forwards Insp Repts 50-206/87-07,50-361/87-06 6 50-362/87-07 on 
870309-041 7.No violations noted. 

CHAFFEE, A.E. Region 5, Office of Director. 87/05/07. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 41085:149-41085:158. 

-8705270354 Insp Repts 50-206/87-07,50-361/87-06 & 50-362/87-07 on 870309- 
0417.No violations or deviations noted.Major areas inspected:corrective action, open 
item followup, overpressure protection & independent insp. 

QUALLS.P.M., O’BRIEN, J., JOHNSON, P.H. Region 5, Office of Director. 87/05/07. 
8pp. 41085:151-41085:158. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190258 Comments on observations noted in summary of Insp Repts 50-206/86- 
47,50-361/86-36 & 50-362/86-35 on 861117-20 re fitness for duty program,per NRC 
870304 reqyest. 

BASKIN.KA Southern California Edison Co. 87/05/14. PARTLOW,J.G. NRC - No De- 
tailed Affiliation Given. 6pp. 40967:345-40967:350. 

8705270548 Confirms 870513 telcon re enforcement conference to be held on 870519 
concerning apparent violations involving occupational radiation protection & actions to 
control irradiated fuel fragments,per Insp rept 50-362/86-37. 

SCARANO,R.A. Region 5, Office of Director. 87/05/14. BASKIN, K.P. Southern Califor- 
nia Edison Co. Ip. 41065:360-41065:360. 

8705280410 Confirms 870515 telcon w/W Moody re agreement that enforcement con- 
ference concerning insp findings documented In Insp Rept 50-362/86-37 will not be 
held.Conference on 870519 canceled. 

SCARANO,R.A. Region 5, Office of Director. 87/05/18. BASKIN.K.P. Southern Califor- 
nia Edison Co. Ip. 41107:264-41107:264. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requatification Exams at 
Noripower Reactors." Svc list end. 

RObSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040264 "Annual Radiological Environ Operating Rept for 1986,San Onofre Nuclear 
Generating Station Units 1 ,2 & 3." W/870430 Itr. 

MEDFORD, M.O. Southern California Edison Co. 86/12/31. 263pp. 40778:144- 
40779:046. 

8705190378 Monthly operating repts for Apr 1987.W/870511 Itr. 

SIACOR,E.R., MORGAN, H.E Southern California Edison Co. 87/04/30. 11pp. 
40967:076-40967:086. 


S. Reportable occurrences, LERs & related correspondence 

8705260279 Part 21 rept re several cracks in spare safety valve guide & bearing assem- 
blies supplied by Crosby Valve & Gaqe Co. Evaluation of root cause continuIng.Util 
intends to replace valve 2PSV841 6 during next outage. 

BASKIN, K.P. Southern California Edison Co. 87/05/07. MARTIN,J.B. Region 5, Office 
of Director. 2pp. 41037:300-41037:301. 

8705210553 LER 87-005-00:on 870416, Train A spuriously actuated by noble gas air- 
borne radiation monitor.Caused by random electrical noise.Cabinet wiring rerouted.W/ 
870513 Itr. 

MORGAN.H.E. Southern California Edison Co. 87/05/13. 2pp. 41016:001-41016:002. 


V. Operator Examinations 

8705180229 Revises 870311 Itr re scheduling of reactor & senior reactor operator li- 
censing exams, per 870504 discussion. Written exams rescheduled for 870728 & oral 
exams rescheduled for 870729-31 & 870803-06. 

PATE.R.J. Region 5, Office of Director. 87/05/08. RAY.H. Southern California Edison 
Co. 2pp. 40955:178-40955:179. 
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F. Security, medical, emergency & fire protection plans 

8705060327 Notification of 870305 meeting w/util in Bethesda.MD to discuss proposed 
changes to site safeguards plan & other site-related mods. 

REEVES, E.A. Project Directorate 11-1. 87/04/29. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 40840:285-40840:287. 

8705060441 Forwards updated response to findings of Regulatory Effectiveness 
Review, consisting of changes to original conceptual design & final design 
concept.Response withheld. 

MCDONALD, R.P. Alabama Power Co. 87/05/04. RUBENSTEIN.LS. Document Con- 
trol Branch (Document Control Desk). Ip. 40831:284-40831:284. 

8705070073 Provides list of certified NRC insp team employees that should be granted 
unescorted access to plant radiological area following briefing & security 
badging.Employees deemed capable of safe conduct within restricted areas. 
MERSCHOFF,E.W. Vendor Inspection Branch. 87/05/04. LANKFORD, J.B. Region 2, 
Office of Director. 4pp. 40854:008-40854:011. 

8705190125 Forwards response to draft safety evaluation re procedures generation 
package & Revs 1 & 2 to Emergency Plan Implementing Procedures FNP-O-AP-74, 
^Emergency Response Procedures Verfication." 

MCDONALD, R.P. Alabama Power Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 12pp. 40974:272-40974:302. 

-8705190129 Rev 1 to Emergency Plan Implementing Procedure FNP-O-AP-74, "Emer- 
gency Response Procedures Verification." 

^ Alabama Power Co. 87/05/12. 12pp. 40974:284-40974:295. 


-8705190137 Rev 2 to Emergency Plan Implementing Procedure FNP-O-AP-74, “Emer- 
gency Response Procedures Verification." 

* Alabama Power Co. 87/05/12. 7pp. 40974:296-40974:302. 


J. Insurance & indemnity information 

8705130240 Advises that 870427 submittal of financial info for 1987 satisfies require- 
ments of 10CFR140 for approved guarantee of payment of deferred premiums for 
each operating reactor over 100 MWe. 

NASH,D.A. Policy Development & Technical Support Branch (Post 870411). 87/05/ 
06. WHITSON.D.L Alabama Power Co. 1p. 40911:078-40911:078. 


P. Operating license stage documents & correspondence 

8705070045 Revised application for amends to Licenses NPF-2 & NPF-8, changing 
Tech Specs re repair of steam generator tubes w/ indications of degradation.RA Wie- 
semann 870427 Itr & Revs 1 to WCAP-11179 & proprietary WCAP-11178 also end. 
MCDONALD.R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40842:231-40843:062. 

-8705070074 Requests that proprietary Rev 1 to WCAP-11178, "Steam Generator 
Sleeving Rept (Mechanical Sleeves),” be withheld (ref 10CFR2.790). Affidavit for with- 
holding end. 

WIESEMANN,R.A. Westinghouse Electric Corp. 87/04/27. MURLEY,T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 40842:233-40842:239. 

-8705070102 Proposed Tech Specs.reflecting mechanical sleeving of steam generator 
tubes as alternative to tube plugging.Significant hazards evaluation also end. 

* Alabama Power Co, 87/05/04. 22pp. 40842:240-40842:261. 

-8705070110 Rev 1 to “JM Farley Units 1 & 2 Steam Generator Sleeving Rept (Me- 
chanical Sleeves).” 

* Westinghouse Electric Corp. WCAP-11179 R01. 87/04/30. 161pp. 40842:262- 
40843:062. 

8705070098 Application for amend to License NPF.8, revising Tech Specs to allow oper- 
ation w/tube degradation in excess of listed plugging limits.Nonproprietary & proprie- 
tary Revs 2 to repts encl.Proprietary rept withheld (ref 10CFR2.790).Fee paid. 
MCDONALD.R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40843:181-40843:248. 

-8705070107 Requests that proprietary Rev 2 to WCAP 11306, "Tubesheet Region 
Plugging Criterion for Alabama Power Co Farley Nuclear Station Unit 2 Steam Genera- 
tors,” be withheld from public disclosure.per 10CFR2.790. Affidavit end. 
WIESEMANN,R.A. Westinghouse Electric Corp. 87/04/27. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 40843:183-40843:192. 

-8705070111 Proposed Tech Specs.authorizing operation w/tube degradation in excess 
of plugging or repair limit located below F* distance from top of tubesheet or bottom 
of roll expansion, whichever is lower.Significant hazards evaluation end. 

* Alabama Power Co. 87/05/04. 17pp. 40843:193-40843:209. 

-8705070115 Rev 2 to “Tubesheet Region Plugging Criterion for Alabama Power Co 
Farley Nuclear Station Unit 2 Steam Generators.^’ 

* Westinghouse Electric Corp. WCAP 11314 R02. 87/04/30. 40pp. 40843:210- 
40843:248. 

8705120020 Application for amends to Licenses NPF-2 & NPF-8,revising Tech Specs to 
add surveillance requirement for containment purge supply & exhaust valve 
penetrations.Tech Specs reflect editorial changes to NRC proposed Tech Specs.Fee 
paid. 

MCDONALD.R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40891:203-40891:219. 

-8705120025 Proposed Tech Specs, incorporating editorial changes to NRC suggested 
Tech Specs,adcling quarterly surveillance requirement to detect major degradation in 
8- & 48-inch containment purge supply & exhaust valve penetrations. 

* Alabama Power Co. 87/05/04. 14pp. 40891:206-40891:219, 

8705120347 Provides clarification/corrections to initial response to Generic Ltr 83- 
28,ltem 2.2.1. Internal review of response to Item 2.2.1 performed, 

MCDONALD.R.P. Alabama Power Co. 87/05/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40910:012-40910:013. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180185 Requests extension of time for responding to Generic Ltr 87-02, “Verifica- 
tion of Seismic Adequacy...USI A-46,” until 60 days after guidance re generic imple- 
mentation of program available.ApplicabiliN to Unit 1 to be reviewed. 

MCDONALD.R.P. Alabama Power Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40955:066-40955:067. 

8705220316 Forwards list of guidelines for which plant found to be in compliance w/ 
NUREG-0700,per NRC 861118 review of util control room survey conducted as part of 
DCRDR.Util responses to discrepancies identified also end. 

MCDONALD.R.P. Alabama Power Co. 87/05/14. Document Control Branch (Docu- 
ment Control Desk). 21pp. 41025:041-41025:061. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Suppl 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Add Corrosion.” Svc list end. 

ROSSI, (J.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705190341 Ack receipt of 861126 & 870401 responses to NRC 861031 Itr re devi- 
ations noted in Insp Repts 50-348/86-18 & 50-364/86-18. 

HERDt,A.R. Region 2, Office of Director. 87/05/01. MCDONALD.R.P. Alabama 
Power Co. 1p. 40973:306-40973:306. 
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8705190354 Ack receipt of 870416 response to NRC 870320 Itr re violations noted in 
Insp Repts 50-348/87-07 & 50-364/87-07. Response meets requirements of 
10CFR2.201. 

HERDT,A.R. Region 2, Office of Director. 87/05/01. MCDONALD.R.P. Alabama 
Power Co. 1p. 40973:282-40973:282. 

8705070073 Provides list of certified NRC insp team employees that should be granted 
unescorted access to plant radiological area following briefing & security 
badging. Employees deemed capable of safe conduct within restricted areas. 
MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/04. LANKFORD.J.B. Region 2. 
Office of Director. 4pp. 40854:008-40854:011. 

8705190300 Ack receipt of 870420 response to NRC 870319 Itr re violations noted In 
Insp Repts 50-348/87-03 & 50-364/87-03. Response meets requirements of 
10CFR2.201. 

JULIAN, C.A. Region 2, Office of Director. 87/05/08. MCDONALD, R.P. Alabama 
Power Co. Ip. 40967:241-40967:241. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

RObSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040042 "Annual Nonradlological Environ Operating Rept" for 1 986. W/870427 Itr. 
MCDONALD.R.P. Alabama Power Co. 87/04/27. 3pp. 40775:187-40775:189. 

8705060336 “Annual Environ Operating Rept,Part B:Radlological,1986." W/870427 Itr, 
MCDONALD.R.P. Alabama Power Co. 86/12/31. 47pp. 40825:096-40825:142. 


S. Reportable occurrences, LERs & related correspondence 

8705180064 "Joseph M Farley Nuclear Plant Units 1 & 2 Quarterly NPDES Discharge 
Monitoring Rept & Noncompliance Summary for First Quarter 1987." 

MCDONALD.R.P. Alabama Power Co. 87/05/08. 79pp. 40943:176-40943:254. 
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F. Security* medical, emergency & fire protection plans 

8705150354 Forwards response to 870304 SALP rept & 870406 meeting.Util concerned 
w/Category 3 rating received in functional area of security.Improvements made to Im- 
prove nuclear security program in short & long terms. 

O'REILLY, J.P. Georgia Power Co. 87/05/06. Document Control Branch (Document 
Control Desk). 11pp. 40939:241 -40939:251. 

8705270288 Responds to NRC 870428 Itr re violations noted in Insp Repts 50-321 /BO- 
AS & 50-366/8643.Corrective actions:operations & maint training programs revised to 
include instruction re Indications of leaking fire protection deluge valve. 

GUCWA,L.T. Georgia Power Co. 87/05/13. Document Control Branch (Document 
Control Desk). 6pp, 41051:16141051:166. 


P. Operating license stage documents & correspondence 

8705080184 Provides addi info re util 860825 proposed rev to Tech Specs, raising temp 
setpoints for instruments providing isolation of RWCU sys upon detection of high 
RWCU room ambient temp, per NRC 870319 request. 

GUCWA,LT. Georgia Power Co. 87/04/30. Document Control Branch (Document 
Control Desk). 6pp. 40871:311-40871:316. 

8705080197 Expresses dissatisfaction w/870410 response re method for performance 
of reactor sys pressure tests.Plans to perform required pressure tests prior to pulling 
control rods continuing. 

GUCWA,L.T. Georgia Power Co. 87/05/01. Document Control Branch (Document 
Control Desk). 2pp. 40872:039-40872:040. 

8705110304 Application for amends to Licenses DPR-57 & NPF-5,modifying Tech 
Specs by adding addI monitored release points for gaseous effluents.Supporting info 
encl.Fee paid 

O’REILLY, J.P. Georgia Power Co. 87/05/01. Document Control Branch (Document 
Control Desk). 9pp. 40875:119-40875:137. 

“8705110306 Proposed Tech Specs, adding addi monitored release points for gaseous 
effluents. 

* Georgia Power Co. 87/05/01. 10pp. 40875:128-40875:137, 

8705060206 Notification of 870522 meeting w/util in Bethesda.MD re status of out- 
standing licensing actions on plants. 

CROCKER, LB. Project Directorate 11-3. 87/05/04. YOUNGBLOOD, B.J. Project Direc- 
torate 11-3. 4pp. 40842:119-40842:122. 

8705130142 Forwards TE Murley 870428 Itr granting extension of 60-day reporting re- 
quirements re USl A46, "Seismic Qualifications of Equipment in Operating Plants." 
Schedule for plant specific implementation required by 871201. 

CROCKER, L. Project Directorate 11-3. 87/05/05. O’REILLY, J.P. Georgia Power Co. Ip. 
4091 9;280-4091 9:282. 

870518(K)25 Forwards updated listing of items of correspondence w/NRC to which writ- 
ten response expected. 

GUCWA,L.T. Georgia Power Co. 87/05/06. Document Control Branch (Document 
Control Desk). 5pp. 40943:25540943:259. 

8705190443 Forwards response to 870306 request for add! info on proposed Tech 
Spec changes re min river leveLSetdown induced by 100-yr recurrent wind velocity 
should not be considered in determining low river level for safe shutdown. 

GUCWA,L.T. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 6pp. 40970:06340970:068. 


8705210046 Application for amend to License NPF-5,deleting Tech Spec requirement to 
perform weekly surveillance testing on extraction steam non-return valves. Fee paid. 
O’REILLY, J.P. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 8pp. 41001:354-41002:001. 

-8705210064 Proposed Tech Specs.deleting requirement to perform weekly surveil- 
lance testing on extraction steam non-return valves. 

Georgia Power Co. 87/05/08. 1p. 41002:001-41002:001. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
M!RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190264 Forwards response to Generic Ltr 87-05 re assessment of licensee meas- 
ures to mitigate &/or identify potential degradation of Mark I drywells. 

GUCWA,L.f. Georgia Power Co. 87/05/11. Document Control Branch (Document 
Control Desk). 6pp. 40975:097-40975:102. 

8705220133 Submits rev to 860415 ltr re design details of presently installed 
SPDS.Original color monitors,qualified w/lEEE Std 323- 
1974,unsatlsfactory. Replacement monitors will not be so qualified but will meet re- 
quirements of NUREG-0737,Suppl 1. 

GUCWA,L.T. Georgia Power Co. 87/05/12. Document Control Branch (Document 
Control Desk). 2pp. 41016:262-41016:263. 

8705260044 Forwards Amends 136 & 75 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends provide closure time requirements for scram discharge vo! 
vent & drain valves. 

CROCKER, L.P. Project Directorate 11-3. 87/05/13. O’REILLY, J.P. Georgia Power Co. 
3pp. 41030:351-41031:005. 

-8705260058 Amends 136 & 75 to Licenses DPR-57 & NPF-5, respectively, providing 
closure time requirements for scram discharge vol vent & drain valves. 
YOUNGBLOOD.B.J. Project Directorate II-3. 87/05/13. 8pp. 41030:354-41030:361. 

-8705260061 Safety evaluation supporting Amends 136 & 75 to Licenses DPR-57 & 
NPF-5, respectively. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 5pp. 
41031:00141031:005. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. or New York, Inc. 103pp. 40769:102-40769:203. 

8705110151 Advises of listed corrective actions instituted upon determination on 
870415 that IE Bulletin 80-06, “ESF Reset Controls." requirements may not have 
been met. 

GUCWA,L,T. Georgia Power Co. 87/05/04. Document Control Branch (Document 
Control Desk). 3pp. 40881:358-40881:360. 

8705190336 Submits results of evaluation of util 861231 response to violations noted in 
Insp Repts 50-321/86-30 & 50-366/86-30. Request to downgrade Violation 
A,Bcample 1 denled.Response to Violation A, Examples 1,2 & 3 requested within 30 
d^s. 

GRACE,J.N. Region 2, Office of Director. 87/05/04. O’REILLY.J.P. Georgia Power Co, 
9pp. 40968:070-40968:078. 

8705150354 Forwards response to 870304 SALP rept & 870406 meeting.Util concerned 
w/Category 3 rating received In functional area of security.Improvements made to im- 
prove nuclear security program in short & long terms. 

O’REILLY.J.P. Georgia Power Co. 87/05/06. Document Control Branch (Document 
Control Desk). 11pp. 40939:241-40939:251. 

8705190292 Responds to notice of violation & proposed imposition of civil penalty re 
partial loss of water from spent fuel pools. Mitigation of civil penalty requested due to 
util prompt & extensive corrective actions. 

GUCWA,L.T. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 12pp. 40975:08540975:096. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. or New York, Inc. 107pp. 40961:001-40961:106. 

8705270288 Responds to NRC 870428 Itr re violations noted in Insp Repts 50-321 /86- 
43 & 50-366/8643.Corrective actlons:operations & maint training programs revised to 
include instruction re indications of leaking fire protection deluge valve. 

GUCWA,LT. Georgia Power Co. 87/05/13. Document Control Branch (Document 
Control Desk). 6pp. 41051:161-41051:166, 

8705260395 Ack receipt of 861117 Itr describing steps taken to correct violations noted 
in Insp Repts 50-321/86-22 & 50-366/86-22, Util request for withdrawal of Violation A 
denied. Violation D withdrawn. 

GRACE, J.N. Region 2, Office of Director. 87/05/14. O’REILLY.J.P. Georgia Power Co. 
8pp. 41107:105-41107:112. 

8705280471 Ack receipt of 870410 Itr informing NRC of steps taken to correct violations 
noted In Repts 50-321/8643 & 60-366/8643, 

PEEBLES, T.A. Region 2, Office of Director. 87/05/14. O’REILLY.J.P. Georgia Power 
Co. 1 p. 41 1 07:31 7-41 1 07:31 7. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705290169 Forwards Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-06.No vio- 
lations or deviations noted. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 87/05/26. 
O’REILLY, J.P. Georgia Power Co. 1 p. 41 1 1 5:1 7841 1 1 5:1 92. 
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-8705290174 Forwards Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No 
violations or deviations noted. 

YOUNGBLOOD.BJ. Project Directorate li-3. 87/05/26. O’REILLY.J.P. Georgia Power 
Co. Ip. 41115:179-41115:180. 

“8705290177 Forwards Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No 
violations or deviations noted. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/26. 
O’REILLY, J.P. Georgia Power Co. 2pp. 41115:181-41115:182. 

-8705290180 Insp Repts 50-321/87-06 & 50-366/87-06 on 870302-05.No violations or 
deviations noted.Major areas inspected:review of actions taken to implement Generic 
Ltr 84-1 1 re insps of BWR stainless steel piping. 

CORTLAND, P., MENNING.J.E. NRC - No Detailed Affiliation Given. BERLINGER.C.H. 
Generic Communications Branch. 87/05/08. 10pp. 41115:183-41115:192. 


B. Periodic operating reports & related correspondence 

8705010131 "Annual Radiological Environ Surveillance Rept for CY86.” W/870421 ltr. 
GUCWA,LT. Georgia Power Co. 86/12/31. 45pp. 40764:290-40764:334. 

8705210138 Monthly operating repts for Apr 1987.W/870513 ltr. 

RICHARDSON, J.H., GUCWA.LT. Georgia Power Co. 87/04/30. 13pp. 41001:276- 
41001:288. 


S. Reportable occurrences, LERs It related correspondence 

8705280407 LER 87-008-00;on 870422, condensate pump 2C tripped,causing loss of 
feedwater & reactor low level scram.Caused by hard electrical ground condition in 
pump motor & shorting of stator coils.Pump motor replaced.W/870522 ltr. 

BAKER, R.D.. GUCWA.LT. Georgia Power Co. 87/05/22. 7pp. 41107:041-41107:047. 


V. Operator Examinations 

8705260469 Confirms 870409 notification of util request to withdraw senior operator li- 
cense applications for DA Dees & JW Godsey due to failure to meet licensee eligibility 
criteria.Applications will be submitted for future exam. 

GUCWA,LT. Georgia Power Co. 87/05/15. GRACE.J.N. Region 2, Office of Director. 
Ip, 41 043:126-41043:126. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8705270490 Fonwards onsite & offsite objectives for 1987 radiological emergency pre- 
paredness exercise scheduled for 870318. Detailed schedule of pre-exercise briefings 
& post-exercise critiques during 870316-20 will be submitted as required. 

TULUM.W. Arkansas Power & Light Co. 87/01/05. MARTIN.R.D. Region 4, Office of 
Director. 7pp. 41052:001-41053:048. 

—8705270496 Forwards complete scenario for 1987 radiological emergency prepared- 
ness exercise, per 45-day pre-exercise requirement. Pre-exercise briefings for observ- 
ers/controllers & post- exercise critiques for 870316-20 also end. 

TULL.M.W. Arkansas Power & Light Co. 87/02/02. MARTIN.R.D. Region 4. Office of 
Director. 400pp. 41052:008-41053:048, 

8705050116 Fonwards supplemental response to Insp Repts 50-313/85-26 & 50-368/ 

85- 27 jier 870330 discussions.Response of 860829 darified.EncI withheld (ref 
10CFR73.21). 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4. Office 
of Director. Ip. 40812:080-40812:080. 

8705050135 Forwards response to violations noted in Insp Repts 50-313/86-34 & 50- 
368/86-34.Response withheld (Ref 1 0CFR73.21). 

ENOS,J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4. Office 
of Director, Ip. 40801:001-40801:001. 

8705180436 Forwards Insp Repts 50-313/87-07 & 50-368/87-07 on 870225. Violations 
noted in repts will be incorporated w/violations noted in Insp Repts 50-313/86-39 & 
50-368/86-39. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/12. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 40951:156-40951:158. 

-8705180448 Partially withheld Insp Repts 50-313/87-07 & 50-368/87-07 on 
870225. Violations noted:addl examples of violation described in Insp Repts 50-313/ 

86- 39 & 50-368/86-39. 

CALDWELL.R.A. Region 4, Office of Director. 87/05/08. Ip. 40951:158-40951:158. 


H. General correspondence 

8705060359 Forwards plant radiological effluent & environ monitoring repts for CY85 & 
CY86,in response to concerns relayed in Congressman Hammerschmidt 870401 ltr re 
safe plant operation & giant cancers on local fish.Concerns w/o foundation. 
STELLO.V. Office of the Executive Director for Operations. 87/04/28. 
SHOEMAKER, S. Affiliation Not Assigned. 11pp. 40837:198-40837:361. 

—8704240087 Forwards draft response to S Shoemaker concern about safe operation 
of facility.per B Lee request 

CUNNINGHAM, L.J. Radiation Protection Branch. 87/04/20. CALVO.J.A. Project Direc- 
torate IV. 3pp. 40837:209-40837:361. 


J. Insurance & indemnity information 

8705190574 Forwards Endorsement 70 to NELIA Policy NF-210. 

SAMUELS.J. Marsh & McLennan, Inc. 87/05/11. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 40968:087-40968:088. 


P. Operating license stag® documents & correspondence 


8705010052 Notification of 870504 meeting w/util in Bethesda.MD to discuss resolution 
of all licensing issues.Tentative agenda end. 

KADAMBI,N.P. Project Directorate IV. 87/04/29. CALVO.J.A. Project Directorate IV. 
5pp. 40774:177-40774:181. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220297 Requests approval to utilize temper bead weld repair technique.described 
in Winter 1985 Addenda of 1983 Edition of Section III of ASME Boiler & Pressure 
Vessel Code for temporary repair of pressurizer.Supporting info end. 

CAMPBELL, T.G. Arkansas Power & Light Co. 87/05/12. Document Control Branch 
(Document Control Desk). MURLEY.T.E. Office of Nuclear Reactor Regulation, Direc- 
tor (Post 870411). 43pp. 41021:023-41021:065. 

8705270579 Forwards addi info re potential for stress corrosion cracking & hydrogen 
embrittlement of weldment & discussion of potential compensatory measures which 
could be taken in event weld failed, per 870515 telcon. 

CAMPBELL.T.G. Arkansas Power & Light Co. 87/05/18. Document Control Branch 
(Document Control Desk). 15pp. 41085:306-41085:320. 

8705280263 Informs that 870501 mgt meeting w/util at Region IV ofc to discuss com- 
munications between util & NRC on regulatory matters considered beneficlal.List of 
attendees end. 

JOHNSON.E.H. Region 4, Office of Director. 87/05/22. CAMPBELL.G. Arkansas 
Power & Light Co. 3pp. 41095:019-41095:021. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultinq From Boric Acid Corrosion.” Svc list end. 

ROSSI,C;.E. Division of Operational Events Assessment (Post 870411). 87/04/20, 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050116 Forwards supplemental response to Insp Repts 50-313/85-26 & 50-368/ 
86-27^er 870330 discussions.Response of 860829 darified.EncI withheld (ref 
10CFR73.21). 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4, Office 
of Director. 1p. 40812:080-40812:080. 

8705050135 Forwards response to violations noted in Insp Repts 50-313/86-34 & 50- 
368/86-34.Response withheld (Ref 10CFR73.21). 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E. Region 4. Office 
of Director. 1p. 40801:001-40801:001. 

8705080050 Ack receipt of 870420 ltr informing NRCof steps taken to correct violations 
noted in Insp Repts 50-313/87-05 & 50-368/87-05. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/04. CAMPBELL.G. Arkansas 
Power & Light Co. 1p. 40862:215-40862:218. 

-8705080055 Responds to NRC ltr re violations noted in Insp Repts 50-313/87-05 & 
50-368/87-05.Corrective actions:check of operating status of makeup pump room 
cooling fans added to operations log. 

ENOS.J.T. Arkansas Power & Light Co. 87/04/20. GAGLIARDO.J.E, Region 4, Office 
of Director. 3pp. 40862:216-40862:218. 

8705060040 NRC Info Notice 87-021. "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705130286 Ack receipt of 870413 ltr informing NRC of steps taken to correct deficien- 
cies noted in In^ Repts 50-31.3/87-04 & 50-368/87-04. 

GAGLIARDO,J.E Region 4, Office of Director. 87/05/11. CAMPBELL,G. Arkansas 
Power & Light Co. 1 p. 4091 0:262-4091 0:264. 

8705180436 Forwards Insp Repts 50-313/87-07 & 50-368/87-07 on 870225. Violations 
noted In repts will be incorporated w/violations noted in Insp Repts 50-313/86-39 & 
50-368/86-39. 

GAGL1ARDO.J.E. Region 4, Office of Director. 87/05/12. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 40951:156-40951:158. 

-8705180448 Partially withheld Insp Repts 50-313/87-07 & 50-368/87-07 on 870225 
(ref 10CFR73.2l).Violations noted. Add! examples of violation described in Insp Repts 
50-313/86-39 & 50-368/86-39. 

CALDWELL, R.A., YANDELULA. Region 4, Office of Director. 87/05/08. Ip. 
40951:158-40951:158. 


8705270167 Ack receipt of 870413 response to 870312 ltr & SALP Board Repts 50- 
313/87-03 & 50-368/87-03.Reply responsive to concerns raised in reptlmprovements 
addressing actions taken will be reviewed during future insp. 

MARTIN.R.D. Region 4, Office of Director. 87/05/20. CAMPBELL,G. Arkansas Power 
& Light Co. Ip. 41088:080-41088:083. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Norpower Reactors.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc, 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705280400 Monthly operating rept for Apr 1987.W/870515 ltr. 

HARRISON.D.F., ENOS.J.T. Arkansas Power & Light Co. 87/04/30. BASSETT, H.S. 
NRC - No Detailed Affiliation Given. 6pp, 41 107:099-41 107:104. 
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S. Reportable occurrences, LERs & related correspondence 

8705180492 Part 21 rept re degradation in pressurizer heater sheaths fabricated from 
^^reptac^ fS to sl^up 870506.Unannealed Wallow heafers will 

Inc. 87/05/11. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 5pp. 40958:160-40958:164. 

87052M190 Summ^ of Operating Reactors Event Meeting 87-13 on 870507 re events 
2"“ 870428 Ust of attendees, eventsWuied & s^ntom 
* summary of events presented end. 

^NN NG.W Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 87041 1 ). 1 3pp. 41 1 1 5:224-41 1 1 5:236. ^ 

DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 

F. Security, medical, emergency & fire protection plans 

violation noted In Insp Repts 50-369/87-10 & 50-370/87- 
technicians given annual training in emergency re- 
IP^i^cD three technicians identrfi^ as failing. 

control Branch (Document Con- 

J. Insurance & indemnity information 

* 86 to MAELU Policy MF-101 & Endorsements 43 & 44 
• Duke Power Co. 87/04/24. 6pp. 41033:222-41033:227. 

P. Operating license stage documents & correspondence 

shipment dates for spent fuel Shipments 84-90. 

K89lo245M9^52r 

plants be placed in PDR. 

Of end rept re const of maint staging bldg to provide addi 
working on contaminated/potentially contaminated matls.Bldg constitutes 
n treatment sys. 

W D^kMepp. Co"- 

RK/olri0.teS^7'?;2^7lf75:°-'^ 

Branch-(Document Con- 

8705130027 Forwards Amends 71 & 52 to Licenses NPF-9 & NPF-17, respectively & 
Mfety evaluation.Amends change Tech Specs re diesel generator toting & surveiF 

4^8:30^501^:322®^^^ 87/05/06. TUCKER.H.B. Duke Power Co. 3pp. 

71 & 52 to Licenses NPF-g & NPF-17.respectively. changinq 
9 ®nerator testing & surveillance. ^ ® 

YOUNGBLOOD, BJ. Project Directorate 11-3. 87/05/06. 14pp. 40918:304-40918:317. 

“*705J^^^^fety evaluation supporting Amends 71 & 52 to Licenses NPF-9 & NFF- 

40^?318^0918'322 Regulation. Director (Post 870411). 87/05/06. 5pp. 

860613 denial of util 860325 
for McGuire & Catawba wclear Stations. 

Nuclear Reactor R®gulatlon, Director (Post 870411 ). 87/05/ 

07. TUCKER.H.B. Duke Power Co. 3pp. 4091 1:1 95-4091 T1 97 ^ 


B con- 

certification that util granted accreditation by INPO & Natl Nuclear 
coA^p^ Pfograms.Chart w/accreditation dates end Revised 

submitted in CY87 FSAR update. ^nci.nevisea 

'0“=“™"* Con- 

8705280414 Supplemental application for amends to Licenses NPF-9 & NPF.i 7 refl <5 
sessing specs & expanding bases per Generic Ltr 83-37 & proposing limitina condftfon 

for operation & surveillance for reactor vessel head vent sys ^ ^ ondition 

Branch (Documen, Con- 

“®STnSHC §“ 1 ®“ vent Sys.” Juetifi- 

* Duke Power Co. 8^05/20. 21pp. 41107:169-41107:189. 

Q. Inspection reports, IE Bulletins & correspondence 

Boundary 

8705190302 Djsousses Insp Repts 50-369/87-04 & 50-370/87-04 on 861230- 870210 S 
SSSrt Si? re?u?n °"-‘=°r"™"Bs util in idenflfying removed curbing around oon- 

fpM09b8:18%°9"6l;i^'“ ®"'°‘"B9. TUCKER.H.B. Duke Power Co. 

p°Hf® °! .'''°'a*ipn fronn insp on 861 230-870210. Violation noted on 

GRACE, J.N. Region 2, Office of Director. 87/04/29. 2pp. 40968:186-40968:187. 

*”lt^Jfti Sr® 50-369/87-12 & 50-370/87-12 on 870321- 0424 & 

2pp^4097S:'l??5io97l':12™“ ®"04/30. TUCKER.H.B. Duke Power Co. 

Notice of violation from insp on 870321-0424. 

REYES, LA. Region 2, Office of Director. 87/04/30. Ip. 40975:113-40975:113. 

P®P^® 50-369/87-12 & 50-370/87-12 on 870321-0424. Violations 
nSs^valile Leup® procedure pertaining to auxiliary feedwater operational ?eadi® 

PEEBLES.T.A. Region 2, Office of Director. 87/04/30. 

to violation noted in Insp Repts 50-369/87-10 & 50-370/87- 
1 ©.Corrective action:performance technicians given annual training in emeraencv re 
‘I’™® 'echnioians identified Is fi^^^ emergency re- 

<S. ?fN 

8705280104 Fowards summary of 870416 enforcement conference w/util at Reaion II 

87 08 &^4?4/ftl nS 50-413/87-06,50-414/875)6 50^-413/ 

rHinc attendees & viewgraphs also end. 

mI-P TUCKER,H.B. Duke Power Co. 

Violations noted in Insp Repts 50-369/87-08 & 50-370/87- 
?o^verif^ that engineers to Insure that test log be checked 

Ti u Q ^®®^'"vS '® Proaress before work performed. 

JoiW^p 4^ B^"®^ (B»u^®n1 Con- 

"ZPerRTac1c;m° S?cfetS“’ Requalifioabon Exams at 

Co°nSd&" a,. W 

R. Periodic operating reports & related correspondence 

1987.W/870615 ltr. 

HtAVIS,J.A., TUCKER.H.B, Duke Power Co. 87/04/30. 12pp. 41033:171-41033:182. 

S. Reportable occurrences, LERs & related correspondence 

discovered monthly channel checks on reactor 
S^'lER will^toTubrtliSd breTOsle®"®® ™' performed,per Tech 

Ksk)”fp. BO®- 

^ 08,complete 18-month insp required for standby 
^'®®®* 9 ®']e*^tor determined not to have been performed on time.Caused by 
?fjrKrR w®EI°n^i?'’^>^®^^^^ ^® '®®^®'^ P^tor to 1 8-month due dates. ^ 

‘“““O’®"* Bo"- 
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870528CK>72 LER 87*009-(}0:on 87041 5, reactor tripped due to turbine tripped signal gen- 
erated while station personnel testing turbine auto-stop oil pressure switch.Caused by 
design deficiency.Preventive maint code changed.W/8706lS Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 87/05/15. 8pp. 41093:082-41093:089. 

8705270220 Submits addi info re LER 50-369/82-66 re failures of ventilation unit con- 
densate drain tank flow totalizer. Differential pressure transmitter replaced w/Rscher 
& Porter liquid vortex flowmeter.Totalizer functions pro^rly. 

TUCKER.H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41088:002-41088:003. 

8705270404 LER 87-008-00:on 870409, monthly channel checks on reactor vessel level 
instrumentation sys not performed.Caused tw defective procedure.Operations revised 
monthly surveillance items procedures.W/870518 Itr. 

LEROY, S.E., TUCKER.H.B. Duke Power Co. 87/05/18. 6pp. 41056:308-41056:313. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8705120397 Responds to violation noted in Insp Repts 50-369/87-10 & 50-370/87- 
lO.Corrective action:performance technicians given annual training in emergency re- 
^onse organization, including three technicians identified as failing. 

TUCKER.H.B. Duke Power Co. 87/05/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 40905:205-40905:206. 


J. Insurance & Indemnity information 

8705260087 Endorsements 35 & 36 to MAELU Policy MF-101 & Endorsements 43 & 44 
NELIA Policy NF-248. 

* Duke Power Co. 87/04/24. 6pp. 41033:222-41033:227. 


P. Operating license stage documents A correspondence 

8705080254 Requests review of end rept re const of maint staging bldo to provide addI 
area for working on contaminated/jptentiatty contaminated matls.6ldg constitutes 
change to radioactive liquid.gaseous A solid waste treatment sws. 

TUCKER.H.B. Duke Power Co. 87/05/04. Document Control Branch (Document Con- 
trol Desk). 16pp. 40871:244-40871:275. 

-^705080259 Rev 1 to MCSD-221 1 .00-35, "Equipment Staging Bldg Heating Ventilating 
& Air Conditioning Sys - VK/YK." 

SIBLEY,E.E., RICHARDSON, J.L, DUGGER.C.A. Duke Power Co. MCSD-2211.00-35 
ROf. 86/06/10. 16pp. 40871:260-40871:275. 

8708120378 Submits supplemental info re Human Engineering Deficiencies HED-M-1- 
192 & HEO-M-1-004 as result of further evaluation, per util 870302 Itr. 

TUCKER,H.B. Duke Power Co. 87/05/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 40906:116-40906:117. 

8705130027 Forwards Amends 71 A 52 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation. Amends change Tech Specs re diesel generator testing & surveil- 
lance. 

HOOD.D. Project Directorate 11-3. 87/05/06. TUCKER.H.B. Duke Power Co. 3pp. 
40918:301-40918:322. 

-8705130035 Amends 71 & 52 to Licenses NPF-9 A NPF-17, respectively, changing 
Tech Soecs re diesel generator testing A surveillance. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/05/06. 14pp. 40918:304-40918:317. 

-8705130036 Safety evaluation supporting Amends 71 A 52 to Licenses NPF-9 A NPF- 
17.respectlvely. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06. 5pp. 
40918:318-40918:322. 

8705130274 Ack receipt of 870326 Itr appealing NRC 660613 denial of util 660325 
backlit claim re SPDS for McGuire A Catawba Nuclear Stations. 

SNIEZEK,J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
07. TUCKER.H.B. Duke Power Co. 3pp. 40911:195-40911:197. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends A search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180455 Forwards corrected Tech Spec Page 3/4 8-1 re eledrical power sys to 
Amends 71 A 52 to Licenses NPF-9 A NPF-17, respectively,is8ued by 870506 Itr.Pago 
contained typo. 

HOOD.D. Project Directorate 11-3. 87/05/13. TUCKER.H.B. Duke Power Co. 3pp. 
40962:274-40962:277. 

-8705180462 Corrected Tech Spec Page 3/4 8-1 re electrical power sys to Amends 71 
A 52 to Licenses NPF-9 A NPF-17,re8pectlvely. 

NRC - No Detailed Affiliation Given. 87/05/13. Ip. 40962:277-40962:277. 

8705260162 Advises that utilization of recently const maint/equipment bidg.described in 
util 870504 Itr.requires prior Commission approval.Bldg represents new radiological 
environ under changed circumstances than described in recent SAR. 
YOUNGBL(X)D,B.J. Project Directorate 11-3. 87/05/13. TUCKER.H.B. Duke Power Co. 
3pp- 41030:190-41030:192. 

8705280105 Responds to NRC request for addi info re util 870409 proposed Tech Spec 
rev to support Cycle 4 reload.Changes to refs on cover Itr A attachments listed. 
TUCKER, H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41108:307-41108:308. 

8705280221 Provides certification that util granted accreditation by INPO A Natl Nuclear 
Accrediting Board for util training program8.Chart w/accreditation dates encLRevised 
FSARs for each plant will be submitted in CY87 FSAR update. 

TUCKER.H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41 1 09:1 1 2-41 1 09:1 1 3. 


8705280414 Supplemental application for amends to Licenses NPF-9 A NPF-17, reas- 
sessing specs A expanding bases per Generic Ltr 83-37 A proposing limiting condition 
for operation A sun/eillance for reactor vessel head vent sys. 

TUCKER.H.B. Duke Power Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 6pp. 41107:163-41107:189. 

-8705280424 Proposed Tech Spec 3/4.4.11, "Reactor Vessel Head Vent Sys." Justifi- 
cation A NSHC end. 

* Duke Power Co. 87/05/20. 21pp. 41107:169-41107:189. 


Q. Inspection reports, IE Bulletins A correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705190302 Discusses Insp Repts 50-369/87-04 A 50-370/87-04 on 861230- 870210 A 
forwards notice of violation.Commends util in identifying removed curbing around con- 
tainment air return fans. 

GRACE, J.N. Region 2, Office of Director. 87/04/29. TUCKER.H.B. Duke Power Co. 
2pp. 40968:184-40968:187. 

-8705190307 Notice of violation from insp on 861 230-87021 0.Violation noted:on 
861230,Train B of containment spray A Tram A of solid state protection sys removed 
from SVC simultaneously. 

GRACE. J.N. Region 2. Office of Director. 87/04/29. 2pp. 40968:186-40968:187. 

8705190422 Forwards Insp Repts 50-369/87-12 A 50-370/87-12 on 870321- 0424 A 
notice of violation. 

REYES, L.A. Region 2, Office of Director. 87/04/30. TUCKER.H.B. Duke Power Co. 
2pp. 40975:111-40975:121. 

-8705190426 Notice of violation from insp on 870321-0424. 

REYES.L.A. Region 2. Office of Director. 87/04/30. Ip. 40975:113-40975:113. 

-8705190432 Insp Repts 50-369/87-12 A 50-370/87-12 on 870321-0424. Violations 
noted'.failure to follow procedure pertaining to auxiliary feedwater operational readi- 
ness valve lineup. 

ORDERS,W., GUENTHER, S„ PEEBLES.T.A. Region 2, Office of Director. 87/04/30. 
8pp. 40975:114-40975:121. 

8705120397 Responds to violation noted in Insp Repts 50-369/87-10 A 50-370/87- 
lO.Osrrective action:performance technicians given annual training in emergency re- 
wonse organization, including three technicians identified as failing. 
tUCKER,H.B. Duke Power Co. 87/05/05. Document Control Branch (Document (Con- 
trol Desk). 2pp. 40905:205-40905:206. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Dufy." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280104 Forwards summary of 870416 enforcement conference w/utii at Region II 
ofc re Insp Repts 50-369/87-04,50-370/87-04, 50-413/87-06,50-414/87-06,50-413/ 
87-08 A 50-41 4/87-08. List Of attendees A viewgraphs also end. 

GRACE, J.N. Region 2, Office of Director. 87/05/11. TUCKER.H.B. Duke Power Co. 
68pp. 41108:309-41109:016. 

8705280137 Responds to violations noted in Insp Repts 50-369/67-08 A 50-370/87- 
08.Corrective actions:discussion w/shift engineers to insure that test log be checked 
to verify that identified testing is in progress before work performed. 

TUCKER.H.B. Duke Power Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 3pp. 41 1 08:290-41 1 08:292. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068, 


R. Periodic operating reports A related correspondence 


8705260013 Monthly operating repts for Apr 1987.W/870515 Itr. 

REAVIS, J.A., TUCKER,H.B. Duke Power Co. 87/04/30. 12pp. 41033:171-41033:182. 


S. Reportable occurrences, LERs A related correspondence 


8705070364 Special rept:on 870330,during performance of operability test,diesel gener- 
ator 2B experienced invalid failure following normal start.Caused by mgt failure to ade- 
quately instruct operations personnel.Pressure switch reinstalled. 

TUCKtR,H.B. Duke Power Co. 87/04/29. Document Control Branch (Document Con- 
trol Desk). 5pp. 40857:329-40857:333. 

8705190123 RO;on 870409,personnel discovered monthly channel checks on reactor 
vessel level instrumentation sys wide range instrumentation not performed, per Tech 
Specs.LER will be submitted by 870518. 

TUCKER.H.B. Duke Power Co. 87/05/08. Document Control Branch (Document Con- 
trol Desk). Ip. 40968:360-40968:360. 

8705270157 Special repton 870407 A 08,complete 18-month insp required for standby 
shutdown diesel generator determined not to have been performed on time.Caused Ify 
personnel error.Work request will be issued prior to 18-month due dates. 

TUCKER.H.B. Duke Power Co. 87/05/13. Document Control Branch (Document Con- 
trol Desk). 6pp. 41 051 :354-41 051 :359. 
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F. Security, medical, emergency fire protection plans 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementing procedures, including Rev 1 to EG-13, “Transfer of Environ Samples 
From Field Teams to Radioanalyticat Lab.” 

DIPOUZIO.M.E. Commonv/ealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705040291 Emergency implementing procedures, including Rev 0 to LPZ-1110-2, “Sta- 
tion Director Communicator Implementing Procedure" & Rev 0 to LZP-1 120-3, “Oper- 
ational Support Ctr Suof:''v sor ImpieT-inlinc Procedure.” Revised index also end. 

* Commonwealth Ecison Co. 87/04 .>i 3 55cp 40779:047-40779:101. 

8705050182 Revised emergency plan implementing procedures, including revised table 
of contents, Rev 4 to ED-5A, “Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges...." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705120282 Revised emergency orcccdures indudi.ng Rev 4 to QEP 310-T2 re nuclear 
accident repcrt'ng sys ^c'm.Rev 3 to OEP 3iO-T7 re simplified emergency notification 
sc.hedule :cr sue omergoncv & Rev 3 to QEP 310-T8 for general emergency. 

’ Commcnv/ealth Ediscrt Cc. 87/05/04. 9pp. 40888:201-40888:209. 

8705270030 Ack receipt of 870514 Rev 26 to security plan.Except for end 
items, changes consistent w/ provisions of 10CFR50.54(p) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 87/05/19. FARRAR, D.L. Commonwealth 
Edison Co. 2pp. 41048:111-41048:112. 

8705050374 Revised errergency p<an implementing procedures, including Rev 14 to 
NST-CCC-1, “Corpcrats Ccrr.mand Ctr Director," Rev 1 to NST-CCC-9, "Nuclear Duty 
Officer" & Rev 1 1 to NS'”-CCC-t2, "Sys Power Dispatcher." 

BLACKMANJ.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


J. Insurance & indemnity information 

8705210698 Forwards Endorsements 100 & 101 to NELIA Policy NF-187, Endorse- 
ments 83 & 84 to MAELU Policy MF-54.Endorsements 90 & 77 to NELIA Policy NF- 
201 & MAELU Policy MF-64, respectively & Endorsement 43 to NELIA Policy NF-253. 
OSTER,J. Commonwealth Edison Co. 87/05/15. DINITZ,!. NRC - No Detailed Affili- 
ation Given. 9pp. 41012:279-41012:267. 


P. Operating license stage documents & correspondence 

8705040163 Forwards long-term test data from Static 0-Ring (SOR) differential pressure 
switches held at pressure on test rig at SOR Inc as of 870414. 

ALLEN, C.M. Commonwealth Edison Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40780:137-40780:138. 

8705120186 Application for amends to Licenses NPF-11 & NPF-18, correcting inconsist- 
ency between Tech Spec requirements re suppression pool high level alarm.Fee paid. 
ALLEN, C.M. Commonwealth Edison Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40909:306-40909:334. 

“8705120188 Proposed Tech Specs, correcting inconsistency between requirements re 
suppression pool high alarm. 

• Commonwealth Edison Co. 87/04/29. 25pp. 40909:310-40909:334. 

8705050103 Notification of 870514 meeting w/util In Bethesda,MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate III-2. 87/04/30. HCLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705110014 Forwards Amends 50 & 33 to Licenses NPF-11 & NPF-18, respectively & 
safety evaiuation.Amends revise Tech Specs to change Group I MSIV closure signal 
from reactor pressure vessel Level 2 to Level 1 , 

MULLER, D.R. Project Directorate III-2. 87/05/06. FARRAR.D.L. Commonwealth 
Edison Co. 6pp. 40879:324-40879:351. 

—8705110020 Amends 50 & 33 to Licenses NPF-11 & NPF-18, respectively, revising 
Tech Specs to change Group I MSIV closure signal from reactor pressure vessel 
Level 2 to Level 1. 

MULLER, D.R. Project Directorate III-2. 87/05/06. 18pp. 40879:330-40879:347. 

“8705110030 Safety evaluation supporting Amends 50 & 33 to Licenses NPF-11 & 
NPF-18, respectively. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06. 4pp. 
40879:348-40879:351. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MtRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705210648 Revises schedules in util 860604 ltr re A Mode! implementation at 
facilitles.Schedule provided in 860604 ltr significantly impacted by. implementation of 
new QA procedure re software configuration mgt.Revised target dates listed. 

ALLEN, C.M. Commonwealth Edison Co. 87/06/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util piants.Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate 111-2. 12pp. 
41038:338-41038:349. 


Q. Inspection reports, IE Bulletins & correspondence 

8705110058 Responds to violations noted in Insp Repts 50-373/86-29 & 50-374/86-30 
on 860707-11,22-24 & 0922-23.Corrective actions;Procedures LAP-220-4, "Degraded 
Equipment Log” & LAP-100-12, “Trend Analysis Program." will be revised. 
TURBAKM.S. Commonwealth Edison Co. 86/11/26. KEPPLER.J.G. Region 3, Office 
of Director. 7pp. 40877:128-40877:134. 


8705110063 Responds to NRC 870123 ltr re violations noted in Insp Rept 50-373/87- 
04.Correctfve actions:util will revise Type A Test Procedure LTS-300-4 to conform w/ 
NRR interpretation in CW Hehl 870203 ltr to C Reed. 

TURBAK,M.S. Commonwealth Edison Co. 87/03/20. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 40877:195-40877:197. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultirw From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190058 Forwards Safety Insp Repts 50-373/87-11 & 50-374/87-12 on 870310- 
0424 & notice of violation. 

NORELIUS.C.E. Region 3. Office of Director. 87/05/11. REED.C. Commonwealth 
Edison Co. 2pp. 40964:329-40964:355. 

“8705190069 Notice of violation from insp on 870310-0420. 

NORELIUS.C.E. NRC - No Detailed Affiliation Given. 87/05/11. 2pp. 40964:331- 
40964:332. 

“8705190078 Insp Repts 50-373/87-11 & 50-374/87-12 on 870310-0424. Violations 
noted:overfilIing of shipping cask well & exceeding limiting condition for operation. 
RING.M. Region 3, Office of Director. 87/05/08, 23pp. 40964:333-40964:355. 

8705190358 Forwards notice of violation from safety insp on 870202-27. One significant 
deficiency identified re implementation of environ qualification program.Based on 
review of matter, NRC concluded deficiency considered violation. 

HARRISON, J.J. Region 3, Office of Director. 87/05/14. REED.C. Commonwealth 
Edison Co. 2pp. 40973:279-40973:281. 

“8705190367 Notice of violation from insp on 870202-27. Violations noted: environ quali- 
fication Binder LS029 for WEED thermocouples did not include justification for allow- 
ing WEED thermocouple to be installed w/o environ qualification maint implemented. 
HARRISON, J.J. Region 3, Office of Director. 87/05/14. Ip. 40973:281-40973:281. 

8705180155 NRC Info Notice 87-022. "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705190018 Monthly operating repts for Apr 1987.W/870507 ltr. 

KIRCHNER,GJ., DIEDERICH.G.J. Commonwealth Edison Co. 87/04/30. 44pp. 
40964:271-40964:314. 


S. Reportable occurrences, LERs & related correspondence 

8705060291 LER 87-01 7-00:on 870402, primary containment pressure switch isolated 
longer than allowed by Tech Spec. Caused by personnel error.Tech Spec timeclock 
stamp program Implemented for surveillance purposes.W/870429 ltr. 

PETERS. J.P., DIEDERICH.G.J. Commonwealth Edison Co. 87/04/29. 5pp. 40825:165- 
40825:169. 

8705050248 LER 87-01 9-00:on 870403, during weekly control rod exercising surveil- 
lance, 11 rods listed on signoff sheet skipped by previous shift.Caused by personnel 
error.Personnel will be trained on event. W/870501 ltr. 

VRLA.M.P., DIEDERICH,G.J. Commonwealth Edison Co. 87/05/01. 4pp. 40813:180- 
40813:183. 

8705060158 LER 87-01 6-00:on 870401, RCIC high steam flow isolation signal received 
due to inadvertent draining of instrument line.Caused by Inattention to detail by techni- 
cian, Instrument line backfilled & returned to svc. W/870501 ltr. 

LYON.D.M., DIEDERICH,G.J. Commonwealth Edison Co, 87/05/01. 6pp. 40825:248- 
40825:253. 

8705190322 LER 87-01 8-00:on 87041 3, control room HVAC ESF actuation occurred due 
to broken ammonia detector chemcassette tape. Caused by weak magnets.lnstrument 
Maint Procedure LIP-GM-940 performed to adjust chemical cassette tape.W/870512 
ltr. 

WATFORD, P.S.. DIEDERICH.G.J. Commonwealth Edison Co. 87/05/12. 5pp. 

40968:141-40968:146. 

8705210374 LER 87-020-00:on 87041 6, control room received indications of loss of 
120/208 volt power at Motor Control Ctr 136X-1. Caused by painters drop cloth 
draped over ctr coming loose & tripping breaker.Contractors informed.W/870514 ltr. 
SAMPSON.P.S., DIEDERICH.G.J. Commonwealth Edison Co. 87/05/14. 4pp, 

41012:114-41012:117. 
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F. Security, medical, emergency & fire protection plans 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementliig procedures, including Rev 1 to EG-13, "Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705040291 Emergency implementing procedures, including Rev 0 to LPZ-1110-2, "Sta- 
tion Director Communicator Implementing Procedure" & Rev 0 to LZP-1 120-3, "Oper- 
ational Support Ctr Supervisor Implementing Procedure.” Revised Index also end. 

* Commonwealth Edison Co. 87/04/13. 55pp. 40779:047-40779:101. 

8705050182 Revised emergency plan implementing procedures, including revised table 
of contents, Rev 4 to ED-5A, Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, "Determination of 1 Rem & 5 Rem Evacuation Ranges...." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 
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8705120282 Revised emergency procedures, including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

‘ Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705270030 Ack receipt of 870514 Rev 26 to security plan.Except for end 
items, changes consistent w/provisions of 10CFR50.54(p) & acc^table. 
AXELSON,W.L. Region 3, Office of Director. 87/05/19. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 41048:111-41048:112. 

8705050374 Revised emergency plan implementing procedures,includinq Rev 14 to 
NST-CCC-1, "Corporate Command Ctr Director," Rev 1 to NST-CCC-9. Nuclear Duty 
Officer" & Rev 11 to NST-CCC-12, “Sys Power Dispatcher." 

BLACKMAN,T.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 
* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


P. Operating license stage documents & correspondence 

8705040163 Forwards long-term test data from Static 0-Ring (SOR) differential pressure 
switches held at pressure on test rig at SOR Inc as of 870414. 

ALLEN,C.M. Commonwealth Edison Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40780:137-40780:138. 

8705120186 Application for amends to Licenses NPF-11 & NPF-18, correcting inconsist- 
ency between Tech Spec requirements re suppression pool high level alarm. Fee paid. 
ALLEN,C.M. Commonwealth Edison Co. 87/04/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40909:306-40909:334. 

-8705120188 Proposed Tech Specs.correcting inconsistency between requirements re 
suppression pool high alarm. 

• Commonwealth Edison Co. 87/04/29. 25pp. 40909:310-40909:334. 

8705050103 Notification of 870514 meeting w/util in Bethesda,MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate III-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705110014 Forwards Amends 50 & 33 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation. Amends revise Tech Specs to change Group I MSIV closure signal 
from reactor pressure vessel Level 2 to Level 1 . 

MULLER.D.R. Project Directorate lli-2. 87/05/06. FARRAR, D.L. Commonwealth 
Edison Co. 6pp, 40879:324-40879:351. 

-8705110020 Amends 50 & 33 to Licenses NPF-11 & NPF-1 B.respectively, revising 
Tech Specs to change Group I MSIV closure signal from reactor pressure vess& 
Level 2 to Level 1 . 

MULLER,D.R. Project Directorate III-2. 87/05/06. 18pp. 40879:330-40879:347. 

“8705110030 Safety evaluation supporting Amends 50 & 33 to Licenses NPF-11 & 
NPF-1 8, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06, 4pp. 
40879:348-40879:351. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180116 Forwards corrected Amend 30 to License NPF-1 8,revising Tech Specs to 
permit replacing existing peripheral locking piston CRD module w/fine motion CRD 
module during one fuel cycle. 

MULLER,D.R. Project Directorate 111-2. 87/05/11. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 40962:135-40962:140. 

“8705180121 Corrected Amend 30 to License NPF-1 8, revising Tech Specs to permit 
replacing existing peripheral locking piston CRD module w/fmge motion CRD during 
one fuel cycle. 

• Project Directorate III-2. 87/05/11. 4pp. 40962:137-40962:140. 

8705210648 Revises schedules in util 860604 ltr re A Model implementation at 
facilities.Schedule provided in 860604 ltr significantly Impacted by implementation of 
new QA procedure re software configuration mgtRevised target dates listed. 

ALLEN, C.M. Commonwealth Edison Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41012:147-41012:148. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants.Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705260140 Fonwards corrected Amends 30 & 32 to License NPF-1 8,revlsing Tech 
Specs to permit replacing existing peripheral locking piston CRD module & to permit 

K ort operation at full rated power during Cycle 2 operation.respectively. 

LER.D.R Project Directorate 111-2. 87/05/19. FARRAR, D.L Commonwealth 
Edison Co. 3pp. 41 029:297-41 029:306. 

“8705260281 Corrected Amends 30 & 32 to License NPF-1 8,revisirig Tech Specs to 
permit replacing exisiting peripheral locking piston CRD module during one fuel cycle 
& to support operation at full rated power during Cycle 2, respectively. 

* NRC - No Detailed Affiliation Given. 87/05/19. 7pp. 41029:300-41029:306. 


8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190058 Forwards Safety Insp Repts 50-373/87-11 & 50-374/87-12 on 870310- 
0424 & notice of violation. 

NORELIUS,C.E. Region 3, Office of Director. 87/05/11. REED.C. Commonwealth 
Edison Co. 2pp. 40964:329-40964:355. 

“8705190069 Notice of violation from insp on 870310-0420. 

NORELIUS,C.E. NRC - No Detailed Affiliation Given. 87/05/11. 2pp. 40964:331- 
40964:332. 

“8705190078 Insp Repts 50-373/87-11 & 50-374/87-12 on 870310-0424. Violations 
noted:overfilling of shipping cask well & exceeding limiting condition for operation. 
RING.M. Region 3, Office of Director. 87/05/08. 23pp. 40964:333-40964:355. 

8705190358 Forwards notice of violation from safety insp on 870202-27. One significant 
deficiency identified re implementation of environ qualification program.Based on 
review of matter, NRC concluded deficiency considered violation. 

HARRISON, J.J. Region 3, Office of Director. 87/05/14. REED.C. Commonwealth 
Edison Co. 2pp. 40973:279-40973:281. 

“8705190367 Notice of violation from insp on 870202-27,Violations noted: environ quali- 
fication Binder LS029 for WEED thermocouples did not include justification for allow- 
ing WEED thermocouple to be installed w/o environ qualification maint implemented. 
HARRISON,J.J. Region 3, Office of Director. 87/05/14. Ip. 40973:281-40973:281. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705190018 Monthly operating repts for Apr 1987.W/870507 ltr. 

KIRCHNER,G.J.. DIEDERICH,G.J. Commonwealth Edison Co. 87/04/30. 44pp. 
40964:271-40964:314. 


$. Reportable occurrences, LERs & reiated correspondence 

8705050203 LER 87-005-00:on 870402,diesel generator 2B shutdown w/ control switch 
in auto.Caused by personnel errors.Testing suspended & all jumpers & lifted leads re- 
quired by surveillance immediately removed.W/870430 ltr. 

FOSTER.J.H., DIEDERICH.G.J. Commonwealth Edison Co. 87/04/30. 5pp. 
40802:119-40802:123. 

8705070082 LER 87-009-00 on 87041 5, ESF actuation occurred during isolation valve 
leak rate testCaused by leaky instrument root valve dosed by procedure to prevent 
high flow isolation signal.Leak rate test revised.W/870501 ltr. 

SAMPSON,P.S., DlEDRICH,G.J. Commonwealth Edison Co. 87/05/01. 5pp. 
40849:290-40849:294. 

8705070345 LER 87-006-00:on 870402,during functional/logic testing in modified pri- 
mary containment isolation circuitry, unexpected Group II isolation (ESF) 
occurred.Caused by inattentive test engineers-Personnel trained on relay testing.W/ 
870501 ltr. 

JACKLIN.N.W., DIEDERICH,G.J. Commonwealth Edison Co. 87/05/01. 5pp. 
40859:228-40859:232. 

8705190599 LER 87-007-00:on 870410, partial Group II isolation occurred resulting in 
closing of outboard isolation valves.Caused by primary containment high pressure iso- 
lation relay failure. Relay will be replaced prior to unit startup.W/870508 ltr. 

PETERS, J.P., DIEDERICH,GJ. Commonwealth Edison Co. 87/05/08. 5pp. 40968:079- 
40968:083. 

8705270283 LER 87-008-00:on 87041 4, reactor scram occurred when mode selector 
switch moved from shutdown to refuel position. Caused by blown fuses due to unin- 
tentional grounding.Fuses replaced & procedures revised. W/87051 3 ltr. 

VRLA,M.P., DIEDERICH,G.J. Commonwealth Edison Co, 87/05/13. 4pp. 41051:100- 
41051:103. 

8705210339 LER 87-01 0-00:on 87041 7,w/reactor protection sys Channel A tripped for 
scram discharge vol rod block/scram calibr.full scram received when Channel B 
spiked.Caused by mgt deficiency.Work under vessel will be minimi2ed.W/870515 ltr 
DONOVAN.C.P., DIEDERICH.GJ. Commonwealth Edison Co. 87/05/16. 4pp. 
41012:110-41012:113. 


DOCKET 50-375 NUCLEAR EXAMINATION REACTOR 


J. Insurance & indemnity Information 

8705040316 Fonwards executed Amend 19 to Indemnity Agreement B-13. 

GORMAN, J.J. Rockwell International Corp. 87/04/21. Document Control Branch 
(Document Control Desk), 2pp. 40779:190-40779:191. 


Q. Inspection reports, IE Bulletins & correspondence 

8705110058 Responds to violations noted in Insp Repts 50-373/86-29 & 50-374/86-30 
on 860707-11,22-24 & 0922-23 .Corrective actions:Procedures LAP-220-4, “Degraded 
Equipment Log" & LAP-100-12, "Trend Analysis Program," will be revised, 
TURBAK.M.S. Commonwealth Edison Co. 86/11/26. KEPPLER.J.G. Region 3, Office 
of Director. 7pp. 40877:128-40877:134. 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resultina From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8705040116 Forwards SALP Rept 50-382/87-03 for Jan 1986 - Jan 1987. 

MARTIN, R.D. Region 4, Office of Director. 87/04/30. DEWEASE.J.G. Louisiana Power 
& Light Co. 2pp. 40777:224-40777:262. 

“8705040120 SALP Rept 50-382/87-03 for Jan 1986 - Jan 1987. 

* Region 4, Office of Director, 87/04/30. 37pp. 40777:226-40777:262. 
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8705050294 Forwards "1986 Annual Rre Protection Rept" Rept also include discussion 
of reformatted & updated fire protection of FSAR. 

COOK,K.W. Louisiana Power & Light Co. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 1p. 40801:131-40801:139. 

-<8705050312 "1986 Annual Fire Protection Rept." 

* Louisiana Power & Light Co. 86/12/31. 8pp. 40801:132-40801:139. 


P. Operating license stage documents & correspondence 

8705010108 FOIA request for Commissioner TM Roberts memo sent to util re flaws at 
plant 

HALAPATZ.J. Affiliation Not Assigned. 87/04/24. Division of Rules & Records (Post 
870413). Ip. 40774:152-40774:152. 

8705130192 Summary of 870330 & 31 mgt discussions w/util.BNL & Ebasco in 
Bethesda,MD re basemat summary reptUst of attendees & draft outline of summary 
rept on basemate design & analyses end. 

WILSON, J.H. Project Directorate IV. 87/04/27. Project Directorate IV. 7pp. 40912:274- 
40912:280. 

8705010115 Final response to FOIA request re plantApp A document available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. HALAPATZ,J. 
Affiliation Not Assigned. 2pp. 40774:153-40774:154, 

8705060076 Discusses progress in installation of training simulator- Packing of simulator 
for shipment delayed until 870414 due to vendor.Singer 
Co, problems.Ck)mpletlon, installation A reverification testing planned by 870514. 
CXX)K,K,W. Louisiana Power & Light Co. COOK,K.W. New Orleans Public Service Co. 
87/04/30. Document Control Branch (Document Control Desk). 3pp. 40816:253- 
40816:255. 

8705060104 Responds to 870319 request re NRC review of updated QA program sub- 
mitted on 861211. Proposed exception to Implementation of Reg Guide 1.94,Rev 1 re 
testing of aggregate used in seismic category concrete withdrawn. 

COOK,K.W. Louisiana Power & Light Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). Ip. 40831:285-40831:285. 


8705270453 Grants util 870506 request for withdrawal of Tech Spec Change Request 
NPF-38-35,revising Tech Spec 3.6. 1.2 to include two addi containment penetrations in 
listing for containment leakage testing. 

WILSON.J.H. Project Directorate IV. 87/05/20. DEWEASE,J.G. Louisiana Power & 
Light Co. 2pp. 41063:237-41063:240. 

“8705270456 Notice of withdrawal of application for amend to License NPF-38,revlsing 
Tech Spec 3.6. 1.2 to include two addi containment penetrations in listing for contain- 
ment leakage testing. 

WILSON. J.H. Project Directorate IV. 87/05/20. 2pp. 41063:239-41063:240. 

8705280207 Forwards response to NRC 870406 request for addi info re analyses con- 
ducted for pressurizer safety valve piping & supports.per 821229 response to Item 
II.D.1 of NUREG-0737. 

COOK.K.W. Louisiana Power & Light Co. 87/05/21. Document Control Branch (Docu- 
ment Control Desk). 29pp. 41090:060-41090:088. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010002 Forwards "Inservlce Insp Summary ReptFirst Interval, First Outage." per 
ASME Code Section XI, 1980 Edition w/ Addenda through Winter 1981. 

CXXDK,K.W. Louisiana Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 40768:026-40768:186. 

“8705010006 “Inservice Insp Summary ReptFirst Interval, First Outage.” 

* Louisiana Power A Light Co. 87/04/27. 160pp. 40768:027-40768:186. 

8705040251 Forwards Insp Rept 50-382/87-07 on 870301-0415 A notice of violation. 
QAGLIARDO,J.E. Region 4, Office of Director. 87/04/29. DEWEASE.J.G. Louisiana 
Power A Light Co. 2pp. 40779:109-40779:121. 


8705070209 Requests that L Beltracchi be allowed to complete review of facility SPDS 
design. 

CRUtCHFIELD.D. Division of Reactor Projects - III,1V,V A Special Projects (Post 
870411). 87/05/05. SHERON.B.W. Division of Reactor A Plant Systems (Post 
870413). 1p. 40854:085-40854:085. 

8705080180 Requests cancellation of util 860829 application for amend to License 
NPF-38,changing Table 3.6-1 of Tech Spec 3.6.1. 2 re containment leakage, to Include 
two addi containment penetrations.Requested changes would not be cost beneficial. 
CCK)K,K.W. Louisiana Power A Light Co. (X)OK.K.W. New Orleans Public Service Co, 
87/05/06. Document Control Branch (Document Control Desk). 2pp. 40872:298- 
40872:299. 


8705130200 Forwards safety evaluation supporting util use of Suppt 1 to MSS-NA1-P re 
reactor phydcs methods-PhysIcs methods & reliability factors appropriate for 
facility.Periodic reevaluations of model validity should be performed. 

WlLSON,J.H. Project Directorate IV. 87/05/06. DEWEASE.J.G. Louisiana Power A 
Light Co. 2pp. 4091 1 :1 77-4091 1 :1 88. 


-8705130202 Safety evafuation supporting util use of Suppi 1 to MSS-NA1-P, “Qualifi- 
cation of Reactor Physics Methods for Application to PWRs of Middle South Utils 
Sys." 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/06. 4pp. 
40911:179-40911:188. 


8705140072 Forwards summaries re current status of basemat issue A significance of 
analyses as presented in Oct 1986 confirmatory analyses repLExisting physical evi- 
dence shows that cracks tight A not changing. 

MURLEY.T. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06. 
STELLO.V. Office of the Executive Director for Operations. 2pp. 40920:018- 
40920:036. 

“8705130118 Summary of 870318 A 19 mgt conference w/util, Ebasco A BNL In 
Bethesda,MO re final rept of basemat confirmatory analyses program.Llst of attendees 
end. 

WILSON, J.H. Projiect Directorate IV. 87/04/28. Project Directorate IV. 7pp. 40920:020- 
40920:032. 


“8705040255 Notice of violation from insp on 870301-0416. 

* Region 4, Office of Director. 87/04/29. 2pp. 40779:1 1 1-40779:1 12. 

“8705040265 Insp Rept 50-382/87-07 on 870301 -04 15. Violations noted: failure to 
follow written procedures in maint A surveillance programs. 

LUEHMAN,J.6., STAKER.T.R., JAUDON.J.P. Region 4, Office of Director. 87/04/27. 
9pp. 40779:113-40779:121. 

8705050076 Ack receipt of 870403 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/86-31 . 

GAGLIARDO.J.E. Region 4, Office of Director. 87/04/29. DEWEASE.J.G. Louisiana 
Power A Light Co. 2pp. 40792:091-40792:095. 

8705040116 Forwards SALP Rept 50-382/87-03 for Jan 1986 - Jan 1987. 

MARTIN, R.D. Region 4, Office of Director. 87/04/30. DEWEASE.J.G. Louisiana Power 
A Light Co. 2pp. 40777:224-40777:262. 

“8705040120 SALP Rept 50-382/87-03 for Jan 1986 - Jan 1987. 

* Region 4, Office of Director. 87/04/30. 37pp. 40777:226-40777:262. 

8705080028 Forwards Insp Rept 50-382/87-05 on 670209-13 A notice of 
vioiation.C^ncern noted re weakness in implementation of quality program require- 
ments concerning testing A maint of motor operated valves. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/04. DEWEASE.J.G. Louisiana 
Power A Ught Co. 2pp. 40872:214-40872:223. 

“8705080032 Notice of violation from insp on 870209-13. 

* Region 4. Office of Director. 87/05/04. Ip. 40872:216-40872:216. 

“8705080035 Insp Rept 50-382/87-05 on 870209-1 3.Vjolations noted:failure to perform 
evaluation to assure satisfaction of test requirements A performance of Limitorque 
valve operators during svcs when test procedure acceptance limits exceeded. 
NORMAN, D.E., IRELAND.R.E. Region 4, Office of Director. 87/04/27. 7pp. 
40872:217-40872:223. 


“8705140081 Summary of 870414 audit at Ebasco to review calculatlonal results pro- 
posed by util/Ebasco raised at 870330 conference. List of attendees end. 

KUO.P.T. Mechanical Engineering Branch. 87/04/28. Mechanical Engineering Branch. 
4pp. 40920:033-40920:036. 


8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 


8705190352 Forwards marked-up rev to Tech &ec Change Request NPF-38-60 re aux- 
iliary pressurizer spray.per discussions w/NRC.Since current rev more restrictive than 
oi^tnaf change,safety analysis submitted w/original request remains valid. 

CCjOK.K.W. Louisiana Power A Ught Co. 87/05/08. Document Control Branch (Docu- 
ment Controt ISon .4nQ7q;283-4tnQ7^-oo-r 


8705180364 Notification of 870521 meeting w/utii in New Orleans, LA to discuss SALP. 
* Region 4, Office of Director. 87/05/12. Region 4, Office of Director. Ip. 40960:085- 
409^:085. 

8705220313 Confirms schedule for proposed 870521 meeting w/util in New Orleans to 
discuss rept re SALP for facility.Agenda for meeting end. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/15. Louisiana Power A Light Co. 
3pp. 41024:156-41024:168. 


8705280080 Remits insp fee for 860622-860927. 

COOK,K.W. Louisiana Power A Light Co. COOK,K.W. New Orleans Public Service Co. 
87/05/18. Division of Accounting A Rnance (Post 870413). Ip. 41088:339-41088:339. 

8705280235 Forwards Insp Rept 50-382/86-34 on 861208-11 A 870330-0401 A notice 
of violatlon.lnsp involvea local leak rate test program. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/19. DEWEASE,J.G. Louisiana 
Power A Light Co. 2pp. 41 094:366-41 094:361 . 

“8705280242 Notice of violation from Insp on 861208-11 A 870330-0401. 

* Region 4. Office of Director. 87/06/19. Ip. 41094:358-41094:358. 


“8705280250 Insp Rept 50-382/86-34 on 861208-11 A 870330-0401. Violation 
noted:local leak rates for six valves tested recorded as "off-scale" w/no recorded 
value. 

TAPIA, J.I.. HUNNICUTT,D.M„ IRELAND.R.E. Region 4. Office of Director. 87/05/11. 
3pp. 41094:359-41094:361. 
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8705180155 NRC Info Notice 87-022, “Operator Licensing Requalificatlon Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040114 "Annual Radiological Environ Operating Rept Jan-Dec 1986." W/870429 

COOK.K.W. Louisiana Power & Light Co. 86/12/31. 170pp. 40788:279-40789:088. 

8705040160 “1986 Annual Environ Operating Rept." W/870430 Itr. 

COOK.K.W. Louisiana Power & Light Co. 86/12/31. 3pp. 40786:284-40786:286. 

8705190317 Monthly operating rept for Apr 1987.W/870511 Itr. 

MILLER, G., COOK,K.W. Louisiana Power & Light Co. 87/04/30. 7pp. 40968:146- 
40968:152. 


S. Reportable occurrences, LERs & related correspondence 

8705050002 LER 87-001 -00:on 870330,gaseous waste mgt effluent radiation monitor 
alarm/trip setpoint set factor of 10 too high since plant startup.Caused by personnel 
error.RMS.its database & data base change methodology under review.W/870429 Itr. 
LABONTE.W.T.. CARNS,N.S. Louisiana Power & Light Co. 87/04/29. 5pp. 40797:247- 
40797:251. 

8705190311 LER 87-01 2-00:on 87041 3,reactor tripped due to disabling of control ele- 
ment assembly rather than core protection calculator & on 87041 6,tripped due to 
transientCaused by inadequate procedures.Procedures to be revised.W/870513 Itr. 
BAKER.D.E., CARNS.N.S. Louisiana Power & Light Co. 87/05/13. 8pp. 40968:156- 
40968:163. 

8705210277 LER 87-01 3-00:on 87041 5, facility shut down in hot standby due to person- 
nel discovering fire wrap for conduit missing during waikdown to update fire wrap 
drawings.Caused by contractor installation oversight.Vv/870515 Itr. 

HOLDER.A.L.. CARNS,N.S. Louisiana Power & Light Co. 87/05/15. 5pp. 41009:351- 
41009:355. 

8705280179 Forwards recently received Part 21 repts from VEPCO,Tube 
Turns,lnc,Foxboro Co.SMUD & Morrison-Knudsen Co, Inc for info. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/21. DEWEASE,J.G. Louisiana 
Power & Light Co. 2pp. 41108:236-41108:239. 


V. Operator Examinations 

8705040116 Forwards SALP Rept 50-382/87-03 for Jan 1986 - Jan 1987. 

MARTIN, R.D. Region 4, Office of Director. 87/04/30. DEWEASE.J.G. Louisiana Power 
& Light Co. 2pp. 40777:224-40777:262. 

-8705040120 SALP Rept 50-382/87-03 for Jan 1986 - Jan 1987. 

* Region 4. Office of Director. 87/04/30. 37pp. 40777:226-40777:262. 


DOCKET 50-386 NYC HALL OF SCIENCE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8705010065 Informs of NRR implementation of major internal reorganization & involves 
changes in assignment of plants to specific directorates.Hatch & Vogtie now under 
responsibility of Project Directorate 11-3. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/04/27, O’REILLY, J.P. Georgia Power 
Co. 4pp. 40774:213-40774:216. 


8705110175 Requests that proposed Amends 96 & 49 to Licenses NPF-14 & NPF- 
22, respectively, be approved simultaneously by 870905 w/ Unit 1 portion effective on 
870905 & Unit 2 made effective on 880301 . 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/06. BUTLER.W.R. Project Direc- 
torate 1-2. Ip. 40883:128-40883:128. 

8705150386 Forwards Amend 64 to License NPF-14 & safety evaluation. Amend revises 
Tech Specs to change MAPLHGR & min critical power ratio limits, preclude single loop 
operation & change affected Tech Spec bases. 

BUTLER.W.R. Project Directorate 1-2. 87/05/07. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 40939:142-40939:173. 

-8705150398 Amend 64 to License NPF-14, revising Tech Spec to change MAPLHGR & 
min critical power ratio limits, preclude single loop operation & change affected Tech 
Spec bases. 

BUTLER.W.R. Project Directorate I-2. 87/05/07. 26pp. 40939:145-40939:168. 

-8705150406 Safety evaluation supporting Amend 64 to License NPF-14. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 5pp. 
40939:169-40939:173. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220443 Remits application fee for 870218 RWCU relief request. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/13. DIGGS, R.M. License Fee 
Management Branch. Ip. 41020:137-41020:137. 

8705260070 Forwards application for proposed Amend 97 to License NPF-14. Amend re- 
vises Tech Specs to allow operation of facility until third refueling & Insp outage w/o 
availability of HPCI sys.Fee paid. 

KENYON.B.D. Pennsylvania Power & Light Co. 87/05/14. BUTLER,W.R. Project Di- 
rectorate 1-2. 14pp. 41048:140-41048:156. 

-8705260074 Application for proposed Amend 97 to License NPF-14, revising Tech 
Specs to allow operation of facility until third refueling outage w/o availability of HPCI 

k!eNYON,B.D. Pennsylvania Power & Light Co. 87/05/14. NRC - No Detailed Affili- 
ation Given. Ip. 41048:154-41048:154. 

-8705260076 Proposed Tech Specs.allowing operation of facility until third refueling & 
insp outage w/o availability of HPCI sys. 

• Pennsylvania Power & Light Co. 87/05/14. 2pp. 41048:155-41048:156. 

8705220026 Final response to FOIA request.No PRAs on file for McGuire I.Bellefonte 1 
& GASSAR.PRAs for Susquehanna 1 & Oyster Creek available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/18. CONNOR, L. Af- 
filiation Not Assigned. Ip. 41023:246-41023:246. 

8705280176 Responds to NRC 870515 request for addl info re proposed Amend 97 to 
License NPF-14.Addl surveillance requirements & alternative methods of closing Valve 
HPCI F002 discussed. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/19. BUTLER.W.R. Project Direc- 
torate I-2. 4pp. 41108:261-41108:264. 

8705270434 Describes mod currently underway to mitigate problem caused by improp- 
erly set torque switch on HPCI F002 valve & 870514 request for emergency Tech 
Spec change to allow continued operation until third refueling outage. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/21. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 41088:146-41088:148. 

8705290129 Confirms 870522 telephone authorization re change to Tech Specs for 
plant, per 870514 requesLCorrected Tech Spec Page 3/4 6-19 & overleaf Page 3/4 6- 
20 end. 

BOGER,B.A. Assistant Director for Region I Reactors. 87/05/22. KEISER.H.W. Penn- 
sylvania Power & Light Co. 4pp. 4111 5:1 33-41 1 1 5:1 36. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


F. Security, medical, emergency & fire protection plans 

8705060288 Change 1-87-361 to Rev 5 to Emergency Plan Implementing Procedure 
EP-lP-043,Attachment B. 

PADGLICK,M.A. Pennsylvania Power & Light Co. 87/04/28. 4pp. 40825:170- 
40825:173. 

8705210439 Rev 3 to Emergency Plan Implementing Procedure EP-lP-031, “Public Info 
Emergency Procedures." Rev 122 to table of contents & Rev 52 to forms Index also 
encl.W/870506 Itr. 

KE1SER,H.W. Pennsylvania Power & Light Co. 87/05/06. 42pp. 41010:244-41010:285. 


P. Operating license stage documents & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,(J.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705180323 Fonvards Exam Repts 50-387/87-05OL & 50-388/87-05OL of exams ad- 
ministered on 870316-19. 

COLLINS, S.J. Region 1, Office of Director. 87/05/08. KEISER,H.W. Pennsylvania 
Power & Light Co. 2pp. 40956:179-40956:278. 

-8705180345 Exam Repts 50-387/87-05OL & 50-388/87-05OL on 870316-19. Exam 
results:three out of five senior reactor operators & two out of four reactor operators 
issued licenses. Exam & answer key end. 

KOLONAUSKLL, KELLER.R.M., COLLINS, S.J. Region 1, Office of Director. 87/05/07. 
98pp. 40956:181-40956:278. 


8705220012 FOIA request for PRAs for listed plants be placed in PDR. 

CONNOR, L. Affiliation Not Assigned. 87/04/16, Division of Rules & Records (Post 
87041 3). 1 p. 41 023:245-41 023:245. 


8705060275 Forwards corrected Amends 61 & 32 to Licenses NPF-14 & NPF- 

luTlflR!w!R'^ProTS^'^^^ 1-2. 87/04/28. KEISER.H.W. Pennsylvania Power & 

Ught Co. 3pp. 40836:285-40836:296. 


“8705060277 Corrected pages to Amends 61 & 32 to Licenses NPF-14 & NPF- 
22,respectively,correcting typos. 

* Project Directorate 1-2. 87/04/28. 9pp. 40836:288-40836:296. 


8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of (jperatlonal Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Norrpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc, 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060211 Recommends util withdraw 850131 application for amend to 
license.Substantial work remains in review of associated topical repts.Application may 
be resubmitted taking into account findings made in evaluation of repts. 

BUTLER W R Project Directorate 1-2. 87/05/01. KEISER.H.W. Pennsylvania Power & 
Light Co.’ 3pp.* 40835:351 -40835:353. 


8705010195 Forwards “Susquehanna Steam Electric Station Radiological Environ Moni- 
toring Program, 1986 Annual Rept” & “Susquehanna Steam Electric Station, Units 1 & 
2,1986 Annual Environ Operating Rept (Nonradlological)." 

KEISER,H.W. Pennsylvania Power 4 Light Co. 87/04/28. RUSSELL, W.T. Region 1, 
Office of Director. Ip. 40769:222-40770:090. 
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-8705010197 “Susquehanna Steam Electric Station.Radiologicai Environ Monitoring 
Program.Units 1 & 2,1986 Annual Rept" 

* Teledyne Isotopes Midwest Laboratory. 86/12/31. 161pp. 40769:223-40770:023. 

-8705010200 “Susquehanna Steam Electric Station, 1986 Annua! Environ Operating 
Rept {Nonradiclogica!).’’ 

• Pennsylvania Power & Light Co. 86/12/31. 67pp. 40770:024-40770:090. 

8705210435 Monthly ooeratinc reots for Aor 1987.W/870515 Itr. 

HiRT,J.A., .KE!SER,.H.vV. P-innsvIva.nia Power Light Co. 87/04/30. BEEBE, M.R. 
NRC-No Deta/ed Ah'lial.cn Given. I2pp. 41012:236-41012:247. 

8705270270 “Discharge Monitoring Rept for NPDES Permit PA 0047325 for Apr 1987.” 
W/870514 Itr. 

KEISER.H.W., FIELDS.J.S. Pennsylvania Power & Light Co. 87/04/30. KOVAL, P. 
Pennsylvania, Commonwealth of. 13pp. 41086:070-41086:082. 

8705110117 Drinking water monitorina rept for Apr 1987.W/870504 Itr. 

RHCADS.B.. F!ELbS,J.S. Fer;.nsy!var:ia Power & Ught Co. 87/05/04. HULL.P. CRCP- 
Sterling Syste.ms, l.nc. 2pp. 40881:114-40881:115. 


S. Reportable occurrences, LERs & related correspondence 

8705050296 LER 87-01 1-00:on 870331 , nonfire-rated penetration existed beneath con- 
trol room raised floor.Caused by personnel leaving penetration unsealed after electri- 
cal conduit added. Work crews installed nonspec seal.W/870430 Itr. 

WALLEN, C.L, BYRAM.R.G. Pennsylvania Power & Light Co. 87/04/30. 4pp. 

40812:056-40812:059. 

8705070097 LER 87-01 3-00:on 870402.automatic actuation of reactor protection sys 
occurred.Caused by fault on dynamic compensator card. Card replaced & feedwater 
control components tested.W/870501 Itr. 

HIRT,J.A.. BYRAM, R.G. Pennsylvania Power & Light Co. 87/05/01. 4pp. 40849:320- 
40849:323. 

8705180167 LER 87-01 2-00:on 870420, Limiting Condition for Operation 3.0.3 entered & 
cleared four times to perform surveillance on 4.16 kV engineered safeguard sys 
buses.Caused by loss of both channels of degraded voltage protection. W/87051 3 Itr. 
WALLEN, C.L, BYRAM.R.G. Pennsylvania Power & Light Co. 87/05/13. 4pp. 

40954:130-40954:133. 

8705210556 LER 87-01 4-00:on 87041 6,plant manually shutdown from 20% power per 
Tech Spec 3.6.1. 1. Caused by inability to validate primary containment integrity when 
purge exhaust valve failed.Rubber seat on HV-15713 reptaced.W/870515 Itr. 
RYDER.T.S., BYRAM.R.G. Pennsylvania Power & Light Co. 87/05/15. 4pp. 
41011:156-41011:159. 


—8705060277 Corrected pages to Amends 61 & 32 to Licenses NPF-14 & NPF- 
22,respectively,correcting typos. 

* Project Directorate 1-2. 87/04/28. 9pp, 40836:288-40836:296. 


8705060211 Recommends util withdraw 850131 application for amend to 
license.Substantial work remains in review of associated topical repts.Application may 
be resubmitted taking into account findings made in evaluation of repts. 

BUTLER.W.R. Project Directorate 1-2. 87/05/01. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 40835:351-40835:353. 


8705110157 Withdraws 870415 proposed Amend 50 to License NPF-22.Unit entered 
into forced outage on 870416 thereby precluding emergency change.lnoperable 
vacuum breaker test circuit repaired during outage & currently operable. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/06. BUTLER.W.R. Project Direc- 
torate 1-2. Ip. 40882:005-40882:005. 


8705110175 Requests that proposed Amends 96 & 49 to Licenses NPF-14 & NPF- 
22, respectively, be approved simultaneously by 870905 w/ Unit 1 portion effective on 
870905 & Unit 2 made effective on 880301. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/06. BUTLER.W.R. Project Direc- 
torate 1-2. Ip. 40883:128-40883:128. 


8705180309 Documents util position on missing neutron dosimeter in reactor pressure 
vessel.lnstallation of dosimeter neither necessary or beneficial. Unit In compliance w/ 
10CFR50,Apps G & 4 & ASTM-E- 185-73. Proposed FSAR changes end. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/08. BUTLER.W.R. Project Direc- 
torate 1-2. 5pp. 40956:290-40956:294. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


8705260154 Confirms 870515 telephone agreement re reopening of inboard contain- 
ment isolation valve (HV-155F003) on HPCI steamline, per 870614 request. Proposal 
to reopen valve approved until 870523. 

BUTLER.W.R. Project Directorate 1-2. 87/05/18. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 41043:185-41043:188. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705280421 LER 87-01 5-00:on 870421 .w/Unit 1 at 10% power & Unit 2 at 0% 
power, multiple disturbances occurred when power lost to Startup Transformer T- 
20.Caused by failure of lightning arrestor at const substation.Arrestor replaced.W/ 
870521 Itr. 

RYDER.T.S., BYRAM.R.G. Pennsylvania Power & Ught Co. 87/05/21. 5pp. 
41107:151-41107:155. 


V. Operator Examinations 


8705180323 Forwards Exam Repts 50-387/87-05OL & 50-388/87-05OL of exams ad- 
ministered on 870316-19. 

COLLINS.S.J. Region 1. Office of Director. 87/05/08. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 40956:179-40966:278. 

-8705180345 Exam Repts 50-387/87-05OL & 50-388/87-05OL on 870316-19. Exam 
results:three out of five senior reactor operators & two out of four reactor operators 
issued iicenses.Exam & answer key end. 

KOLONAUSKI.L Region 1, Office of Director. 87/05/07. 98pp. 40956:181-40956:278. 


8705180323 Forwards Exam Repts 50-387/87-050L & 50-388/87-05OL of exams ad- 
ministered on 870316-19. 

COLLINS.S.J. Region 1, Office of Director. 87/05/08. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 40956:179-40956:278. 

-8705180345 Exam Repts 50-387/87-05OL & 50-388/87-05OL on 870316-19. Exam 
results:three out of five senior reactor operators & two out of four reactor operators 
issued Iicenses.Exam & answer key end. 

KOLONAUSKI.L, KELLER.R.M., COLLINS.S.J. Region 1. Office of Director. 87/05/07. 
98pp. 40956:181-40956:278. 


8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22, 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705060288 Change 1-87-361 to Rev 5 to Emergency Plan Implementing Procedure 
EP-IP-043, Attachment B. 

PADGLICK.M.A. Pennsylvania Power & Light Co. 87/04/28. 4pp. 40825:170- 
40825:173. 

8705210439 Rev 3 to Emergency Plan Implementing Procedure EP-IP-031, "Public Info 
Emergency Procedures." Rev 122 to table of contents & Rev 52 to forms index also 
encLW/870506 itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/06. 42pp. 41010:244-41010:285. 


R. Periodic operating reports & related correspondence 

8705010195 Forwards “Susquehanna Steam Electric Station Radiological Environ Moni- 
toring Program, 1986 Annual Rept” & "Susquehanna Steam Electric Station, Units 1 & 
2,1986 Annual Environ Operating Rept (Nonradiological)." 

KEISER,H.W. Pennsylvania Power & Light Co. 87/04/28. RUSSELL, W.T. Region 1, 
Office of Director. Ip. 40769:222-40770:090. 

-8705010197 “Susquehanna Steam Electric Station, Radiological Environ Monitoring 
Program.Units 1 & 2,1986 Annual Rept.” 

* Teledyne Isotopes Midwest Laboratory. 86/12/31. 161pp. 40769:223-40770:023. 

-8705010200 "Susquehanna Steam Electric Station, 1986 Annual Environ Operating 
Rept (Nonradiological)." 

* Pennsylvania Power & Light Co. 86/12/31. 67pp. 40770:024-40770:090. 


P. Operating license stage documents & correspondence 

8705010074 Forwards Amend 35 to License NPF-22 & safety evaluation. Amend revises 
Tech Specs to permit raising main steam line radiation monitor Tech Spec setpoint 
from three times background to seven times background radiation. 

BUTLER, W.L Project Directorate !-2. 87/04/22. KEISER.H.W. Pennsylvania Power & 
Ught Co. 3pp. 40774:1 30-40774:143. 

-8705010084 Amend 35 to License NPF-35, revising Tech Specs to permit raising main 
steam line radiation monitor Tech Spec setpoint from three times background to 
seven times background radiation. 

BUTLER, W.R. Project Directorate t-2. 87/04/22. 8pp. 40774:133-40774:140. 

-8705010088 Safety evaluation supporting Amend 35 to License NPF-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/22. 3od 
40774:141-40774:143. 

8705060275 Forwards corrected Amends 61 & 32 to Licenses NPF-14 & NPF- 

BUT^R,W.R*?^Project D?r^orate I-2. 87/04/28. KEISER.H.W. Pennsylvania Power & 
Ught Co. 3pp. 40836:285-40836:296. 


8705210435 Monthly operating repts for Apr 1987. W/87051 5 Itr. 

HIRT,J.A., KEISER.H.W. Pennsylvania Power & Light Co. 87/04/30. BEEBE, M.R. 
NRC - No Detailed Affiliation Given. 12pp. 41012:236-41012:247. 


8705270270 "Discharge Monitoring Rept for NPDES Permit PA 0047325 for Apr 1987." 
W/870514 ltr. 

KEISER.H.W., F1ELDS,J.S. Pennsylvania Power & Light Co. 87/04/30. KOVAL, P. 
Pennsylvania, Commonwealth of. 13pp. 41086:070-41086:082. 


8705110117 Drinking water monitoring rept for Apr 1 987.W/870504 Itr. 

RHOADS, B., FIELDS, J.S. Pennsylvania Power & Light Co. 87/05/04. HULLP CRCP- 
Sterling Systems, Inc. 2pp. 40881 :1 1 4-40881 :1 1 5. 


S. Reportable occurrences, LERs & related correspondence 

8705180277 LER 87-005-00:on 87041 2, RWCU sys isolation occurred due to high differ- 
ential temp signal from RWCU penetration room. Cause unknown.No corrective ac- 
tions pianned.W/870512 Itr. 

4095l^l’96^4095l?93^’^'^’ * ^ight Co. 87/05/12. 4pp. 
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8705180375 LER 87-007-00:on 87041 3, Limiting Condition for Operation 3.6.1 entered 
on HPCI sys to perform surveillance test. Caused by HPCI turbine sys supply valve trip 
due to stuck contacts on relay 2R.Relay replaced. W/8705 13 Itr. 

HIRT.J.A., BYRAM.R.G. Pennsylvania Power & Light Co. 87/05/13. 4pp. 40951:231- 
40951:234. ^ 

8705220451 LER 87-006-00:on 870416,w/unit at 100% power, spurious MSIV isolation 
occurred, resulting in automatic reactor scram. Caused by spurious actuation of main 
steam line low pressure switches.Switches protected & one replaced.W/870515 Itr. 
RYDER, T.S., BYRAM.R.G. Pennsylvania Power & Light Co. 87/05/15. 4pp. 
41020:127-41020:130. 


V. Operator Examinations 

8705180323 Forwards Exam Repts 50-387/87-05OL & 50-388/87-05OL of exams ad- 
ministered on 870316-19. 

COLLINS.S.J. Region 1, Office of Director. 87/05/08. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 40956:179-40956:278. 

-8705180345 Exam Repts 50-387/87-05OL & 50-388/87-05OL on 870316-19. Exam 
results:three out of five senior reactor operators & two out of four reactor operators 
issued licenses.Exam & answer key end. 

KOLONAUSKI.L. KELLER.R.M., COLLINS.S.J. Region 1, Office of Director. 87/05/07. 
98pp. 40956:181-40956:278. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705050375 Forwards Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404 & 
notice of violation. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/23. WOODY, C.O. Florida Power & 
Light Co. 2pp. 40813:167-40813:179. 

-8705050387 Notice of violation from insp on 870308-0404. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/23. 2pp. 40813:169-40813:170. 

-8705050391 Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404. Violation 
noted:failure to submit rev of radiological emergency plan to NRC within 30 days of 
effective date. 

CRLENJAK.R.V. Region 2, Office of Director. 87/04/23. 9pp. 40813:171-40813:179. 

8705060002 Responds to violations noted in Insp Rept 50-335/87-04 & 50-389/87- 
04.Corrective actlons:vendor onsite solidification stopped & Health Physics Procedure 
HP-40, "Shipping of Radioactive Matl," will be revised. 

WOODY, C.O. Florida Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 40821:004-40821:008. 

8705180124 Forwards changes made to guard training & qualification plan in accord- 
ance w/10CFR50.54(p). 

WOODY, C.O. Florida Power & Light Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40953:082-40953:083. 

8705180152 Forwards changes made to physical security plan in accordance w/ 
10CFR50.54(p). 

WOODY, C.O. Florida Power & Light Co. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40954:144-40954:145. 


8705190507 Forwards request for addi info on util 871017 submittal re use of time delay 
in auxiliary feedwater actuation at facility.Response requested within 60 days of Itr re- 
ceipt. 

TOURIGNY,E.G. Project Directorate 11-2. 87/05/11. WOODY,C.O. Florida Power & 
Ught Co. 3pp. 40966:214-40966:216. 

8705220453 Application to amend License NPF-1 6, changing Tech Spec 3/4.6-4 to clari- 
fy hydr<Men analyzer sys configuration & allow second method of hydrogen 
analysis.Fee paid. 

WOODY, C.O. Florida Power & Light Co. 87/05/13. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 41020:121-41020:126. 

—8705220457 Proposed Tech Specs changing Section 3/4.6.4 to clarify hydrogen ana- 
lyzer sys configuration & to allow second method of hydrogen analysis.Determination 
of no significat hazards & util safety evaluation end. 

* Florida Power & Light Co. 87/05/13. 4pp. 41020:123-41020:126. 

8705270061 Forwards results of calculations of transition temp shift as function of neu- 
tron fluence for facility reactor vessel using Reg Guide 1.99.Util does not propose 
mod to Tech Spec Table 4.4-5 based on results. 

WOODY,C.O. Florida Power & Light Co. 87/05/17. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41048:203-41048:205. 

8705280419 Requests that facility ATWS rule implementation schedule be delayed until 
fourth outage after 840724.Fourth outage scheduled for Mar 1989.Util will not be able 
to complete implementation activities by Oct 1 987. 

WOODY, C.O. Florida Power & Light Co. 87/05/19. Document Control Branch (Docu- 
ment Control Desk). Ip. 41107:265-41107:265. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050375 Forwards Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404 & 
notice of violation. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/23. WOODY, C.O. Florida Power & 
Light Co. 2pp. 40813:167-40813:179. 

-8705050387 Notice of violation from insp on 870308-0404. 

VERRELLI.D.M. Region 2, Office of Director. 87/04/23. 2pp. 40813:169-40813:170. 

-8705050391 Insp Repts 50-335/87-08 & 50-389/87-07 on 870308-0404. Violation 
noted:failure to submit rev of radiological emergency plan to NRC within 30 days of 
effective date 

CRLENJAK.R*V., BIBB.H.E., WILSON, B. Region 2, Office of Director. 87/04/23. 9pp, 
40813:171-40813:179. 

8705060002 Responds to violations noted in Insp Rept 50-335/87-04 & 50-389/87- 
04.Corrective actions:vendor onsite solidification stopped & Health Physics Procedure 
HP-40, "Shipping of Radioactive Matl," will be revised. 

WOODY, C.O. Florida Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 40821 :004-40821 :008. 


H. General correspondence 

8705060317 Responds to 870319 Itr to Chairman Zech re emergency planning for 
Hutchinson Island in event of nuclear accident. Advises that util, along w/ state & local 
jurisdictions, comprise emergency planning framework around plant site. 

CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/04/29. WELLS, B.L Affiliation Not Assigned. 4pp. 40840:219-40840:231. 

-8705070056 Requests NRC response to questions re emergency evacuation problems 
at plant due to local & state govt reluctance to solve problems.Newspaper articles 
highlighting problems end. 

WELLS.B.L Affiliation Not Assigned. 87/03/19. ZECH.LW. Commissioners. 7pp. 
40840:223-40840:231. 


P. Operating license stage documents & correspondence 


8705040192 Forwards Insp Repts 50-335/87-09 & 50-389/87-08 on 870401- 03.No vio- 
lations or deviations noted, 

HERDT,A.R. Region 2, Office of Director. 87/04/29. WOODY, C.O. Florida Power & 
Light Co. 2pp. 40779:258-40779:266. 

-8705040196 Insp Repts 50-335/87-09 & 50-389/87-08 on 870401 -03.No violations or 
deviations noted.Major areas inspected: conditions surrounding failure of Unit 1 LPSI 
pump to start prior to unit going from Mode 3 to Mode 4. 

HUI^,M.D., CONLON.T.E. Region 2, Office of Director. 87/04/28. 7pp. 40779:260- 
40779:266. 


8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 


8705070250 Forwards EGG-NTA-7477, “Review of Tech Spec Changes Supporting 
NUREG-0737 Accident Instrumentation, St Lucie Plant Units 1 & 2,” informal technical 
evaluation rept,for review. Work authorized by Task 5-4 complete. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-^23. 87/02/10. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 40854:314-40854:326. 

-8703030696 "Review of Tech Spec Changes Supporting NUREG-0737 Accident 
Instrumentation, St Lucie Units 1 & 2,” technical evaluation rept 
STOFFEL,J.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). STOFFEL,J.W. Idaho National 
Engineering Laboratory. FIN D-6023. EGG-NTA-7477. 87/01/31. NRC - No Detailed 
Affllation Given. 11pp. 40854:315-40854:326. 

8705010099 Responds to NRC 870329 request for addI info re util 860702 proposed 
amend to License NPF-1 6,establishing option of storing Unit 1 spent fuel in Unit 2 
spent fuel pool. 

vCbODY.C.O. Florida Power & Light Co. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40774:217-40774:220. 


8705280478 Ack receipt of 870427 response to violations noted in Insp Repts 50-335/ 
87-04 & 50-389/87-04, Violation A, concerning failure to satisfy criteria re min vol of 
liquid In radwaste shipment, considered correct as stated, 

StOHR,J.P. Region 2, Office of Director. 87/05/14. WOODY, C.O. Florida Power & 
Ught Co. 1 p. 41 1 07:31 2-41 1 07:31 2. 

8705180155 NRC Info Notice 87-022, “Operator Ucensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705010110 Forwards annual environ operating repts for 1986. 

WCXDDY,C.O, Florida Power & Light Co. 87/04/27. Document Control Branch (Docu- 
ment Control Desk). 1p. 40774:221-40774:331. 


8705050310 Advises that engineering ©valuation of mangroves will be submitted by 
870715. 

WOODY, C.O. Florida Power & Light Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). Ip. 40804:340-40804:340. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGL1A.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


-8705010117 “St Lucie Unit 2 Annual Environ Rept (FPL-86).” 

* Florida Power & Light Co. 86/12/31. 5pp. 40774:222-40774:226. 

-8705010129 “Annual Environ Operating Rept.1986." 

* Applied Biology, (nc. AB-579. 86/12/31. 105pp. 40774:227-40774:331. 

8705210533 Monthly operating repts for Apr 1987.W/870515 Itr. 

GRANT, M.W. Florida Power & Light Co. 87/04/30. 17pp. 41011:168-41011:184. 
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S. Reportable occurrences, LERs related correspondence 


8705180203 LER 87-003-00:on 870409.during troubleshooting.jumper placed on wrong 
terminal of main steam isolation signal (MSIS) actuation pushbutton circuitry, causing 
actuation of MSIS. Caused by cognitive personnel error.W/87051 1 Itr. 

MENDOZA. V.N.. WOODY.C.O. Florida Power & Light Co. 87/05/09. 5pp. 40952:286- 
40952:291. 

8705280299 LER 87-004-00:on 870422, turbine & reactor trips occurred due to loss of 
nonsafety-related load ctr.Caused when maint personnel jumped wrong terminals 
during ammeter calibrs. Personnel counseled & wiring problem corrected.W/870522 
Itr. 

WEST.D.H., WOODY.C.O. Florida Power & Light Co. 87/05/22. 4pp. 41109:017- 
41109:020. 


V. Operator Examinations 


8705190217 Forwards comments on license exam administered on 870420. 
WOODY.C.O. Florida Power & Light Co. 87/04/23. MUNRO.J.F. Region 2. Office of 
Director. 12pp. 40964:242-40964:253. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appilcation/construction stage documents & correspondence 

8705050067 Forwards rept from audit of programs that process employee concerns 
within TVA for Aug-Nov 1986, per 860512 commitment. W/o end. 

ZIGROSSI,N.A. Tennessee Valley Authority. 87/04/08. GRACE, J.N. Region 2, Office 
of Director. 2pp. 40797:329-40797:330. 

8705060152 Forwards final results of first audit of verification & validation plan for Eagle 
21 sys utilization at facility conducted on 870115 & 16.List of attendees & final results 
of Sohar review of audit also encl.W/o ends. 

2WOLINSKI.J.A. Office of Special Projects. 87/04/27. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 40842:228-40842:230. 

8705070238 Forwards NRC 870303 Itr to PG&E re results of evaluation of natural 
circulation, boron mixing & cooldown testUtil must discuss differences between facili- 
ties in analysis to demonstrate conformance to "Design Requirements of RHR Sys." 
ZWOLINSKI.J.A. Office of Special Projects. 87/04/27. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 40855:001-40855:079. 

8705050071 Summarizes 870319 meeting w/util in Region II ofc re util position on weld- 
ing issues & implementation of 850823 confirmatory action Itr.MeetIng 
summary, attendees list & util viewgraphs end. 

ZECH.G.G. Office of Special Projects. 87/04/28. WHITE, S.A. Tennessee Valley Au- 
thority. 38pp. 40794:303-40794:340. 

8705060145 Forwards final revised rept re welder certification program. Rept documents 
info presented during 870319 meeting & supersedes 860620 reptClosure of 850823 
confirmatory action Itr, revised on 85091 7, requested. 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 51pp. 40831:291-40831:341. 

8705270192 Summary of 870310 meeting w/util in Bethesda,MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end, 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986, per BK Singh requesLRequests advice if ufl should submit charts in succeeding 
months. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGUA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260091 Forwards weekly schedule of TVA activities for wks of 870518 & 26.Updat- 
ed input requested before noon each Thursday. 

KELLY, J.L Office of Special Projects. 87/05/15. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41030:335-41030:338. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19, Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts, including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 

8705290164 Responds to 870211 Itr recommending options for resolving intimidation & 
harassment cases from QTC files. Identities of concerned individuals, in general, cannot 
be revealed.Plans for resolution of allegations discussed. 

KEPPLER,J.G. Office of Special Projects. 87/05/22. ZIGROSSI.N.A. Tennessee 
Valley Authority. 2pp. 41 1 1 5:1 76-41 1 1 5:1 77. 


F. Security, medical, emergency & fire protection plans 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities.Meeting will be rescheduled. 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 


8705280361 Forwards Insp Repts 50-390/87-05 & 50-391/87-05 on 870301-0412 & 
notice of violation.Response should address util plans to assure that vendor recom- 
mendations are considered & program for compliance w/all ANSI stds. 

ZECH,G.G. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 41108:005-41108:018. 

-8705280385 Insp Repts 50-390/87-05 & 50-391/87-05 on 870301-0412. Violations 
noted:failure to consider vendor requirements in design of hydrogen analyzer sys & 
failure to specify classes of cleanness for in-place storage of equipment. 
WALTON.G.A., HUMPHREY.P.G., POWELL, T.B. Region 2, Office of Director. 87/05/ 
1 1 . 9pp. 41 1 08:01 0-41 1 08:01 8. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040334 Forwards Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/ 
86-43.50-296/86-43.50-327/86-73.50-328/86-73. 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

-8705050004 Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/86-43,50- 
296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 871215- 
1 9. Violation noted: failure to follow engineering procedures. 

WALTON, G.A.. BRANCH, M.W. Region 2. Office of Director. ELROD.S.A. Office of 
Special Projects. 87/04/27. 9pp. 40788:245-40788:263. 

8705050209 informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35.50-260/86-35,50-296/86-35, 50-327/86-56,50-328/86-56,50- 

390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731, per 
telcon. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk), 2pp. 40812:220-40812:221. 

8705120240 Revised response to NRC 870212 Itr re violations noted in Insp Repts 50- 
390/86-24 & 50-391 /86-24.Corr0ctive actions: Const Spec N3M-914, “QA Require- 
ments for Const Testing & Insp of Safety-Related HVAC Sys,” revised on 861229. 
GRIDLEY.R.L Tennessee Valley Authority. 87/05/06. Document Control Branch 
(Document Control Desk). 7pp. 40907:093-40907:099. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705260081 Informs of NRC intention to perform independent welding team insps for 
50-390/87-09 & 50-391 /87-09 scheduled for 870525-29 at planLlnsp plan end. 
ZWOLINSKI, J.A. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41030:332-41030:334. 

8705280361 Forwards Insp Repts 50-390/87-05 & 50-391/87-05 on 870301-0412 & 
notice of violation.Response should address util plans to assure that vendor recom- 
mendations are considered & program for compliance w/all ANSI stds. 

ZECH.G.G. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 41 1 08:005-41 1 08:01 8. 

-8705280368 Notice of violation from insp on 870301-0412. 

ZECH.G.G. Office of Special Projects. 87/05/15. 2pp. 41108:008-41108:009. 

-8705280385 Insp Repts 50-390/87-05 & 50-391/87-05 on 870301-0412. Violations 
noted:failure to consider vendor requirements in design of hydrogen analyzer sys & 
failure to specify classes of cleanness for in-place storage of equipment. 

WALTON, G.A., HUMPHREY.P.G., POWELL,T.B. Region 2, Office of Director. 87/05/ 
11. 9pp, 41108:010-41108:018. 

6705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705060115 Forwards status rept for First Quarter CY87,per Rept 97-850. Licensing ac- 
tivity during rept period discussed.Regulatory delays In rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

ZECH,L.W. Commissioners. 87/04/27. BEVILL,T. House of Rep., Appropriations. 
21 pp. 41 1 62:1 44-41 1 62:1 64. 


S. Reportable occurrences, LERs & related correspondence 

8705070105 Interim deficiency rept re failure to coordinate solenoid valve replacement 
documents.! nitially reported on 870324. Walkdown procedure being prepared to 
review orientation of solenoid valves.Next rept anticipated by 880212. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40849:324-40849:327. 

8705060133 Third interim deficiency rept re previously acceptable weld 
radiographs.lnitially reported on 861126.Review of radiographs underway. Final rept ex- 
pected by 871215. 

GRIDLEY,R. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40838:274-40838:277. 
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8705070060 Interim deficiency rept re failure of environ qualification Category C devices 
may adversely affect Category A devices. Initially report^ on 870402,Upgrade of ap- 
plicable Category C devices being considered.Final r^t expected by 880220. 
GRIDLEY.R. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40849:305-40849:308. 

8705210526 Fourth interim deficiency rept re invalid cold forming procedures used to 
bend process pipe. Initially reported on 860106.Surface defect repair & evaluation of 
bends scheduled to begin in June 1987.Final rept expected by 871015. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41016:104-41016:105. 


8705280361 Forwards Insp Repts 50-390/87-05 & 50-391/87-05 on 870301-0412 & 
notice of violation. Response should address util plans to assure that vendor recom- 
mendations are considered & program for compliance w/al! ANSI stds. 

ZECH.G.G. Office of Special Projects, 87/05/15. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 41 108:005-41 108:018. 

-8705280385 Insp Repts 50-390/87-05 & 50-391/87-05 on 870301-0412, Violations 
noted:failure to consider vendor requirements in design of hydrogen analyzer sys & 
failure to specify classes of cleanness for in-place storage of equipment. 

WALTON, G.A. Region 2, Office of Director. ELROD.S.A. Office of Special Projects. 
87/05/11. 9pp. 41108:010-41108:018. 


T. Hearing transcripts on non-antitrust matters 

8705270192 Summary of 870310 meeting w/util in Bethesda,MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

-8705270212 Transcript of 870310 meeting w/util In Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040334 Forwards Insp Repts 50-438/86-11.50-439/86-11.50-259/86-43. 50-260/ 
86-43,50-296/86-43.50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.Q.G. Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 


8705050067 Forwards rept from audit of programs that process employee concerns 
within TVA for Aug-Nov 1986,per 860512 commitment, W/o end. 

ZIGROSSI,N.A. Tennessee Valley Authority. 87/04/08. GRACE, J.N. Region 2, Office 
of Director. 2pp. 40797:329-40797:330. 

8705060152 Forwards final results of first audit of verification & validation plan for Eagle 
21 sys utilization at facility conducted on 870115 & 16.List of attendees & final results 
of Sohar review of audit also end.W/o ends. 

ZWOLINSKI,J.A. Office of Special Projects. 87/04/27. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 40842:228-40842:230. 

8705070238 Forwards NRC 870303 Itr to PG&E re results of evaluation of natural 
circulation,boron mixing & cooldown test.Util must discuss differences between facili- 
ties In analysis to demonstrate conformance to "Design Requirements of RHR Sys.” 
ZWOLINSKI,J.A. Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 40855:001-40855:079. 

8705050071 Summarizes 870319 meeting w/util In Region II ofc re util position on weld- 
ing Issues & Implementation of 850823 confirmatory action Itr.Meeting 
summary,attendees list & util viewgraphs end. 

ZECH.G.G. Office of Special Projects. 87/04/28. WHITE, S.A. Tennessee Valley Au- 
thority. 38pp. 40794:303-40794:340. 

8705060145 Forwards final revised rept re welder certification program. Rept documents 
info presented during 870319 meeting A supersedes 860620 rept.Closure of 850823 
confirmatory action Itr, revised on 85091 7,requested. 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 51pp. 40831:291-40831:341. 

8705270192 Summary of 870310 meeting w/util in Bethesda,MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs.transcript of meeting & related 
info end. 

ZWOLINSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986,per BK Singh requesLRequests advice if util should submit charts in succeeding 
months. 

GRIDLEY,R.L. Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260091 Forwards weekly schedule of TVA activities for wks of 870518 & 26.Updat- 
ed input requested before noon each Thursday. 

KELLY,J.L. Office of Special Projects. 87/05/15. ZWOLINSK1.J.A. Office of Special 
Projects. 4pp. 41 030:335-41 030:338. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts, including listing of all repts not previously submitted A schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101 :1 65-41 1 01 :166. 

8705290164 Responds to 87021 1 Itr recommending options for resolving Intimidation A 
harassment cases from QTC flies.identities of concerned individuals,in general.cannot 
be reveaied.Pians for resolution of allegations discussed. 

KEPPLER.J.G. Office of Special Projects. 87/05/22. ZIGROSSI,N.A. Tennessee 
Valley Authority. 2pp. 41 1 1 5:1 76-41 1 1 5:1 77. 


F. Security, medical, emergency A fire protection plans 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activltles.Meeting will be rescheduled. 

ZECH.G.G. Office of Spedal Projects. 87/05/07. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 


-8705050004 Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/86-43,50- 
296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 A 50-391/86-26 on 871215- 
19. Violation noted: failure to follow engineering procedures. 

WALTON, G.A., BRANCH.M.W. Region 2, Office of Director. ELROD.S.A. Office of 
Special Projects. 87/04/27. 9pp. 40788:245-40788:253. 

8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50-328/86-56,50- 

390/86-22,50-391/86-22. 50-438/86-08 A 50-439/86-08 extended to 870731 .per 
telcon. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705120240 Revised response to NRC 870212 Itr re violations noted in Inw Repts 50- 
390/86-24 A 50-391 /86-24.Corrective actions: Const Spec N3M-914, "QA Require- 
ments for Const Testing A Insp of Safety-Related HVAC Sys,” revised on 861229. 
GRIDLEY.R.L Tennessee Valley Authority. 87/05/06. Document Control Branch 
(Document Control Desk). 7pp. 40907:093-40907:099. 

8705060040 NRC info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705260081 Informs of NRC intention to perform independent welding team insps for 
50-390/87-09 A 50-391/87-09 scheduled for 870525-29 at plantlnsp plan end. 
ZWOLINSKI.J.A. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41030:332-41030:334. 

8705280361 Forwards Insp Repts 50-390/87-05 A 50-391/87-05 on 870301-0412 A 
notice of violation.Response should address util plans to assure that vendor recom- 
mendations are considered A program for compliance w/all ANSI stds. 

ZECH.G.G. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 41108:005-41108:018. 

—8705280368 Notice of violation from insp on 870301-0412. 

ZECH.G.G. Office of Special Projects. 87/05/15. 2pp. 41108:008-41108:009. 

-8705280385 Insp Repts 50-390/87-05 A 50-391/87-05 on 870301-0412. Violations 
noted:failure to consider vendor requirements in design of hydrogen analyzer sys A 
failure to specify classes of cleanness for in-place storage of equipment. 

WALTON, G.A., HUMPHREY.P.G., POWELL,T.B, Region 2, Office of Director. 87/05/ 
1 1 . 9pp. 41 1 08:01 0-41 1 08:01 8. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports A related correspondence 


8705060115 Forwards status rept for First Quarter CY87,per Rept 97-850. Licensing ac- 
tivity during rept period discussed. Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/ listed exceptions. 

ZECH.LW. Commissioners. 87/04/27. BEVILL,T. House of Rep., Appropriations. 
21 pp. 41 1 62:144-41 1 62:1 64. 


S. Reportable occurrences, LERs A related correspondence 

8705070105 Interim deficiency rept re failure to coordinate solenoid valve replacement 
documents.lnitially reported on 870324. Waikdown procedure being prepared to 
review orientation of solenoid valves.Next rept anticipated by 88021 2. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40849:324-40849:327. 

8705060133 Third interim deficiency rept re previously acceptable weld 
radiographs.lnitially reported on 861 126.Review of radiographs unden/vay. Final rept ex- 
pected by 871215. 

GRIDLEY.R. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment (Control Desk). 4pp. 40838:274-40838:277. 
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8705070060 Interim deficiency rept re failure of environ qualification Category C devices 
may adversely affect Category A devices. Initially reported on 870402.Upgrade of ap- 
plicable Category C devices being considered.FInal r^t expected by 880220. 
GRIDLEY.R. Tennessee Valley Authority. 87/04/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40849:305-40849:308. 


T. Hearing transcripts on non<antitru8t matters 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end, 

ZWOL!NSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
1 05pp. 41 050:1 45-41 051 :027. 

-8705270212 Transcript of 870310 meeting w/util in Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8705190397 Advises that Feb 1987 Rev 19 to radiation emergency plan consistent w/ 

e rovisions of 10CFR50.47(b) & acceptable. 

ERRELLI.D.M. Region 2, Office of Director. 87/05/01. MAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 40973:268-40973:259. 

8705200706 Fonvards Insp Rept 50-395/87-10 on 870406-10 & notice of violation. 
STOHR.J.P. Region 2. Office of Director. 87/05/05. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 40993:218-40993:234. 

-8705200734 Insp Rept 50-395/87-10 on 870406-10. Violation noted: failure to properly 
classify radwaste shipment. 

WRIGHT, F.N., COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 87/04/30. 
14pp. 40993:22140993:234. 

8705180381 Forwards Insp Rept 50-395/87-12 on 870407-08 & notice of 
violation. Notice of violation withheld (ref 10CFR2.790 & 73.21). 

REYES.LA. Region 2. Office of Director. 87/05/08. NAUMAN,D.A. South Carolina 
Electric & Gas Co. 2pp. 40956:07640956:078. 

-8705180392 Partially withheld Special Insp Rept 50-395/87-12 on 870407-08 (ref 
10CFR2.790 & 73.21 ).VIolatlon noted:failure to properly store safeguards info. 

ENNIS. J.D., MCGUIRE.D.R. Region 2, Office of Director. 84/04/24. Ip. 40956:078- 
40956:078. 


J. Insurance & indemnity information 

8705110067 Advises that 870331 submittal of financial info for 1987 satisfies require- 
ments of 10CFR1 40.21 for approved guarantee of payment of deferred premiums for 
each operating reactor over 100 MWe. 

NASH,D.A, Policy Development & Technical Support Branch (Post 870411), 87/05/ 
07. NAUMAN,D.A. South Carolina Electric & Gas Ip. 40880:02340880:023. 

8705220284 Forwards Endorsements 72,104.46,67,83,96 8 59 to NELIA Policies NF- 
238,NF-215,NF-252,NF-227,NF-185,NF-198 & NF-247 & Endorsements 

60,86,27,54,70,82 & 51 to MAELU Polides MF-93.MF-78,MF-108.MF-88.MF-55.MF-66 
& MF-1 02, respectively. 

SANNA,LJ, Marsh & McLennan, Inc. 87/05/07. DIN1TZ.1. NRC - No Detailed Affili- 
ation Given. 15pp. 41016:23441016:248. 


P. Operating license stage documents & correspondence 

8705050079 Forwards Amend 66 to License NPF-12 & safety evaluation. Amend revises 
Tech Specs by decreasing max allowable FQ in support of increase In steam genera- 
tor tube plugging. 

HOPKINS,j!B. Project Directorate 11-1. 87/04/28. NAUMAN,D.A. South Carolina Elec- 
tric & Gas Co. 4pp. 40790:32840790:337. 

—8705050083 Amend 66 to License NPF-12,revising Tech Specs by decreasing max al- 
lowable FQ In support of Increase in steam generator tube plugging. 

ADENSAM.E.G. Project Directorate 11-1. 87/04/28, 3pp. 40790:33240790:334. 

-8705050088 Safety evaluation si^portlng Amend 66 to License NPF-12. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/04/28. 3pp. 
40790:33640790:337. 

8705190605 Comments on proposed rule 10CFR50, “Licensing of Nuclear Power Plants 
Where State & Local Govts Decline to Cooperate in Offsite Emergency Planning.” 
Proposed rule could be implemented if listed conditions can be assured. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/05/05. CH1LK,S.J. Office of the 
Secretary of the Commission. 2pp. 40968:11640968:1 17. 

8705110252 Forwards monthly operating rept for Apr 1987 & Revs 10 & 11 to “Offsite 
Dose Calculation Manual." 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/06. BARRY.LW. NRC - No 
Detailed Affiliation Given. 1 p. 40875:1 50-40875:1 70. 

-8705110265 Rev 10 to “Offsite Dose Calculation Manual for South Carolina Electric & 
Gas Co, VC Summer Nuclear Station." 

* South Carolina Electric 8 Gas Co. 87/01/31. 2pp. 40875:16540875:156. 

-8705110271 Rev 11 to "Offsite Dose Calculation Manual for South Carolina Electric & 
Gas Co, VC Summer Nuclear Station.” 

* South Carolina Electric & Gas Co. 87/04/30. 14pp. 40875:15740875:170. 

8705110372 Generic Ltr 87-06 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requlrement8.Svc list end. 
MIRAQLIA,FJ. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31141018:002. 

8705150412 Notification of 870518 mgt meeting w/utll in Bethe8da.MD to discuss NRC 
reoraanization. 

HOr%fNS,J.B. Project Directorate 11-1. 87/05/12. ADENSAM, EG. Project Directorate 
IM. 3pp. 40939:17440939:176. 


Q. inspection reports, iE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:10240769:203. 

8705040307 Forwards Insp Rept 50-395/87-09 on 870330-0403. No violations noted. 
HERDT,A.R. Region 2, Office of Director. 87/04/29. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 40785:27440785:291. 

-8705040311 Insp Rept 50-396/87-09 on 870330-0403.No violations noted. Major 
areas inspected.-inservice Insp procedures review, work observation of steam generator 
tube plug removal operations, tube U bend stress relief & review of completed exam 
data. 

NEWSOME,R.W., BLAKE, J.J. Region 2. Office of Director. 87/04/20. 16pp. 
40785:276-40785:291. 

8705050349 Forwards Westinghouse evaluation demonstrating that accident analysis for 
damage of centrifugal charging pumps following secondary sys high energy line rup- 
ture remains valid after mods.No further mods planned based on IE Bulletin 80-18. 
NAUMAN.D.A. South Carolina Electric & Gas Co. 87/04/29. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 7pp. 40813:075-40813:081. 

8705070229 Advises that actions described in 820122 ltr in response to IE Bulletin 80- 
18 re maint of adequate min flow through centrifugal charging pumps adequately ad- 
dresses bulletin concerns. Lists actions taken In response to bulletin. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/04/29. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 7pp. 40857:350-40857:356, 

8705200706 Forwards Insp Rept 50-395/87-10 on 870406-10 & notice of violation. 
STOHR.J.P. Region 2, Office of Director. 87/05/05. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 40993:218-40993:234. 

-8705200759 Notice of violation from insp on 870406-10. Violation noted: failure to 
property classify radwaste shipment. 

STOHR.J.P. Region 2. Office of Director. 87/05/05. 1p. 40993:220-40993:220. 

—8705200734 Insp Rept 50-395/87-10 on 870406-10. Violation noted: failure to properly 
classify radwaste shipment. 

WRIGHT, F.N.. COLLINS, T.R.. HOSEY.C.M. Region 2, Office of Director. 87/04/30. 
14pp. 40993:221-40993:234. 

8705180381 Fonvards Insp Rept 50-395/87-12 on 870407-08 & notice of 
violation.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

REYES.LA. Region 2, Office of Director. 87/06/08. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 40956:076-40956:078. 

-8705180392 Partially withheld Special Insp Rept 50-395/87-12 on 870407-08 (ref 
10CFR2.790 & 73.21). Violation noted:failure to properly store safeguards Info. 

ENNIS, J.D.. MCGUIRE.D.R. Region 2. Office of Director. 84/04/24. Ip. 40956:078- 
40956:078. 

6705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705220035 Forwards results of Mar & Apr 1987 third Inservice eddy current exam of 
steam generator F tubes.per Tech Specs Section 3,3.5.5.d requirements. Basic pro- 
gram used for each steam generator listed. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/15. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 8pp. 41017:078-41017:085. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Sve list end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22, 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050329 “Radiological Environ Monitoring Rept, Virgil C Summer Nuclear Statlon.for 
Operating Period 1986." W/870430 ltr. 

HALLG.G., BAEHR,W.R., NAUMAN.D.A. South Carolina Electric & Gas Co. 86/12/31. 
GRACE, J.N. Region 2, Office of Director. 62pp. 40822:057-40822:121. 

8705110252 Forwards monthly operating rept for Apr 1987 & Revs 10 & 11 to "Offsite 
Dose Calculation Manual." 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/06. BARRY, L.W. NRC - No 
Detailed Affiliation Given. Ip. 40875:160-40875:170. 

-8705110256 Monthly operating rept for Apr 1987. 

LOIGNON.aA. South Carolina Electric & Gas Co. 87/04/30. 4pp. 40875:151- 
40875:154. 

-8705110265 Rev 10 to “Offsite Dose Calculation Mariual for South Carolina Electric & 
Gas Co, VC Summer Nuclear Station." 

* South Carolina Electric & Gas Co. 87/01/31. 2pp. 40876:155-40876:156. 

-8705110271 Rev 11 to “Offsite Dose Calculation Manual for South Carolina Electric & 
Gas Co, VC Summer Nuclear Station." 

* South Carolina Electric & Gas Co. 87/04/30. 14pp. 40875:157-40875:170. 

8705210669 "Fourth Annual 10CFR50.59 Rept VC Summer Nuclear Station." 
NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/07. GRACE.J.N. Region 2, 
Office of Director. 11pp. 41012:328-41012:338. 


S. Reportable occurrences, LERs & related correspondence 

8705050227 LER 87-005-00:on 870331 .all three pressurizer safety valve setpoints 
tested outside of psig Tech Spec IlmitCaused by differences in test methods to meas- 
ure setpoints.Setpoints verified & in situ testing of valves performed.W/870430 ltr. 
HIGGINS, W.R., NAUMAN,D.A. South Carolina Electric & Gas Co. 87/04/30. 4pp. 
40812:222-40812:225. 
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8705110168 Special Rept SPR 87-004, fire barriers inoperable for more than seven days 
in support of third refueling outage.Several penetrations opened on 870414 to allow 
App R mods.Mods & fire barrier repairs to be completed before startup. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/05. GRACE, J.N. Region 2. 
Office of Director. 2pp. 40877:198-40877:199. 

8705120229 LER 87-006-00:on 870407, preliminary results of third inservice eddy current 
exam led to entry into Tech Spec 3.4.5.More than 1 % of inspected tubes 
defective.Caused by stress induced by improper rolling of tubes. W/870507 Itr. 
HIGGINS, W.R., NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/07. 4pp. 
40904:051-40904:054. 

8705280081 Special Rept SPR 87-005:third inservice eddy current exam of steam gen- 
erator tubing completed on 870426.Encl provides info on number of tubes pluggM in 
each steam generator during Insp & submitted In accordance w/Tech Spec 4.4.5.5.a. 
NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/11. GRACE, J.N. Region 2, 
Office of Director. 2pp. 41092:143-41092:144. 

8705210012 LER 87-007-00:on 87041 3, during third refueling outage, six steam generator 
tubes mIsplugged.Caused by personnel error. Future steam generator plugs will be 
verified by remote video &/or still photography. W/87051 3 Itr. 

HIGINS,W.R., NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/13. 4pp. 
41003:186-41003:189. 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


P. Operating license stage documents & correspondence 

8705120155 Requests approval of proposed route when shipping DOE owned, MTR 
type,research reactor fuel under Licenses R-66 & R-123 to Savannah River Lab in 
Aiken,SC. 

FARRAR,J.P. Virginia. Univ. of. Charlottesville. VA. 87/04/14. HILLMAN.C. NRC - No 
Detailed Affiliation Given. 4pp. 40894:016-40894:019. 


8705060111 Forwards exemption from requirements of 10CFR50,App J, Amend 41 to Li- 
cense NPF-21 & safety evaluation.Exemption & amend extend max interval between 
Type B & C testing of containment valves from 24 to 27 months. 

CRUTCHFIELD.D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/04/29. SORENSEN.G.C. Washington Public Power Supply System. 5pp. 
40837:079-40837:100. 

—8705060117 Exemption from requirements of 10CFR50,App J, extending interval be- 
tween Type B & C testing of containment valves from 24 to 27 months. 

HOLAHAlsl.G.M. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 87/04/29. Washington Public Power Supply System. 10pp. 40837:084- 
40837:093. 

—8705060124 Amend 41 to License NPF-21, extending interval between Type B & C 
testing of containment valves from 24 to 27 months. 

KNIGHTON.G.W. Project Directorate V. 87/04/29. 5pp. 40837:094-40837:098. 

-8705060128 Safety evaluation supporting Amend 41 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/29. 2pp. 
40837:099-40837:100. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190204 Expresses appreciation to JO Bradfute for personal efforts in assisting util 
In role as NRC project manager for plant. 

SORENSEN,G.C. Washington Public Power Supply System. 87/05/12. Document 
Control Branch (Document Control Desk). 2pp. 40967:360-40967:361. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V,lncluding Diablo Canyon, Palo Verde, Rancho Seco,San 
Onfore.Trojan & WPPSS 2. 

KNIGHTON,G.W. Project Directorate V. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. Ip. 40966:121-40966:121. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8705040104 Forwards Safety Insp Rept 50-397/87-02 on 870112-15. Enforcement 
action re violation identified in insp will be subj of future correspondence. 

KIRSCH,D.F. Region 5, Office of Director. 87/04/17. SORENSEN,G.C. Washington 
Public Power Supply System. 2pp. 40789:256-40789:271. 

-8705040108 Insp Rept 50-397/87-02 on 8701 12-1 5. Violation noted:failure to install 
qualified fire barriers to protect Div 1 of safe shutdown trains located in same fire 
area. 

RAMSEY,C.. JOHNSON, A., PATE,R. Region 5, Office of Director, 87/04/17. 14pp. 
40789:258-40789:271. 

8705040145 Forwards util 870413 Itr transmitting “Washington Nuclear Plant-2 Fire Pro- 
tection Plant Reevaluation, " per concerns raised by R^ion V 8 NRR.Results of re- 
evaluation may have significant impact on Amend 37 to FSAR. 

KIRSCH,D.F. Region 5, Office of Director. 87/04/29. STAROSTECKI.R. Associate Di- 
rector for Inspection & Technical Assessment (Post 870411), 2pp. 40787:021- 
40788:020. 

8705120221 Revised emergency procedures, including Rev 4 to Procedure 13.7.8 re 
transportation of injured or contaminated injured personnel to offsite medical facility & 
Rev 5 to Procedure 13.14.4 re emergency equipment.W/870501 Itr. 

PETERS, J.F. Washington Public Power Supply System. 87/05/01. 17pp. 40907:056- 
40907:072. 


8705290235 Forwards Amend 42 to License NPF-21 & safety evaluation. Amend revises 
Tech Specs by removing listing of containment penetration fuses & surveillance re- 
quirement to test fuses functionally on rotating basis. 

SAMWORTH.R. Project Directorate V. 87/05/21. SORENSEN,G.C. Washington Public 
Power Supply System. 3pp. 4111 5:249-41 1 1 5:260. 

-8705290243 Amend 42 to License NPF-21 .revising Tech Specs by removing listing of 
containment penetration fuses & surveillance requirement to test fuses functionally on 
rotating basis. 

KNIGHTON.G.W. Project Directorate V. 87/05/21. 7pp. 41115:252-41115:258. 

—8705290246 Safety evaluation si^porting Amend 42 to License NPF-21 . 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/21. 2pp. 
41115:259-41115:260. 


Q. Inspection reports, IE Bulletins & correspondence 

8705040159 Fonvards Insp Rept 50-397/87-04 on 87021 5-0331. No violations noted. 
CHAFFEE,A.E. Region 5, Office of Director. 87/04/16. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 40775:338-40775:354. 

-8705040167 Insp Rept 50-397/87-04 on 87021 5-0331. No violations noted. Major 
areas inspected.control room operations, ESF status, surveillance program.rnaint 
program, LERs, special insp topics, licensee action on previous insp findings & QA pro- 

SoDDS.R.T., BARR,R.C., BOSTED.C.J. Region 5, Office of Director. 87/04/15. 15pp. 
40775:340-40775:354. 


8705180425 Advises that util required to implement appropriate mods to Isolation 
Valves RHR-V-8 & RHR-V-9 to meet objectives of App R to 10CFR50 re prevention of 
LOCAs at high/low pressure interfaces.Submittal of schedule requested. 
KNIGHTON.G.W. Project Directorate V. 87/05/13. SORENSEN.G.C. Washington 
Public Power Supply System. 4pp. 40962:270-40962:273. 

8705270381 Advises that 861112 Rev 12 to physical security plan consistent w/provl- 
sions of 1 0CFR50.54(p) & acceptable. 

MONTGOMERY. J.L Region 5, Office of Director. 87/05/15. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 41086:038-41086:039. 


H. General correspondence 

8705190316 Requests that svc lists be changed to reflect name change to 
Bishop, Cook, Purcell & Reynolds. 

REYNOLDS.N.S. Bishop, Liberman. Cook. Purcell & Reynolds. 87/04/27. Region 5, 
Office of Director. Ip. 40975:080-40975:080. 


J. Insurance & indemnity Information 

8705180058 Forwards Endorsements 27 & 18 to NELIA Policy NF-270 & MAELU Policy 
MF-110,respectively. 

ASHBURN,D.J. Marsh & McLennan. Inc. 87/04/11. DINITZ,!. Office of Nuclear Reac- 
tor Regulation. Director (851125-870411). 3pp. 40952:221-40952:223. 


P. Operating license stage documents & correspondence 

8705040236 Forwards Rev 11 to WPPSS-QA-004, “Operational QA Program Descrip- 
tion,” reflecting organization changes.Changes do not reduce commitments previously 
accepted by NRC or QA/QC responsibilities. 

SORENSEN.G.C. Washington Public Power Supply System. 87/04/22. MARTIN, J.B. 
Region 5, Office of Director. Ip. 40780:174-40780:200. 

-8705040245 Rev 11 to WPPSS-QA-004, “Operational QA Program Description.” 

• Washington Public Power Supply System. 87/04/22. 26pp. 40780:175-40780:200. 


8705040104 Forwards Safety Insp Rept 50-397/87-02 on 870112-15. Enforcement 
action re violation identified In insp will be subj of future correspondence. 

KIRSCH.D.F. Region 5. Office of Director. 87/04/17. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 40789:256-40789:271 . 

-8705040108 Insp Rept 50-397/87-02 on 8701 12-1 5. Violation noted:failure to Install 
qualified fire barriers to protect Div 1 of safe shutdown trains located in same fire 
area. 

RAMSEY, C., JOHNSON.A., PATE.R. Region 5. Office of Director. 87/04/17. 14pp. 
40789:258-40789:271. 

8704160063 Suppl 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultirra From Boric Acid Corrosion.” Svc list end. 

ROSSI.CJ.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
(Consolidated Edison Co. or New York, Inc. 103pp. 40769:102-40769:203. 

8705120286 Summarizes status of remaining open items from Equipment Qualification 
Audit NR(C-IR-86-12,lncluding training, three open nonconformance repts & master 
equipment list backlog of proposed changes. 

StjRENSEN.G.C. Washington Public Power Supply System. 87/04/30. MARTIN, J.B. 
Region 5, Office of Director. 83pp. 40906:236-40906:318. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on DuW.” Svc list end. 

ROSSI,C.E. Division of (Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co, of Now York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705060352 “Radiological Environ Monitoring Program Annual Rept, Plant 2 1986.” W/ 
870429 Itr. 

SORENSEN, G.C., POWERS.C.M., POWELL,P.L. Washington Public Power Supply 
System. 86/1 2/31 . 354pp. 40830:030-40831 :023. 
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8705270443 Forwards "Radiological Environ Monitoring Program Annual Rept, Plant 
2,1986” 

SORENSEN, G.C. Washington Public Power Supply System. 87/04/29. Region 5, 
Office of Director. Ip. 41087:010-41087:356. 


S. Reportable occurrences, LERs & related correspondence 

8705130234 LER 87-004-00:on 870407 & 14, discovered two fire seal penetrations that 
were not sealed properly & one fire door not included in surveillance 
procedures.Caused by inadequate communication.Engineering review underway.W/ 
870507 Itr. 

ARBUCKLE.J.D., POWERS.C.M. Washington Public Power Supply System. 87/05/07. 
5pp. 40910:038-40910:042. 

8705290095 LER 87-005-00:on 870421 .reactor containment inboard RHR shutdown 
cooling supply valve automatically isolated.Caused by personnel error. Lifted neutral 
lead replaced.Relay RHR-V-9 reopened & plant engineer counseled. W/ 870521 Itr. 
WASHINGTON, S.L Washington Public Power Supply System. 87/05/21. 4pp. 
41117:242-41117:245. 


U. Congressional/Executive Correspondence 

8704240161 Responds to request for rept re legal & institutional aspects under NRC 
iurisdiction on possible conversion of Unit 1 to defense matls production reactor.CP 
still in effectUtil plans to mothball reactor by June 1988. 

ZECH.LW. Commissioners. 87/04/17. EVANS, D.J. Senate. 3pp. 41162:182- 
41162:185. 

-8704240177 Requests info re legal & institutional issues concerning conversion of Unit 
1 into defense matls production reactor & related NRC licenses & permits. 

EVANS.D.J. Senate. 87/02/24. ZECH.LW. Commissioners. Ip. 41162:185-41162:185. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8705210007 Forwards documents to be placed on Document Control Sys. Advance 
copy already sent to PDR. 

* Correspondence & Records Branch. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 41004:208-41006:163. 

-8612290361 Forwards revised SSER in response to util request for exemption reflect- 
ing conduct of partial participation exercise on 851028 & confirming commitment to 
conduct full participation exercise in Feb 1987. 

MATTHEWS, D.B. Emergency Preparedness Branch. 86/12/23. RUBENSTEIN.LS. 
PWR Project Directorate 2. Ip. 41005:097-41005:097. 

-8705190399 Safety evaluation in si^ort of granting exemption request for exemption 
from Section IV.F.1 of App E to 10C;pR50.lnput to full power OL end, 

* Emergency Preparedness Branch. 86/12/23. 8pp. 41005:09841005:105. 

8705050053 Forwards survey checklist in response to 861118 request re emergency re- 
sponse data sys. 

ZIMMERMAN,S.R. Carolina Power & Light Co. 87/04/28. Document Control Branch 
(Document Control Desk). 44pp. 40788:1 90-40788:233. 

8705050210 Ack receipt of 870417 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50400/87-07 on 870320. 

GRACE, J.N. Region 2. Office of Director. 87/04/29. UTLEY.E.E. Carolina Power & 
Light C^. Ip. 40801:005-40801:006. 

8705120416 Forwards Insp Rept 50-400/87-17 on 87041 3-1 7.No violations or devi- 
ations noted. 

VERRELLLD.M. Region 2, Office of Director. 87/05/01. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40905:156-40905:158. 

-8705120418 Partially withheld Physical Security Insp Rept 50400/87-17 on 870413-17 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas inspected:previous en- 
forcement matters, follow up items, LERs & security organization. 

MASNYK,O.M.. MCGUIRE.D.R. Region 2, Office of Director. 87/04/27. Ip. 
40905:15840905:158. 

8705080253 Revised plant emergency procedures, Including Rev 4 to PEP-362, "Core 
Damage Assessment," Rev 3 to PEP-402, "Maintaining Readiness of Emergency Fa- 
cilities & Rev 5 to PEP-217, “Emergency Communicator.” W/870504 Itr. 
WATSON,R.A. Carolina Power & Light Co. 87/05/04. 74pp. 40862:10440862:177. 

8705280144 Ack receipt of 870423 Itr informing NRC of steps taken to correct violations 
noted In Insp Rept 60-400/87-08.Requests supplemental response addressing actions 
to improve secunty program performance. 

REYES, LA. Region 2, Office of Director. 87/05/12. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 41108:283-41108:284. 


H. General correspondence 

8705190134 Responds to 870331 Itr to Chairman Zech fonwarding constituent J Femme 
Itr re alert & notification sys at plantSirens not required for cities outside 10-mile EPZ. 
Femme Itr sent to FEMA for add! response. 

STELLO.V. Office of the Executive Director for Operations. 87/05/11. SANFORD, T. 
Senate. 5pp. 40980:08140980:088. 

-8705190142 Forwards constituent J Femme 870311 Itr re plant full-scale evacuation 
drill & need for sirens outside 10-mile EPZ, for response. 

SANFORD, T. Senate. 87/03/31. ZECH.L Commissioners. 3pp. 40980:08640980:088. 

8705190216 Responds to constituent 870311 concerns re alert & notification sys at 
facility, per J Helms 870331 request FEMA responsible for assessing offsite emergen- 
cy planning & will respond to concerns. 

StELLO.V. Office of the Executive Director for Operations. 87/05/11. HELMS,J. 
Senate. 5pp. 40963:29940963:306. 


-8705190225 Forwards J Femme 870311 Itr expressing concerns re evacuation plan at 
facility.Comments requested. 

HELMS, J. Senate. 87/03/31. Office of Congressional Affairs. 3pp. 40963:304- 
40963:306. 


J. insurance & indemnity information 

8705260028 Forwards Endorsement 17 to NELIA Policy NF-288. 

BARHAM, C.D. Carolina Power & Light Co. 87/04/17. NASH,D.A. NRC - No Detailed 
Affiliation Given. 2pp. 41033:004-41033:005. 


P. Operating license stage documents & correspondence 

8705070329 Forwards EGG-NTA-7567, "Demonstration of Containment Purge & Vent 
Valve Operability for Shearon Harris Nuclear Power Plant Unit I," informal rept.Ability 
of 8-Inch butterfly valves to close against buildup of pressure confirmed. 
OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6415. 87/02/23. CARRINGTON.M. Planning & 
Program Analysis Staff (851125-870411). Ip. 40854:139-40854:158. 

-8703310117 "Shearon Harris Nuclear Power Plant Unit 1 Demonstration of Contain- 
ment Purge & Vent Valve Operability,” informal rept. 

KIDO,C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). KIDO.C. Idaho National Engineering 
Laboratory. FIN A-6415. EGG-NTA-7567. 87/03/31. NRC - No Detailed Affiliation 
Given. 19pp. 40854:140-40854:158. 

8705280122 Updates 870318 Itr describing actions taken & planned re evaluation of 
field change requests issued on sys already declared operational at plant.Final decla- 
ration of resolution & reportability scheduled for 870701. 

WATSON, R.A. Carolina Power & Light Co. 87/05/01. GRACE, J.N. Region 2, Office of 
Director. 2pp. 41 1 10:004-41 1 10:005. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190408 Application for amend to License NPF-63, allowing continuous releases 
from secondary waste sys. Fee paid. 

MCDUFFIE, M.A. Carolina Power & Light Co. 87/05/14. Document Control Branch 
(Document Control Desk). 2pp. 40975:123-40975:136. 

—8705190412 Proposed Tech Specs,allowing continuous releases from secondary 
waste sys. 

* Carolina Power & Light Co. 87/05/14. 12pp. 40975:125-40975:136. 

8705290038 Partial response to FOIA request for documents, including Allegation Case 
File RII-86-A-0093.App C document completely withheld (ref FOIA Exemption 7). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/27. KAT2,S. Coali- 
tion for Alternatives to Shearon Harris. 3pp. 41 1 1 5:1 67-41 1 1 5:1 72. 


Q. Inspection reports, iE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, uE. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040213 Forwards Insp Rept 50-400/87-14 on 870330-0403 & notice of 
violation. Potential violations re training considered unresolved item requiring attention. 
REYES, L.A. Region 2, Office of Director. 87/04/27. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 40775:252-40775:265. 

—8705040217 Notice of violation from insp on 870330-0403. 

REYES.LA. Region 2, Office of Director. 87/04/27. 2pp. 40775:254-40775:255. 

-8705040218 Insp Rept 50-400/87-14 on 870330-0403.Vioiations noted: inadequate 
startup shield verification radiation surveys. 

WEDDINGTON.R.E.. KUZO.G.B.. HOSEY.C.M. Region 2, Office of Director. 87/04/27. 
10pp. 40775:256-40775:265. 

8705040321 Ack receipt of util 870410 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Rept 50-400/87-06. NRC understands that util plans to send sup- 
plemental response w/addi info re violation. 

VERRELLI.D.M. Region 2. Office of Director. 87/04/29. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 40789:151-40789:151. 

8705050210 Ack receipt of 870417 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/87-07 on 870320. 

GRACE.J.N. Region 2. Office of Director. 87/04/29. UTLEY.E.E. Carolina Power & 
Ught Co. Ip. 40801:005-40801:006. 

8705120416 Forwards Insp Rept 50-400/87-17 on 870413-17.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 87/05/01. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 40905:156-40905:158. 

-8705120418 Partially withheld Physical Security Insp Rept 50-400/87-17 on 870413-17 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas inspected:prGvious en- 
forcement matters, follow up items, LERs & security organization. 

MASNYK,O.M., MCGUIRE.D.R. Region 2, Office of Director. 87/04/27. Ip. 
40905:158-40905:158. 

8705060042 Revises 870410 response to violations noted in Insp Rept 50-400/87-06.ln- 
service insp group will check status of operational sun/eillance tests performed on fre- 
quent basis to get advance notification of completed tests. 

WATSON, R. A. Carolina Power & Light Co. 87/05/04. Document Control Branch (Doc- 
ument Control Desk). 3pp. 40872:21 1 -40872:21 3. 

8705110287 Ack receipt of 870417 response to notice of violation from Insp Rept 50- 
400/86-95.Response meets requirements of 10CFR2.201. 

QRACE.J,N. Region 2, Office of Director. 87/05/05. UTLEY.E.E. Carolina Power & 
Ught Co. 1p. 40880:291-40880:292. 
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8705210009 Forwards Insp Rept 50-400/87-18 on 870420-23.No violation or deviation DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 

noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/08. UTLEY, E.E. Carolina Power & 

Light Co. 2pp. 41002:018-41002:024. F. Security, medical, emergency & fire protection plans 


-8705210025 Insp Rept 50-400/87-18 on 870420-23.No violation or deviation 
noted.Major areas inspected:plant chemistry. 

ROSS.W.J., KAHLE.J.B. Region 2, Office of Director. 87/05/07. 5pp. 41002:020- 
41002:024. 


8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280144 Ack receipt of 870423 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/87-08.Requests supplemental response addressing actions 
to improve security program performance. 

REYES.LA. Region 2. Office of Director. 87/05/12. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 41108:283-41108:284. 

8705280371 Ack receipt of 870410 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/86-93. 

JULIAN, C.A. Region 2, Office of Director. 87/05/14. UTLEY,E.E. Carolina Power & 
Light Co. Ip. 41108:019-41108:023. 

8705280461 Responds to NRC 870421 Itr re violations noted in Insp Rept 50-400/87- 
04.Corrective actions:weekly & monthly audits required by Procedure AP-20 
conducted.Procedure OMM-014 developed to ensure that similar event will not occur. 
WATSON, R.A. Carolina Power & Light Co. 87/05/21. Document Control Branch (Doc- 
ument Control Desk). 3pp. 41107:291-41107:293. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705290114 "Environ Surveillance Rept.1986." W/870526 Itr. 

PASTEUR.R.D., SHEARIN,R.L, ZIMMERMAN, S.R. Carolina Power & Light Co. 86/12/ 
31 . 57pp 41 1 1 3:275-41 1 1 3:331 . 

8705190066 Monthly operating rept for Apr 1987.W/870514 Itr. 

WESTMORELAND,J.. WATSON,R.A. Carolina Power & Light Co, 87/04/30. 8pp. 
40969:236-40969:243. 


S. Reportable occurrences, LERs & related correspondence 


8705280134 Revised UTEC ME 86-112, "Univ of Utah Emergency Plan for Trainino & 
Research Reactors R-25:AGN Nuclear Reactor & R-126:TRIGA Nuclear Reactor.” W/ 
870521 Itr. 

SANDQUiST.G.M., BRYNER.C.G. Utah. Univ. of. Salt Lake City, UT. 86/12/01. 27pp. 
41109:326-41109:351. 


V. Operator Examinations 

8705080206 Confirms arrangements made for reactor operator & senior reactor opera- 
tor licensing exams during wk of 870622. Facility mgt responsible for providing ade- 
quate space & facilities to properly conduct exams. List of ref matls end. 
GAGLIARD0,J.E. Region 4. Office of Director. 87/05/04. BROPHY.J.J. Utah. Univ. of. 
Salt Lake City. UT. 6pp. 40872:006-40872:011. 
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F. Security, medical, emergency & fire protection plans 

8705050225 Fonvards Security Insp Rept 50-409/87-07 on 87041 3-1 6.No violations 
noted. 

AXELSON.W.L. Region 3, Office of Director. 87/04/29. TAYLOR, J.W. Dairyland 
Power Cooperative. 2pp. 40801:069-40801:071, 

-8705050236 Partially withheld Security Insp Rept 50-409/87-07 on 87041 3-1 6.No non- 
compliance noted.Open findings Identified: false alarm & security computer outage 
rates inappropriate. Major areas inspected:security plan & procedures, 

DROUIN.B., CREED. J.R. Region 3, Office of Director. 87/04/29. Ip. 40801:071- 
40801:071. 


G. Adjudicatory correspondence 

8705010022 Notice of appearance in proceeding.Certificate of Svc end. 

GALLEN.K.P. Dairyland Power Cooperative. GALLEN.K.P. Newman & Hoteinger. 
#287 3278. 87/04/29. 3pp. 40743:107-40743:109. 

8705010032 Advises that LACBWR reactor shut down as first step toward eventual de- 
commissioning of facility. Licensee plans cold shutdown mode & will submit application 
for amend to license within next few wks.W/Certificate of Svc. 

GALLEN,K.P. Dairyland Power Cooperative. GALLEN.K.P. Newman & Hottzinger. 
#287 3277. 87/04/29. BECHHOEFER.C., ANDERSON.G.C., DECKER, R.S. Atomic 
Safety and Licensing Board Panel. 4pp. 40743:110-40743:113. 

8705060026 Notice of appearance.* Certificate of Svc end. 

ECKER,J,E. Dairyland Power Cooperative. ECKER.J.E. Newman & Holtzinger. #287 
3344. 87/05/01. 3pp. 40809:206-40809:208. 


8705060271 LER 87-01 8-00:on 870403,manual reactor trip initiated due to loss of both 
main feedwater pumps.Caused by inadvertent short of test leads in process instru- 
mentation cabinet & incorrect setpointUndocumented leads removed.W/870430 Itr. 
HOWE,A., WATSON, R.A. Carolina Power & Light Co. 87/04/30. 4pp. 40829:350- 
40829:353. 


8705180245 LER 87-022-00:on 870402, Tech Spec 3.3.3.10 discovered violated due to 
flow estimates taken at beginning & end of radioactive releases on 870327,28 & 0401 
instead of every 4 h.Caused by inoperable flow rate instrumentW/870430 Itr. 
HUDSON, O.N.. WATSON, R.A. Carolina Power & Light Co. 87/04/30. 4pp. 40951:318- 
40951:321. 


8705180101 LER 87-021-00:on 87041 4,circulating water sys flow to main condenser 
restricted, resulting in high condensate temps, trip of both feedwater trains & manual 
trip of turbine & reactor. Caused by debris on pump suction screens. W/87051 2 Itr. 
HUDSON,O.N., WATSON,R.A. Carolina Power & Light Co. 87/05/12. 6pp. 40953:120- 
40953:125. 

8705180145 LER 87-01 9-00:on 870412, manual plant trip initiated due to loss of feed- 
water trains & decreasing steam generator levels.Caused by condensate pump high 
temp trip.Pressure & steam generator levels restored,W/87051 2 Itr. 
SCHWABENBAUER, WATSON.R.A. Carolina Power & Light Co. 87/05/12. 5pp. 
40954:178-40954:182. 


8705190612 LER 87-020-00:on 87041 3, reactor trip setpoints on all three overtemp delta 
temp (ODT) bistables incorrectly set.Caused by apparent design oversight in ODT cir- 
cuit design & vendor testing methodology.Test procedures revised. W/87051 3 Itr. 
HOWE.A., WATSON, R.A. Carolina Power & Light Co. 87/05/13. 5pp. 40973:310- 
40973:314. 

8705280348 LER 87-023-00:on 870420.alternate miniflow valves for charging safety in- 
jection pump found isolated. Verification of correct valve lineup unavailable.Caused by 
personnel error.Procedure OP-1 07 being revised.W/870520 Itr. 

SCHWABENBAUER, WATSON,R.A. Carolina Power & Light Co. 87/05/20. 4pp. 
41109:130-41109:133. 

8705280172 LER 87-024-00:on 870421 , heater drain pumps A & B tripped due to low 
differential pressure & automatic turbine runback Inrtiated.Caused by oscillating feed- 
water heater levels.Pump low level trip setpoint lowered.W/870521 Itr. 
SCHWABENBAUER, WATSON, R.A. Carolina Power & Light Co. 87/05/21. 4pp. 
41108:232-41108:235. 


8705280245 LER 87-025-00:on 870422, while operating at 99% power,heater drain 
pump A tripped from low flow signal.Caused by failure of discharge valve on 
pump.Separated air connection on pump discharge valve repaired.W/870522 Itr. 
SCHWABENBAUER, WATSON,R.A. Carolina Power & Light Co. 87/05/22. 4pp. 
41094:295-41094:298. 


I. Financial Information 


8705180483 Forwards "DairyLand Power Cooperative & Subsidiary Consolidated Finan- 
cial Statements as of 861231 & 851231, Together W/ Auditors Rept." 

MUELLER,R.C. Dairyland Power Cooperative. 87/05/08. Document Control Branch 
(Document Control Desk). 15pp. 40959:108-40959:124. 


P. Operating license stage documents & correspondence 

8705060273 Confirms plans to shut down plant as first step toward eventual 
decommissioning.Application for amend to License DPR-45, authorizing possession 
only, will be submitted within next few wks. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/04/29. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 40830:013-40830:013. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co, 51pp. 41017:311-41018:002, 

8705280175 Application for amend to License DPR-45,allowing possession but not op- 
eration of reactor.Draft amend end. Fee paid. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/05/22. Document Control Branch 
(Document Control Desk). 4pp. 41093:094-41093:097. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050281 Forwards Safety Insp Rept 50-409/87-03 on 870221 -041 S.No violations 
noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/04/24. TAYLOR, J.W. Dairyland 
Power Cooperative. 2pp. 40803:213-40803:222, 

-8705050289 Insp Rept 50-409/87-03 on 870221 -041 5.No violations noted- Major 
areas inspected:licensee actions on previous insp findings, operational safety 
verification, monthly maint observation & monthly surveillance observation. 

JACKIW.I.N. Region 3, Office of Director. 87/04/21. 8pp. 40803:215-40803:222. 

8705050225 Forwards Security Insp Rept 50-409/87-07 on 87041 3-1 6.No violations 
noted. 

AXELSON,W.L. Region 3, Office of Director. 87/04/29. TAYLOR, J.W. Dairyland 
Power Cooperative. 2pp. 40801 :069-40801 :071 , 
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“8705I350236 Partial;*/ witnheid Seciinty Insp Rep* 50-409/87-07 on 87041 3-1 6.N0 non- 
ccmpliance ncted.Cper. findings identified: false alarm & security computer outage 
'ates ;-acr'cr''2t= Vadr areas "£psctsd:sec.-T:7v clan & procedures. 

:P2-N= C=.EH2,.= p;eg:c- 3. Odde c" director. 87/04/29. Ip. 40801:071- 


8705060040 NiRC Info N’ctice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asiasp Wh'ie on Our, ’’ Svo 'ist eno.’. 

ROSS Or. Or.-s.c- 0* 0’pe'at.cn=; Events Assessment (Post 870411). 87/05/11. 
Oonsc.dateo Ed.so- Oo. 0* \ew '"or?;, no. 107pp. 40961:001-40961:106. 

S705180316 Forwards Safety Insp Rept 50-409/87-06 on 870407-09 & notice of 
violaPors. UtS should reevaluate LER 86-012 re failure to follow alarm response proce- 
dL,"-e 'ecui'dg iscdtic' tar^ to address ‘-dicadcn rr.gt wea.kness. 

Sr.AFEF A.E: Reg :n 3 C“ cs p- E'sptp- £'’/:5/l2. "TAYLOR.J.W. Dairyland Power 
Ccoperat.ve 2?p. r:355.279-40956:289. 


-8705180322 ^dt;pe c* v:p!at;p". ^'p.m i.nsp cn 87C4G7-09. 

SFA=EF.'/..E. =eg.:n 3 Cr'de pf E.'ectp.n S7.‘05/12. 1p. 40956:281-40956:281. 


P. Operating license stage documents & correspondence 

8705010119 Application for amend to License NPF-54, revising surveillance requirements 
re leakage detection capabilities of containment airborne gaseous & particulate radio- 
activity detection & reactor vessel head flange leak detection sys. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/04/28. Document Control Branch 
(Document Control Desk). 5pp. 40770:222-40770:262. 

-8705010124 Proposed Tech Specs revising surveillance requirements re leakage de- 
tection capabilities of containment airborne gaseous & particulate radioactivity detec- 
tion & reactor vessel head flange leak detection sys, 

• Niagara Mohawk Power Corp. 87/04/28. 36pp. 40770:227-40770:262. 

8705010137 Certifies that all transients & accident analyses affected by change from 
ball to wye pattern MSIVs.as documented in 870311 & 0402 Itrs, performed by same 
NRC approved methodology & computer codes documented in FSAR. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/04/28. Document Control Branch 
(Document Control Desk). 2pp. 40770:126-40770:127. 


-8705180332 Insp Rept 50-409/87-06 on 870407-09. Violation noted: licensee failure to 
isolate waste ta-.ks rt-hlch 'esu'ted :n re.Base cf unanafyzed liquid. 

HuETER.LJ., SCr:..VACrE=,>v*.C. Reg.c.n 3, Office of Di.*’ectcr. 87/05/11. 8pp. 

40956:282-40956:289. 


8705130207 Application for amend to License NPF-54, changing Tech Spec Page 6-4 to 
increase accessibility of general superintendent nuclear generation position. 
.VA.NGAM.C.V. Niagara Mohawk Power Corp. 87/04/30, Document Control Branch 
(Docu.mont Control Desk). 2pp. 40915:012-40915:014. 


8705220455 
Ccci 


Discusses deficiency Identified in Insp Rept 50-409/87-02 re implementa- 
ircn cua!:*"*cation c'cgra.m.Sased on review, end notice of violation issued. 

=eg:r 3. Cfflce c’’ Director. 87/05/18. TAYLOR.J.W. Dairyland 
ce:s:,r 2zz. 41020:11541020:117. 


-8705220458 Nctice c* violation from insp on 870105-26. 

'lARRiSCN.J.w, Reg'cn 3. Office cf Director. 87/05/18. Ip. 41020:11741020:117. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svo list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040320 Forwards an.rua! environ radioactivity repts for 1986 for Kewaunee & Point 
Beach Nuclear Fcwe^ =ia.-ts & La Crosse BWR, per NRC Contract NRC-3C-83-647 
M_jC;NNE-L,^..-. Wisconsin. State of. NRC-30-83-647. 87/04/27. DAViS.3. Req.on 
3, DfTice cf D;rectc'. Ip. 40780:001-40780:130. 

-8705040327 "La D.’cssa E'WR Ervircn ?accac!:v,ty Su.’vev for :S86.'' 


—8705130211 Proposed Tech Spec Page 6-4,Figure 6.2.1 -1, "Mat Organization Chart.” 
* Niagara Mohawk Power Corp. 87/04/30. Ip. 40915:014-40915:014. 

8705070301 Summary of 870424 meeting w/util in Bethesda.MD re status of certain li- 
censing issues & opportunity to meet new NRC staff due to reorganization. Util & NRC 
organization charts & agenda end. 

N&GHBORS.J.D. Project Directorate 1-1. 87/05/04. Project Directorate 1-1. 39pp. 
4085‘‘:099-40851:137. 


Gerieric Ltr 87-08 to all power reactor licensees re implementation of 
miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


o/uaiwiDO Requests rn pUDIICau..,. . W. ui ioi»uaiiue ui RUiwno 

54.Amend deletes License Condition 2.C.(14) re MSIVs. 

CAPRA, R.A. Project Directorate 1-1. 87/05/11. NRC ■ 

Ip. 40921:077-40921:077. 


No Detailed Affiliation Given. 


8705260017 Forwards Amend 1 to License NPF-54, deleting License Condition 2.C.(14) 
re confirmatory leak & prototype testings of MSIVs ball valves to be replaced by MSIV 
wye-pattern globe valves from Rockwell. 

NEIGHBORS,J.D. Project Directorate 1-1. 87/05/11. MANGAN.C.V. Niagara Mohawk 

Power Corp. 4pp. 41031:039-41031:044. ayaic iviunaw^ 


S. Reportabie occurrences, LERs & related correspondence 

870501(W48 PNO-li!-87-0^:on 870424, utif authorized permanent shutdown of plant due 
to economtc reasons.Plant will be put in cold shutdown mode within next 2 wks No 
changes will be made but plant staff will be reduced. 
io/T^-lVe^ ’ 3. Office of Director. 87/04/27. Ip. 40772:176- 

8705070042 PN04ll-87-060A:on 870427.reactor entered 72 h Tech Spec action 
statemeniCaused by inoperable shutdown condenser inlet valve IB.Licensee plans to 
f S complete pe.'manent shutdown on 67C430 

t.%4x':4C5«:Cc': Ip. 

DOCKET 60.410 NINE MILE POINT NUCLEAR STATION, UNIT 2 

F. Security, meriicaL emergency & (Ire protection plans 

PlfO-Addl m days for implementation 
.^clV$W.=a: described in Attachment B 

RUSSELUW.T. Region 1, 
nonsafety-related 
Branch 

^ Efmrgepcy Plan Maint Procedure EPMP-5. “On-Call Procedurp” 

“Ndctearrmn^^rSSon 

V^AJ.^, MANGAN.C.V, Niagara Mohawk Power Corp. 87/05/11. 37pp. 40951:165- 

to administrative controls secUon of Tech Soecs re re 
to fire protection program noncomplian^r i^omtiSl 

Branch 

^eguire- 

Magara .Monawk Fewer Corp. 87/05/20. 2pp. 41108:029-41108:030. 

J- liWTOW* & Wennilty Information 

^ to NELIA Posey NF.161 & MAELU 
0* Nuctear Re- 


-^05260021 Amend 1 to License NPF-54, deleting License Condition 2.C.(14) re con- 
firmatory leak & prototype testings of MSIVs ball valves to be replaced by MSIV wye- 
pattern globe valves from Rockwell. r- / j 

CAPRA,R.A. Project Directorate 1-1. 87/05/11. 1p. 41031:043-41031:044. 

8705210486 Ft^ards final rept for downcomer design reanalysis for review,p 0 r 861230 
cpmmitment.Rept based on revised safety relief valve & LOCA load inputs & reanaly- 
mS AM same model & method as original calculation. 

TONLON.W J. Niagara Mohawk Power Corp. 87/05/15. Document Control Branch 
(Document Control Desk). 7pp. 41008:355-41008:361. 

of meeting w/util in Bethesda.MD to 

MP?PMnADc?^®n Spec Changes re reactor coolant leakage requirements. 

V ‘"i- ®7/05/15. MURLEY.T., SN1E2EK.J., 
MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 41031:276-41031:278. 

8705260328 forwards Amend 2 to Ucense NPF-54 & safety evaluation. Amend revises 

SnSsTn fabl“ 2?j“l 3 6 3-1''' ® 

Kffip?.-4loS;o62.1^^^^^^ “^NGAN,C.V. Niagara Mohawk 

"iriSW dSure^m Tahi! NPF-54 revising trip setpoint & allowable value tor 

1 l4teStsm??» rlwmVr^/,"® designations in Tables 3.ai.2-1 & 3.6.3- 

aadda n 1-M2),(3) & (4) in Attachment 1 to license. 

CAPRA, R.A. Project Directorate I-1. 87/05/15. 6pp. 41039:064-41039:069. 

evaluation supporting Amend 2 to License NPF-S4. 
4lS9?070.4lSo76 Regulation, Director (Post 870411). 87/05/15. 7pp. 

''®'ves (MSIVs) w/o leakage control svs 

4lS9?07741039:082^®^^^°'^ Regulation, Director (Post 870411). 87/05/1 k 6pp. 
orZfaasTi/'°r?'°-®":i’ “''® Bdidt 2 Modes & Effects 

87/05/3Thpp^4?O5ltfl0^-!^^^^^ AOO-01511.4. 

issx. 

(DocumertControfSeTk)^2p^^^^^ Document Control Branch 
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—8705280380 Proposed administrative section of Tech Specs re reportability require- 
ments for fire protection program noncompliances. 

* Niagara Mohawk Power Corp. 87/05/20. 2pp. 41108:029-41108:030. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultirw From Boric Acid Corrosion.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050033 Fonvards ASME Section XI NIS-1 owners data repts for preservice insps of 
reactor pressure vessel & nuclear sys piping & components.Data rept for insp of com- 
ponent supports will be sent after completion of hot position verification. 

MANGAN.u.V. Niagara Mohawk Power Corp. 87/04/28. Document Control Branch 
(Document Control Desk). 12pp. 40797:284-40797:295. 

8705110293 Forwards Insp Rept 60-410/87-11 on 870323-27.No violations noted.lnsp 
to review util activities re installation of Rockwell Y pattern globe type MSIVs.New 
MSIVs replacing Crosby ball type MSIVs. 

JOHNSTON.W.V. Region 1. Office of Director. 87/04/30. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 40883:157-40883:164. 

-8705110314 Insp Rept 50-410/87-11 on 870323-27.No violations noted. Major areas 
inspected:installation efforts of Rockwell Y pattern globe MSIVs, including 
operation, documentation, welding of pipe attachments & QA/QC. 

GREGG,H.I., STROSNIDER,J.R. Region 1, Office of Director. 87/04/24. 6pp. 
40883:159-40883:164. 

8705080176 Responds to NRC 870402 Itr re violations noted in Insp Rept 50-410/87- 
02.Corrective actions:Procedure NEL-029 for evaluating & reporting deficiencies & de- 
fects revised. 

MANGAN,C.V. Niagara Mohawk Power Corp. 87/05/04. Document Control Branch 
(Document Control Desk). 6pp. 40862:076-40862:081. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705270514 Forwards SALP Rept 50-410/86-99 for period Feb 1986 - Jan 1987. 
RUSSELL, W.T. Region 1. Office of Director. 87/05/15. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 41084:110-41084:177. 

-8705270520 SALP Rept 50-410/86-99 for period Feb 1986 - Jan 1987. 

* Region 1. Office of Director. 87/01/31. 66pp. 41084:112-41084:177. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERe & related correspondence 

8705070008 LER 87-014-01:on 870129,Tech Spec 3.3.7.11 violated.Caused by utiliza- 
tion of inoperable instrumentation w/o establishment of compensatory 
moasures.Similar violation discovered on 870206. Procedures reviewed.W/e70501 Itr. 
RANDALL.R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/05/01. 8pp. 
40849:277-40849:284. 

8705110228 LER 86-003-01 :on 861 1 08,during core alterations.safety- related radiation 
monitor removed from svc when Tech Spec misinterpreted.Caused by personnel 
error.Workers reminded to inform supervisors of off-normal controls.W/070505 Itr. 
RANDALL.R.G.. LEMPGES.T.E. Niagara Mohawk Power Corp. 87/05/05. 6pp. 
40884:326-40884:331. 

8705140357 LER 87-013-01 :on 870209, during cold shutdown, momentary power loss to 
div 2 600-volt load ctr resulted in secondary containment isolation.Caused by person- 
nel error.Training mod recommended. W/870508 Itr. 

RANDALL, R.G.. LEMPGES.T.E. Niagara Mohawk Power Corp. 87/05/08. 7pp. 

40924:334-40924:340. 

8705270437 LER 87-01 9-00:on 87041 8, ESF actuation occurred due to loss of Div I 
emergency dc power.Caused by personnel error. Caution statement added to applica- 
ble operating procedure & personnel counseled.W/870518 Itr. 

RANDALL,R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/05/18. 6pp. 

41088:140-41088:145. 

8705290102 LER 87-020-00:on 07O422,reactor scram signal occurred.Caused by air in 
transmitter.Procedures revised, addi technician training provided & mod to level trans- 
mitter test connection valves proposed to avoid contamination. W/870422 Itr. 
RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/05/22. 5pp. 

41117:246-41117:250. 


V. Operator Examinations 

8705070020 Advises that operator requalification program evaluation scheduled for wk 
of 870706,per telcon.Ref matl listed in End 1 should be furnished by 87051 1 . 
LINVILLE,XC. Region 1, Office of Director. 87/04/29. MANGAN.C.V. Niagara Mohawk 
Power Corp. 3pp. 40843:064-40843:066. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8705070201 Fonvards review of dynamic qualification of safety-related electrical & me- 
chanical equipment, "Beaver Valley Unit 2 SORT Rept." 

OBENCHa1n.C.F. EG&G Idaho. Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6415. 87/02/04. CARRINGTON.M. Office of 
Nuclear Reactor Regulation, Director (851125-870411). 2pp. 40853:228-40853:278. 


-8705070202 “Beaver Valley-2 SORT," informal rept. 

SINGH,J.N., HARRIS.B.L, THINNES.G.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
A-6415. EGG-EA-7498. 86/12/31. NRC - No Detailed Affiliation Given. 50pp. 
40853:230-40853:278. 

8705190565 Summary of ACRS Subcommittee on Metals Components 870326 meeting 
in Washington, DC re unit WHIPJET program,Rev 2 to NUREG-0313 concerning long- 
term fix to IGSCC on BWRs & status rept on hydrogen water chemistry in BWRs. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/10. ACRS - Advisory 
Committee on Reactor Safeguards. 21pp. 40981:025-40981:045. 

8705040019 Provides basis for operating bypass of ATWS mitigation sys actuation cir- 
cuitry below 40% turbine load, per 870227 commitment. 

S!EBER,J.D. Duquesne Light Co. 87/04/24. Document Control Branch (Document 
Control Desk). 3pp. 40775:154-40775:156. 

8705040166 Advises that emergency bus voltage analysis test & evaluation of results 
complete. Network of string of buses & Class IE & non-Class IE motors selected for 
test shown in encl.Measurements correlate w/analytical models. 

CAREY,J.J. Duquesne Light Co. 87/04/24. Document Control Branch (Document 
Control Desk). 4pp. 40788:275-40788:278. 

8705040194 Submits info to finalize facility Tech Specs.FSAR Table 6.2-60 for contain- 
ment isolation valves revised to change all air operated valve stroke times from 1 0 s 
to 60 s.Tech Spec Table 3.6-1 should oe revised accordingly. 

CAREY, J.J. Duquesne Light Co. 87/04/24. Document Control Branch (Document 
Control Desk). 2pp. 40789:177-40789:178. 

8705010171 Forwards draft environ protection plan (EPP).EPP not transmitted w/pro- 
posed OL on 87031 2.EPP based on FES (NUREG-1094) requirements.Comments re- 
quested by 870508. 

TAM,P.S. Project Directorate I-4. 87/04/27. CAREY,J.J. Duquesne Light Co. 15pp. 
40773:200-40773:214. 

8705070076 Forwards notice of environ assessment & finding of no significant impact re 
870504-06 applications for exemptions from requirements of 10CFR50.55a(h),App 
J.Evaluation of requests will be published in SSER 5. 

TAM,P.S. Project Directorate 1-4. 87/04/30. CAREY, J.J. Duquesne Light Co. 2pp. 
40836:007-40836:013. 

—8705070088 Environ assessment & finding of no significant Impact supporting licensee 
870304-06 requests for exemption from requirements of 10CFR50.55a{h),App J. 
STOLZ.J.F. Project Directorate 1-4. 87/04/30. 5pp. 40836:009-40836:013. 

8705110086 Provides addI info re verification & validation of plant safety monitoring sys 
software components associated w/ safety-related Reg Guide 1 .97 variables. 
SIEBER,J.D. Duquesne Light Co. 87/04/30. Document Control Branch (Document 
Control Desk). 7pp. 40877:119-40877:125. 

8705110092 Informs of DCRDR human engineering discrepancy resolution 
changes.Resolution of 2CIC-5107,2CIC-5129 & 2CIC-5138 will be implemented by 
871231,1231 & 0529, respectively. 

SIEBER,J.D. Duquesne Light Co. 87/04/30. Document Control Branch (Document 
Control Desk). 7pp. 40877:200-40877:206. 

8705150266 Forwards response to 860627 request for addi info re Generic Ltr 83- 
28,ltems 2.2.1, 2.2.2,4.3,4.5.2 & 4.5.3,W/3 oversize drawings. 

CAREY, J.J. Duquesne Light Co. 87/05/07. Document Control Branch (Document 
Control Desk). 9pp. 40932:079-40932:088. 

8705180008 Forwards safety evaluation justifying use of pressurizer pressure-high reac- 
tor trip setpoint of 2,375 psig & supporting required Tech Spec change concern re 
calculation of ESF response time for safety injection function. 

CAREY,J.J. Duquesne Light Co. 87/05/07. Document Control Branch (Doc(jment 
Control Desk). 19pp. 40940:023-40940:041. 

8705130121 Trip rept of 870430 & 0501 site visits re control room habitability review. 
PEDERSEN,R. Project Directorate 1-4. 87/05/08. STOLZ.J. Project Directorate 1-4. 
2pp. 40919:268-40919:269. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.65 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705130293 Provides comments on proposed change to Unit 1 control room habitability 
sys per changes to Tech Specs & Regulatory Guides 1.52,1.78 & 1.95 per 870416 Itr. 
HAYES,J.J. Project Directorate 11-1. 87/05/11. CRAIG,J.W. Plant Systems Branch. 
9pp. 40911:246-40911:254. 

8705190095 Forwards “Reactor Containment Bldg Integrated Leakage Rate Rept,” per 
10CFR50,App J.Rept provides summary of results of preoperational integrated leak- 
age rat e tes t conducted during Feb 1987. 

CROCKETT.J.O. Duquesne Light Co. 87/05/1 1 . Document Control Branch (Document 
Control Desk). Ip. 41038:030-41038:082. 

-8705260040 “Reactor Containment Bldg ILRT,Types A,B & C Preoperational Test." 
PATTERSON.J.S., ZYRA,T.G., LACEYAAf.S. Stone & Webster Engineering Corp. 87/ 
05/08. 59pp. 41038:031-41038:082. 

8705220016 Forwards Rev 0 to Calculation Package ERS-ATL-87-026, “Beaver Valley 
Power Station Units 1 & 2 Offsite Dose Calculation T...," per R Fell 870402 question 
& requests approval to depart from NRC interpretation of instantaneous. 

CAREY, J.J. Duquesne Light Co. 87/05/11. Document Control Branch (Document 
Control Desk). 2pp. 41021:158-41021:177. 

-8705220022 Rev 0 to Calculation Package ERS-ATL-87-026, "Beaver Valley Power 
Station Units 1 & 2 Offsite Dose Calculation Manual T Factor Justification.” 

* Duquesne Light Co. 87/05/11. 18pp. 41021:160-41021:177. 

8705180262 Advises that exception on FSAR Table 1.8-1, Amend 5, revised in Amend 10 
to resolve NRC Question 640.10 requesting list of air-operated valves to be excluded 
from loss of instrument air test. 

CAREY,J.J. Duquesne Light Co. 87/05/12. Document Control Branch (Document 
Control Desk). Ip. 40958:126-40958:126. 
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8705180291 Submits resolution of NRC comments on changes made to FSAR Section 
14.2, “Initial Test Program,” in Amend 13. 

CAREY .J.J. Duquesne Light Co. 87/05/12. Document Control Branch (Document 
Control Desk). 2pp. 40958:124-40958:125. 

8705190084 Requests Ltr ND2MNO:1452 re reactor containment bldg integrated leak- 
age rate rept be replaced w/enci Itr. 

* Duquesne Light Co. 87/05/12. Document Control Branch (Document Control Desk). 
1p. 40969:091-40969:093. 

“8705190095 Forwards “Reactor Containment Bldg Integrated Leakage Rate Rept," 
per 10CFR50,App J.Rept provides summary of results of preoperatonal integrated 
leakage rate lest conducted during Feb 1987.W/0 end. 

CROCKETT, J.O. Duquesne Light Co. 87/05/11. Document Control Branch (Document 
Control Desk). 2pp. 40969:092-40969:093. 

8705210446 Lists efforts towards completion of S&W confirmation programs prior to fuel 
loading, per LS Rubenstein 870408 commitmentEfforts re equipment qualification will 
be addressed in separate submittals. 

CAREY, J.J. Duquesne Light Co. 87/05/15. Document Control Branch (Document 
Control Desk). 6pp. 41010:219-41010:224. 

8705210690 Notifies that seismic & dynamic qualification of safety- related equipment 
completed.w/exception of final equipment sys tests on three MSIVs. 

CAREY, J.J. Duquesne Light Co. 87/05/15. Document Control Branch (Document 
Control Desk). 2pp. 41012:298-41012:299. 


“8705040269 Requests withholding of proprietary Rev 0 to CT-25266, “Results of Prob- 
ability Analyses of Disc Rupture & Missile Generation." Affidavit end. 

CAMPBELL.T.E. Westinghouse Electric Corp. 87/04/23. TAM.P. NRC - No Detailed 
Affiliation Given. 9pp. 40782:031-40782:039. 


“8705040274 Nonproprietary Rev 0 to CT-25266, “Results of Probability Analyses of 
Disc Rupture & Missile Generation," turbine missile rept. 

* Westinghouse Electric Corp. CT-25266 ROO. 86/11/30. 8pp. 40782:040-40782:047. 

8705080227 Responds to Confirmatory Item 41 A re approval of NUREG-0737 Item 
lll.D.1.1. “Integrity of Sys Outside Containment Likely to Contain Radioactive Matl,” 
per facility test program.ltem closed per 870415 Inspector Exit Interview 87-18. 
CAREY, J.J. Duquesne Light Co. 87/04/29. Document Control Branch (Document 
Control Desk). Ip. 40871:293-40871:293. 


8705110036 Responds to SER Confirmatory Item 41 B re completion & approval of 
NUREG-0737,ltems II.K.1.5 & II.K.1.10 per 870415 Inspector Exit Interview 87-18. 
CAREY, J.J. Duquesne Light Co. 87/04/29. Document Control Branch (Document 
Control Desk). Ip. 40877:194-40877:194. 


8705180293 Forwards supplemental info in response to PVORT SER Specific Issue 
3.10.2.3(1) request by A Masciantonio & C Kiddo during 870427 telcon w/ET 
EiImann,C Hill & B Gooden, 

CAREY,J.J. Duquesne Light Co. 87/04/29. Document Control Branch (Document 
Control Desk). 6pp. 40956:058-40956:063. 


8705270336 Application for amend to License DPR-66, deleting applicabiliW require- 
ments for Modes 2 & 3 & replacing 7-day test frequency w/ 120-day test frequency. 
CAREY. J.J. Duquesne Light Co. 87/05/15. Document Control Branch (Document 
Control Desk). 3pp. 41053:065-41053:069. 

8705280408 Forwards S&W “Engineering Assurance Corrective Action Status Rept, In- 
Depth Technical Audits." Rept indicates that all of action items resulting from Audit 52 
closed based on verification of util corrective & preventive actions. 

CAREY, J.J. Duquesne Light Co. 87/05/20, Document Control Branch (Document 
Control Desk). 1p. 41107:190-41107:203. 


“8705280413 "Engineering Assurance Corrective Action Status Rept, In-Depth Techni- 
cal Audits." 

TWIGG.R.W., EIFERT.W.M. Stone & Webster Engineering Corp. 87/05/11. 13pp. 
41107:191-41107:203. 


8705290043 Provides clarification of util 870512 response to NRC 870311 questions re 
changes to FSAR Section 14.2 on initial test program.Table 1, “Equivalent Tests," 
end, 

CAREY, J.J. Duquesne Light Co. 87/05/21. Document Control Branch (Document 
Control Desk). 5pp, 41106:054-41106:058. 

8705290096 Forwards addi info requested by NRC in 870514 meeting re operability & 
testing of control room isolation on high radiation & high chlorine to be added to 
FSAR.Tech Spec discussion considered closed by submittal. 

CAREY.J.J. Duquesne Light Co. 87/05/22. Document Control Branch (Document 
Control Desk). 3pp. 41106:354-41106:356. 

8705270522 Informs that design, const & testing of facility nearing completion.Activities 
have been or will be performed per FSAR & supporting documents. List of activities 
not completed prior to fuel load & preoperational test deferrals end. 

CAREY, J.J. Duquesne Light Co. 87/05/25. Document Control Branch (Document 
Control Desk). 41pp. 41084:064-41084:105. 

8705270603 Submits supplemental info to Items 4 & 8 of util 870521 response to NRC 
comments re changes made in FSAR Section 14.2, "Initial Test Program." Air receiver 
vol test not required since instrument air sys not safety-related. 

CAREY, J,J. Duquesne Light Co. 87/05/25. Document Control Branch (Document 
Control Desk). 2pp. 41085:136-41085:137. 

8705270616 Advises that util does not consider NRC concern re cycling open safety 
injection accumulator isolation valves.valid per Reg Guide 1.79.Util administrative con- 
trols require valves to be open w/power removed from control circuit 
CAREY, J.J. Duquesne Light Co. 87/05/25. Document Control Branch (Document 
Control Desk). 2pp. 41085:116-41085:117. 


8705180202 Forwards WCAP-11461, “Beaver Valley Unit 2 Natural Circulation Boron 
Mixing Evaluation Program Rept" Rept provides addI info needed for resolution of 
Confirmatory Item 22, “Natural Circulation Test." 

CAREY, J.J. Duquesne Light Co. 87/05/11. Document Control Branch (Document 
Control Desk). 2pp. 40957:172-40957:205. 


“8705180206 “Beaver Valley Unit 2 Natural Circulation Boron Mixing Evaluation Pro- 


gram Rept" 

OFT,R.R., GAGNON,A.F.. BRUSCHI.H.J. Westinghouse Electric Corp. WCAP-11461. 
87/04/30. 33pp. 40957:174-40957:205. 


8705180439 Forwards revised responses to SORT & PVORT audit issues, reflecting info 
requested by NRC at 870430 meeting & 870501 & 05 telcons.Info sufficient to resolve 
remaining concerns in Confirmatory Issues 12 & 13. 

CAREY, J.J. Duquesne Light Co. 87/05/11. Document Control Branch (Document 
Control Desk). 41pp. 40957:232-40957:272. 


8705180472 Forwards five current lists providing util understanding of SER outstanding 
issues.ltems identified as complete considered satisfactorily closed.Specific descrip- 
tion of issues remaining requested. 

CAREY,J.J. Duquesne Light Co. 87/05/11. Document Control Branch (Document 
Control Desk). 12pp. 40957:213-40957:224. 


8705280148 Responds to NRC 860930 Itr re Interim review results on abnormal tran- 
sient guidelines procedures generation package for facility. Response refs util 870408 
submittal re Unit 2 SER Confirmatory Item 47 procedures generation package. 
SIEBER,J.D. Duquesne Light Co. 87/05/12. Document Control Branch (Document 
Control Desk). 2pp. 41 1 08:281-41 1 08:282. 


8705210621 Informs that bypass & inoperative status panel installed, per SER Confirma- 
tory Item SO.lnstallation documented by Engineering & Design Coordination Rept D- 
5109-S01.ltem considered closed. 

CAREY,J.J. Duquesne Light Co. 87/05/13. Document Control Branch (Document 
Control Desk). Ip. 41012:158-41012:158. 

8705280386 Informs that SER Confirmatory Item 30 bypass & inoperative status panel 
installed.Completion documented by Engineering & Design Coordination Rept Number 
D-5109-S01. 

CAREY, J.J. Duquesne Light Co. 87/05/19. Document Control Branch (Document 
Control Desk). Ip. 41094:321-41094:321. 


F. Security, medical, emergency & fire protection plans 


8705280428 Informs of tests to be performed after core loading prior to criticality in 
order to resolve preoperational testing issues. 

CAREY.J.J. Duquesne Light Co. 87/05/26. Document Control Branch (Document 
Control Desk). 2pp. 41107:147-41107:148. 

8705280456 Forwards Westinghouse 870526 Itr describing essence of 870522 discus- 
sion w/util & NRC re tuibine overspeed open item.Info justifies & supports util position 
that monthly surveillance testing appropriate for turbine. 

CAREY,J.J. Duquesne Light Co. 87/05/26. Document Control Branch (Document 
Control Desk). 3pp. 41107:288-41107:290. 

8705290136 Informs that util will provide safety evaluation justifying utilization of equal 
or greater than 7% target band core delta flux & FQ & FH multiplier values as provid- 
ed in FSAR. Formal evaluation will be provided by 870610. 

CAREY, J.J. Duquesne Light Co. 87/05/27. Document Control Branch (Document 
Control Desk). 2pp. 41118:042-41118:043. 


E. NRC Safety Evaluation Report (SER)r supple & correspondence 

8705060155 Forwards request for addi info re Confirmatory Issue 46. “Rre Protection 
Deviations” & Confirmatory Issue 46, "Control Room Isolations on High Radiation Sig- 
nals." End provides background info for telcon.No response required. 

TAM,P.S. Project Directorate 1-4. 87/04/30. CAREy.J.J. Duquesne Light Co. 7pp. 
40840:178-40840:184. 

8705040234 Advises that installation of shunt trip coll trip attachment complete, closing 
out SER Confirmatory item 26. 

CAREY, J.J. Duquesne Light Co. 87/04/24. Document Control Branch (Document 
Control Desk). 1 p. 40777:1 84-40777:1 84. 

8705040257 Fonvards proprietary & nonproprietary Rev 0 to CT-25266, “Results of 
Probability Analyses of Disc Rupture & Missile Generation," to close SER Confirmato- 
ry Item 6.W/ application for withhoidIng.Proprietary rept withheld (ref 10CFR2.790). 
C;AREY,J.J. Duquesne Light Co. 87/04/24. Document Control Branch (Document 
Control Desk). 1p. 40782:030-40782:047. 


8705060155 Forwards request for addi info re Confirmatory Issue 46, “Fire Protection 
Deviations” & Confirmatory Issue 46, "Control Room Isolations on High Radiation Sig- 
nals." End provides background info for telcon.No response required. 

TAM.P.S. Project Directorate 1-4. 87/04/30. CAREY.J.J. Duquesne Light Co. 7pp. 
40840:178-40840:184. 

8705050258 Forwards Emergency Preparedness Implementation Appraisal Insp Rept 
50-412/87-14 on 870302-06.No violations noted. Items requiring corrective action 
summarized in Section 4 of rept. 

MARTIN, T.T. Region 1. Office of Director. 87/04/29. CAREY.J.J. Duquesne Light Co. 
2pp. 40801:072-40801:096. 

“8705050279 Emergency Preparedness Implementation Appraisal Insp Rept 50-412/87- 
14 on 870302-06.No violations noted.Major areas inspected:emergency preparedness 
program for facility. Program areas requiring corrective actions included in rept. 
FOX.E.F.. LAZARUS, W.J. Region 1. Office of Director. 87/04/28. 23pp. 40801:074- 
40801:096. 

8705140113 Forwards revised license condition & listing of revs to approved physical 
security.safeguards contingency & guard training & qualification plans & SALP evalua- 
tion input for info.Requests listing of plans be forwarded to licensee. 

ERICKSON, R.A. Safeguards Branch. 87/05/08. STOLZ.J.F. Project Directorate 1-4. 
5pp. 40919:351-40919:355. 

8705180435 Forwards final exercise rept for 861119 exercise of offsite radiological 
emergency preparedness plans for plant Deficiencies identified include Common- 
wealth of PA not fully participating in support role to local govts. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/08. CONGEL,F,J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
40958:169-40958:291. 

“8705180447 Final exercise rept for 861119 exercise of offsite radiological emergency 
preparedness plans for plant 

* Federal Emergency Management Agency. 87/01/05. 121pp. 40958:171-40958:291. 
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0705180463 Responds to 870423-0507 requests for addi info re fire protection safe 
shutdown rept. 

CAREY, JJ. Duquesne Light Co. 87/05/11. Ctocument Control Branch (Document 
Control Desk). 7pp. 40957:225-40957:231. 

8705190091 Forwards chronology of approved safeguards plan, establishing record of 
safeguards amends & providing assistance in insp effort. 

TAM.P.S. Project Directorate 1-4. 87/05/14. CAR^,J.J. Duquesne Light Co. 3pp. 
40963:237-40963:239. 

8705210446 Lists efforts towards completion of SAW confirmation programs prior to fuel 
loading,per LS Rubenstein 870408 commitment. Efforts re equipment qualification will 
be addressed in separate submittals. 

CAREY, J.J. Duquesne Light Co. 87/05/15. Document Control Branch (Document 
Control Desk). 6pp. 41010:219-41010:224. 

8705280149 Forwards Emergency Preparedness Implementation Appraisal Followup 
Insp Rept 50-412/87-33 on 870421 -23.No violations noted.ltems requiring corrective 
action summarized in Section 4 of rept. 

MARTIN, T.T. Region 1, Office of Director. 87/05/18. CAREY,J.J. Duquesne Light Co. 
2pp. 41092:089-41092:096. 

-8705280156 Insp Rept 50-412/87-33 on 870421 -23.No violations noted. Major areas 
inspected:emergency preparedness items from emergency preparedness implementa- 
tion ^praisaLCorrective actions verified as complete on 6 of 26 items for operation. 
FOX,E.F.. LAZARUS, W.J. Region 1, Office of Director. 87/05/15. 6pp. 41092:091- 
41092:096. 

8705280162 Describes fire detection & suppression sys at facility (ref NRC 870430 
ltr).Present capability of sys adequate & overall plant safety would not be significantly 
increased by modifying suppression sys alarm circuits.W/four figures. 

CAREY,J.J. Duquesne Light Co. 87/05/18. Document Control Branch (Document 
Control Desk). 9pp. 41108:270-41108:278. 

8705280256 Fonwards changes expected to occur in next rev to Amend 18 of 
FSAR, Section 9.5 re fire protection. 

CAREY, J.J. Duquesne Light Co. 87/05/18. Document Control Branch (Document 
Control Desk). 17pp. 41094:267-41094:283. 

8705280271 Provides compensatory measures to deal w/fire zones containing equip- 
ment necessary for Tech Spec equipment operability where fire-rated assemblies 
incomplete.Hourly fire patrols conducted when necessary. 

CAREY,J.J. Duquesne Light Co. 87/05/20. Document Control Branch (Document 
Control Desk). 2pp. 41093:108-41093:109. 

8705290045 Forwards exercise rept of 861119 joint exercise of State of OH offsite radi- 
ological emergency preparedness plans for facility.State of OH failed to finalize & ap- 
prove draft implementation procedures for use of potassium iodide. 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 7pp. 
41105:342-41106:053. 

—8705290054 Final rept of 861 119 exercise of State of OH offsite radiological emergen- 
cy preparedness plans for facility. 

* Federal Emergency Management Agency, 87/04/21. 65pp. 41105:349-41106:053. 


K. Utility Final Safety Anaiyaia Report (FSAR) & amende 

8705120251 Forwards affidavit of JJ Carey certifying distribution of Amend 17 to FSAR. 
CAREY,J,J. Duquesne Light Co. 87/06/07. Document Control Branch (Document 
Control Desk). 3pp. 40888:150-40888:152. 

8705210511 Forwards proposed changes to next rev to FSAR Amend 18. 

CAREY, J.J. Duquesne Light Co. 87/05/15. Document Control Branch (Document 
Control Desk). 28pp. 41007:338-41008:008. 


Q. Inspection reports, IE Bulletins A correspondence 

8705110206 Responds to NRC 870312 Itr re violations noted in Insp Rept 50-412/87- 
02.Corrective actions:installation Insp performed by QC for fans w/o unsatisfactory 
condition of support bolting identified. 

CAREY,J.J. Duquesne Light Co. 87/04/13. EBNETER.S.D. Region 1. Office of Direc- 
tor. 4pp. 40881:078-40881:081. 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultino From Boric Acid Corrosion." Svc list encl. 

ROSSI,C;.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040250 Forwards Safety Insp Rept 50-412/87-22 on 870316-20.No violations 
noted. 

JOHNSTON,W.V. Region 1, Office of Director. 87/04/27. CAREY, J.J. Duquesne Light 
Co. 2pp. 40779:1 22-40779:1 43. 

-8705040256 Insp Rept 50-412/87-22 on 87031 6-20.No violations or deviations 
noted.Major areas inspected:licensee programs for maint.design change & mods, test 
& experiment control, measuring & test equipment control & procurement control. 
NAPUDA,G., HUNTER, J., OLIVEIRA, W. Region 1, Office of Director. 87/04/22. 20pp. 
40779:124-40779:143. 

8705070184 Discusses insp Rept 50-412/86-29 on 860929-1003 & fonvards notice of 
violation.Civil penalty will not be proposed as written repts made to NRC.Concerns ex- 
pressed that S&W did not perform adequate review in response to info notice. 
RUSSELUW.T. Region 1, Office of Director. 87/04/28. CAREY, J.J. Duquesne Light 
Co. 3pp. 40849:052-40849:056. 

-8705070191 Notice of violation from insp on 860929-1 003. Violation not6d:util did not 
adequately describe corrective actions taken & provide sufficient info to permit analy- 
sis & evaluation of deficiency. 

RUSSELL, W.T. Region 1, Office of Director. 87/04/28. 2pp. 40849:055-40849:066. 

8705050258 Forwards Emergency Preparedness Implementation Appraisal Insp Rept 
50-412/87-14 on 870302-06.No violations noted. Items requiring corrective action 
summarized in Section 4 of rept. 

MARTIN.T.T. Region 1, Office of Director. 87/04/29. CAREY, J.J. Duquesne Ught Co. 
2pp. 40801:072-40801:096. 


-8705050279 Emergency Preparedness Implementation Appraisal Insp Rept 50-41 2/87- 
14 on 870302-06. No violations noted.Major areas inspected:emergency preparedness 
program for facility. Program areas requiring corrective actions included in rept. 
FOX,E.F., LAZARUS, W.J. Region 1, Office of Director. 87/04/28. 23pp. 40801:074- 
40801:096. 

8705110232 Forwards Insp Rept 50-412/87-13 on 870217-19.No violations noted. 
JOHNSTON,W.V. Region 1, Office of Director. 87/04/30. CAREY, J.J. Duquesne Light 
Co. 2pp. 40882:335-40882:341. 

-8705110242 Insp Rept 50-412/87-13 on 87021 7-1 9.No violations or deviations 
noted.Major areas in8pected:activities associated w/radiography of regenerative HX 
welds & preservice insp identified deficiencies. 

KERCH, H., LODEWYK,A.J., STROSNIDER,J. Region 1, Office of Director. 87/04/28. 
5pp. 40882:337-40882:341. 

8705130053 Forwards Insp Rept 50-412/87-18 on 870301-0412 & notice of 
violation. Violations should be resolved w/NRC prior to initial criticality,per 870505 
telcon. 

WENZINGER,E.C. Region 1, Office of Director. 87/05/06. CAREY,J.J. Duquesne Light 
Co. 2pp. 40910:297-40910:313. 

-8705130055 Notice of violation from insp on 870301-0412. 

* Region 1, Office of Director. 87/06/06. 2pp. 40910:299-40910:300. 

-8705130057 Insp Rept 60-412/87-18 on 870301 -041 2. Violations noted: redesigned 
power supply circuitry for Containment Isolation Phase B timers incorrect & Spec 
2BVS-931 & Insp Plan 8.1.4 did not contain appropriate QA criteria & guidance. 

TRIPP, LE. Region 1, Office of Director. 87/04/29. 13pp. 40910:301-40910:313. 

8705140113 Forwards revised license condition & listing of revs to approved physical 
security,safeguards contingency & guard training & qualification plans & SALP evalua- 
tion input for info.Requests listing of plans be forwarded to licensee. 

ERICKSON,R.A. Safeguards Branch. 87/05/08. STOLZ.J.F. Project Directorate 1-4. 
5pp. 40919:351-40919:355. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on DuW." Svc list encl. 

ROSSI,C.E. Division of C)porational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180226 Forwards Insp Rept 50-412/87-27 on 870330-0403. No violations noted. 
JOHNSTON,W.V. Region 1, Office of Director. 87/05/11. CAREY, J.J. Duquesne Light 
Co. 2pp. 40952:079-40952:093. 

-8705180236 Insp Rept 50-412/87-27 on 870330-0403.No violations noted. Major 
areas inspected:QA/CX interface w/startup test program & 
implementation, maint.instrumentation & control organization & procedures & trans- 
former insp. 

PRELUJ., FINKEL,A., WALLACE,D. Region 1, Office of Director. 87/05/05. 13pp. 
40952:081-40952:093. 

8705180413 Forwards Safety Insp Rept 50-412/87-31 on 870406-1 7.No violations 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/11. CAREY, J.J. Duquesne Light 
Co. 2pp. 40961:211-40951:221. 

-8705180449 Insp Rept 50-412/87-31 on 870406-1 7.No violations noted. Major areas 
inspected:startup program & test procedures review. 

FLOREK,D., WEN,P., ESELGROTH.P.W. Region 1, Office of Director. 87/05/11. 9pp. 
40951:213-40951:221. 

8705220062 Forwards Safety Insp Rept 50-412/87-28 on 870406-1 0.No violations 
noted. 

MARTIN,T.T. Region 1, Office of Director. 87/05/12. CAREY, J.J. Duquesne Light Co. 
2pp. 41020:299-41020:306. 

-8705220070 Insp Rept 50-412/87-28 on 870406-1 0.No violations noted. Major areas 
inspected:preoperational test program w/regard to effluent controls & radioactive 
waste sy8.Test program for radwaste sys should be completed by fuel load date. 
MILLER,M.T., PASCIAK,W.J. Region 1, Office of Director. 87/05/12. 6pp. 41020:301- 
41020:306. 

8705190091 Forwards chronology of approved safeguards plan, establishing record of 
safeguards amends & providing assistance in insp enort. 

TAM,P.S. Project Directorate 1-4. 87/05/14. CAREY, J.J. Duquesne Light Co. 3pp. 
40963:237-40963:239. 

8705280149 Forwards Emergency Preparedness Implementation Appraisal Followup 
Insp Rept 50-412/87-33 on 870421 -23.No violations noted.ltems requiring corrective 
action summarized In Section 4 of rept. 

MARTIN.T.T. Region 1. Office of Director. 87/05/18. CAREY, J.J. Duquesne Light Co. 
2pp. 41092:089-41092:096. 

-8705280156 Insp Rept 50-412/87-33 on 870421 -23.No violations noted. Major areas 
inspected:emergency preparedness items from emergency preparedness implementa- 
tion ^praisal.Correctlve actions verified as complete on 6 of 26 items for operation. 
FOX,E.P., LAZARUS, W.J. Region 1, Office of Director. 87/05/15. 6pp. 41092:091- 
41092:096. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noripower Reactors.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Ck). of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERs A related correspondence 

8705070392 Deficiency Rept 87-04 re missing bolts in emergency diesel generator 
HVAC fan supports.fnitially reported on 870212. Missing bolts installed A nuts tack 
weided.Reinsp of all QA Cat^ory I equipment began on 870205. 

CAREY, J.J. Duquesne Light Co. 87/03/16. MURLEY,T.E, Region 1, Office of Director. 
4pp. 40857:357-40857:360. 
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8705070158 Deficiency Rept 87-05 re installation of copper tubing & fittings in vent port 
of Category 1 control valves.lnitially reported on 870309.Caused by misinterpretation of 
field const procedure.Improper parts removed & procedure revised. 

CAREY.J. Duquesne Light Co. 87/04/08. MURLEY.T.E. Region 1, Office of Director. 
3pp. 40849:337-40849:339. 

8705080151 Final Deficiency Rept 86-17 re lack of fusion weld on regenerative 
HX.Initially reported on 861230.Weld repaired & inspected.HX hydrostatically tested. 
CAREY. J.J. Duquesne Ught Co. 87/04/15. MURLEY.T.E. Region 1. Office of Director. 
3pp. 40872:204-40872:206. 

8705050213 Deficiency Rept 87-06 re automatic closing of Brown Boveii/ ITE 4kV cate- 
gory circuit breakers.lnitially reported on 830428.Caused by shock from end of closing 
cycle.AII Type 5HK breaker sent to vendor for addition of antishock spring. 

CAREY ,J.J. Duquesne Light Co. 87/04/20. MURLEY.T.E. Region 1 , Office of Director. 
3pp. 4080 1 :002-40801 :004. 

8705080321 Interim Deficiency Rept 87-07 re high head safety injection/ charging pump 
operating below defined min operating curve. Initially reported on 870323. Pump rotat- 
ing assembly replaced & tested satisfactorily.Next rept anticipated by 870521 . 

CAREY, J.J. Duquesne Ught Co. 87/04/22. MURLEY.T.E. Region 1, Office of Director. 
4pp. 40872:281-40872:283. 

8705260392 Interim Significant Deficiency Rept 87-10 re numerous circumferential ori- 
ented linear indications identified on reactor vessel studs.lnitially reported on 
870401 .Surfaced indications removed by grinding.Next rept on 870530. 

SIEBER,J.D. Duquesne Light Co. 87/05/01. MURLEY.T.E. Region 1, Office of Direc- 
tor. 2pp. 41032:144-41032:145. 

8705260415 Interim Deficiency Rept 87-09 re linear indication identified on reactor 
vessel weld during preservice insp exam. Initially reported on 870401 .Westinghouse in 
process of analyzing "boat" sample.AddI rept expected by 870630. 

SIEBER.J.D. Duquesne Light Co. 87/05/01. MLIRLEY.T.E. Region 1. Office of Direc- 
tor. 3pp. 41038:130-41038:131. 

8705260343 Deficiency Rept 87-1 1 re leakage of Copes Vulcan electro- hydraulic actu- 
ated atmospheric steam dump valves.lnitially reported on 870403,Stem/inner plug 
threaded joint redesigned.Valves satisfactorily stroke tested. 

CAREY.J.J. Duquesne Light Co. 87/05/04. MURLEY.T.E. Region 1, Office of Director. 
3pp. 41032:141-41032:143. 

8705270206 Final deficiency Rept 87-08 re containment isolation Phase B-initiated 
timers for control room emergency pressurization fans.lnitially reported on 
870327.Power supplies changed to dc source. 

CAREY, J.J. Duquesne Light Co. 87/05/04. MURLEY.T.E. Region 1, Office of Director. 
4pp. 41043:322-41043:324. 

8705270321 Potential Significant Deficiency Rept 87-12 re no control room indicating 
lights provided for HVAC test switches.Test switches for circuits 

HvCAP.HVCBP.CESAM & CESBM removed.No add! repts expected. 

CAREY, J.J. Duquesne Light Co. 87/05/12. RUSSELL.W.T. Region 1, Office of Direc- 
tor. 3pp. 41088:311-41088:312. 

8705270375 Final Deficiency Rept 87-1 3 re pressure locking & thermal binding of Wes- 
tinghouse gate valves.lnitially reported on 87041 5.S&W review resulted in initiation of 
Advance Change Notice D-0266 to correct discs in 10 valves. 

CAREY.J.J. Duquesne Light Co. 87/05/14. Region 1, Office of Director. 3pp. 
41055:151-41055:153. 

8705280153 Notifies of completion of environ qualification (EQ) effort for facility EQ 
packages in compliance W/10CFR50.49. Potential 10CFR50.55(e) Items re improper 
sealing of EQ program equipment will be submitted within 30 days. 

CAREY, J.J. Duquesne Ught Co. 87/05/18. Document Control Branch (Document 
Control Desk). 2pp. 41108:279-41108:280. 

8705280069 Interim Significant Deficiency Repts 87-16 & 87-17 re conduit sealing of 50 
Class IE items.AII physical work re re environ qualification program complete w/ex- 
ception of four Bisco seals. 

CAREY.J.J. Duquesne Light Co. 87/05/25. Document Control Branch (Document 
Control Desk). 4pp. 41094:188-41094:191. 
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F. Security, medical, emergency & fire protection plans 

8705040303 Forwards Insp Repts 50-413/87-12 & 50-414/87-12 on 87041 3-1 7.No vio- 
lations noted. 

BROWNLEE.V.L Region 2, Office of Director. 87/04/28. TUCKER.H.B. Duke Power 
Co. 2pp. 40779:198-40779:200. 

-8705040315 Partially withheld Physical Security Insp Repts 50-413/87-12 & 50-414/ 
87-12 on 870413-17 (ref 10CFR2.790 (d) & 73.21 ).No violations or deviations 
noted.Major areas inspected: physical security plan & implementing procedures. 
TILLMAN,A., MCGUIRE.D.R. Region 2, Office of Director. 87/04/28. Ip. 40779:200- 
40779:200. 

8705120224 Responds to 870402 Itr re violations noted in Insp Repts 50-413/87-03 & 
50-41 4/87-03.Corrective actions:backup method implemented for distribution of emer- 
gency plan implementing procedures. 

TUCKER,H.B. Duke Power Co. 87/05/01. Document Control Branch (Document Con- 
trol Desk). 2pp, 40907:054-40907:055. 


P. Operating license stage documents & correspondence 

8705130274 Ack receipt of 870326 Itr appealing NRC 860613 denial of util 860325 
backfit claim re SPDS for McGuire & Catawba Nuclear Stations. 

SNIEZEK,J,H. Office of Nuclear Reactor Regulation, Director (Post 87041 1). 87/05/ 
07. TUCKER.H.B. Duke Power Co. 3pp. 40911:195-40911:197. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requIrements.Svc list end. 
M1RAGUA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


8705220025 Comments on draft NUREG-1275 re "Operating Experience Feedback 
Rept." Low power license issued on 841206 & should be noted as 5 months after OL 
issuance. 

TUCKER.H.B. Duke Power Co. 87/05/12. Document Control Branch (Document Con- 
trol Desk). 2pp. 41016:358-41016:359. 

8705280221 Provides certification that util granted accreditation by INPO & Natl Nuclear 
Accrediting Board for util training programs.Chart w/accreditation dates encI.Revised 
FSARs for each plant will be submitted in CY87 FSAR update. 

TUCKER.H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:112-41109:113. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040303 Forwards Insp Repts 50-413/87-12 & 50-414/87-12 on 87041 3-1 7.No vio- 
lations noted. 

BROWNLEE.V.L. Region 2. Office of Director. 87/04/28. TUCKER.H.B. Duke Power 
Co. 2pp. 40779:198-40779:200. 

—8705040315 Partially withheld Physical Security Insp Repts 50-413/87-12 & 50-414/ 
87-12 on 870413-17 (ref 10CFR2.790 (d) & 73.21 ).No violations or deviations 
noted.Major areas inspected: physical security plan & implementing procedures. 
T1LLMAN.A., MCGUIRE.D.R. Region 2, Office of Director. 87/04/28. 1p. 40779:200- 
40779:200. 

8705120224 Re^onds to 870402 Itr re violations noted in Insp Repts 50-413/87-03 & 
50-41 4/87-03.Corrective actions:backup method implemented for distribution of emer- 
gency plan implementing procedures. 

TUCKER.H.B. Duke Power Co. 87/05/01. Document Control Branch (Document Con- 
trol Desk). 2pp. 40907:054-40907:055. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190275 Ack receipt of 870408 response to NRC 861217 Itr re violations noted in 
Insp Repts 50-413/86-45 & 50-414/86-48. Response meets requirements of 
10CFR2.201. 

JULIAN, C.A. Region 2, Office of Director. 87/05/11. TUCKER.H.B. Duke Power Co. 
Ip. 40967:237-40967:237. 

8705280104 Forwards summary of 870416 enforcement conference w/util at Region II 
ofc re Insp Repts 50-369/87-04,50-370/87-04, 50-413/87-06.50-414/87-06,50-413/ 
87-08 & 50-41 4/87-08.List of attendees & viewgraphs also end. 

GRACE, J.N. Region 2, Office of Director. 87/05/11. TUCKER.H.B. Duke Power Co. 
68pp. 41108:309-41109:016. 

8705290077 Forwards Insp Repts 50-413/87-10 & 50-414/87-10 on 870326-0425.No 
violations or deviations noted.Unresolved items noted. 

BROWNLEE.V.L Region 2. Office of Director. 87/05/14. TUCKER.H.B. Duke Power 
Co. 2pp. 41 1 1 0:065-4 i 1 1 0:079. 

-8705290083 Insp Repts 50-413/87-10 & 50-414/87-10 on 870326-0425.No violations 
or deviations noted.Major areas inspected:review of plant operations.survelllance 
observation, maint observation & review of licensee nonroutine event repts. 

VAN DOORN.P.K., SKINNER.P.H., LESSER.M.S. Region 2, Office of Director. 87/05/ 
14. 13pp. 41110:067-41110:079. 

8705280458 Discusses Insp Repts 50-413/87-06,50-414/87-06.50-413/87-08 &50-414/ 
87-08 on 870130-0325 & forwards notice of violation.AddI measures should be de- 
scribed to improve timeliness of engineering support for nuclear site. 

GRACE.J.N. Region 2. Office of Director. 87/05/15. TUCKER.H.B. Duke Power Co. 
3pp. 41107:321-41107:325. 

-8705280465 Notice of violation from insps on 870130-0325.Violations noted:failure to 
establish methods to ensure correct translation of regulatory requirements into specs 
& drawings & prompt identification of conditions adverse to safety. 

GRACE. J.N. Region 2. Office of Director. 87/06/15. 2pp. 41107:324-41107:325. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noiipower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705060374 “Catawba Nuclear Station Radiological Environ Monitoring Program Annual 
Operating Rept for Jan-Dec 1986." W/870427 Itr. 

TUCKER.H.B. Duke Power Co. 86/12/31. 894pp. 40822:133-40824:306. 

8705110269 Forwards annual nonradiological environ repts for facility for 
CY86.Summary of sections & analysis of results end. 

TUCKER.H.B. Duke Power Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). 3pp. 40875:1 78-40875:221 , 

-^705110274 “Catawba Nuclear Station Environ Protection Plan 1986, Aerial Remote 
Sensing Vegetative Communities." 

* Duke Power Co. 86/1 2/31 . 7pp. 40875:1 81-40875:1 87. 

-8705120137 "Catawba Nuclear Station Environ Protection Plan 1986,Sound Level 
Survey." 

* Duke Power Co. 86/12/31 . 22pp. 40875:1 88-40875:209. 

-8705120139 “Catawba Nuclear Station Environ Protection Plan 1986, Noise Related 
Questions/Complaints." 

* Duke Power Co. 86/12/31. 5pp. 40875:210-40875:214. 
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—8705120143 “Catawba Nuclear Station Environ Protection Plan 1986,Foa Monitoring 
Status Rept.” 

* Duke Power Co. 86/12/31. 4pp. 40875:215-40875:218. 

-8705110286 NPDES noncompliance notification:on 860830, approx 100 gallons of 
2,000 ppm boron solution overflowed into yard drain. Return line moved inside curbing 
area & more securely fastened to tank.W/1 1 aerial viewgraphs. 

HALLER, W.A. Duke Power Co. 86/09/03. South Carolina, State of. 13pp. 40875:219- 
40875:221. 

8705260428 Monthly operating repts for Apr 1987.W/870516 Itr. 

REAVIS, J.A., TUCKIER.H.B. Duke Power Co. 87/04/30. 15pp. 41038:189-41038:203. 


S. Reportable occurrences, LERs & related correspondence 

8705220002 Annotated Part 21 rept re cracked D34 springs in ALCO Spring 
Industries, Inc Type 3727WA safety valves.AII springs being examined.Springs display- 
ing relevant indications will be replaced. 

SCHAUS.R.L. Dresser Industries, Inc. 87/02/03, Office of Inspection & Enforcement, 
Director (820201-870411). 2pp. 41017:003-41017:004. 

8705150331 LER 87-014-00:on 870406,RHR pumps A & B suction from refueling water 
storage tank check valves discovered not full stroke tested.Caused by mgt/QA 
deficiency.Valves stroke tested & procedures issued.W/870506 Itr. 

TORRE,J.G., TUCKER, H.B. Duke Power Co. 87/05/06. 5pp. 40928:109-40928:113. 

8705150337 LER 87-01 2-01 :on 87031 1,pressurl2er PORV declared Inoperable when 
control room personnel determined that instrument air supplies incorrectly 
connected.Caused by design/installation deficiency & personnel error.Tubing 
rerouted.W/870506 Itr. 

TORRE,J.G., TUCKER,H.B. Duke Power Co. 87/05/06. 7pp. 40935:031-40935:037. 

8705180019 Forwards LER 87-011-01 re shutdown due to diesel generator inoperability 
because of mfg deficiency. 

TUCKER,H.B. Duke Power Co. 87/05/06. Document Control Branch (Document Con- 
trol Desk). Ip. 40943:266-40943:269. 

8705180278 LER 87-01 7-00:on 870404, technician removed hatch plug in auxiliary bldg 
to allow access to boric acid batching tank & no fire watch established.On 870408.re- 
moved plug discovered. Caused by defective procedure.Plug replaced.W/870508 Itr. 
TORRE,J.G., TUCKER,H.B. Duke Power Co, 87/05/08. 4pp. 40955:186-40955:189. 

8705180349 LER 87-01 6-00:on 870409,urgent failure alarm & rod-bottom alarm for rod 
D-14 received on digital RPI sys.Caused by failure in Data Channel A of digital RPI sys 
for rod D-14. Work request inltiated.W/870508 Itr. 

TORRE,J.G.. TUCKER,H.B. Duke Power Co. 87/05/08. 5pp. 40958:090-40958:094. 

8705180362 LER 87-01 5-00:on 870409,steam generator 1A main feedwater isolation 
valve unexpectedly closed & reactor tripped.Caused by moisture in terminal box caus- 
ing fuse to blow,failing valve closed.Terminal box dried & resealed. W/870508 Itr. 
TORRE.J.G., TUCKER,H.B. Duke Power Co. 87/05/08, 7pp. 40958:083-40958:089. 

8705110171 RO:on 87041 6,malfunction of meteorological monitoring instrumentation 
discovered due to licensee failure to return sys to svc within required time per Tech 
Spec 3.3.3.4.Caused by failed cards.Cards replaced & sys functioned properly. 
TUCKER, H.B. Duke Power Co. 87/05/11. Document Control Branch (Document Con- 
trol Desk). 2pp. 40883:091-40883:092. 

8705180337 LER 86-005-02:on 8601 17, both trains of control ventilation/ chilled water 
sys inoperable at 100% power.Caused by misapplied pump seals, unreliable compres- 
sion tank alarm & unreliable makeup 8ource.W/87051 1 Itr. 

TORRE, J.G., TUCKER,H.B. Duke Power Co. 87/05/11. 7pp. 40958:095-40958:101. 
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F. Security, medical, emergency & fire protection plans 

8705040303 Forwards Insp Repts 50-413/87-12 & 50-414/87-12 on 87041 3-1 7.No vio- 
lations noted. 

BROWNLEE,V.L Region 2, Office of Director. 87/04/28. TUCKER,H.B. Duke Power 
Go. 2pp. 40779:198-40779:200. 

-8705040315 Partially withheld Physical Security Insp Repts 50-413/87-12 & 50-414/ 
87-12 on 870413-17 (ref 10CFR2.790 (d) & 73.21 ).No violations or deviations 
noted.Major areas inspected: physical security plan & implementing procedures. 
TILLMAN, A. Region 2, Office of Director. 87/04/28. Ip, 40779:200-40779:200. 

8705120224 Re^onds to 870402 Itr re violations noted In Insp Repts 50-413/87-03 & 
50-41 4/87-03.Corrective actions:backup method implemented for distribution of emer- 
gency plan implementing procedures. 

TUCKER, H.B. Duke Power Co. 87/05/01. Document Control Branch (Document Con- 
trol Desk). 2pp. 40907:054-40907:055. 


P. Operating license stage documents & correspondence 

8705130274 Ack receipt of 870326 Itr appealing NBC 860613 denial of util 860325 
backfit claim re SPDS for McGuire & Catawba Nuclear Stations. 

SNIEZEK,J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
07. TUCKER,H.B. Duke Power Co. 3pp. 40911:195-40911:197. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220025 Comments on draft NUREG-1275 re "Operating Experience Feedback 
Rept." Low power license issued on 841206 & should be noted as 5 months after OL 
issuance. 

TUCKER,H.B. Duke Power Co. 87/05/12. Document Control Branch (Document Con- 
trol Desk). 2pp. 41 01 6:358-41 01 6:359. 


8705280221 Provides certification that util granted accreditation by INPO & Natl Nuclear 
Accrediting Board for util training programs.Chart w/accreditation dates encl.Revised 
FSARs for each plant will be submitted in CY87 FSAR update. 

TUCKER, H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 41109:112-41109:113. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040303 Forwards Insp Repts 50-413/87-12 & 50-414/87-12 on 87041 3-1 7.No vio- 
lations noted. 

BROWNLEE,V.L. Region 2, Office of Director. 87/04/28. TUCKER.H.B. Duke Power 
Co. 2pp. 40779:198-40779:200. 

“8705040315 Partially withheld Physical Security Insp Repts 50-413/87-12 & 50-414/ 
87-12 on 870413-17 (ref 10CFR2.790 (d) & 73.21 ).No violations or deviations 
noted.Major areas inspected: physical security plan & implementing procedures. 
TILLMAN, A.. MCGUIRE,D.R. Region 2, Office of Director. 87/04/28. Ip. 40779:200- 
40779:200. 

8705190413 Ack receipt of revised 870408 response informing NRC of steps taken to 
correct violations noted in Insp Rept 50-414/87-05. 

REYES, LA. Region 2, Office of Director. 87/04/30. TUCKER,H.B. Duke Power Co. 
1p. 40975:122-40975:122. 

8705120224 Re^onds to 870402 Itr re violations noted in Insp Repts 50-413/87-03 & 
50-41 4/87-03.Corrective actions:backup method implemented for distribution of emer- 
gency plan Implementing procedures. 

TUCKER.H.B. Duke Power Co. 87/05/01. Document Control Branch (Document Con- 
trol Desk). 2pp. 40907:054-40907:055, 

8705190359 Ack receipt of 870408 response to NRC 870310 Itr re violations noted in 
Insp Rept 50-41 4/87-04.Response meets requirements of 10CFR2.201. 

HERDT,A.R. Region 2, Office of Director. 87/05/01. TUCKER.H.B. Duke Power Co. 
Ip. 40973:278-40973:278. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of iDperatlonal Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190275 Ack receipt of 870408 response to NRC 861217 Itr re violations noted in 
Insp Repts 50-413/86-45 & 50-414/86-48. Response meets requirements of 
10CFR2.201. 

JULIAN.C.A. Region 2, Office of Director. 87/05/11. TUCKER.H.B. Duke Power Co. 
Ip. 40967:237-40967:237. 

8705220139 Forwards payment of civil penalty in response to 870414 order imposing 
civil monetary penalty in amount of $50,000. Util does not agree that enforcement 
taken by NRc on 861 1 12 & imposed in order correct as discussed. 

OWEN.W.H. Duke Power Co. 87/05/11. LIEBERMAN.J. Office of Enforcement (Post 
870413). 5pp. 41020:219-41020:223. 

8705280104 Forwards summary of 870416 enforcement conference w/util at Region II 
ofc re Insp Repts 50-369/87-04,50-370/87-04. 50-413/87-06.50-414/87-06,50-413/ 
87-08 & 50-41 4/87-08. List of attendees & viewgraphs also end. 

GRACE, J.N. Region 2. Office of Director. 87/05/11. TUCKER.H.B. Duke Power Co. 
68pp. 41108:309-41109:016. 

8705290077 Forwards Insp Repts 50-413/87-10 & 50-414/87-10 on 870326-0425.No 
violations or deviations noted.Unresolved items noted. 

BROWNLEE.V.L. Region 2. Office of Director. 87/05/14. TUCKER.H.B. Duke Power 
Co. 2pp. 41 1 1 0:065-41 1 1 0:079. 

“8705290083 Insp Repts 50-413/87-10 & 50-414/87-10 on 870326-0425.No violations 
or deviations noted.Major areas inspected:review of plant operations, surveillance 
observation, maint observation & review of licensee nonroutine event repts. 

VAN DOORN.P.K., SKINNER.P.H., LESSER, M.S. Region 2. Office of Director. 87/05/ 
1 4. 1 3pp. 41 1 1 0:067-41 1 1 0:079. 

8705280458 Discusses Insp Repts 50-413/87-06,50-414/87-06,50-413/87-08 &50-414/ 
87-08 on 870130-0325 & fonwards notice of violation.AddI measures should be de- 
scribed to improve timeliness of engineering support for nuclear site. 

GRACE.J.N. Region 2. Office of Director. 87/05/15. TUCKER.H.B. Duke Power Co. 
3pp. 41107:321-41107:325. 

“8705280465 Notiqe of violation from insps on 870 130-0325. Violations noted'.failure to 
establish methods to ensure correct translation of regulatory requirements into specs 
& drawings & prompt identification of conditions adverse to safety. 

GRACE,J.N. Region 2. Office of Director. 87/05/15. 2pp. 41107:324-41107:325. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp, 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705060374 “Catawba Nuclear Station Radiological Environ Monitoring Program Annua! 
Operating Rept for Jan-Dec 1986." W/870427 Itr. 

TUCKER.H.B. Duke Power Co. 86/12/31. 894pp. 40822:133-40824:306. 

8705110269 Forwards annual nonradiological environ repts for facility for 
CY86.Summary of sections & analysis of results end. 

TUCKER.H.B. Duke Power Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). 3pp. 40875:178-40875:221. 

“8705110274 "Catawba Nuclear Station Environ Protection Plan 1986,Aerial Remote 
Sensing Vegetative Communities.” 

* Duke Power Co. 86/12/31. 7pp. 40875:181-40875:187. 
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“8705120137 “Catawba Nuclear Station Environ Protection Plan 1986.Sound Level 
Survey.” 

* Duke Power Co. 86/12/31. 22pp. 40875:188-40875:209. 

“8705120139 "Catawba Nuclear Station Environ Protection Plan 1986, Noise Related 
Questions/Complaints." 

* Duke Power Co. 86/12/31. 5pp. 40875:210-40875:214. 

“8705120143 "Catawba Nuclear Station Environ Protection Plan 1986, Fog Monitoring 
Status Rept” 

* Duke Power Co. 86/12/31. 4pp. 40875:215-40875:218. 

“8705110286 NPDES noncompliance notification:on 860830.approx 100 gallons of 
2,000 ppm boron solution overflowed into yard drain.Return line moved inside curbing 
area & more securely fastened to tank. W/ 11 aerial viewgraphs. 

HALLER. W. A. Duke Power Co. 86/09/03. South Carolina. State of. 13pp. 40875:219- 
40875:221. 

8705260428 Monthly operating repts for Apr 1987.W/870515 Itr. 

REAVIS. J.A., TUCKER.H.B. Duke Power Co. 87/04/30. 15pp. 41038:189-41038:203. 

8705210558 Forwards second quarterly update to startup rept for Cycle l.Some tests 
not yet complete, as indicated In author 870216 Itr.AddI updates to startup rept will be 
submitted per Tech Specs. 

TUCKER,H.B. Duke Power Co. 87/05/14. Document Control Branch (Document Con- 
trol Desk). 7pp. 41012:353-41012:359. 


S. Reportable occurrences, LERs & related correspondence 

8705220002 Annotated Part 21 rept re cracked D34 springs in ALCO Spring 
lndustries,lnc Type 3727WA safety valves.AII springs being examined.Springs display- 
ing relevant indications will be replaced. 

Sc;HAUS,R.L. Dresser Industries. Inc. 87/02/03. Office of Inspection & Enforcement, 
Director (820201-870411). 2pp. 41017:003-41017:004. 

8705010010 LER 87-01 2-00:on 870226, inoperable snubber found during removal & re- 
placement activitles.failing to meet Tech Specs requiremenLCaused by defective 
procedure.Procedure revised & engineering evaluation performed.W/870423 Itr. 
TORRE.J.G.. TUCKER.H.B. Duke Power Co. 87/04/23. 5pp. 40770:265-40770:269. 

8705150286 LER 86-025-02:on 860603,steam generator D main feedwater containment 
isolation bypass control valve not retested after maintOn 870108,steam generator 
blowdown sys not retested.Caused by personnel errors.W/870506 Itr. 

TORRE.J.G., TUCKER.H.B. Duke Power Co. 87/05/06. 5pp. 40938:278-40938:282. 

8705150348 LER 87-008-01 :on 870303.error discovered in operator aid computer that 
calculates RCS leakage.resulting in violation of Tech Specs.Addl guidelines 
issued.Software corrected. W/870506 Itr. 

TORRE,J.G.. TUCKER.H.B. Duke Power Co. 87/05/06. 5pp. 40928:051-40928:055. 

8705150378 LER 87-009-02:on 8703 12, personnel discovered containment air return Iso- 
lation dampers open, which constitutea engineered safeguard actuation.Caused by de- 
fective procedure.Control room personnel immediately closed dampers.W/870506 Itr. 
TORRE.J.G., TUCKER.H.B. Duke Power Co. 87/05/06. 6pp. 40943:329-40943:334. 

8705180004 LER 87-002-01 :on 870128,reactor trip occurred due to accidental shorting 
of test cable 5 auxiliary feedwater start.Caused by personnel error.Control room per- 
sonnel stabilized unit & shorted cable removed. W/870506 Itr. 

TORRE, J.G., TUCKER, H.B. Duke Power Co. 87/05/06. 8pp. 40943:308-40943:315. 

8705180005 LER 87-01 5-00:on 870406,containment air return fan B isolation damper 
unexpectedly opened, constituting ESF actuation.Caused by defective 

proc^ure.lsolation damper closed. Procedures revised.W/870506 Itr. 

TORRE,J.G., TUCKER.H.B. Duke Power Co. 87/05/06. 6pp. 40940:042-40940:047. 

8705110171 RO:on 87041 6, malfunction of meteorological monitoring instrumentation 
discovered due to licensee failure to return sys to svc within required time per Tech 
Spec 3.3.3.4.Caused by failed cards.Cards replaced & sys functioned properly. 
TUCKER.H.B. Duke Power Co. 87/05/11. Document Control Branch (Document Con- 
trol Desk). 2pp. 40883:091-40883:092. 

8705220019 LER 87-01 6-00:on 87041 3, facility shutdown due to unidentified reactor 
coolant leakage greater than 1.0 gallon per minute.Caused by nozzle & disc of valve 
2NM434 badly pitted.Valve repaired.W/870513 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 87/05/13. 5pp. 41016:316-41016:320. 

8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting.List of attendees.events discussed & 
significant elements of events & summary of events presented end. 

LANNING,W. Events Assessment Branch. 87/05/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 

8705270605 Advises that LER 414/87-17 re 870418-27 containment air releases, due for 
submittal on 8705 18, terminated due to installation & design deflciencies.Event being 
evaluated & rept will be submitted by 870619. 

TUCKER, H.B. Duke Power Co. 87/05/18. Document Control Branch (Document Con- 
trol Desk), ip. 41085:134-41085:134, 
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F. Security, medical, emergency & fire protection plans 

8705190241 Rev 3 to Emergency Plan Procedure 10-S-01-24, "Maint of Emergency 
Preparedness.” W/870513 Itr 

BROWN, C.K., KINGSLEY.O.b. System Energy Resources, Inc. 87/05/13. 9pp. 
40967:351-40967:359, 

8705270566 Forwards application for amend to License NPF-29, changing Tech Specs 
by deletina Condition 2.C.(23) & adding new std fire protection license condition (des- 
ignated 2.u.(41)). Marked-up Tech Specs end, 

KINGSLEY.O.D. System Energy Resources, Inc. 87/05/19. Document Control Branch 
(Document Control Desk). 3pp. 41085:160-41085:231. 


“8705270577 Application for amend to License NPF-29, changing Tech Specs by delet- 
ing Condition 2.C & adding new std fire protection license condition (designated 
2.C.{41)). 

KINGSLEY.O.D. System Energy Resources, Inc. 87/05/19. 7pp. 41085:163- 
41085:169. 

“8705270632 Proposed marked-up Tech Specs.deleting Condition 2.C & adding new 
std fire protection license condition (designated 2.C.(41)). 

* System Energy Resources, Inc. 87/05/19. 62pp. 41085:170-41085:231. 


J. Insurance & indemnity information 

8705280113 Forwards current certificate of coverage by Nuclear Mutual Ltd & corrected 
ANI/MAELU & Nuclear Electric Insurance Ltd certificate. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/05/22. Document Control Branch 
(Document Control Desk). 9pp. 41109:352-41109:359. 


P. Operating license stage documents & correspondence 

8705060198 Discusses FSAR errors re property & mineral rights ownership.Author con- 
cludes matter received appropriate mgt attention based on util responses in investigat- 
ing & correcting errors & providing info re mineral rights. 

KINTNER.L. Project Directorate 11-2. 87/04/28. Project Directorate 11-2. 3pp. 
40835:354-40835:356. 

8705060157 Forwards safety evaluation accepting licensee 870129 proposed solution to 
concern re control of activities within exclusion areas.Capability for long-term control 
of activities & compliance w/IOCFRIOO demonstrated. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/04/30. KINGSLEY.O.D. System Energy 
Resources, Inc. 3pp. 40836:001-40836:006. 

“8705060162 Safety evaluation accepting licensee 870129 proposed solution to con- 
cern re control of activities within exclusion areas. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp. 
40836:004-40836:006. 

8705110300 Fonvards resolutions to NRC comments on util 860507 submittal of Rev 0 
to fire hazards analysis (^ec M-500.0), as discussed at 870318 meeting. 
KINGSLEY.O.D. System Energy Resources, Inc. 87/05/06. Document Control Branch 
(Document Control Desk). 5pp. 40880:1 99-40880:203. 

8705280312 Fonvards standby svc water & HPCS sys design review - summary rept, per 
LER 86-029 & 870204 enforcement conference. Sys presently capable of performing 
safety functions & util programs adequate to retain capability. 

KINGSLEY.O.D. System Energy Resources, Inc, 87/05/08. GRACE, J.N. Region 2, 
Office of Director. 6pp. 41109:236-41109:241. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705280290 Confirms discussions held w/members of NRC staff on 870507 pertaining 
to concerns re environ qualification of certain wiring associated w/containment & 
drywell atmospheric hydrogen analyzers installed at facility. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/05/15. GRACE,J.N. Region 2, 
Office of Director. 5pp. 41 1 09:027-41 1 09:031 . 

8705270261 Notification of 870602 meeting w/util in Port Gibson.MS to discuss Refuel- 
ing Outage 2, licensee actions & proposed NRC tour of facility. 

KINTNER,L.L Project Directorate 11-2. 87/05/19. RUBENSTEIN.LS, Project Director- 
ate II-2. 3pp. 41049:289-41049:291. 

8705270566 Forwards application for amend to License NPF-29.changing Tech Specs 
by deleting Condition 2.C.(23) & adding new std fire protection license condition (des- 
ignated 2.C.(41)). Marked-up Tech Specs end. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/05/19. Document Control Branch 
(Document Control Desk). 3pp. 41085:160-41085:231. 

“8705270577 Application for amend to License NPF-29, changing Tech Specs by delet- 
ing Condition 2.C & adding new std fire protection license condition (designated 

KINGSLEY.O.D. System Energy Resources, Inc. 87/05/19. 7pp. .41085:163- 
41085:169. 

“8705270632 Proposed marked-up Tech Specs.deleting Condition 2.C & adding new 
std fire protection license condition (designated 2.C.(41)). 

* System Energy Resources, Inc. 87/05/19. 62pp. 41085:170-41085:231. 

8705270596 Forwards fee inadvertently omitted from 870519 Itr. 

MILLER, LW. System Energy Resources, Inc. 87/05/20. Document Control Branch 
(Document Control Desk). Ip. 41088:116-41088:119. 


Q. Inspection reports, IE Bulletins & correspondence 

6705050066 Forwards app to SALP Repts 50-416/86-35 & 50-417/86-05 for May 1985 
- Oct 1986 

GRACE. J.N. Region 2, Office of Director. 87/04/14. KINGSLEY.O.D. System Energy 
Resources, Inc. 2pp. 40797:331-40797:351. ' 

“8705050080 App to SALP Repts 50-416/86-35 & 50-417/86-05 for May 1985 - Oct 
1986. 

* Region 2, Office of Director. 87/04/14. 10pp. 40797:333-40797:351. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705190266 Forwards Insp Rept 50-416/87-10 on 870314-0417 & notice of violation. 
REYES.L.A. Region 2, Office of Director. 87/04/30. KINGSLEY.O.D. System Energy 
Resources, Inc. 2pp. 40968:196-40968:212. 
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-8705190274 Notice of violation from insp on 870314-0417, 

REYES, LA. Region 2, Office of Director, 87/04/30. 2pp. 40968:198-40968:199. 

-8705190289 Insp Rept 50-416/87-10 on 87031 4-041 7. Violations noted: failure to doc- 
ument identified deficiency, to implement SSW basin acid addition sys per temporary 
alteration & to install control rod hydraulic control units. 

BUTCHER, R.C.. SMITH, W.F.. DANCE.H.C. Region 2. Office of Director. 87/04/29. 
13pp. 40968:200-40968:212. 

8705190169 Forwards Insp Rept 50-416/87-11 on 870413-1 5.No violations or devi- 
ations noted. 

HERDT,A.R. Region 2. Office of Director. 87/05/05. KINGSLEY.O.D. System Energy 
Resources. Inc. 2pp. 40968:334-40968:341. 

-8705190174 Insp Rept 50-416/87-11 on 87041 3-1 5.No violations or deviations 
noted. Major areas inspected:allegations re improper coatings. 

HARRIS.J.R., CONLON.T. Region 2. Office of Director. 87/05/04. 6pp, 40968:336- 
40968:341. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. or New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & reiated correspondence 

8705040273 “Grand Gulf Nuclear Station 1986 Annual Environ Operating Rept.” W/ 
870430 Itr. 

KINGSLEY.O.D. System Energy Resources. Inc. 86/12/31. 219pp. 40777:282- 
40778:140. 

8705050284 “Grand Gulf Nuclear Station 1986 Annual Radiological Environ Operating 
Rept," W/870430 Itr. 

KINGSLEY.O.D. System Energy Resources. Inc. 86/12/31. 206pp. 40811:157- 
40811:362. 

8705210467 Monthly operating rept for Apr 1987.W/870615 Itr. 

HOBBS.S.. KINGSLEY.O.D. System Energy Resources, Inc. 87/04/30, 4pp. 
41011:218-41011:221. 

8705290157 Informs that 870227 request for approval for omitting summary of operating 
experience & tabulations of scram, outages & forced reductions in power In future 
annual repts granted. 

KINTNER.LL Project Directorate 11-2. 87/05/25. KINGSLEY.O.D. System Energy Re- 
sources, Inc. 3pp. 41115:173-41115:175. 


$. Reportable occurrertces, LERa & related correspondence 

8705070232 Forwards safety evaluation supporting licensee 860418 submittal re initial 
assessment of sulphuric acid spill that occurred at plant.control measures being taken 
& cleanup & disposal operations. 

KINTNER.L.L Project Directorate 11-2. 87/05/04. KINGSLEY.O.D. System Energy Re- 
sources, Inc. 2pp. 40852:047-40852:050. 

-8705070239 Safety evaluation re spill of sulphuric acid at plant on 860322. Licensee 
monitoring & recovery sys adequate to contain & eliminate existing acid plume.No 
addi measures recommended. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 2pp. 
40852:049-40852:050. 

8705210517 LER 87-005-00:on 87041 4,main steam line radiation monitor K610B found 
w/trip setpoint exceeding Tech Specs.On 870415, trip setpoints on two addI monitors 
found excessive.Caused Dy drift of log-rate amplifier signal.W/870515 Itr. 

BYRD.R., KINGSLEY.O.D. System Energy Resources, Inc. 87/05/15. 4pp. 41016:106- 
41016:109. 


V. Operator Examinations 

8705200101 Provides info re applicants for 870518 operator license exams in response 
to telcon w/K Brockman.Addition of fuel bundle movement into & out of core during 
Refueling 1 to list of significant reactivity changes requested. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/04/22. GRACE, J.N. Region 2, 
Office of Director. 2pp. 40982:3^11-40982:312. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8705060196 Discusses FSAR errors re property & mineral rights ownership.Author con- 
cludes matter received appropriate mgt attention based on util responses In investigat- 
ing & correcting errors & providing info re mineral rights. 

KINTNER.L. Project Directorate 11-2. 87/04/28. Project Directorate 11-2. 3pp. 
40835:354-40835:356. 

8705060157 Fonwards safety evaluation accepting licensee 870129 proposed solution to 
concern re control of activities within exclusion areas.Capability for long-term control 
of activities & compliance w/IOCFRIOO demonstrated. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/04/30. KINGSLEY.O.D. System Energy 
Resources, Inc. 3pp. 40836:001-40836:006. 

-8705060162 Safety evaluation accepting licensee 870129 proposed solution to con- 
cern re control of activities within exclusion areas. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 3pp, 
40836:004-40836:006. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.56 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. Inspection reports, IE Bulletins & correspondence 


8705050068 Forwards app to SALP Repts 50-416/86-35 & 50-417/86-05 for May 1985 
- Oct 1986. 

GRACE.J.N. Region 2. Office of Director. 87/04/14. KINGSLEY.O.D. System Energy 
Resources. Inc. 2pp. 40797:331-40797:351. 

-8705050080 App to SALP Repts 50-416/86-35 & 50-417/86-05 for May 1985 - Oct 
1986. 

* Region 2, Office of Director. 87/04/14. 10pp. 40797:333-40797:351. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8705050299 Rev 1 to Emergency Plan Implementing Procedures EPIP 4201-13, “Work- 
sheet One Calculation Data Sheet." W/870501 Itr. 

MROCZKA,E.J., WERNER.R.P. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). MROCZKA.E.J. Northeast Utilities. 87/05/01. 7pp. 40804:333-40804:339. 

8705270561 Responds to NRC 870410 Itr re violations noted in Insp Repts 50-245/87- 
02,50-336/87-02 & 50-423/ 87-03.Corrective actions: all safeguard info contained in 
repository subsequently relocated to designated repository in main office area. 
MrOCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/12. 
RUSSELL, W.T. Region 1, Office of Director. 2pp. 41086:030-41086:031. 

8705210466 Revised emergency procedures.including Rev 3 to EPIP-4224 re reactor 
coolant & liquid waste post-accident sampling & Rev 2 to EPIP-4226 re Unit 3 ventila- 
tion & containment air post-accident sampling.W/870514 Itr. 

TORTORA,M.. DILLON.P., MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 87/05/14. 109pp. 41012:001-41012:109. 


i. Financial information 


8705040297 "Northeast Utils Co,1986 Annual Financial Rept.” W/870424 Itr. 
ANDERSEN,A., GULIELMO.F.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 86/12/31. 143pp. 40781:038-40781:180. 


P. Operating license stage documents & correspondence 

8705050206 Application for amend to License NPF-49, changing License Condition 
2.C.(6), “Instrumentation for Monitoring Post- Accident Conditions Reg Guide 1.97, Rev 
2..." re schedule for installation of instrumentation. Fee paid. 

MROCZKA,E.J.. WERNER.R.P. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). MROCZKA.E.J. Northeast Utilities. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 5pp. 40810:244-40810:251. 

-8705060003 Proposed Tech Specs.changing License Condition 2.C.(6), “Instrumenta- 
tion for Monitoring Post-Accident Conditions, Reg Guide 1.97, Rev 2 Requirements.” 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/01. 3pp. 
40810:249-40810:251. 

8705150393 Application for amend to License NPF-49, changing Tech Spec Section 
4.8.1. 1.2 to increase emergency diesel generator startup time of 10 s to 11 s & in- 
crease response time for Item 1 l.a of Table 3.3-5 from 12 s to 13 s.Fee paid. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/05. Document Control Branch (Document 
Control Desk). 5pp. 40928:004-40928:018. 

-8705150405 Proposed Tech Spec Section 4.8.1. 1.2 Increasing emergency diesel gen- 
erator startup time of 10 s to 11 s & response time for Item 1 l.a of Table 3.3-5 from 
1 2 s to 1 3 s. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/05. 10pp. 
40928:009-40928:018. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190144 Forwards Amend 4 to License NPF-49 & safety evaluation. Amend revises 
Tech Spec 4.8.1. 1.2.f.1 to extend 18-month diesel generator insp on one-time basis 
from May 1987 to Jan 1988. 

FERGUSON, R. Project Directorate 1-4. 87/05/13. MROCZKA,E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 40963:270-40963:279. 

-8705190151 Amend 4 to License NpF-49,revising Tech Spec 4.8.1. 1.2.f.1 to extend 
18-month diesel generator insp interval from May 1987 to Jan 1988. 

STOLZ,J.F. Project Directorate I-4. 87/05/13. 6pp. 40963:272-40963:277. 

-8705190153 Safety evaluation supporting Amend 4 to License NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 2pp. 
40963:278-40963:279. 
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8705200058 Notification of 870602-03 meetings w/uti! in Waterford.CT to discuss provi- 
sions for inservice testing program for pumps & valves, 

FERGUSON, R.L Project Directorate 1-4. 87/C5/15. STOLZ.J.F, Project Directorate 1-4. 
3pp. 40987:252-40987:254. 

8705260142 Forwards TE Murley 870428 Itr granting relief from 60 day reporting re- 
quirement of Generic Ltr 87-02 to members of Seismic Qualification Util Group. 
STOLZ,J.F. Project Directorate 1-4. 87/05/15. MROC2KA.E.J. Northeast Nuclear 
Energy Co, (subs, of Northeast Utilities). Ip. 41043:178-41043:180. 

8705270625 Ack receipt of listed invoices for cost incurred for review of facility 
submittals.Fee paid.Ucense number for Millstone Unit 3 incorrect on Invoice 1099A. 
MRCX;2KA.E.J. Connecticut Yankee Atomic Power Co. 87/05/18. Document Control 
Branch (Document Control Desk). 10pp. 41085:030-41085:039. 

8705280273 Forwards PRA evaluation for installation of backup protection 
devices. Requests that NRC provide written statement of concurrence re util conclu- 
sion that installation of backup protection devices not necessary. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MRC)CZ}<A,E.J. Northeast Utilities. 87/05/20. Document Control Branch (Document 
Control Desk). 6pp. 41093:110-41093:115. 


Q. Inspection reports, IE Bulietlns & correspondence 


8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.(;.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705110134 Responds to NRC 870401 ltr re violations noted in Insp Rept 50-423/86- 
39.Conrective actionsroperation dept procedures revised to define shift supervisor staff 
assistant duties & operations dept supervisor issued written reprimand, 

WERNER.R.P. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). MROCZKA,E.J. Northeast Utilities. 87/05/01. KANE.W.F. Region 1, Office of Di- 
rector. 10pp. 40876:111-40876:119. 


-8705060136 “Monitoring Marine Environ of Long Island Sound at Millstone Nuclear 
Popwer Station:Summary of Studies Prior to Unit 3 Operation." 

* Northeast Utilities. 87/04/30. 513pp. 40816:299-40818:091. 

8705120207 Monthly operating rept for Apr 1987.W/870508 Itr. 

ELMS.A.L.. SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 87/04/30. 4pp. 40910:156-40910:159. 


S. Reportable occurrences, LERs & related correspondence 


8705050178 LER 87-01 7-00:on 870329, while performing response time testing per Tech 
Spec 4.3.2.2,several components failed to meet emergency safeguards features actu- 
ation sys response times.Caused by inadequate procedures.W/870428 ltr, 

MCDANIEL, D.T., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/04/28, 5pp. 40803:235-40803:239. 


8705070160 LER 87-01 8-00:on 870402,train A control bldg inlet radiation monitor not in 
service as required by Tech Spec.Caused by personnel error.Channel check surveil- 
lance procedures on safety-related radiation monitors revised.W/870428 Itr. 

FRIES, E.V., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 87/04/28. 4pp, 40849:340-40849:343. 


8705110287 LER 87-01 9-00:on 870411, temp of turbine driven auxiliary feedwater pump 
area ES-07 exceeded 110 F limit set by Tech Specs 3.714b & 6.9.2.Cause not 
stated, Equipment not affected according to maint & inservice insp.W/870504 Itr. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
SCACE.S.E. Northeast Utilities. 87/05/04. 3pp. 40883:154-40883:156 


8705180127 LER 87-020-00:on 87041 2, reactor trip occurred due to lo lo steam level in 
steam generator D.Caused by equipment failure.Air supply line repaired & retested 
satisfactorily. W/8705 11 Itr. 

SULLIVAN, F.M., SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 87/05/11. 5pp. 40953:077-40953:081. 


8705130008 Forwards Safety Insp Rept 50-423/87-09 on 870330-0403.No violations 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/05. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 40910:068-40910:079. 

-8705130012 Insp Rept 50-423/87-09 on 870330-0403. No violations noted. Major 
areas inspected:licensee maint areas, including organization, program 

J^P^I^Tventation, activities in progress, transformer program, trending & QA/QC inter- 

?0^^1 0:07^4091 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep VVhile on Duty." Svc list end. 

ROSSI, C.E. E)iyision of Operational Events Assessment (Post 870411). 87/05/11 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

870410 itr re violations noted in Insp Repts 50-245/87- 
^ 5a423/87-03.Corrective actions: all safeguard info contained in 
relocated to defeated repository in main office area. 
MPnrlKci Northeast Utilities). 

4f68''6"o8“ "‘JSSELUW.T, Region 1. Office of d1- 

evaluation.Amend revises 


from May 1987 to Jan 19^. 
FERGUSON.R. Proie 


MROCZi<A,E.J. Northeast Nuoiear 
Energy Co. (subs, of Northeast Utilities). 2pp. 40963:270-40963:279. 

^ NPF-49.revising Tech Spec 4.8.1.1.2.f.1 to extend 

serwator insp interval from May 1987 to Jan 1988. 

STOLZ,J.F. Project Directorate 1-4. 87/05/13. 6pp. 40963:272-40963:277. 

“*70^90153 Sfety evaluation supporting Amend 4 to Ucense NPF-49. 
40^!27M0^3l79 Regulation. Director (Post 870411). 87/05/13. 2pp. 


8705180182 LER 87-021 -00:on 87041 2, reactor trip occurred due to lo-lo steam genera- 
tor level following feedwater isolation signal. Caused by operator error. Revised proce- 
dures issued.AII licensed operators counseled.\Af/870512 Itr. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S. Northeast Utilities. 87/05/12. 4pp. 40955:182-40955:185. 

8705180354 LER 87-022-00:on 87041 5, results of steam generator condensate pot temp 
monitoring indicated error in steam generator level. Caused by design configuration of 
‘^®sign will be installed.W/870512 Itr. 

PINKOWI^a, SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/05/12. 4pp. 4&5 1:238-4095 1:241. 

8705270024 PNO-l-87-043:on 87051 4, during reactor trip breaker response time 
tesung.reactor trip occurred.Steam generator feedwater isolation pressure transient re- 
thermal relief valves.Cause under investigation. 

- MCCABE.E. Region 1, Office of Director. 87/05/16. 1p. 41043:360-' 

^ i j'-3:3ow. 

DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 
F. Security, medical, emergency & fire protection plans 

meeting w/util at plant site re facility startup 
histo^.List of attendees & viewgraphs end. ^ ^ 

87/05/04. Project Directorate 11-3. S4pp. 

®^So5ltr&!evfsedS®c?oort^ 

GUCWA.LT. Georgia Power Co. 87/05/05. 35pp. 40883:093-40883:127. 

H. General correspondence 


5^3/85-98 for Sept 1985 ■ Feb 1987. 

5a- Director. 87/05/14. MROCZKA.E.J. Northeast Nu- 

clear Energy Co. (subs, of Northeast Utilities). 2pp. 41086:170-41086:248. 

-870^70232 ^LP Rept 50-423/85-98 for Sept 1985 - Feb 1987 
Region 1, Office of Director. 87/04/16. 59pp. 41086:172-41086:248. 

R®9b8lfetion Exams at 


jo 8/0420 Itr expressing concerns re licensing of plant prior to 
safety tests.NRC authorized schedular relief from certain tests 
which are not necessary to ensure safety. 

Regulation, Director (Post 870411). 87/05/ 
12. GUNNIGLE.T.E. Affiliation Not Assigned, 3pp. 40959:138-40959:143. 

authcrizaticr, fer util tc lead fuel w/o oomple- 

2pp^ii59Tf?to959°l'43.“®^^^^ ’ ''® °®‘®"®" 


R. Periotic operatir^ reports & related correspondent 


K. Utility Final Safety Analysis Report (FSAR) & amends 


R«dW09ical Enviren Op- 
0^ Northeast Utilities) 

Environ Prdectien Plan 1986 Annual Environ 
touI«oSoft ^ ™""® o< Long Island Sound prior 

MRO^ri' (®®bs. of Northeast Utilities). 


cons;rs"“o,;c= ToX Ty.u •■S ersrite'" 

Station Units 1 S 3. 

P. Operating license stage documents <1 correspondence 


^ ProtecUon Plan, 1986 Annual Environ Operating 

“* ““'™®®)- • Northeast Utilities. 86/ 


ruiwaras .-v.4«-i>i irv-znoo, rumo & VaIv/a 
0®CHA|3 CF'®FrAr?H»i?''l® Plmt,Unit 1.” fkial technical evaluation rept.' 

Program Analysis Staff (85112^870411). Ip. 40851 -MO-iMSl'm ® 
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-8705070324 "Pump &. Valve Inservice Testing Program, Vogtie Electric Generating 
Plant, Unit 1,” final technical evaluation rept, 

BONNEY.R.F., ROCKHOLD.H.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
ROCKHOLD,H.C. Idaho National Engineering Laboratory. FIN A-6811. EGG-NTA- 
7468 87/02/28. NRC - No Detailed Affiliation Given. 64pp. 40851:141-40851:198. 

8705050171 Rev 3 to “Offsite Dose Calculation Manual for Vogtie Electric Generating 
Plant." W/870428 Itr. 

GUCWA,L.T. Georgia Power Co. 87/03/31. 176pp. 40803:254-40804:069. 

8705010065 Informs of NRR implementation of major internal reorganization & involves 
changes in assignment of plants to specific directorates. Hatch & Vogtie now under 
responsibility of Project Directorate 11-3. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/04/27. O’REILLY, J.P. Georgia Power 
Co. 4pp. 40774:213-40774:216. 

8705050098 Forwards listings of nonroutine correspondence for which written response 
required. 

GUCWA.LT. Georgia Power Co. 87/04/27. Document Control Branch (Document 
Cont-ol Desk). 6pp. 40791:177-40791:182. 

8705190419 Summarizes 870324 mgt meeting in Region II ofcs to discuss readiness 
review program for Unit 2,using lessons learned for Unit 1. Attendance list & view- 
graphs encT. 

GRACE, J.N. Region 2, Office of Director. 87/04/29. 0’REILLY,J.P. Georgia Power Co. 
24pp. 40974:336-40974:358. 

8705060206 Notification of 870522 meeting w/util in Bethesda.MD re status of out- 
standing licensing actions on plants. 

CROCKER.L.B. Project Directorate tl-3. 87/05/04. YOUNGBLOOD.B.J. Project Direc- 
torate 11-3. 4pp. 40842:119-40842:122. 

8705080320 Requests specific info as part of supplemental summary rept on DCRDR 
License Condition 2.C(7)c to be submitted by 880301 .Info requirements end. 
MILLER,M.A. Project Directorate 11-3. 87/05/04, 0’REILLY,J.P. Georgia Power Co. 
3pp. 40871:134-40871:136. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.56 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705200370 Partial response to FOIA request for documents re plant anti-drug & alco- 
hol program. End App C documents also available in PDR.App D & E documents par- 
tially & completely withheld (ref FOIA Exemption 6). respectively. 

ROBINSON.L. Division of Rules a Records (Post 870413). 87/05/14. BAUMAN,L 
Government Accountability Project. 7pp. 40987:258-40989:115. 

-8705200399 NOP-1-640. "Fitness for Duty." 

0’REtLLY.J.P. Georgia Power Co. 86/09/05. 4pp. 40987:267-40987:270. 

-8705200404 NOI-1-641, "Drug a Alcohol Abuse.” 

MCHENRY,T.J., O'REILLY. J.P. Georgia Power Co. 86/09/05. 8pp. 40987:271- 
40987:278. 

—8705200408 Corporate guidelines re conduct of employees.Related documentation 
encUncluding supervisory guidelines for administering company policy on drug a alco- 
hol abuse. 

* Georgia Power Co. 85/05/15. 103pp. 40987:279-40988:017. 

-8705200473 Partially deleted package of documents consisting of completed fitness 
for duty forms a related matl re anti-drug a alcohol abuse program at plant. 

* Georgia Power Co. 87/05/14. 400pp. 40988:018-40989:115. 

8705260395 Forwards listings of non-routine correspondence between util a NRR for 
which written responses required. 

GUCWA,L.T. Georgia Power Co. 87/05/14. Document Control Branch (Document 
Control Desk). 6pp. 41038:210-41038:215. 

8705290173 Advises that util 870420 itr submitting supplemental rept on leakage of 
positive displacement pump a Valve 1-HV-3258 re exam of leakage outside contain- 
ment satisfies requirements of NUREG-0737.ltem III.D.1.1. 

MILLER.M.A. Project Directorate 11-3. 87/05/19. O’REILLY.J.P. Georgia Power Co. 
2pp. 41115:193-41115:194. 

8705280337 Forwards revised process a effluent radiation monitoring sys test described 
in FSAR Section 14.2.8.2.28, addressing monitors which perform safety-related func- 
tions or diagnostic indications, per License Condition 2,C.(3). 

GUCWA,LT. Georgia Power Co. 87/05/21. Document Control Branch (Document 
Control Desk). 4pp. 41109:155-41109:158. 


Q. Inspection reports, IE Bulletins a correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050087 Responds to NRC Itr re violations noted in Insp Rept 50-424/87-1 9.Correc- 
tive actions:meeting held to coordinate responsibilities to correct discrepancies a 
memo issued on 870306 re smoking a eating policy in protected area. 

GUCWA,L.T. Georgia Power Co. 87/04/27. Document Control Branch (Document 
Control Desk). 5pp. 40791:183-40791:187. 

8705040121 Forwards Insp Rept 50-424/86-105 on 86081 1-1 5.No violations noted.NRC 
assessment of validity of results a conclusions of independent design review a cor- 
rective actions will be addressed by evaluation rept being prepared for Module 22. 
BROWNLEE,V.L. Region 2, Office of Director. 87/04/28. O’REILLY, J.P. Georgia 
Power Co. 3pp. 40780:148-40780:159. 

-8612010289 Insp Rept 50-424/86-1 05R on 86081 1-15.AII prior open items from Readi- 
ness Review Modules 8 a 13C found acceptable a closed. 

PARKHILUR. Division of QA, Vendor a Technical Training Center Programs (850212- 
870411). IMBRO.E.V. Quality Assurance Branch. 86/11/18. 9pp. 40780:151- 
40780:159. 


8705280351 Forwards corrected 870413 transmittal Itr a signature Itr of 870413 Insp 
Repts 50-424/87-22 a 50-425/87-1 6.Rept originally issued w/incorrect rept number 
for Unit 1 . 

REYES, L.A. Region 2, Office of Director. 87/04/29. O’REILLY.J.P. Georgia Power Co. 
3pp. 41109:179-41109:184. 

-8705280359 Corrected Itr forwarding Insp Repts 50-424/87-21 a 50-425/87-16 on 
87021 7-20.No violations or deviations noted. 

REYES, L.A. Region 2, Office of Director. 87/04/13. O’REILLY.J.P. Georgia Power Co. 
2pp. 41109:182-41109:184. 

—8705280367 Corrected signature page of Insp Repts 50-424/87-21 a 50-425/87-1 6.No 
violations or deviations noted. Major areas inspected:programmatic review of quality 
concern program at plant w/emphasis on actions re discrimination. 

SINKULE.M.V, LIVERMORE, H.H.. URYC.B. Region 2. Office of Director. 87/04/10. 
Ip. 41109:184-41109:184. 

8705080330 Responds to NRC Itr re violations noted in Insp Rept 50-424/87-1 2.Correc- 
tive actions:locked valve manipulation log implemented, operating crews counseled a 
deficiency card written on diesel generator incident. 

GUCWA.L.T. Georgia Power Co. 87/05/01. Document Control Branch (Document 
Control Desk). 7pp. 40871:276-40871:282. 

8705190644 Fonwards response to NRC 870414 Itr re violations noted in Insp Rept 50- 
424/87-1 4.Corrective actions:const turnover process complete.Overhead areas 
searched for matls left during const phase of unit. 

GUCWA.L.T. Georgia Power Co. 87/05/08. Document Control Branch (Document 
Control Desk). 4pp. 40970:200-40970:203. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705280185 Confirms 870505 telcon re enforcement conference scheduled for 870519 
at Region II ofc to discuss findings concerning Insp Repts 50-424/87-30,50-424/87-27 
a 50-424/87-1 2.Proposed agenda end. 

GRACE, J.N. Region 2, Office of Director. 87/05/14. 0’REILLY,J.P. Georgia Power Co. 
4pp. 41109:274-41109:277. 

8705280350 Forwards Insp Rept 50-424/87-28 on 870328-041 3.No violations 
noted.Understands that if util oral commitment differs from statement made in end 
Insp rept.Region II should be notified. 

HERDT.A.R. Region 2, Office of Director. 87/05/14. O’REILLY.J.P. Georgia Power 
Co. 3pp. 41109:170-41109:177. 

“8705280357 Insp Rept 50-424/87-28 on 870328-041 3.No violations or deviations 
noted.Major areas inspected:witnessing of loss of offsite power a shutdown from out- 
side control room startup test. 

THOMAS,M., MATHIS, J.L, BERNHARD,R.H. Region 2, Office of Director. 87/05/11. 
5pp. 41109:173-41109:177. 

8705270108 Responds to violation noted in Insp Rept 50-424/87-01 on 870105-09 a 
12-16.Corrective actions:workers counseled a retrained on importance of procedural 
compliance re battery insp,monitor calibr, current document version a log maint. 
GUCWA,L.T. Georgia Power Co. 87/05/18. Document Control Branch (Document 
Control Desk). 7pp. 41051:341-41051:347. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports a related correspondence 


8705190268 Monthly operating rept for Apr 1987.W/870507 Itr. 

DILWORTH,S.C., GUCWA.LT. Georgia Power Co. 87/04/30. 8pp. 40968:188- 
40968:195. 


S. Reportable occurrences, LERs & related correspondence 

8705050370 LER 87-005-02:on 870326,control room ventilation isolation automatically 
occurred. Caused by false signal from control room air intake process monitor due to 
voltage transient. Testing re voltage transient effects planned.W/870427 Itr. 
BURNS.W.E., GUCWA,L.T. Georgia Power Co. 87/04/25. 5pp. 40815:251-40815:255. 

8705050026 LER 87-01 1-00:on 870326, main feedwater or steam generator feed pump 
B tripped on low suction pressure due to decreasing water level in condenser 
hotwell.Caused by failure of level transmitter LT-4415.W/870427 Itr. 

BURNS.W.E., GUCWA,L.T. Georgia Power Co. 87/04/27. 6pp. 40791:154-40791:159. 

8705060168 LER 87-005-03:on 870330, control room ventilation isolation occurred 
automatically.Caused by false signal from control room air intake process monitor 
IRE-1 21 16.Correctlve actions remain undetermined.Investigation continuing.W/ 
870429 Itr. 

BURNS.W.E., GUCWA,L.T. Georgia Power Co. 87/04/29. 5pp. 40818:237-40818:241. 

8705110227 LER 87-01 2-00:on 870405, reactor trip occurred due to water level in steam 
generator 4 reaching lo-lo level trip setpointCaused by overfeeding of steam genera- 
tor 2 while in manual control.Air booster adjustments made.W/870505 ltr. 
BURNS.W.E., GUCWA,LT. Georgia Power Co. 87/05/05. 7pp. 40883:138-40883:144. 

8705120376 LER 87-005-04:on 870223-0422,six control room ventilation isolation actu- 
ations occurred.Caused by voltage transients which occurred on 120-volt ac distribu- 
tion panel.Unit will be tested & corrective actions implemented.W/870506 Itr. 
BURNS.W.E., GUCWA,LT. Georgia Power Co. 87/05/06. 11pp. 40906:118- 
40906:128. 

8705210459 LER 87-01 3-00:on 87041 0.reactor trip occurred when steam generator 
water level reached lo-lo level trip setpoint. Caused by malfunctioning of main feed- 
water pump A discharge valves, Packing gland readjusted.W/870511 Itr. 

BURNS.W.E., GUCWA,L.T. Georgia Power Co. 87/05/11. 7pp. 41001:061-41001:067. 
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870S190242 PNO*ll-87-028:on 87051 3, device suspected of being bomb was 
identified. Licensee declared security alert & FBI notified. Device determined by bomb 
squad to be nonexplosive. 

TILLMAN.A., MCGUiRE.D. Region 2. Office of Director. 87/05/13. Ip. 40967:036- 
40967:036. 

8705210421 LER 87-01 5-00:on 87041 3, steam header pressure transmitter failed high 
causing main & auxiliary feedwater isolations. Caused by personnel error w/inadvert- 
ent connection of test equipmentPersonnel counseled, W/8705 13 Itr. 

BURNS.W.E., GUCWA,LT. Georgia Power Co. 87/05/13. 5pp. 41007:171-41007:175. 

8705210444 LER 87-01 4-00:on 87041 1 .reactor trip occurred when steam generator 
reached !o-lo water level trip setpointCaused by wrong control card jumper configura- 
tion on main feedwater regulating valves. Jumper reconfigured.W/870513 Itr. 
BURNS.W.E., GUCWA,Lf. Georgia Power Co. 87/05/13. 5pp. 41007:176-41007:180. 

8705220095 LER 87-01 6-00:on 87041 5, fuel handling bldg isolation occurred.Caused by 
high radiation signal from exhaust radiation monitor due to incorrect instructions. Valve 
lineup restored to normal & procedure completed.W/870514 Itr. 

BURNS.W.E., GUCWA,LT. Georgia Power Co. 87/05/15. 7pp. 41017:022-41017:028. 

8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting.List of attendees.events discussed & 
significant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428.List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 87041 1). 13pp. 41 1 15:224-41 1 15:236. 

8705280252 LER 87-01 7-00:on 870421 .control room ventilation actuation 

occurred.Caused by failure of l&C technician to block test signal while performing 
source check.Technician & foreman counseled on following plant procedure.W/ 
870521 Itr. 

BURNS.W.E.. GUCWA,LT. Georgia Power Co. 87/05/21. 5pp. 41109:076-41109:080. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Appllcation/constructlon stage documents & correspondence 

8705050171 Rev 3 to “Offsite Dose Calculation Manual for Vogtie Electric Generating 
Plant.” W/870428 Itr. 

GUCWA.L.T, Georgia Power Co. 87/03/31. 176pp. 40803:254-40804:069. 

8705010065 Informs of NRR implementation of major internal reorganization & involves 
changes In asslanment of plants to specific directorates.Hatch & Vogtie now under 
responsibility of Project Directorate lt-3. 

YOUNGBLIDOD.B.J. Project Directorate 11-3. 87/04/27. O'REILLY.J.P. Georgia Power 
Co. 4pp. 40774:213-40774:216. 

8705050098 Forwards listings of nonroutine correspondence for which written response 
required. 

GUCWA,L.T. Georgia Power Co. 87/04/27. Document Control Branch (Document 
Control Desk). 6pp. 40791:177-40791:182. 

8705040189 Summarizes 870414 mgt meeting re const & engineering 
program.Attendance list & viewgraphs end. 

GRACE.J.N. Region 2, Office of Director. 87/04/28. O’REILLY.J.P. Georgia Power Co. 
28pp. 40777:132-40777:159. 

8705050246 Discusses technical basis for steam generator snubber reduction & auxilia- 
ry line pipe break elimination program for unit.per 870319 telcon & 870417 
meeting.Schedule for implementation & other related info end. 

BA1LEY,J.A. Georgia Power Co. 87/04/29. Document Control Branch (Document Con- 
trol Desk). 23pp. 40801:098-40801:120. 

8705190419 Summarizes 870324 mgt meeting in Region 11 ofcs to discuss readiness 
review program for Unit 2, using lessons learned for Unit 1. Attendance list & view- 
graphs end 

GRACE, J.N. Region 2. Office of Director. 87/04/29. O’REILLY.J.P. Georgia Power Co. 
24pp. 40974:335-40974:358. 

8705060206 Notification of 870522 meeting w/util in Bethesda.MD re status of out- 
standing licensing actions on plants. 

CROCKER, LB. Project Diredorate II-3. 87/05/04. YOUNGBLOOD, B.J. Project Direc- 
torate 11-3. 4pp. 40842:119-40842:122. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705200370 Partial response to FOIA request for documents re plant anti-drug & alco- 
hol program.End App C documents also available In PDR.App D & E documents par- 
tially & completely withheld (ref FOIA Exemption 6), respectively. 

ROBINSON.L Division of Rules & Records (Post 870413). 87/05/14. BAUMAN, L. 
Governnrient Accountability Project. 7pp. 40987:258-40989:115. 

-8705200399 NOP-1-640. “Fitness for Duty." 

O’REILLY, J.P. Georgia Power Co. 86/09/05. 4pp. 40987:267-40987:270. 

-8705200404 NOI-1-641, “Drug & Alcohol Abuse.” 

MCHENRY, T.J.. O’REILLY, IP. Georgia Power Ck). 86/09/05. 8pp. 40987:271- 
40987:278. 

-8705200408 Corporate guidelines re conduct of employees.Related documentation 
end.including supervisory guidelines for administering company policy on drug & alco- 
hol abuse. 

• Georgia Power Co. 85/05/15. 103pp. 40987:279-40988:017. 

-8705200473 Partially deleted package of documents consisting of completed fitness 
for duty forms & related matl re anti-drug & alcohol abuse program at plant 

* Georgia Power Co. 87/05/14. 400pp. 40988:018-40989:115. 


8705260164 Notification of 870604 meeting w/util & Westinghouse in Bethesda.MD to 
discuss applicants analysis of steam generator snubber reduction & leak-before-break 
methodology on surge line. 

MILLER.M.A. Project Directorate 11-3. 87/05/14. YOUNGBLOOD.B.J. Project Director- 
ate II-3. 3pp. 41030:187-41030:189. 

8705260395 Forwards listings of non-routine correspondence between util & NRR for 
which written responses required. 

GUCWA.L.T, Georgia Power Co. 87/05/14. Document Control Branch (Document 
Control Desk). 6pp. 41038:210-41038:215. 


F. Security, medical, emergency & fire protection plans 

8705110172 Rev 10 to Emergency Plan Procedure 91002-C, “Emergency Notifications." 
W/870505 ltr & revised table of contents. 

GUCWA.lt. Georgia Power Co. 87/05/05. 35pp. 40883:093-40883:127. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8705220269 Forwards Amend 33 to FSAR for Vogtie Electric Generatirig planLAmend 
consists of changes to Section 17.1, “QA During Design & Const." Changes docu- 
ment organization realignment resulting from transition to operational status. 

RICE, P.D. Georgia Power Co. 87/06/06. Document Control Branch (Document Con- 
trol Desk). 3pp. 41018:030-41018:214. 

-8705220276 Amend 33 to FSAR for Vogtie Electric Generating Station Units 1 & 2. 
* Georgia Power Co. 87/05/31. 300pp. 41018:033-41018:214, 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705280351 Forwards corrected 870413 transmittal Itr & signature Itr of 870413 Insp 
Repts 50-424/87-22 & 50-425/87-1 6.Rept originally issued w/incorrect rept number 
for Unit 1, 

REYES.LA. Region 2, Office of Director. 87/04/29. O’REILLY.J.P. Georgia Power Co. 
3pp. 41109:179-41109:184. 

-8705280359 Corrected Itr forwarding Insp Repts 50-424/87-21 & 50-425/87-16 on 
87021 7-20.No violations or deviations noted. 

REYES.LA. Region 2, Office of Director. 87/04/13. O’REILLY.J.P. Georgia Power Co. 
2pp. 41109:182-41109:184. 

-8705280367 Corrected signature page of Insp Repts 50-424/87-21 & 50-425/87-1 6.No 
violations or deviations noted. Major areas inspected:programmatic review of quality 
concern program at plant w/emphasis on actions re discrimination. 

SINKULE.M.V., LIVERMORE, H.H., URYC.B. Region 2. Office of Director. 87/04/10. 
Ip. 41109:184-41109:184. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190281 Responds to violations noted in Insp Rept 50-425/87-10. Corrective 
actions:General Welding Control Procedure GD-T-13 revised to include tool color- 
coding requirements & appropriate toolroom personnel trained. 

RICE, P.D. Georgia Power Co. 87/05/13. Document Control Branch (Document Con- 
trol Desk). 3pp. 40968:176-40968:178. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noripower Reactors.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-433 UNiV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 

8704290020 Responds to 87021 9 ltr re decommissioning of facility. Reactor must be 
dismantled, appropriate disposition of component parts & radioactive matls made & 
site decontaminated prior to conclusion of decommissioning. 

ZECH.LW. Commissioners. 87/04/21. LAGOMARSINO.R. House of Rep. 1p. 
41162:196-41162:197. 

-8704290035 Requests review & comment re interim storage of reactor vessel in 
secure, isolated area.Space occupied by vessel required for expansion of Free-Elec- 
tron Laser Research Program. 

LAGOMARSINO.R. House of Rep. 87/02/19. ZECH.LW. Commissioners. Ip. 
41162:197-41162:197. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resultlno From Boric Add Corrosion." Svc list end. 

RCSSl.C.E. Division of Cperational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Crder Issued Because Licensed Cper- 
ators Asleep While on Duty." Svc list end. 

RCSSl.C.E. Division of Cperational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 
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8705180155 NRC Info Notice 87-022. "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appilcatlon/construction stage documents & correspondence 

8705220012 FOIA request for PRAs for listed plants be placed in PDR. 

CONNOR, L. Affiliation Not Assigned. 87/04/16. Division of Rules & Records (Post 
870413). Ip. 41023:245-41023:245. 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date. List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986, per BK Singh requestRequests advice if util should submit charts in succeeding 
months. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126. 

8705190071 Advises that.due to limited resources, addi time required to complete review 
of responses to Generic Ltr 86-05, "Automatic Trip of Reactor Coolant Pumps," per 
TMI Action Item ll,K.3.5.lnfo will be submitted by 871201. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/08. Document Control Branch 
(Document Control Desk). 2pp. 40968:217-40968:218. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220026 Final response to FOIA request.No PRAs on file for McGuire I.Bellefonte 1 
& GASSAR.PRAs for Susquehanna 1 & Oyster Creek available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/18. CONNOR.L. Af- 
filiation Not Assigned. Ip. 41023:246-41023:246. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts, including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/20. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 


F. Security, medical, emergency & fire protection pians 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities.Meeting will be rescheduled. 

ZECH,G.G. Office of Special Projects. 87/05/07. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 


G. Adjudicatory correspondence 

8704150238 Forwards B&W Owners Group initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS,S. Commissioners. #287 3103. 87/04/13. JULIAN, E. Docketing & Services 
Branch. Ip. 40806:128-40806:227. 

-8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for immediate suspension should be summarily denied. W/Certifi- 
cate of Svc. 

MCGARRY.J.M. BWR Owners Group. 87/03/06. Commissioners. 14pp. 40806:129- 
40806:142. 

-8705060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY.J.M. BWR Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 
40806:227. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040334 Forwards Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43, 50-260/ 
86-43.50-296/86-43,50-327/86-73.50-328/86-73, 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

-8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

-8705050004 Insp Repts 50-438/86-11,50-439/86-11,50-259/86-43. 50-260/86-43,50- 
296/86-43,50-327/86-73,50-328/86-73, 50-390/86-27 & 50-391/86-26 on 871215- 
19.Violation noted: failure to follow engineering procedures. 

WALTON,G.A. Region 2. Office of Director. 87/04/27. 9pp. 40788:245-40788:253. 

8705050209 Informs that schedule for responding to technical issues noted In Insp 
Repts 50-259/86-35,50-260/86-35,50-296/86-35, 50-327/86-56,50-328/86-56,50- 

390/86-22.50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731, per 
telcon. ^ 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 


8705190395 Forwards Insp Repts 50-438/87-02 & 50-439/87-02 on 870201 -0331 .No 
violations or deviations noted.One unresolved item identified re quality of welds on 
vendor-supplied cabinets. 

ZECH.G.G. Office of Special Projects. 87/05/04. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 40973:260-40973:270. 

-8705190409 Insp Repts 50-438/87-02 & 50-439/87-02 on 87020 1-0331. No violations 
or deviations noted. Major areas inspected: safety- related pipe supports & 
restraints.welding of safety-related piping, const testing.instrumentation & electrical 
Items. 

YORK.J.W.. BEARDEN.W.C., ELROD, S.A. Region 2. Office of Director. 87/04/29. 
9pp. 40973:262-40973:270. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERs & related correspondence 

8705070043 Revised Part 21 & final deficiency rept re failure to adequately disposition 
reportable nonconformances in divs of nuclear engineering & consLInitially reported 
on 860224 & 28.Reassignment of responsibility status action noted. 

GRIDLEY,R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 6pp. 40849:070-40849:075, 


T. Hearing transcripts on non-antitrust matters 

8705270192 Summary of 870310 meeting w/util in Bethesda.MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs, transcript of meeting & related 
info end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

-8705270212 Transcript of 870310 meeting w/util in Bethesda.MD.Pp 1-137. 

* Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8705270192 Summary of 870310 meeting w/util in Bethesda,MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs.transcript of meeting & related 
info end. 

ZWOLINSKLJ.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

8705190166 Forwards trend charts for new employee concerns program through Mar 
1986, per BK Singh requestRequests advice if util should submit charts in succeeding 
months, 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/06. DONOHEW.J.N. Document 
Control Branch (Document Control Desk). 33pp. 40969:094-40969:126, 

8705190071 Advises that, due to limited resources.addi time required to complete review 
of responses to Generic Ltr 86-05, "Automatic Trip of Reactor Coolant Pumps," per 
TMI Action Item II.K.3.5.lnfo will be submitted by 871201. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/08. Document Control Branch 
(Document Control Desk). 2pp. 40968:217-40968:218. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705290039 Responds to JA Zwolinski 870506 request for corrected svc lists for TVA 
nuclear plants. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/19. Document Control Branch 
(Document Control Desk). 7pp. 41106:281-41106:287. 

8705270620 Requests that util provide listed info re status of nuclear safety review staff 
repts.Including listing of all repts not previously submitted & schedule for closure of all 
nuclear safety review staff repts. 

ZWOLINSKI, JA Office of Special Projects. 87/05/20. WHITE,S.A. Tennessee Valley 
Authority. 2pp. 41101:165-41101:166. 


F. Security, medical, emergency & fire protection plans 

8705190108 Confirms 870507 telcon re cancellation of 870507 meeting concerning TVA 
security activities.Meeting will be rescheduled. 

ZECH.G.G. Office of Special Projects. 87/05/07. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 40964:223-40964:224. 


G. Adjudicatory correspondence 

8704150238 Fonvards B&W Owners Group Initial & principal responses to UCS 2.206 
petition for suspension of OLs or CPs. 

BURNS, S. Commissioners. #287 3103. 87/04/13. JULIAN, E. Docketing & Services 
Branch. 1 p. 40806: 1 28-40806:227. 

-8705060138 Initial response of B&W Owners Group to petition filed under 10CFR2.206 
by UCS.* Request for Immediate suspension should be summarily denied.W/Certifi- 
cate of Svc. 

MCGARRY.J.M. BWR Owners Group. 87/03/06. Commissioners. 14pp. 40806:129- 
40806:142. 
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-•870S060181 Principal response of B&W Owners Group to petition filed under 
10CFR2.206 by UCS.* Petition should be denied. 

MCGARRY.J.M. BWR Owners Group. 87/04/06. Commissioners. 85pp. 40806:143- 
40806:227. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705040334 Forwards Insp Repts 50-438/86-11.50-439/86-11.50-259/86-43. 50-260/ 
86-43.50-296/86-43.50-327/86-73.50-328/86-73. 50-390/86-27 & 50-391/86-26 on 
861215-19 & notice of violation. 

ZECH.G.G. Office of Special Projects. 87/04/27. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 40788:239-40788:253. 

“8705040335 Notice of violation from insp on 861215-19. 

ZECH.G.G. Office of Special Projects. 87/04/27. 3pp. 40788:242-40788:244. 

“8705050004 Insp Repts 50-438/86-11,50-439/86-11.50-259/86-43. 50-260/86-43,50- 
296/86-43.50-327/86-73,50-328/86-73. 50-390/86-27 & 50-391/86-26 on 871215- 
19.Violation noted: failure to follow engineering procedures. 

WALTON.G.A. Region 2. Office of Director. 87/04/27. 9pp. 40788:245-40788:253. 

8705050209 Informs that schedule for responding to technical issues noted in Insp 
Repts 50-259/86-35,50-260/86-35,50-296/86-35. 50-327/86-56,50-328/86-56.50- 

390/86-22,50-391/86-22, 50-438/86-08 & 50-439/86-08 extended to 870731 .per 
telcon. 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 2pp. 40812:220-40812:221. 

8705190395 Forwards Insp Repts 50-438/87-02 & 50-439/87-02 on 870201-0331 .No 
violations or deviations noted.One unresolved item identified re quality of welds on 
vendor-supplied cabinets. 

ZECH.G.G. Office of Special Projects. 87/05/04. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 40973:260-40973:270. 

“8705190409 Insp Repts 50-438/87-02 & 50-439/87-02 on 870201 -0331. No violations 
or deviations noted.Major areas inspected:safety- related pipe supports & 
restraints.welding of safety-related piping, const testing, instrumentation & electrical 
items. 

YORK.J.W., BEARDEN, W.C., ELROD.S.A. Region 2, Office of Director. 87/04/29. 
9pp. 40973:262-40973:270. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Ucensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERs A related correspondence 

8705070043 Revised Part 21 & final deficiency rept re failure to adequately disposition 
reportable nonconformances in divs of nuclear engineering & constlnitially reported 
on 860224 & 28.Reassignment of responsibility status action noted. 

GRIDLEY.R.L Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 6pp. 40849:070-40849:075. 


T. Hearing transcripts on non-antitrust matters 

8705270192 Summary of 870310 meeting w/util in Bethesda,MD re recovery efforts at 
plants undertaken to date.List of attendees, viewgraphs, transcript of meeting & related 
Info end. 

2WOLINSKI,J.A. Office of Special Projects. 87/05/01. Office of Special Projects. 
105pp. 41050:145-41051:027. 

“8705270212 Transcript of 870310 meeting w/util in Bethesda.MD.Pp 1-137. 

• Commissioners. 87/03/10. 139pp. 41050:250-41051:027. 
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F. Security, medical, emergency & fire protection plans 

8705110323 Temporary change notices to revised emergency plan Implementing 
instructions, including TCN-1 to Rev 3 to Instruction OM15B:EPI-A2. "Unusual Event” 
& TCN-1 to Rev 3 to Instruction OM15B:EPI-A3, “Alert” W/870501 Itr. 

ANDERSON, J.D., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/01. 7pp. 
40872:346-40872:352, 

8705290022 Rev 3 to Emergency Plan Implementing Instruction EPI-A1, “Emergency 
Action Levels.” W/87051 9 Itr. 

STEAD, F.R., ANDERSON.J.D., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/ 
05/19. 98pp. 41 105:239-41 105:341. 

8705290005 Forwards Rev 7 to emergency plamRev incorporates improvements In 
emergency preparedness program. 

EDELMAN.M.R. Cleveland Bectric Illuminating Ck>. 87/05/22. Document Control 
Branch (Document Control Desk). 3pp. 41 095:260-41 097:067. 

“8705290015 Rev 7 to emergency plan. 

ANDERSON. J.D., WOJTON.S.J. Cleveland Electric Illuminating Co. 87/05/15. 
1 .500pp. 41 095:263-41 097:067. 


G. Adjudicatory correspondence 

8705270094 Forwards certified Resolution 1987-31 passed by council of city of Mayfield 
Heights.OH on 87051 1 re rate increase request by Cleveland Electric Illuminating Co 
to PUC of OH. Served on 870520. 

BENEDITTI.L. Mayfield Heights. OH. #287 3510. 87/05/13. Ohio, State of. 4pp. 
41042:215-41042:218. 


P. Operating license stage documents & correspondence 

8705050172 Submits results of post-mod testing of reactor vessel level instrumentation 
ref leg mod implemented to correct reactor vessel level anomalies during RCIC 
injection, per 870407 commitment. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/01. Document Control 
Branch (Document Control Desk). 2pp. 40812:193-40812:194. 

8705080170 Application for amend to License NPF-58, requesting one-time exception to 
Tech Spec 4.6.1.2.f be granted to extend testing interval of MSIVs in Steam Line A 
until 870712. Application fee will be submitted under separate cover. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/04. Document Control 
Branch (Document Control Desk). 3pp. 40862:072-40862:075. 

“8705080173 Proposed Tech Spec 4.6.2. 1.f, extending testing interval of MSIVs in 
Steam Line A until 870712,on one-time-only basis. 

* Cleveland Electric Illuminating Co. 87/05/04. Ip. 40862:075-40862:075. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirement8.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705130264 Forwards notice of consideration of issuance of amend to License NPF-58 
& proposes NSHC determination, per 870504 request. 

COLBURN.T.G. Project Directorate 111-1. 87/05/11. EDELMAN.M.R. Cleveland Electric 
Illuminating Co. 2pp. 40911:198-40911:204. 

“8705130268 Notice of consideration of Issuance of amend to License NPF-58 & pro- 
posed NSHC determination & opportunity for hearing.Amend would grant one-time ex- 
ception to Tech Spec 4.6.1.2.f to extend leak testing interval of MSIVs. 

COLBURN.T.G. Project Directorate III-1. 87/05/11. 5pp. 40911:200-40911:204. 

8705210697 Forwards rept of changes to Initial test program, per License Condition 
2.C(4) & 10CFR50,59(b).Rept includes all changes made from 870328-0428. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/15. Document Control 
Branch (Document Control Desk). 3pp. 41012:288-41012:290. 

8705280481 Forwards application fee for processing exigent Tech Spec change request 
made in 870504 Itr. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/19. Document Control 
Branch (Document Control Desk). 1p. 41107:038-41107:038. 

8705280218 Forwards rept of changes to initial test program.including changes made 
from 870427-0504.Changes made in accordance w/ License Condition 2.C(4) & 
10CFR50.59. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/22. Document CJontrol 
Branch (Document Control Desk). 5pp. 41089:277-41089:281. 


Q. Inspection reports, IE Bulletins A correspondence 

8704160083 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050193 Responds to NRC 870401 Itr re violations noted in Insp Rept 50-440/87- 
05.0}rrective actions:planning & control functions for plant emergency instructions 
validation performed utilizing other documentation methods. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/01. Document Control 
Branch (Document Ckrntrol Desk). 2pp. 40812:074-40812:076. 

8705060028 Responds to violations noted in Insp Rept 50-440/87-03. Corrective 
actionsrPlant Administrative Procedure PAP-0606 will be revised to clearly define 
RCIC & HPCS as single train safety sys. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/01. Document Control 
Branch (Document Control Desk). 2pp. 40821:009-40821:010. 

8705080040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. oi New York, Inc. 107pp. 40961:001-40961:106. 

8705290098 Responds to violations noted in Insp Rept 50-440/87-04 on 870304- 
0413.Corrective actionsidiesel generator control air solenoid valves in svc for over 6 
months replaced & failed valves returned to vendor. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/20. Document Control 
Branch (Document Control Desk). 7pp. 41114:178-41114:184. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requaiification Exams at 
Nonpower Reactors.” Svc list end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports A reiated correspondence 

8705010181 Forwards “Second Quarterly Rept for Cleveland Electric Illuminating Co 
Seismic Monitoring Network,8701 15-041 5,” due to 860131 earthquake.Data will con- 
tinue to be collected in area of injection wells. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/04/27. Document Control 
Branch (Document Control Desk). 2pp. 40770:111-40770:125. 
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—8705010184 “Second Quarterly Rept Cleveland Electric Illuminating Co, Seismic Moni- 
toring Network.8701 15-041 5." 

* Weston Geophysical Corp. 87/04/15. 13pp. 40770:113-40770:125. 

870S190221 State of OH ERA NPDES monthly rept for Apr 1987.W/870512 Itr. 

KAPLAN, A. Cleveland Electric Illuminating Co. 87/04/30. 7pp. 40968:036-40968:042. 

8705210100 Monthly operating rept for Apr 1987.W/870515 Itr. 

DUNN,G.A., EDELmAN,M.R. Cleveland Electric Illuminating Co. 87/04/30. 7pp. 
41001:216-41001:222. 


S. Reportable occurrences, LERs & related correspondence 


8705060445 Forwards LERs 87-022-00,87-023-00 & 87-024-00. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 87/04/28. Document Control 
Branch (Document Control Desk). Ip, 40849:126-40849:135. 

-8705060447 LER 87-023-00:on 870330, manual reactor protection sys actuation initiat- 
ed due to decrease in reactor vessel water level.Caused by improper valve alignment 
between feedwater & reactor water cleanup sys.Personnel retrained. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/04/28. 3pp. 40849:127-40849:129. 

—8705060449 LER 87-024-00:on 870330, reactor protection sys actuation occurred due 
to upscale trip of neutron monitoring sys intermediate range monitor.Caused by electri- 
cal noise while maint outage work in progress.Temporary jumpers installed. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/04/28. 3pp. 40849:130-40849:132. 

—8705070010 LER 87-022-00:on 870329 & 0407, unexpected autostarts of diesel gener- 
ator bldg ventilation sys DIvs 1 & 2 occurred. Caused by incorrect wiring configuration 
& unadjusted relay reset setpointConditions corrected. 

DUNN,G.A. Cleveland Electric Illuminating Co. 87/04/28. 3pp. 40849:133-40849:135. 

8705070047 PNO-lll-87-056A:on 87041 3, operators manually scrammed unit from 3% 
power due to steam leak from drain line in condenser bay.Caused by weld failure 
during excessive turbulence.Parts of line replaced, rerouted & secured w/addi sup- 
ports. 

KNOP.R.C., WARNICK,R.F. Region 3, Office of Director. 87/04/28. Ip. 40849:296- 
40849:296. 

8705110189 LER 87-025-00:on 870407, outboard containment Isolation valves for RHR 
sys A automatically isolated.Caused by high pressure signals from loose signal 
connection.Single common wire properly connected to signal common bar.W/870504 

DUNN,G.A.. EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/05. 4pp. 
40882:020-40882:023. 

8705120285 Forwards LERs 87-013-01,87-026-00 & 87-027-00. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/08. Document Control 
Branch (Document Control Desk). Ip. 40887:199-40887:209. 

-8705120296 LER 87-01 3-01 :on 870303,07, 12, 24,25, unexpected RWCU containment 
isolations occurred.Caused by inaccurate differential flow indication at low RWCU flow 
& low reactor pressure conditions.Bias signal to flow summer changed. 

DUNN.G.A. Commonwealth Edison Co. 87/05/08. 4pp. 40887:200-40887:203. 

-8705120304 LER 87-026-00:on 87041 1 .unexpected RWCU containment isolation 
occurred.Caused by inaccurate differential flow Indication at low RWCU flow & low re- 
actor pressure conditions.Bias signal to flow summer changed. 

DUNN,G.A. Commonwealth Edison Co. 87/05/08. 3pp. 40887:204-40887:206. 

“8705120316 LER 87-027-00:on 87041 3, manual fast reactor shutdown conducted fol- 
lowing loss of condenser vacuum & rept of steam leak in turbine bldg.Caused by hole 
in 24-inch main steam drain manifold. Manifold replaced. 

DUNN,G.A. Commonwealth Edison Co. 87/05/08. 3pp. 40887:207-40887:209. 

8705210201 Forwards LERs 86-014-01,86-094-01 & 87-028-00 for facility. 
EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/15. Document Control 
Branch (Document Control Desk). Ip. 41001:206-41001:215. 

-8705210217 LER 86-01 4-01 :on 860504, discovered hold down bolt on CRD sys hy- 
draulic control unit (HCU) missing & on 860515 investigation revealed all HClls in- 
stalled w/incorrect torque values.HCU bolts retorqued. Design change completed 
860523. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/05/15. 3pp. 41001:206-41001:208. 

-8705210226 LER 86-094-01 :on 8701 01 .discovered reactor mode switch not fully 
locked into shutdown position.Caused by bent mode switch key. Key discarded & re- 
placed w/duplicate key of nickel plated brass.No further bending observed. 

DUNN.G.A. Cleveland Electric Illuminating Co, 87/05/15. 3pp. 41001:209-41001:211. 

-8705210232 LER 87-028-00:on 870420, determined that jet Impingement effects from 
postulated pipe break in RHR steam line not considered in piping design 
review.Causea by failure to follow procedure.Design bulletin issued. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/05/15. 4pp. 41001:212-41001:215. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428.List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 41 1 15:224-41 1 15:236. 
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A. Application/construction stage documents & correspondence 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


F. Security, medical, emergency A fire protection plans 

8705110323 Temporary change notices to revised emergency plan implementing 
instructions.lncluding TCN-1 to Rev 3 to Instruction OM15B:EPI-A2, “Unusual Event” 
& TCN-1 to Rev 3 to Instruction OM15B:EPI-A3. “Alert.” W/870501 Itr. 
ANDERSON,J.D.. EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/01. 7pp. 
40872:346-40872:352. 

8705290022 Rev 3 to Emergency Plan Implementing Instruction EPI-A1, “Emergency 
Action Levels." W/870519 Itr. 

STEAD.F.R., ANDERSON.J.D., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/ 
05/19. 98pp. 41105:239-41105:341. 

8705290005 Fonwards Rev 7 to emergency plan.Rev incorporates Improvements in 
emergency preparedness program. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/22. Document Control 
Branch (Document Control Desk). 3pp. 41095:260-41097:067. 

-8705290015 Rev 7 to emergency plan. 

ANDERSON. J.D., WOJTON.S.J. Cleveland Electric Illuminating Co. 87/05/15. 
1,500pp. 41095:263-41097:067. 


G. Adjudicatory correspondence 


870527(K>94 Forwards certified Resolution 1987-31 passed by council of city of Mayfield 
Heights,OH on 87051 1 re rate Increase request by Cleveland Electric Illuminating Co 
to PUC of OH. Served on 870520. 

BENEDITTI.L. Mayfield Heights, OH. #287 3510. 87/05/13. Ohio, State of. 4pp. 
41042:215-41042:218. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8795060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705010181 Forwards “Second Quarterly Rept for Cleveland Electric Illuminating Co 
Seismic Monitoring Network,8701 15-041 5," due to 860131 earthquake.Data will con- 
tinue to be collected in area of Injection wells. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 87/04/27. Document Control 
Branch (Document Control Desk). 2pp. 40770:111-40770:125. 

-8705010184 “Second Quarterly Rept Cleveland Electric Illuminating Co, Seismic Moni- 
toring Network, 8701 1 5-041 5." 

* Weston Geophysical Corp. 87/04/16. 13pp. 40770:113-40770:125. 

8705190221 State of OH EPA NPDES monthly rept for Apr 1987.W/870512 Itr. 
KAPLAN.A. Cleveland Electric Illuminating Co. 87/04/30. 7pp. 40968:036-40968:042. 
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A. Applicatlon/conatruction stage documents & correspondence 

8409050113 Discusses arrangements for contract for PRA review. Contractors (BNL & 
LLL) instructed to work together to assure consistency.Final rept will be available by 
mid-Dec 1 984. 

BERNERO.R.M. Division of Systems Integration (811005-851124). 84/08/24. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 7pp. 40789:332- 
40789:338. 


F. Security, medical, emergency A fire protection plans 

8705060448 Forwards analysis of dose as function of distance for DBA at facility, in sup- 
port of Rationale 1 of 10CFR2.758 waiver petition filed on 861218 for EPz.Use of 

R iant meteorology shows higher doses than average model. 
lERSES.V. Project Directorate 1-3. 87/04/24. HARRISON,R.J. Public Service Co. of 
New Hampshire. 43pp. 40841:014-40841:056. 

8705040086 Final response to FOIA request re Seabrook hearing. Forwards App G 
documents.App FAG documents available in PDR. 

GRIMSLEY.D.H. Division of Rules A Records (Post 870413). 87/04/30. SHOLLY.S.C. 
MHB Technical Associates. 3pp. 40790:224-40790:243. 

-8705040090 Forwards partial response to questions in recipient 860915 Itr re emer- 
gency planning issues,Responses to Questions 1,5, 10c, 11, 12, 13,1 4,1 5 A 16 will be 
forwarded under separate cover.W/o end. 

KAMMERER,C. Office of Congressional Affairs. 86/09/29. MARKEY.E.J. House of 
Rep., Energy A Commerce. Ip. 40790:229-40790:229. 

-8705040094 Forwards responses to prehearing questions re emergency planning 
issues.Hearing date of 861006 postponed. Subcommittee requested that testimony A 
remaining responses to questions be provided by 861002.W/O end. 

KAMMERER.C. Office of Congressional Affairs. 86/09/30. ZECH, ROBERTS, ASSEL- 
STINE Commissioners. Ip. 40790:230-40790:230. 
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“^705040099 Forwards remaining responses to questions in recipient 860915 Itr re 
emergency planning issues at plantResponses to Questions 1,5, 10c, 11, 12, 13.14, 15 & 
16 included in package.W/o stated responses to listed questions. 

KAMMERER.C. Office of Congressional Affairs. 86/10/02. MARKEY.E.J. House of 
Rep., Energy & Commerce. 13pp. 40790:231*40790:243. 

870S06(H)73 NRC Staff response to applicant “suggestion of mootness & request for 
vacation of stay.”* Util has provided assurance that adequate emergency planning for 
Commonwealth of MA portions of EP2 possible.DJ Perrotti affidavit end. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3312. 87/05/01. Commis- 
sioners. 16pp. 40806:301-40806:326. 


-8705060071 Atty General JM Shannon correction of errata & substitution of corrected 
“Brief in Response to Applicant Suggestion of Mootness & Request for Vacation of 
Stay.”* Certificate of Svc end. 

SNEIDER,C.S. Massachusetts, Commonwealth of. 87/04/29. Commissioners. 5pp. 
40808:305-40808:309. 

8705060019 Town of Amesbury supplemental response to applicants suggestion of 
mootness & request for vacation of stay (Commission order of 870409,CLI-87-02).* 
Issue of Al_AB-853 not mootStay should not be vacated.W/svc list. 

LORD.W.S. Amesbury, MA. #287 3343. 87/04/29. Commissioners, 8pp. 40809:220- 
40809:227. 


-8705060082 Affidavit of DJ Perrotti re facility radiological emergency response 
plan.Statement of prof qualifications & RW Krimm (FEMA) 870424 Itr to NRC re emer- 
gency r^onse plan encl.W/ Certificate of Svc. 

PERROTTI, D.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/05/01. 10pp. 40806:317-40806:326. 

8705190247 Ack receipt of 870409 Itr re 870416 emergency response planning 
forum.Cdmmission regrets inability to attend forum. Written questions resulting from 
forum may be addressed to WT Russell. Region I, for response. 

CARR,K.M. Commissioners. 87/05/11. MOYER,H. Hampton. NH. Ip, 41162:074- 
41162:089. 

-8705190306 Notifies of inability to attend “Forum on Radiological Emergency Re- 
sponse & Seabrook Nuclear Power Plant: Safety Issues & Concerns for Educational 
Insts," per invitation transmitted by H Moyer 870320 Itr. 

BELUMY.R.R. Region 1. Office of Director. 87/04/03. JAMES.H.P. Phillips Exeter 
Academy, Exeter, NH. 2pp. 41162:079-41162:081. 

8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.CJommIssion unable to comment on issues before Commission or adjudica- 
tory boards. 

ZECH.LW. Commissioners. 87/05/15. HUMPHREY.G.J. Senate. 3pp. 41101:136- 
41101:140. 

-8705280094 Commends Commission on shut down of Peach Bottom plant due to 
plant operators sleeping at controls.Maint of safety stds & concern re Seabrook EPZ 
also discussed. 

HUMPHREY.C.J. Senate. 87/04/02. ZECH.LW. Commissioners. 2pp. 41101:139- 
41101:140. 

8705290050 Forwards util comments re NRC analysis of dose as function of distance 
for plant DBA, per 870505 meeting.Extrapolation technique found in NUREG-0396 or 
50% site-specific meteorology recommended for Criterion 1 resolution. 
FEIGENBAUM.T.C, Public Senrice Co. of New Hampshire. 87/05/20. Document Con- 
trol Branch (Document Control Desk). 9pp. 41106:064-41106:072. 


Q. Adjudicatory correspondence 


8705060015 Memorandum & order permitting filing of resource assessment survey & 
scheduling litigation of survey during second week of hearing sessions beginning on 
870622.Served on 870501. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #287 3334. 87/04/30. Office of 
the General Counsel. 3pp. 40809:228-40809:230. 

8705060070 Applicant response to town of Hampton motion to permit further argument 
in support of town of Hampton motion for summary disposition.* Town of Hampton 
motion should be rejected as wanting merit.Certiflcate of Svc end. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3306. 87/04/30. Atomic Safety and Licensing Board Panel. 7pp. 40806:327- 
40806:333. 

8705060144 Applicants answer in opposition to motion of atty general for CJommon- 
wealth of MA to reconsider Licensing Board ruling of 870413 & order of 870415.* Cer- 
tificate of Svc end. 

LEWALD,G.H. Public Service Co. of New Hampshire. LEWALD.Q.H. Ropes & Gray. 
#287 3305. 87/04/30. Atomic Safety and Licensing Board Panel. 7pp. 40806:275- 
40806:281. 

8705120109 Responds to 870403 Itr re Board 870325 partial initial decision authorizing 
issuance of low power license.On 870409,declsion made that licensee must file emer- 
gency plan for Massachussetts before license issued.Served on 870505. 

ZECH.LW. Commissioners. #287 3392. 87/04/30. HUMPHREY.G.J. Senate. 2pp. 
41162:165-41162:166. 

-8705190646 Memorandum & Order CLI-87-02, denying affirmation of ASLB decision re 
filing of state, local or util plan before issuance of OL.Addl & dissenting views 
encT.Served on 870409. 

HOYLE.J.C. Office of the Secretary of the Commission. 87/04/09. Office of the Gen- 
eral Counsel. 10pp. 41162:167-41162:178. 

8705060007 Memorandum & order granting directing certification of ASLB 870320 
memorandum & order reaffirming schedule for hearing. Served on 870501. 
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #287 3333. 87/05/01. 
22pp. 40809:261-40809:282. 


8705060059 Forwards supplemental discovery documents, including study to identity po- 
tential shelters in beach areas near facility & interrogatory errata sheets. W/Certificate 
of Svc.Related correspondence. 

LEWALD.G.H. Public Sen/ice Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3303. 87/04/22. Docketing & Services Branch. 4pp. 40808:318-40809:003, 


8705060024 Memorandum & order.* Affirms ruling on Interrogatories 28, 116,117 & 
131-132 & requires applicant to respond. Board modifies 870407 order to compel re- 
sponses on Commonwealth of MA Interrogatories 114-115.Served on 870504. 
HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3311. 87/05/01. Public 
Service Co. of New Hampshire. 2pp. 40806:359-40806:360. 


-8705060069 Supplemental discovery documents.* Certificate of Svc end. 

LEWALD,G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/04/22. 33pp. 40808:322-40808:354. 

-8705060078 Interrogatory errata sheet.* Certificate of Svc end. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/04/22. Atomic Safety and 
Licensing Board Panel. 9pp. 40808:355-40809:003. 

8705060031 Applicants supplemental responses to intervenor interrogatories.* Certifi- 
cate of Svc encI.Related correspondence. 

THOMAS.G.S. Public Service Co. of New Hampshire. #287 3330. 87/04/24. Massa- 
chusetts, Commonwealth of. 32pp. 40809:024-40809:055. 

8705010020 Forwards town of Hampton brief in response to Commission Order CLI-87- 

02 . 

BROCK, M.T. Hampton, NH. BROCK, M.T. Shaines, Madrigan & McEachem Profes- 
sional Association. #287 3281. 87/04/28. Docketing & Services Branch. Ip. 
40743:096-40743:106. 


8705060073 NRC Staff response to applicant "suggestion of mootness & request for 
vacation of stay.”* Util has provided assurance that adequate emergency planning for 
(Commonwealth of MA portions of EPZ possible.DJ Perrotti affidavit end. 

TURK,S.E. Assistant General Counsel for Hearings. #287 3312. 87/05/01. Commis- 
sioners. 16pp. 40806:301-40806:326. 

-8705060082 Affidavit of DJ Perrotti re facility radiological emergency response 
plan.Statement of prof qualifications & RW Krimm (FEMA) 870424 Itr to NRC re emer- 
gency response plan encl.W/ Certificate of Svc. 

pERhOTTI,D.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/05/01. 10pp. 40806:317-40806:326. 

8705120085 Responds to 870416 Itr forwarding J Anderson 870318 Itr opposing all ac- 
tions re plantPlant licensing being considered in on-the-record adjudicatory proceed- 
ing. Decisions on license & EPZ expected soon.Senred on 870505. 

PARLER,W.C. Office of the General Counsel. #287 3391. 87/05/01. GUNDERSON, S. 
House of Rep. 3pp. 40874:123-40874:125. 


-870501(K)27 Town of Hampton brief In response to Comrhission Order CLI-87-02.* Re- 
• jection of util plan & preservation of status quo recommended due to obstacles to 
emergency planning. Certificate of Svc end. 

MCEtoERN.P., BR0CK,M.T. Hampton, NH. MCEACHERN,P. Shaines, Madrigan & 
McEachern Professional Association. 87/04/28. CJommissioners. 10pp. 40743:097- 
40743:106. 


8705120050 Seacost Anti-Pollution League brief in support of appeal of partial initial de- 
cision authorizing issuance of license to operate Seabrook Station Unit 1 up to 5% of 
rated power,* Certificate of Svc end. 

BACKUS,R,A. Seacoast Anti-Pollution League. BACKUS, R,A. Backus, Meyer & Solo- 
mon. #287 3367. 87/05/04. Atomic Safety and Licensing Appeal Panel. 34pp. 
40874:297-40874:330. 


8705060035 New England Coalition on Nuclear Pollution response to applicant sugges- 
tion of mootness & request for vacation of stay.* Opposes applicant 870407 sugges- 
tion of mootness & request for vacation of stay.Svc list end. 

CURRAN, D., FERSTER,A. New England Coalition on Nuclear Pollution. CURRAN,D. 
Harmon & Weiss. #287 3346. 87/04/28. Commissioners. 14pp. 40809:007- 
40809:020. 

8705060042 Applicants answer in opposition to intervenors joint motion to reject appli- 
cants filing of 860415 Jsicj.or in alternative for imposition of sanctions against appli- 
cants.* Certificate of Svc end. 

LEWALD.G.H. Public Service CJo. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3340. 87/04/28. Atomic Safety and Licensing Board Panel. 7pp. 40809:064- 
40809:070. 

8705060061 Attorney General JM Shannon brief in response to applicant suggestion of 
mootness & request for vacation of stay.* Requests l^mmisslon denial of applicant 
request until requirements of 10CFR50.33(g) met. 

SNEIDER.C.S. Massachusetts, Commonwealth of. #287 3350. 87/04/28. Commis- 
sioners. 11pp. 40808:274-40808:309. 

-8705060067 Affidavit of MS Dukakis re plant emergency preparedness. No radiological 
emergency response plan can be devised that.in opinion of State of MA, protects 
health & safety of citizens within EPZ.MS Dukakis 860920 statement also end. 
DUKAKIS, M.S. Massachusetts, Commonwealth of. 87/04/28. 20pp. 40808:285- 
40808:304. 


8705120055 Memorandum & order.* Order dtd 870109 vacated.Schedule for activities 
prior to hearing stated.Served on 870505, 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3390. 87/05/04. Office of 
the General Counsel. 2pp. 40874:141-40874:142. 

8705120039 Town of Hampton memo in support of application for stay of Licensing 
Board order authorizing issuance of license to conduct low power operation.* Board 
requested to continue stay of low power operation at plant.W/CertifIcate of Svc. 
MCEACHERN.P., BROCK, M.T. Hampton. NH. MCEACHERN, P. Shaines, Madrigan & 
McEachern Professional Association. #287 3368. 87/05/05. Atomic Safety and Li- 
censing Appeal Panel 6pp. 40874:292-40874:296. 

8705120059 Forwards revised table of authorities for Seacoast Anti- Pollution League 
brief in support of appeal of partial Initial decision authorizing issuance of license to 
operate Unit 1 up to 5% of rated power.W/Certificate of Svc. 

BACKUS, RA Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #287 3396. 87/05/05. ROSENTHAL, A.S.. EDLES.G.J., WILBUR.H.A. Atomic 
Safety and Licensing Appeal Panel. 3pp. 40874:227-40874:229. 

8705120026 Town of Hampton supplemental answers to interrogatories.* Answers to 
listed applicant interrogatories re town of Hampton responses to nonradlological 
emeraency occurrences. W/CertifIcate of Svc.Related correspondence. 
JANCTOS.D.R. Hampton, NH. #287 3370. 87/05/06. Public Service Co. of New 
Hampshire. 18pp. 40874:274-40874:291. 
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8705120037 Atty General JM Shannon brief in support of reversal of Licensing Board 
partial initial decision authorizing issuance of low power OL.* Certificate of Svc end. 
BRONSTEIN.D.S. Massachusetts, Commonwealth of. #287 3363. 87/05/06. 
ROSENTHAL, A.S., EDLES,G.J., WILBER, H.A. Atomic Safety and Licensing Appeal 
Panel. 41pp. 40874:172-40874:212. 

8705120045 Forwards tables of contents & authorities omitted from Atty General JM 
Shannon 870506 brief in support of reversal of ASLB partial initial decision authorizing 
issuance of low power OL. 

BRONSTEIN,D.S. Massachusetts, Commonwealth of. #287 3397. 87/05/07. Docket- 
ing & Services Branch. 4pp. 40874:245-40874:248. 

8705120073 Requests that Commission 870409 decision staying issuance of license 
remain in effect until offsite emergency planning issues resolved. Low power testing 
unnecessary since full power license may not be issued.Served on 87051 1 . 
KENNEDY,E.M., KERRY,J., MARKEY.E.J. House of Rep. #287 3395. 87/05/07. 
ZECH.LW. Commissioners. 3pp. 40874:271-40874:273. 

8705130059 Town of Kensington (“TOK”) response to applicant motion for order ruling 
on applicant motion for summary disposition of contentions of towns of 
Kensindton,South Hampton,Hampton Falls & Rye.* Svc list end. 

GAVUfiS.S. Kensington, NH. #287 3401. 87/05/07. Atomic Safety and Licensing 
Board Panel. 2pp. 40893:103-40893:104. 

8705130061 Applicant supplemental responses to intervenor interrogatories.* State of 
NH radiological emergency response plan & Chapter 15 of FSAR basis of applicant 
response to Interrogatory 131.W/Certificate of Svc. 

THOMAS.G.S. Public Service Co. of New Hampshire. #287 3403. 87/05/07. Massa- 
chusetts, Commonwealth of. 6pp. 40892:152-40892:157. 

8705130070 Applicant motion for order ruling on applicant motions for summary di^osi- 
tion of contentions of towns of Kensington, South Hampton,Hampton Falls & Rye.* 

SELLECK,T.G. Public Service Co. of New Hampshire. SELLECK.T.G. Ropes & Gray. 
#287 3404. 87/05/07. Atomic Safety and Licensing Board Panel. 5pp. 40892:158- 
40892:162. 

8705130064 New England Coalition on Nuclear Pollution brief in support of appeal of 
partial initial decision authorizing issuance of license to operate at low power.* Certifi- 
C3t@ of Svc 0 ncl 

CURRAN, D. Harmon & Weiss. #287 3407. 87/05/08. Atomic Safety and Licensing 
Appeal Panel. 50pp. 40892:208-40892:257. 

8705130068 Memorandum & order.* Applications for stay pendente lite of ASLB 870325 
Partial Initial Decision LBP-87- 10, authorizing issuance of license for low power 
operation, denied.Served on 87051 1 . 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #287 3419. 87/05/08. 
New England Coalition on Nuclear Pollution. 32pp. 40892:286-40892:317. 

8705180072 Forwards signed affidavits of RM Shively,PW Knowles & TE Puikkinen for 
substitution in apps to town of West Newbury 870424 response to applicant sugges- 
tion of mootness & request to vacate stay. 

MIZNER,J.H. Silverglate. Gertner, Baker, Fine & Good. #287 3439. 87/05/11. Dock- 
eting & Senrices Branch. 1 p. 40936:062-40936:073. 

-8705180080 Affidavit of RM Shively re participation in evaluation of draft emergency 
response plans for licensure of plantPlans inadequate to ensure health & safety of 
residents of town of West Newbury. 

SHIVELY, R.M. West Newbury, MA. 87/04/30. 2pp. 40936:063-40936:064. 

-8705180088 Affidavit of PW Knowles re participation in evaluation of draft emergency 
response plans for licensure of plantPlans inadequate to ensure health & safety of 
residents in town of West Newbury. 

KNOWLES,P.W. West Newbury, MA. 87/04/30. 2pp. 40936:065-40936:066. 

-8705180099 Affidavit of TE Puikkinen re participation in evaluation of draft emergency 
response plans for licensure of plantPlans inadequate to ensure health & safety of 
residents in town of West Newbury.W/Certificate of Svc. 

PULKKINEN.T.E. West Newbury, MA. 87/04/30. 7pp. 40936:067-40936:073. 

8705180201 Requests that end HF Hoyt 87051 1 Itr to JR Starr re cancellation of Board 
use of courtroom during wks of 870601 , 22 & 0720 since future hearing schedule in 
case doubtful be served to parties in proceeding.Served on 87051 2. 

SWEENEY, O.A. Atomic Safety and Licensing Board Panel. #287 3436. 87/05/11. 
Docketing & Services Branch. Ip. 40938:137-40938:138. 

-8705180212 Requests cancellation of Board use of courtroom during wks of 
870601 ,22 & 0720 since future hearing schedule in case doubtful. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/05/11. STARR.J.R. U.S. 
District Court. 1p. 40938:138-40938:138. 

8705200045 NRC Staff response to town of Hampton motion to permit further argument 
in support of motion for summary disposition.* Motion opposed as impermissible reply 
under 10CFR2.730 & 2.749{a).Certificate of Svc end. 

TURK,S.E. Assistant General Counsel for Hearings. #287 3478. 87/05/11. Atomic 
Safety and Licensing Board Panel. 4pp. 40974:266-40974:269. 

8705270119 Forward second corrected copy of table of authorities for Seacoast Anti- 
Pollution League brief in support of license to operate plant up to 6% of rated 
power,replacing 870505 corrected copy. Certificate of Svc & service list end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #287 3530. 87/05/11. ROSENTHAL.A.S. Atomic Safety and Licensing Appeal 
Panel. 3pp. 41042:018-41042:020. 

8705180091 Ack receipt of 870415 Itr re facility.Merits of issues cannot be commented 
on since facility is currently subj of licensing hearings before Commission.Protectlon of 
public health & safety is paramountServed on 870513. 

CARR.K.M. Commissioners. #287 3437. 87/05/13. CLOYD,J,S. Affiliation Not As- 
signed. 2pp. 40936:149^0936:150. 

8705200015 Atty General JM Shannon application for stay of Licensing Board order au- 
thorizing issuance of OL to conduct low-power operation.* Requests that Commission 
grant stay of partial initial decision.W/addI info & Certificate of Svc. 

BRONSTEIN.D.S. Massachusetts, Commonwealth of. #287 3481. 87/05/13. Atomic 
Safety and Licensing Appeal Panel. 107pp. 40974:105-40974:211. 


8705180070 New England Coalition on Nuclear Pollution motion for stay of low power 
operation pending full power decision or appellate review.* Svc list end. 

CURRAN, D., FERSTER,A. New England Coalition on Nuclear Pollution. CURRAN, D. 
Harmon & Weiss. #287 3425. 87/05/14. Commissioners. 15pp. 40936:351- 
40937:019. 

8705180073 Order,* Provides schedule for onsite emergency planning & safety 
issues.Applications for stay of low power operations should be filed on or before 
870526 & answers filed within 10 days of stay motion.Served on 870514. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3429. 87/06/14. Office 
of the General Counsel. Ip. 40936:074-40936:074. 

8705200027 Application for Subpoena on Behalf of Seacoast Anti- Pollution League.* 
Subpoena directing D Laughton to appear on 870519 in Manchester, NH for 
deposition.Certificate of Svc & certification of counsel end. Related correspondence. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS. R.A. Backus, Meyer & Solo- 
mon. #287 3479. 87/05/14. Atomic Safety and Licensing Board Panel. 3pp. 
40974:098-40974:100. 

8705200164 Seacoast Anti-Pollution League motion for continuation of stay of partial ini- 
tial decision pending outcome of appeals thereof.* Stay should be entered! to allow 
parties time to bring appeal in federal court if appeals denied by NRC. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #287 3464. 87/05/14. Commissioners. 11pp. 40974:037-40974:047. 

8705270143 Applicants response to JF Doherty third petition for leave to intervene.* Pe- 
tition should be dismissed due to failure to satisfy late-filed criteria & not meeting crite- 
ria of 10CFR2.734.W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3522. 87/05/15. Atomic Safety and Licensing Board Panel. 11pp. 41041:338- 
41041:348. 

8705200030 Forwards telegraphic message to parties In matter of Public Svc Co of New 
Hampshire re offsite emergency planning issues.Served on 870519. 

SWEENEY, O.A. Atomic Safety and Licensing Board Panel. #287 3451. 87/05/18. 
Docketing & Services Branch. 2pp. 40974:264-40974:265. 

8705270086 Memorandum & order (providing basis for & rev to Board rulings on con- 
tentions on Rev 2 of State of NH radiological emergency response plan).* Board 
870218 order revised to reflect listed changes.Served on 870519. 

HARBOUR,J., LINENBERGER,G., HOYT,H.F. Atomic Safety and Licensing Board 
Panel. #287 3498. 87/05/18. Hampton, NH. 71pp. 41042:088-41042:158. 

8705270020 Ack receipt of end recipients 870429 Itr re plantAssures that protection of 
ubiic health & safety will be paramount consideration In decisions to Be made on 
earing record when reviewing decisions of ASLB & ASLAB.Served on 870519. 
CARR,K.M. Commissioners. #287 3494. 87/05/19. COMBS, P., COMBS,M. Affiliation 
Not Assigned. 2pp. 41042:086-41042:087. 

8705270034 Memorandum.* Oral arguments on ASLB partial Initial decision re onsite 
emergency planning & safety issues phase of OL proceeding will be heard on 870724 
in Concord,NH.Parties agreed to hearing date,per listed telcon.Served on 870520. 
TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #287 3504. 87/05/19. 
2pp. 41042:045-41042:046. 

8705270057 Reapplication for subpoena on behalf of Seacost Anti- Pollution League.* 
D Laughton requested to appear for deposition re availability of Teamsters bus drivers 
to transport evacuees in emergency. W/ Certificate of Svc. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon, #287 3502. 87/05/19. Atomic Safety and Licensing Board Panel. 5pp. 
41041:304-41041:322. 

“8705270068 Seacost Anti-Pollution League interrogatories & request for production of 
documents to applicant on New Hampshire radiological emergency response plan.* 
W/Certificate of Svc. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. 87/05/19. Public Service Co. of New Hampshire. 5pp. 41041:309-41041:313. 

“8705270079 Seacoast Anti-Pollution League interrogatories & requests for production 
of documents to FEMA on New Hampshire radiological emergency response plan.* 
W/Certificate of Svc & svc list. 

BACKUS, R,A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. 87/05/19. Federal Emergency Management Agency. 9pp. 41041:314- 
41041:322. 

8705270112 Notice to parties that recent request for issuance of subpoena for attend- 
ance of witness failed to present appropriate & completed subpoena form.Form end 
to be reproduced as needed.Served on 870520. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #287,3513. 87/05/19. 3pp. 
41042:197-41042:199. 

8705270127 Atty General JM Shannon offsite emergency planning interrogatories & re- 
quest for production of documents to applicant (Set 2).* Related correspondence. 

* Massachusetts, Commonwealth of, #287 3503. 87/05/19. Public Sen^ice Co. of 
New Hampshire. 28pp. 41041:137-41041:209. 

“8705270130 Atty general JM Shannon offsite emergency planning interrogatories & re- 
quest for production of documents to State of NH (Set 2).* Related correspondence. 

* Massachusetts, Commonwealth of. 87/05/19. New Hampshire, State of, 28pp. 
41041:165-41041:192. 

“8705270138 Atty General JM Shannon offsite emergency planning interrogatories & 
request for procluction of documents to FEMA (Set 2).* Related correspondence. 
SNEIDER.C.S. Massachusetts, Commonwealth of. 87/05/19. Federal Emergency 
Management Agency. 11pp. 41041:193-41041:203. 

“8705270147 Atty General JM Shannon application for subpoena directed to EB Lieber- 
man.* Time & place for deposition not specified. Related correspondence. 

FIERCE,A.R. Massachusetts, Commonwealth of. 87/05/19, Atomic Safety and Licens- 
ing Board Panel. 4pp. 41041:204-41041:209. 

“8705270158 Notice of taking of deposition of EB Lieberman.* Related correspond- 
ence. 

FIERCE, A.R. Massachusetts, Commonwealth of. 87/05/19. 2pp. 41041:208- 
41041:209. 
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-8795275161 ?*»otice cf tafcng cf deposition of RH Strode.* Related correspondence. 
rrRCEA;= Massachusetts, Commonwealth ol 87/05/19. 2?p. 4lu41:a10- 

41041:211. 

-87052701S9 A«y General JM S's"-: ; apc^'csrc' 

- =-= :r=V=' Va 3 s=:.'”!,ser 5 Cc'“~"VAea m '5. Atcm.c Sa-ety and Ucens- 

n; Bss-c ?:i"V’¥pp. 41041:212-41041:221. 

-8705270174 Nofeoe of taking of d^sSon of DS MMeti.* Related 
■cc'-escc-'d-a-cs Ca'^;"^c.a'‘= Svc end 

= E-Ch"a.= Vissac'-.-Ea-ns Commonwealth of. 87/05/19. 7pp. 41041:215- 


8705270)^ Advises that time providal by NRC regulations within which Commission 
may act to review ASLB Decision ALAB-862 expired. Decision became final agency 

'C^ce :;'a Seratarv'c* l^-e Ccmmission. #287 3514. 87/05/20. Office 

ol tfie General Cteunse!. 1; 4l':45.2i4-4'*:42'2'4. 

«7052705« informs tfiat ASLB denied ut:’ rscuest *cr reduction in 10- mile EP2 for 
‘aci’t/ !‘/“C wcu’d 'sc-Ts scec:*'-: hfo 'e dss.g.noc'ts: mgt or regulatory compliance 

M Jr Te E. 3”ci cf X-cai.;’ Reactor Regulation, Director (Post 870411). 87/05/ 
'Z C',t; 2 £-s Ah..-'-' the Ten Mile Radius. 3pp. 41065:351-41065:356. 

—1705270525 Ccw^-ds dihre"' .c’ouc oetition opoosirKj emergency planning rule, 
rC '.'-.E.,..C Croe c* the Se.:'e:a" of ms Dcmmiss.c.n. h,l!Z4i02. ZECH, ROBERTS, 
ASSETS'*" NE Com- SS.O'.S'S 3pp' 4''.C55.:354-4-::'65;356. 


H- Ctefif rii corrwporiclefice 

17Cffi1«}26§ Ack 'eos'pt o* ft' ocr.osr~fng *ac:’ity & proposed cha.nges to emergency 
pan- 'ing 'eg- at.o". 5 .Cc.mm£':s .''.apcroprate due to ficensing hearings before 
Ccmr:;ss.cr.'Cc'”.."’:ar;':.3 cr c'cpcssd ru e we'.ccmed. 

CARR.r‘.,M. Ccm:m:3s:c-e's: -25-' 3:73. S7/04.-' 03. JORGENSON.R., JORGENSON.L 
A^iiaucn ;'io: Rss.gned. “c 4:;9S2-253-43362-.254. 


-8TO51S0271 Ccmmsrts cocc£-*-g c'cocsed rufes re reduction cf evacuation zone from 
10 to 1 mile i e'minat.cr.'c: stats apprcval c: evacuation pians.Expresses disgust re 
NRC lack of ccnosr*' tor we'fare of pecpfs. 

:ORGENSC\ -. ..C=3E\3EX R. Af:...:a:-,c.-. Net Assigned. 87/04/09. Commissioners. 
Ip.. 4CS£2;2S4.4:9.52.2S4. 

8705180282 Ack reci^ of 870319 te* re facility & concerns on profwsed change to 
ef”sroe*'d^ p* 2 "”lnc rec.ilatic^s.Commerfts toapcfopnate due to licensing hearing 
oe*::i Zcr.r s3.c".“Co“re''.:s o- orcccsed .f-.e' w=:ocm.sc.Served on 870413. 

CA=R, C:.."".~:ES c^s's ■^25" 3353 BT.'Zd'Z. V.AR\,3. .Aff.'.'iatjo.n .Not Assigned. 


-g7CS1302£7 Exp.res.3es cc“.csrr; -e .XRC oo’ts.'csratto.n cf recucticn l.n e.mergency zone 
to 1 .r.:;e & state .nput .'.nto evaouaticn p:a.n'".:ng.Requests error on side of too much 
creteetzr S. r.te'^^edzr ratr.er toan too iittie. 

/A?.X,S A*ff„.at;cn No: A3S.;g"ed. 87/03/19. CARR.K. Commissioners. 1p. 40960:047- 
40960:047. 


-8705180295 Ack receipt ol 870315 Itr re facility & conc^s on proposed changes to 
erergsocy' cf 3 rtr.;ng regufatlorts.Ccr.ments .mapp.'cp.hate due to licensing hearing 
before Ccmm,3«:on. Ccm.rrer:£ cn proposed rule weIccmed.Serv'ed on S70413. 

CARR <,M, C.o.r.rr'.S3;oners. 57/ 34 ZZjRE'K,KM. .Affi/ation Not Assigned. Ip. 
40S8C.C'4S-43S6C-:5C. 


-8705186300 Exfwesses anger & cSsappointment re NRC recent actions to reduce 
evacuation zerte 13 to * ml’s .i p.-eposed 'ule eiirr.i.nati.nc state apprcwal of evac- 
u.at,cr: p.£.n Present aoticn re'iect o.rcss .negligence cf rich: to safety. 

ZJR.E.K./..M .Ah-aticn \ct .Assi-oned. S7/C3/15, “CARR Co.mr 
4C95C;G43-4355::':53. 


Co.mmlssbners. 2pp. 


-47051W312 Adt receipt of 870306 Itr re fadlity.Comments inappr<toriate due to I’lcensr 
ing Iwtng befere GcMTimissicm.Commento re ^mrnission responsibilities 
weIccmed.Senrsd on 870413. 

CAP.P/K.M Ccm..m.iss.cn£rs. 57.- 34/10. SCHLACHMAN.D. Affiliation Not Assigned. 1p. 

40g60r051.40»:053. ^ ^ 

-47WIW3tl Bqmmm cwx»m re rectetion in evacuation zone for facitity.NRC must 
act to' rericrce peopte r^s,wa elected officials to approve evacuation plans devel- 
^fcreemmumt/. 

.Met .Assigned. 37/03/06. ASSELSTINE, BERNTHAL, 
oArrR Co;'Tm:;ss;cr.srs. 2pp. 4096G;052-4C-95G;C53. 



—8705180371 Objects vehemently to NRC proposed rule change to reduce evacuation 
fw faciMy 10 to 1 mL & elimination of state approval of evacuation plans. 
ME^KYR|!*I Siation Not Assigned. 87/03/11. Docketing & Services Branch. 
Ip. 40960:059-40960:059. 

-8705180379 Ack receipt of 870311 Itr re facility & concerns on 
emergency planning regulatlons.Comments 

before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. 87/04/10. ALEXANDER, J.R. Affiliation Not Assigned. Ip. 
40960:060-40960:061. 

—8705180384 Expresses objection to reduction of evacuation zone from 10 to 1 mile & 
elimination of state approval of evacuation plans. « * d d « 

ALEXANDER.J.R. Affiliation Not Assigned. 87/03/11. CARR.K. Commissioners. Ip. 
40960:061-40960:061. 

8705050240 Comments opposing action allowing plant to begin operating. Author be- 
lieves that plant has not been proven to be safe. ..v ^ 

BOWSER.L.J. Affiliation Not Assigned. 87/05/01. NRC - No Detailed Affiliation Given. 
Ip. 40812:228-40812:228. 

8705270274 Responds to Itr to Denton re plant operation. Util must comply w/NRC regu- 
lations & contract DOE sves for disposal of spent nuclear fuel or high level 
radwaste.Emergency preparedness currently being reviewed. 

VARGaJsa. Division of Reactor Projects - I/ll (Post 870411). 07/05/18. 

\ithe'iy\c:\kiir"r r' Mnt Accinnorl Onn AinAQ‘9Q9./lin4fl*0A3 


8705290189 Advises that J & E Hardiman Itr re proposed rulemaking "Licensing of Nu- 
clear Power Plants Where State &/or Local Govts Decline to Cooperate in Offsite 
Emergency Planning," docketed as Comment 447 & ack of Itr receipt sent. 

STELLO.V. Office of the Executive Director for Operations. 87/05/21. PELL.C. 
Senate. 7pp. 41 1 1 5:1 1 7-41 1 1 5; 1 24. 

-8705290190 Comments on proposed rule 10CFR50 re mod of safety rules to enable 
facilities to startup operation.Opposses rule due to result of NRC abdicating responsi- 
biliN as protector of safety of populations exposed to radiation during accidents. 
HARDIMAN.J., HARDIMAN, E. Affiliation Not Assigned. 87/03/13. ZECH.L. Commis- 
sioners. 1 p. 41 1 1 5:1 24-41 1 1 5:1 24. 


P. Operating license stage documents & correspondence 


8012110095 Forwards draft "Seabrook Station Steam Generator Tube Rupture During 
Severe Accidents." Study of generator tube rupture difficult due to complexity of phe- 
nomena & developmental nature of techniques. Further work necessary. 

ROSSI.C.E. Assistant Director for Technical Support (PWR-A). 86/12/08. 
NOONAN.V.S. PWR Project Directorate 5. 2pp. 40789:287-40789:331. 

-8012110287 Draft "Seabrook Station Steam Generator Tube Response During Severe 
Accidents ** 

* NRC - No Detailed Affiliation Given. 86/12/05. 43pp. 40789:289-40789:331. 

8705040086 Final response to FOIA request re Seabrook hearing. Forwards App G 
documents.App F & G documents available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/30. SHOLLY.S.C. 
MHB Technical Associates, 3pp. 40790:224-40790:243. 


8705080292 Forwards response to NRC 870303 request for addi info re Items 2.1 (Part 
2) & 2.2 (Part 1) of Generic Ltr 83-28. Westinghouse provides technical bulletins to 
update, suppi or revise maint procedures for reactor trip sys components. 

THOMAS,G.S, Public Service Co. of New Hampshire. 87/05/04. Document Control 
Branch (Document Control Desk). 7pp. 40872:142-40872:148. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705200094 Final response to FOIA request.App C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study, AddI records 
available in PDR in Folder FOIA-87-lO.Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/15. SHOLLY.S.C. 
MHB Technical Associates, 5pp. 41045:006-41045:167. 

-8705200124 Forwards list of questions re plant PRA.per 850512 telcon. Statement of 
work, ‘ Review of PRA for Seabrook Nuclear Power Plant," end. 

KHATIB-RAHBAR Brookhaven National Laboratory. 85/03/13. LYON.W. Reactor Sys- 
tems Branch. 8pp. 41 045:01 3-41 045:021 . 


-8^5260170 Forwards std order for DOE work, "Review of PRA for Seabrook Nuclear 
Power Plant, authorizing extension of period of performance from 860930 to 860930 
w/applicant prior to issuance of final rept. 

Systems Integration (811005-851124). FIN A-377a 85/ 
09/19. OGEKA,G.J. Energy, Dept. of. 5pp. 41045:108-41045:112. 

-8705260176 Forwards std order for DOE work for FIN A-3778. "Review of PRA for 
authorizing funds for end statement of work mod. 
Systems Integration (811005-851124). FIN A-3778. 06/ 
08/30. OGEKA,G.J. Energy, Dept of. 4pp. 41 045:1 1 3-41 045:1 63. 

expiration of DOE work order on FIN A-377, "Review of PRA 
of appropriate paperwork requested. 

& Resource Analysis Branch. FIN A-3778. 85/07/29. 
LYON,W. Reactor Systems Branch. 2pp. 41045:173-41045:174. 

xA/“ n®®'' Reactor Regulation, Director (861 126-870411). FIN A- 
3778, 87/05/15. LYON.W. Reactor Systems Branch. 2pp. 41045:175-41045:176. 

"^or Aug^llls ’^ Seabrook Nuclear Power Plant," monthly highlights 
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“8705260274 “Review of PRA for Seabrook Nuclear Power Plant,” monthly progress 
rept for Sept 1 985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/10/18. LYON.W. Reac- 
tor Systems Branch. 4pp. 41045:181-41045:184. 

“8705260301 “Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA," “Safety Evaluation of Core-Melt Accidents: Indian Point...& Zion-Oper- 
ating Reactor” & “Review of PRA for Seabrook...,” monthly repts for Oct 1984. 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 

“8705260390 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Nov 1984. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/12/17. LYON.W. Reac- 
tor Systems Branch. 4pp. 41045:194-41045:197. 

“8705260397 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Dec 1 984. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/01/18. LYON.W. Reac- 
tor Systems Branch. 7pp. 41045:198-41045:204. 

“8705260399 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Jan 1 985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/02/19. LYON.W. Reac- 
tor Systems Branch. 5pp. 41045:205-41045:209. 

“8705260401 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Oct 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/11/21. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:210-41045:213. 

“8705260403 “Review of PRA for Seabrook Nuclear Power Plant.” monthly highlights 
for Nov 1 985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/12/18. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:214-41045:217. 

“8705260406 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Dec 1 985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 86/01/20. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:218-41045:221. 

“8705260424 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Jan 1 986. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 86/02/20. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:222-41045:225. 

“8705260427 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Feb 1986. 

KATO.W.Y, Brookhaven National Laboratory. FIN A-3778. 86/03/18. LYON.W. Reac- 
tor Systems Branch (PWR-B). 4pp. 41045:338-41045:341. 

“8705260437 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Sept 1984. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/10/19. LYON.W. Reac- 
tor Systems Branch. 5pp. 41045:226-41045:230. 

“8705260444 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Feb 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/02/28. NRG - No Detailed Affili- 
ation Given. 4pp. 41045:231-41045:234. 

“8705260450 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Mar 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/03/31 . NRC - No Detailed Affili- 
ation Given. 4pp. 41045:235-41045:237. 

“8705260453 “Review of PRA for Seabrook Nuclear Power Plant.” monthly highlights 
for Apr 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/04/30. NRC - No Detailed Affili- 
ation Given. 3pp. 41 045:238-41 045:240. 

“8705260456 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for May 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/05/31 . NRC - No Detailed Affili- 
ation Given. 3pp. 41045:241-41045:243. 

“8705260457 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for June 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/06/30. NRC - No Detailed Affili- 
ation Given. 3pp. 41045:244-41045:246. 

“8705260461 “Review of PRA for Seabrook Nuclear Power Plant." monthly highlights 
for Jui 1985.Related info, including transmittal of vouchers for svcs rendered, end. 

* Brookhaven National Laboratory. FIN A-3778. 85/07/31. NRC - No Detailed Affili- 
ation Given. 89pp. 41045:247-41045:337. 

8705280262 Forwards evaluation of interface as well as intended design enhancements 
for RHR/containment bldg spray sys interface, per NRC requestUtll requests that ac- 
c^tabilify of evaluation be reflected in next SSbR. 

FEIGENBAUM.T.C. Public Sen/ice Co. of New Hampshire. 87/05/20. Document Con- 
trol Branch (Document Control Desk). 14pp. 41094:244-41094:257. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203, 

8705050346 Forwards Safety Insp Rept 50-443/87-11 on 87031 6-20.No violations 
noted. 

JOHNSTON.W.V. Region 1, Office of Director. 87/04/21. HARRISON.R.J. Public 
Service Co. of New Hampshire. 5pp. 40815:265-40815:281. 


“8705050357 Insp Rept 50-443/87-11 on 87031 6-20.No violations noted. Major areas 
inspected:startup test program review, post-core hot functional test witnessing & test 
result review. 

WEN.P.C., ESELGROTH.P.W. Region 1. Office of Director. 87/04/10. 12pp. 
40815:270-40815:281. 

8704290232 Responds to NRC 870323 Itr re violations noted in Insp Rept 50-443/87- 
08.Corrective actions:emergency response procedures revised to improve guidance to 
operators in classification of emergencies. 

THOMAS.G.S. Public Service Co. of New Hampshire. 87/04/23. Document Control 
Branch (Document Control Desk). 2pp. 40725:016-40725:017. 

8705110202 Forwards Insp Rept 50-443/87-01 on 870112-16.0209-13 & 24-27.No viola- 
tions noted. 

JOHNSTON.W.V. Region 1. Office of Director. 87/05/05. HARRISON.R.J. Public 
Service Co. of New Hampshire. 7pp. 40876:074-40876:091 . 

“8705110211 Insp Rept 50-443/87-01 on 870112-16,0209-13 & 24-27.No violations 
noted.Major areas inspected:preoperational test program.including review of preopera- 
tional test procedures. Table of corrective actions for testing end. 

VANKESSEUH.F., ESELGROTH.P.W. Region 1, Office of Director. 87/05/05. 11pp. 
40876:081-40876:091. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210692 Responds to NRC 870410 Itr re violations noted in Insp Rept 50-443/87- 
02.Corrective actions;procedure change to OS1 023.51 initiated & implemented to 
ensure that appropriate purge valve open regardless of which air intake utilized. 
THOMAS.G.S. Public Service Co. of New Hampshire. 87/05/15. Document Control 
Branch (Document Control Desk). 4pp. 41012:294-41012:297. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Norjpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705060115 Forwards status rept for First Quarter CY87.per Rept 97-850. Licensing ac- 
tivity during rept period discussed.Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

ZECH,L.W. Commissioners. 87/04/27. BEVILL.T. House of Rep., Appropriations. 
21pp. 41162:144-41162:164. 

8705050054 Forwards annual environ operating rept for 861017-1231, consisting of Vols 
1 & 2 to R-209, “Seabrook Environ Studies, 1984:Characterization of Baseline Condi- 
tions...” & R-210, “Seabrook Environ Studies 1985 Data Rept..." 

THOMAS.G.S. Public Service Co. of New Hampshire. 87/04/30. Document Control 
Branch (Document Control Desk). 4pp. 40792:096-40794:288. 

“8705050066 Vols 1 & 2 to “Seabrook Environ Studies,1984: Characterization of Base- 
line Conditions in Hampton-Seabrook Area, 1975-1 984, Preoperational Study for Sea- 
brook Station, Technical Rept XVI-II." 

* Normandeau Associates, Inc. R-209. 85/08/31. 606pp. 40792:100-40793:345. 

“8705050069 “Seabrook Environ Studies 1985 Data Rept, Technical Rept XVII-1.” 

* Normandeau Associates, Inc, R-210. 86/07/31. 303pp, 40793:346-40794:288. 

8705190254 Monthly operating rept for Apr 1987.W/870611 Itr. 

NARDONE.P., THOMAS,G.S. Public Service Co. of New Hampshire. 87/04/30. 6pp. 
40969:245-40969:250. 


S. Reportable occurrences, LERs & related correspondence 

8705060298 LER 87-01 1-00:on 870403.dc bus 11 A experienced undervoltage condition 
which resulted in Train A emergency power sequencer sensing loss of power 
condition.Caused by deficient procedure.Procedure revised.W/870504 Itr. 
BELANGER.R., THOMAS.G.S. Public Service Co. of New Hampshire. 87/05/04. 3pp. 
40825:148-40825:150. 

8705190282 Part 21 rept re capacity of thermal compensating accumulator being insuffi- 
cient to compensate for thermal expansions of hydraulic fluid during full ambient temp 
transient required by customer specs.tnterim & permanent mods identified. 

WEBB.F.L Rockwell International Corp. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 12pp. 40968:164-40968:175. 

8705210581 LER 87-012-00:on 87041 6, multiple ESFs actuated.Caused by inadvertent 
makeup of RESET contacts on Train B low main steamline pressure safety injection 
block/reset switch. Safety Injection terminated.W/870515 Itr. 

STASEK,S.. THOMAS.G.S. Public Service Co. of New Hampshire. 87/05/15. 4pp. 
41012:349-41012:352. 


T. Hearing transcripts on non-antitrust matters 

8705060371 Summary of 870409 meeting w/util in Bethesda,MD to discuss Seabrook 
Tech Specs Issued w/5% license.List of attendees end. 

LONG.S.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/21. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 40840:301- 
40841:010. 

“8705060382 Transcript of 870409 meeting in Bethesda,MD.Pp 1-24. Supporting docu- 
mentation end. 

* NRC - No Detailed Affiliation Given. 87/04/09. 66pp. 40840:305-40841:010. 

8705260200 Summarizes 870507 meeting w/util re licensing of Unit 1. Transcript of 
meeting end. 

NERSES, V. Project Directorate 1-3. 87/05/15. Project Directorate 1-3. 3pp. 41043:230- 
41043:271. 
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—8705260202 Trancsript of 870507 Seabrook mgt meeting in Bethesda.MD. Pp 1-36. 
* Commissioners. 87/05/07. 39pp. 41043:233-41043:271. 


U. Congressional/Executive Correspondence 

8705180263 Requests that NRC order independent investigation into potential design & 
const flaws at facility.Americans deserve nuclear energy policy that clearly & unequi- 
vocabty puts safety first.Sen/ed on 870413. 

GEPHARDT, R.A. House of Rep. #287 3052. 87/04/08. ZECH.L Commissioners. Ip. 
40960:045-40960:045. 

8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.Commission unable to comment on issues before Commission or adjudica- 
tory boards. 

ZECH.LW. Commissioners. 87/05/15. HUMPHREY.G.J. Senate. 3pp. 41101:136- 
41101:140. 

-8705280094 Commends Commission on shut down of Peach Bottom plant due to 
plant operators sleeping at controls.Maint of safety stds & concern re Seabrook EPZ 
also discussed. 

HUMPHREY, C.J. Senate. 87/04/02. ZECH.LW. Commissioners. 2pp. 41101:139- 
41101:140. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appiication/constructlon stage documents & correspondence 

8409050113 Discusses arrangements for contract for PRA review. Contractors (BNL & 
LLL) instructed to work together to assure consistency. Final rept will be available by 
mid-Dec 1984. 

BERNERO.R.M. Division of Systems Integration (811005-851124). 84/08/24. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 7pp. 40789:332- 
40789:338. 

8705040086 Final response to FOIA request re Seabrook hearing. Forwards App G 
documents.App F & G documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. SHOLLY.S.C. 
MHB Technical Associates. 3pp. 40790:224-40790:243. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
M1RAGL1A,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260094 Final response to FOIA requestApp C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study.AddI records 
available In PDR in Folder F01A-87-10.Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

-8705260124 Forwards list of questions re plant PRA, per 850512 telcon. Statement of 
work, "Review of PRA for Seabrook Nuclear Power Plant," end. 

KHATIB-RAHBAR Brookhaven National Laboratory. 85/03/13. LYON.W. Reactor Sys- 
tems Branch. 8pp. 41045:013-41045:021. 

-8705260170 Forwards std order for DOE work, "Review of PRA for Seabrook Nuclear 
Power Plant," authorizing extension of period of performance from 850930 to 860930 
due to NRC request to meet w/applicant prior to issuance of final rept. 

BERNERO.R.M. Division of Systems Integration (811005-851124). FIN A-3778. 85/ 
09/19. OGEKA.G.J. Energy. Dept. of. 5pp. 41045:108-41045:112. 

“8705260176 Forwards std order for DOE work for FIN A-3778, "Review of PRA for 
Seabrook Nuclear Power Plant," authorizing funds for end statement of work mod. 
BERNERO.R.M. Division of Systems Integration (811005-851124). FIN A-3778. 85/ 
08/30. OGEKA.G.J. Energy. Dept of. 4pp. 41045:113-41045:163. 

-8705260225 Informs of expiration of DOE work order on FIN A-377. “Review of PF.a 
for Seabrook.” Initiation of appropriate paperwork requested. 

MCGRATH.K. Planning & Resource Analysis Branch. FIN A-3778. 85/07/29. 
LYON.W. Reactor Systems Branch, 2pp. 41045:173-41045:174. 

-8705260253 Informs of extension of DOE work order: "Review of PRA for Seabrook 
Nuclear Power Plant" from 850930 to 851015. 

MCGRATH.K. Office of Nuclear Reactor Regulation, Director (851125-870411). FIN A- 
3778. 87/05/15. LYON.W. Reactor Systems Branch. 2pp. 41045:175-41045:176. 

-8705260265 "Review of PRA for Seabrook Nuclear Power Plant” monthly highlights 
for Aug 1 985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/09/20. LYON.W. Reac- 
tor Systems Branch. 4pp, 41045:177-41045:180. 

-8705260274 "Review of PRA for Seabrook Nuclear Power Plant" monthly progress 
rept for Sept 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/10/18. LYON.W. Reac- 
tor Systems Branch. 4pp. 41045:181-41045:184. 

-8705260301 "Safety Evaluation of Core-Melt Accidents:CESSAR-FDA. Westinghouse 
Std Plant-FDA/’ "Safety Evaluation of Core-Melt Accidents:lndian Point..& Zion-Oper- 
ating Reactor" & "Review of PRA for Seabrook...." monthly repts for Oct 1984. 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 

-8705260390 "Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Nov 1984. 

KATO.W.Y. Brookhaven National Laboratory, FIN A-3778. 84/12/17. LYON.W. Reac- 
tor Systems Branch. 4pp. 41045:194-41045:197. 

-8705260397 "Review of PRA for Seabrook Nuclear Power Plant." monthly highlights 
for Dec 1984 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/01/18. LYON.W. Reac- 
tor Systems Branch. 7pp. 41045:198-41045:204. 


-8705260399 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Jan 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/02/19. LYON.W. Reac- 
tor Systems Branch. 5pp. 41045:205-41045:209. 

-8705260401 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Oct 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/11/21. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:210-41045:213. 

-8705260403 "Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Nov 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/12/18. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:214-41045:217. 

-8705260406 "Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Dec 1985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 86/01/20. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:218-41045:221. 

-8705260424 "Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Jan 1 986. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 86/02/20. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:222-41045:225. 

—8705260427 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Feb 1986. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 86/03/18. LYON.W. Reac- 
tor Systems Branch (PWR-B). 4pp. 41045:338-41045:341. 

—8705260437 "Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Sept 1984. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/10/19. LYON.W. Reac- 
tor Systems Branch. 5pp. 41045:226-41045:230. 

-8705260444 "Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Feb 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/02/28. NRC - No Detailed Affili- 
ation Given. 4pp. 41045:231-41045:234. 

-8705260450 "Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Mar 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/03/31. NRC - No Detailed Affili- 
ation Given. 4pp. 41045:235-41045:237. 

-8705260453 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Apr 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/04/30. NRC - No Detailed Affili- 
ation Given. 3pp. 41045:238-41045:240. 

“8705260456 "Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for May 1985. 

* Brookhaven National Laboratory, FIN A-3778. 85/05/31. NRC - No Detailed Affili- 
ation Given. 3pp. 41046:241-41045:243. 

-8705260457 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for June 1 985. 

* Brookhaven National Laboratory. FIN A-3778. 85/06/30. NRC - No Detailed Affili- 
ation Given. 3pp. 41045:244-41045:246. 

“8705260461 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Jul 1985.Related info, including transmittal of vouchers for svcs rendered, end. 

* Brookhaven National Laboratory. FIN A-3778. 85/07/31. NRC - No Detailed Affili- 
ation Given. 89pp. 41045:247-41045:337. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8705280262 Forwards evaluation of interface as well as intended design enhancements 
for RHR/containment bldg spray sys interface, per NRC requestUtil requests that ac- 
ceptability of evaluation be reflected in next SSER. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 87/05/20. Document Con- 
trol Branch (Document Control Desk). 14pp. 41094:244-41094:257. 


F. Security, medical, emergency & fire protection plans 

8705040086 Final response to FOIA request re Seabrook hearing. Forwards App G 
documents.App F & G documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. SHOLLY.S.C. 
MHB Technical Associates. 3pp. 40790:224-40790:243. 

-8705040090 Forwards partial response to questions in recipient 860915 Itr re emer- 
gency planning issues.Responses to Questions 1,5, 10c, 11,12,13,14,15 & 16 will be 
forwarded under separate cover.W/o end. 

KAMMERER.C. Office of Congressional Affairs. 86/09/29. MARKEY.E.J. House of 
Rep., Energy & Commerce. 1 p. 40790:229-40790:229. 

-8705040094 Forwards responses to prehearing questions re emergency planning 
issues-Hearing date of 861006 postponed. Subcommittee requested that testimony & 
remaining responses to questions be provided by 86IOO2.W/0 end. 

KAMMERER,C. Office of Congressional Affairs. 86/09/30. ZECH, ROBERTS. ASSEL- 
STINE Commissioners. 1 p. 40790:230-40790:230. 

—8705040099 Forwards remaining responses to questions in recipient 860915 Itr re 
emergency planning issues at plant. Responses to Questions 1,5,10c,11,12,13,14,15 & 
16 included in package. W/o stated responses to listed questions. 

KAMMERER.C. Office of Congressional Affairs. 86/10/02. MARKEY.E.J. House of 
Rep., Energy & Commerce. 13pp. 40790:231-40790:243. 

8705060073 NRC Staff response to applicant "suggestion of mootness & request for 
vacation of stay."* Util has provided assurance that adequate emergency planning for 
Commonwealth of MA portions of EPZ possible.DJ Perrotti affidavit end. 

TURK,S,E. Assistant General Counsel for Hearings. #287 3312. 87/05/01. Commis- 
sioners. 16pp. 40806:301-40806:316. 
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-8705060082 Affidavit of DJ Perrotti re facility radiological emergency response 
plan.Statement of prof qualifications & RW Krimm (FEMA) 870424 Itr to NRC re emer- 
gency response plan encl.W/ Certificate of Svc. 

pERROTtI.DJ. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/05/01. 10pp. 40806:317-40806:326. 


8705120109 Responds to 870403 Itr re Board 870325 partial initial decision authorizing 
issuance of low power license.On 870409, decision made that licensee must file emer- 
gency plan for Massachussetts before license «ssued.Sewed on 870505. 

ZECH.LW. Commissioners. #287 3392. 87/04/30. HUMPHREY, GJ. Senate. 2pp. 
41162:165-41162:166. 


8705190247 Ack receipt of 870409 Itr re 870416 emergency response planning 
forum.Commission regrets inability to attend forum. Written questions resulting from 
forum may be addressed to WT Russell, Region l,for response. 

CARR,K.M. Commissioners. 87/05/11. MOYER,H. Hampton, NH. Ip. 41162:074- 
41162:089. 


-8705190646 Memorandum & Order CLI-87-02, denying affirmation of ASLB decision re 
filing of state,local or util plan before issuance of OL.Addl & dissenting views 
encT.Served on 870409. , ^ ^ 

HOYLE, J.C. Office of the Secretary of the Commission. 87/04/09. Office of the Gen- 
eral Counsel. 10pp. 41162:167-41162:178. 


-8705190306 Notifies of inability to attend “Forum on Radiological Emeraency Re- 
sponse & Seabrook Nuclear Power Plant: Safety Issues & Concerns for Educational 
Insts,’’ per invitation transmitted by H Moyer 870320 Itr. 

BELLAMY,R.R. Region 1, Office of Director. 87/04/03. JAMES,H.P. Phillips Exeter 
Academy, Exeter, HH. 2pp. 41162:079-41162:081. 


8705060007 Memorandum & order granting directing certification of ASLB 870320 
memorandum & order reaffirming schedule tor hearing. Served on 870501 . 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #287 3333. 87/05/01. 
22pp. 40809:261-40809:282. 


8705290050 Forwards util comments re NRC analysis of dose as function of distance 
for plant DBA,per 870505 meeting.Extrapolation technique found in NUREG-0396 or 
50% site-specific meteorology recommended for Criterion 1 resolution. 
FEIGENBAUM.T.C. Public Senrice Co. of New Hampshire. 87/05/20. Document Con- 
trol Branch (Document Control Desk). 9pp. 41106:064-41106:072. 


8705060024 Memorandum & order.* Affirms ruling on Interrogatories 28, 116,117 & 
131-132 & requires applicant to respond.Board modifies 870407 order to compel re- 
sponses on Commonwealth of MA Interrogatories 114-115.Served on 870504. 
HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3311. 87/05/01. Public 
Service Co. of New Hampshire. 2pp. 40806:359-40806:360. 


G. Adjudicatory correspondence 

8705060059 Forwards supplemental discovery documents,including study to identify po- 
tential shelters in beach areas near facility & Interrogatory errata sheets.W/Certificate 
of Svc. Related correspondence. ^ ^ 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3303. 87/04/22. Docketing & Services Branch. 4pp. 40808:318-40809:003. 

-8705060069 Supplemental discovery documents.* Certificate of Svc end. 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/04/22. 33pp. 40808:322-40808:354. 


8705060073 NRC Staff response to applicant "suggestion of mootness & request for 
vacation of stay."* Util has provided assurance that adequate emergency planning for 
Commonwealth of MA portions of EPZ possible.DJ Perrotti affidavit end. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3312. 87/05/01. Commis- 
sioners. 16pp. 40806:301-40806:326. 

-8705060082 Affidavit of DJ Perrotti re facility radiological emergency response 
plan.Statement of prof qualifications & RW Krimm (FEMA) 870424 Itr to NRC re emer- 
gency response plan encl.W/ Certificate of Svc. 

PERROTTI, D.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/05/01. 10pp. 40806:317-40806:326. 


-8705060078 Interrogatory errata sheet.* Certificate of Svc end. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/04/22. Atomic Safety and 
Licensing Board Panel. 9pp. 40808:355-40809:003. 

8705060031 Applicants supplemental responses to intervenor interrogatories.* Certifi- 
cate of Svc end. Related corre^ondence. 

THOMAS, G.S. Public Service c5o. of New Hampshire. #287 3330. 87/04/24. Massa- 
chusetts, Commonwealth of. 32pp. 40809:024-40809:055. 

8705010020 Forwards town of Hampton brief in response to Commission Order CLI-87- 
02 

BROCK,M.T. Hampton, NH. BROCK, M.T. Shaines, Madrigan & McEachern Profes- 
sional Association. #287 3281. 87/04/28. Docketing & Services Branch. Ip. 
40743:096-40743:106. 


8705060035 New England Coalition on Nuclear Pollution response to applicant sugges- 
tion of mootness & request for vacation of stay.* Opposes applicant 870407 sugges- 
for vacation of stay. Svc list end. 

New England Coalition on Nuclear Pollution. CURRAN, D. 
3346. 87/04/28. Commissioners. 14pp. 40809:007- 

40809:020. 

8705060042 Applicants answer In opposition to Intervenors joint motion to reject appli- 
cants filing of 86041 5 [sic],or in alternative for imposition of sanctions against appli- 
cants.* Certificate of Svc end. 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3340. 87/04/28. Atomic Safety and Licensing Board Panel. 7pp. 40809:064- 
40809:070. 


tion of mootness & request 
CURRAN.D.. FERSTER,A. 1 
Harmon & Weiss. #287 


8705060061 Attorney General JM Shannon brief in response to applicant suggestion of 
mootness & request for vacation of stay.* Requests Commission denial of applicant 
request until requirements of 10CFR50.33(g) met. , ^ 

SNEIDER.C.S. Massachusetts, Commonwealth of. #287 3350. 87/04/28. Commis- 
sioners. 1 1 pp. 40808:274-40808:309. 


-8705060067 Affidavit of MS Dukakis re plant emergency preparedness. No radiological 
emergency response plan can be devised that, in opinion of State of MA.protects 
health & safety of citizens within EPZ.MS Dukakis 860920 statement also end. 
DUKAKIS, M.S, Massachusetts, Commonwealth of. 87/04/28. 20pp. 40808:285- 
40808:304. 


8705120085 Responds to 870416 Itr forwarding J Anderson 870318 Itr opposing all ac- 
tions re plantPlant licensing being considered in on-the-record adjudicatory proceed- 
ing. Decisions on license & EPZ expected soon.Served on 870505. 

PARLER.W.C. Office of the General Counsel. #287 3391. 87/05/01. GUNDERSON, S. 
House of Rep. 3pp. 40874:123-40874:125. 


8705120050 Seacost Anti-Pollution League brief in support of appeal of partial initial de- 
cision authorizing issuance of license to operate Seabrook Station Unit 1 up to 5% of 
rated power.* Certificate of Svc end, ^ . . . « , 

BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #287 3367. 87/05/04. Atomic Safety and Licensing Appeal Panel. 34pp. 
40874:297-40874:330. 


8705120055 Memorandum & order.* Order dtd 870109 vacated.Schedule for activities 
prior to hearing stated.Served on 870505. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #287 3390. 87/05/04. Office of 
the General Counsel. 2pp. 40874:141-40874:142. 


8705120039 Town of Hampton memo in support of application for stay of Licensing 
Board order authorizing issuance of license to conduct low power operation.* Board 
requested to continue stay of low power operation at plant.W/Certificate of Svc. 
MCEACHERN, P., BROCK,M.T. Hampton, NH. MCEACHERN, P. Shaines, Madrigan & 
McEachern Professional Association. #287 3368. 87/05/05. Atomic Safety and Li- 
censing Appeal Panel. 6pp. 40874:292-40874:296. 


8705120059 Forwards revised table of authorities for Seacoast Anti- Pollution League 
brief in support of appeal of partial initial decision authorizing Issuance of license to 
operate Unit 1 up to 5% of rated power.W/CertifIcate of Svc. 

BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #287 3396. 87/05/05. ROSENTHAL,A.S., EDLES.G.J., WILBUR.H.A. Atomic 
Safety and Licensing Appeal Panel. 3pp. 40874:227-40874:229. 


8705120026 Town of Hampton supplemental answers to interrogatories.* Answers to 
listed applicant Interrogatories re town of Hampton responses to nonradiological 
emergency occurrences. W/Certificate of Svc.Related correspondence. 
JANETOS,D.R. Hampton, NH. #287 3370. 87/05/06. Public Service Co. of New 
Hampshire. 18pp. 40874:274-40874:291. 


-8705060071 Atty General JM Shannon correction of errata & substitution of corrected 
“Brief in Response to Applicant Suggestion of Mootness & Request for Vacation of 
Stay."* Certificate of Svc end. , 

SNBDER.C.S. Massachusetts. Commonwealth of. 87/04/29. Commissioners. 5pp. 
40808:305-40808:309. 


8705120037 Atty General JM Shannon brief in support of reversal of Licensing Board 
partial initial decision authorizing issuance of low power OL* Certificate of Svc end. 
BRONSTEIN,D.S. Massachusetts, Commonwealth of. #287 3363. 87/05/06. 
ROSENTHAL,A.S.. EDLES.G.J., WILBER, H.A. Atomic Safety and Licensing Appeal 
Panel. 41pp. 40874:172-40874:212. 


8705060019 Town of Amesbury supplemental response to applicants suggestion of 
mootness & request for vacation or stay (Commission order of 870409, CLI-87-02).* 
Issue of ALAB-853 not mootStay should not be vacated. W/svc list 
LORD.W.S. Amesbury, MA. #287 3343. 87/04/29. Commissioners. 8pp. 40809:220- 
40809:227. 


8705060015 Memorandum & order permitting filing of resource assessment suiyey & 
scheduling litigation of survey during second week of hearing sessions beginning on 
870622.Served on 870501 . 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3334. 87/04/30. Office of 
the General Counsel. 3pp. 40809:228-40809:230, 


8705060070 Applicant response to town of Hampton motion to permit further argument 
in support of town of Hampton motion for summary disposition.* Town of Hampton 
motion should bo rejected as wanting merit.Certlflcate of Svc ®ncj. 

SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3306. 87/04/30. Atomic Safety and Licensing Board Panel, 7pp. 40806:327- 
40806:333. 


8705060144 Applicants answer in opposition to motion of atfy 
wealth of MA to reconsider Licensing Board ruling of 870413 & 


general for Common- 
order of 870415.* Cer- 


LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3305. 87/04/30. Atomic Safety and Licensing Board Panel. 7pp. 40806:275- 


40806:281. 


8705120045 Fonwards tables of contents & authorities omitted from Atty General JM 
Shannon 870506 brief in support of reversal of ASLB partial initial decision authorizing 
Issuance of low power OL. 

BRONSTEIN,D.S. Massachusetts, Commonwealth of. #287 3397. 87/05/07. Docket- 
ing & Services Branch. 4pp. 40874:245-40874:248. 

8705120073 Requests that Commission 870409 decision staying issuance of license 
remain in effect until offsite emergency planning issues resolved.Low power testing 
unnecessary since full power license may not beissued.Served on 870511. 

KENNEDY, E.M.. KERRY, J., MARKEY,E.J. House of Rep. #287 3395. 87/05/07. 
ZECH.LW. Commissioners. 3pp. 40874:271 -40874:273. 

8705130059 Town of Kensington (“TOK") response to applicant motion for order ruling 
on applicant motion for summary disposition of contentions of towns of 
Kensington, South Hampton, Hampton Palls & Ftye.* Svc list end. 

GAVUfiS.S. Kensington, NH. #287 3401. 87/05/07. Atomic Safety and Licensing 
Board Panel. 2pp. 40893:1 03-40893:1 04. 

8705130061 Applicant supplemental responses to intervenor interrogatories.* State of 
NH radiological emergency response plan & Chapter 15 of FSAR basis of applicant 
response to Interrogatory 131 .W/Certlficate of Svc. 

THOMAS.G.S. Public Service Co. of New Hampshire. #287 3403. 87/05/07. Massa- 
chusetts, Commonwealth of. 6pp. 40892:1 52-40892:1 57. 
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8705130070 Applicant motion for order ruling on applicant motions for summary di^osi- 
tion of contentions of towns of Kensington, South Hampton, Hampton Falls & Rye.* 
Certificate of Svc end. 

SELLECK.T.G. Public Service Co. of New Hampshire. SELLECK.T.G. Ropes & Gray. 
#287 3404. 87/05/07. Atomic Safety and Licensing Board Panel. 5pp. 40892:158- 
40892:162. 

8705130064 New England Coalition on Nuclear Pollution brief in support of appeal of 
partial initial decision authorizing issuance of license to operate at low power.* Certifi- 
cate of Svc end. 

CURRAN.D. Harmon & Weiss. #287 3407. 87/05/08. Atomic Safety and Ucensing 
Appeal Panel. 50pp. 40892:208-40892:257. 

8705130068 Memorandum & order.* Applications for stay pendente llte of ASLB 870325 
Partial Initial Decision LBP-87-10, authorizing issuance of license for low power 
operation, denied.Served on 870511. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #287 3419. 87/05/08. 
New England Coalition on Nuclear Pollution. 32pp. 40892:286-40892:317. 

8705180072 Fonvards signed affidavits of RM Shively.PW Knowles & TE Puikkinen for 
substitution in apps to town of West Newbury 870424 response to applicant sugges- 
tion of mootness & request to vacate stay. 

MI2NER,J.H. Silverglate. Gertner, Baker. Rne & Good. #287 3439. 87/05/11. Dock- 
eting & Services Branch. Ip. 40936:062-40936:073. 

>-8705180080 Affidavit of RM Shively re participation in evaluation of draft emergency 
response plans for licensure of plantPlans inadequate to ensure health & safety of 
residents of town of West Newbury. 

SHIVELY, R.M. West Newbury, MA. 87/04/30. 2pp. 40936:063-40936:064. 

-8705180088 Affidavit of PW Knowles re participation in evaluation of draft emergency 
response plans for licensure of plantPlans inadequate to ensure health & safety of 
residents in town of West Newbury. 

KNOWLES, P.W. West Newbury, MA. 87/04/30. 2pp. 40936:065-40936:066. 

—8705180099 Affidavit of TE Puikkinen re participation In evaluation of draft emergency 
response plans for licensure of plant.Plans inadequate to ensure health & safety of 
residents in town of West Newbury.W/Certificate of Svc. 

PULKKINEN,T.E. West Newbury, MA. 87/04/30. 7pp. 40936:067-40936:073. 

8705180201 Requests that end HF Hoyt 870511 Itr to JR Starr re cancellation of Board 
use of courtroom during wks of 870601, 22 & 0720 since future hearing schedule in 
case doubtful be servedf to parties in proceeding.Served on 870512. 

SWEENEY,O.A. Atomic Safety and Licensing Board Panel. #287 3436. 87/05/11. 
Docketing & Services Branch. Ip. 40938:137-40938:138. 

-8705180212 Requests cancellation of Board use of courtroom during wks of 
870601,22 & 0720 since future hearing schedule in case doubtful. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. 87/05/11. STARR, J.R. U.S. 
District Court. Ip. 40938:138-40938:138. 

8705200045 NRC Staff response to town of Hampton motion to permit further argument 
in support of motion for summary disposition.* Motion opposed as impermissible reply 
under 10CFR2.730 & 2.749(a).Certificate of Svc end. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3478. 87/05/11. Atomic 
Safety and Licensing Board Panel. 4pp. 40974:266-40974:269. 

8705270119 Forward second corrected copy of table of authorities for Seacoast Anti- 
Pollution League brief in support of license to operate plant up to 5% of rated 
power, replacing 870505 corrected copy.Certificate of Svc & service list end. 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #287 3530. 87/05/11. ROSENTHAL, A.S. Atomic Safety and Licensing Appeal 
Panel. 3pp. 41042:018-41042:020. 

8705180091 Ack receipt of 870415 Itr re facility.Merits of issues cannot be commented 
on since facility is currently subj of licensing hearings before Commission.Protection of 
public health & safety is paramountServed on 870513. 

CARR,K.M. Commissioners. #287 3437. 87/05/13. CLOYD,J.S. Affiliation Not As- 
signed. 2pp. 40936:149-40936:150. 

8705200015 Atty General JM Shannon application for stay of Licensing Board order au- 
thorizing issuance of OL to conduct low-power operation.* Requests that Commission 

g rant stay of partial initial decision. W/addI info & Certificate of Svc. 

RONSTEIN.D.S. Massachusetts, Commonwealth of. #287 3481. 87/05/13. Atomic 
Safety and Licensing Appeal Panel. 107pp. 40974:105-40974:211. 

87051 80070 . New England Coalition on Nuclear Pollution motion for stay of low power 
operation pending full power decision or appellate review.* Svc list end. 

CURRAN.D., FERSTER,A. New England Coalition on Nuclear Pollution. CURRAN.D, 
Harmon & Weiss. #287 3425. 87/05/14. Commissioners. 15pp. 40936:351- 
40937:019. 

8705180073 Order.* Provides schedule for onsite emergency planning & safety 
issues-Applications for stay of low power operations should be filed on or before 
870526 & answers filed within 10 days of stay motion.Served on 870514. 

CHILK,S.J, Office of the Secretary of the Commission. #287 3429. 87/05/14. Office 
of the General Counsel. Ip. 40936:074-40936:074. 

8705200027 Application for Subpoena on Behalf of Seacoast Anti- Pollution League.* 
Subpoena directing D Laughton to appear on 870519 in Manchester.NH for 
deposltion.Certlflcate of Svc & certification of counsel encI.Related correspondence. 
BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A, Backus, Meyer & ^le- 
mon. #287 3479. 87/05/14. Atomic ^fety and Ucensing Board Panel. 3pp. 
40974:098-40974:100. 

8705200164 Seacoast Anti-Pollution League motion for continuation of stay of partial ini- 
tial dedsion pending outcome of appeals thereof.* Stay should be entered to allow 
parties time to bring appeal in federal court if appeals denied by NRC. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, Rj\. Backus, Meyer & Solo- 
mon. #287 3464. 87/05/14. Commissioners. 11pp. 40974:037-40974:047. 

8705270143 Applicants response to JF Doherty third petition for leave to intervene.* Pe- 
tition should be dismissed due to failure to satisfy late-filed criteria & not meeting crite- 
ria of 10CFR2.734.W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co, of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3522. 87/05/15. Atomic Safety and Licensing Board Panel. 11pp. 41041:338- 
41041:348. ^ 


8705200030 Forwards telegraphic message to parties in matter of Public Svc Co of New 
Hampshire re offsite emergency planning issues.Served on 870519. 

SWEENEY, O.A. Atomic Safety and Licensing Board Panel. #287 3451. 87/05/18. 
Docketing & Services Branch. 2pp. 40974:264-40974:265. 

8705270086 Memorandum & order (providing basis for & rev to Board rulings on con- 
tentions on Rev 2 of State of NH radiological emergency response plan).* Board 
870218 order revised to reflect listed changes.Served on 870519. 

HARBOUR, J., LINENBERGER.G., HOYT,H.F. Atomic Safety and Licensing Board 
Panel. #287 3498. 87/05/18. Hampton, NH. 71pp. 41042:088-41042:158. 

8705270020 Ack receipt of end recipients 870429 Itr re plant.Assures that protection of 
ubiic health & safety will be paramount consideration in decisions to be made on 
earing record when reviewing decisions of ASLB & ASLAB.Served on 870519. 
CARR,K.M. Commissioners. #287 3494. 87/05/19. COMBS.P., COMBS.M. Affiliation 
Not Assigned. 2pp. 41042:086-41042:087. 

8705270034 Memorandum.* Oral arguments on ASLB partial initial decision re onsite 
emergency planning & safety issues phase of OL proceeding will be heard on 870724 
in Concord, NH.Parties agreed to hearing date, per listed telcon.Served on 870520. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #287 3504. 87/05/19. 
2pp. 41042:045-41042:046. 

8705270057 Reapplication for subpoena on behalf of Seacost Anti- Pollution League.* 
D Laughton requested to appear for deposition re availability of Teamsters bus drrvers 
to transport evacuees in emergency. W/Certificate of Svc. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon, #287 3502. 87/05/19. Atomic Safety and Licensing Board Panel. 5pp. 
41041:304-41041:322. 

-8705270068 Seacost Anti-Pollution League interrogatories & request for production of 
documents to applicant on New Hampshire radiological emergency response plan.* 
W/Certificate of Svc. 

BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. 87/05/19. Public Service Co. of New Hampshire. 5pp. 41041:309-41041:313. 

-8705270079 Seacoast Anti-Pollution League interrogatories & requests for production 
of documents to FEMA on New Hamp^lre radiological emergency response plan.* 
W/Certificate of Svc & svc list. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon, 87/06/19. Federal Emergency Management Agency. 9pp. 41041:314- 
41041:322. 

8705270112 Notice to parties that recent request for issuance of subpoena for attend- 
ance of witness failed to present appropriate & completed subpoena form.Form end 
to be reproduced as needed.Served on 870520. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3513. 87/06/19. 3pp. 
41042:197-41042:199. 


8705270127 Atty General JM Shannon offsite emergency planning interrogatories & re- 
quest for production of documents to applicant (Set 2). Related correspondence. 

* Massachusetts, Commonwealth of. #287 3503. 87/05/19. Public Service Co. of 
New Hampshire. 28pp. 41041:137-41041:209. 

-8705270130 Atty general JM Shannon offsite emergency planning interrogatories & re- 
quest for production of documents to State of NH (Set 2).* Related correspondence. 

* Massachusetts, Commonwealth of. 87/05/19. New Hampshire, State of. 28pp. 
41041:165-41041:192. 


-8705270138 Atty General JM Shannon offsite emergency planning interrogatories & 
request for production of documents to FEMA (Set 2),* Related correspondence. 
SNEIDER.C.S. Massachusetts, Commonwealth of. 87/05/19. Federal Emergency 
Management Agency. 11pp. 41041:193-41041:203. 

—8705270147 Atty General JM Shannon application for subpoena directed to EB Lieber- 
man.* Time & place for deposition not specified. Related correspondence. 
F1ERCE,A,R. Massachusetts, Commonwealth of. 87/05/19. Atomic Safety and Licens- 
ing Board Panel. 4pp. 41041:204-41041:209. 

—8705270158 Notice of taking of deposition of EB Lieberman.* Related correspond- 
ence. 

FIERCE, A.R. Massachusetts, Commonwealth of, 87/05/19. 2pp. 41041:208- 

41041:209. 

—8705270161 Notice of taking of deposition of RH Strome.* Related correspondence. 
FIERCE, A,R. Massachusetts, Commonwealth of. 87/05/19. 2pp. 41041:210- 

41041:211. 


—8705270169 Atty General JM Shannon application for subpoena directed to DS Mileti,* 
Time & place for deposition not specified. Related correspondence. 

FIERCE, A.R. Massachusetts, Commonwealth of. 87/05/19. Atomic Safety and Licens- 
ing Board Panel. 3pp. 41041:212-41041:221. 

—8705270174 Notice of taking of deposition of DS Mileti.* Related 
correspondence.CertifIcate of Svc end. 

FIERCE, A.R. Massachusetts, Commonwealth of. 87/05/19. 7pp. 41041:215- 
41041:221. 


8705270096 Advises that time provided by NRC regulations within which Commission 
may act to review ASLB Decision ALAB-862 expired. Decision became final agency 
action on 87051 4.Served on 870520. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3514. 87/05/20. Office 
of the General Counsel. Ip. 41042:214-41042:214. 


H. General correspondence 


8705180266 Ack receipt of Itr concerning facility & proposed changes to emergency 
planning r 0 gulations.Comments inappropriate due to licensing hearings before 
Commission.Comments on proposed rule welcomed. 

CARR.K.M. Commissioners. #287 3073. 87/04/09. JORGENSON.R., JORGENSON, L 
Affiliation Not Assigned. 1p. 40962:263-40962:264. 
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—8705180271 Comments opposing proposed mles re reduction of evacuation zone from 
10 to 1 mile & elimination of state approval of evacuation plans.Expresses disgust re 
NRC lack of concern for welfare of people. 

JORGENSON, L, JORGENSEN, R. Affiliation Not Assigned. 87/04/09. Commissioners. 
1p. 40962:264-40962:264. 

8705180282 Ack receipt of 870319 Itr re facility & concerns on proposed change to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 87041 3. 
CARR,K.M. Commissioners. #287 3053. 87/04/10. VARN.S. Affiliation Not Assigned, 
ip. 40960:046-40960:050. 

—8705180287 Expresses concern re NRC consideration of reduction in emergency zone 
to 1 mile & state input into evacuation planning.Requests error on side of too much 
protection & intervention rather than too little. 

VARN.S. Affiliation Not Assigned. 87/03/19. CARR,K. Commissioners. 1p. 40960:047- 
40960:047. 

—8705180295 Ack receipt of 870315 Itr re facility & concerns on proposed changes to 
emergency planning regulations.Comments Inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. 87/04/10. 2UREK,K.M, Affiliation Not Assigned. 1p. 
40960:048-40960:050. 

—8705180306 Expresses anger 8 disappointment re NRC recent actions to reduce 
evacuation zone from 10 to 1 mile & proposed rule eliminating state approval of evac- 
uation plan.Present action reflect gross negligence of right to safety. 

2UREK,K.M. Affiliation Not Assigned, 87/03/15. CARR Commissioners. 2pp. 
40960:049-40960:050. 

—8705180312 Ack receipt of 870306 Itr re facillty.Comments inappropriate due to licens- 
ing hearing before Commission.Comments re Commission responsibilities 
welcomed.Served on 870413. 

CARR.K.M. Commissioners. 87/04/10. SCHLACHMAN.D. Affiliation Not Assigned. 1p. 
40960:051-40960:053. 

—8705180318 Expresses concern re reduction in evacuation zone for facility.NRC must 
act to reinforce peoples rights. via elected officials to approve evacuation plans devel- 
oped for community. 

SCHLACHMAN.D. Affiliation Not Assigned. 87/03/06. ASSELSTINE, BERNTHAL, 
CARR Commissioners. 2pp. 40960:052-40960:053. 

—8705180329 Ack receipt of 870410 Itr re facility & concerns on proposed change to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission, Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. 87/04/10. ATKINSON.M. Affiliation Not Assigned. Ip. 
40960:054-40960:055. 

—8705180338 Expresses opposition to any attempt to reduce evacuation zone from 10 
to 1 mile at facility or any plant & proposed change to eliminate state approval of 
evacuation plan. 

ATKINSON.M. Affiliation Not Assigned. 87/04/10. CARR.K. Commissioners. 1p. 
40960:055-40960:055. 

-8705180344 Ack receipt of 870309 Itr re facility & concerns on proposed changes to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. 87/04/10. OXTON.D. Affiliation Not Assigned. Ip. 
40960:056-40960:057. 

-8705180360 Expresses concern re reduction of evacuation plan zone from 10 to 1 
mile for faciliN & elimination of state approval of evacuation plan. 

OXTON.D. Affiliation Not Assigned. 87/03/09. CARR.K, Commissioners. 1p. 
40960:057-40960:057. 

-8705180365 Ack receipt of 870311 Itr re facility & concerns on proposed changes to 
emergency planning regulations-Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR.K.M. Commissioners. 87/04/10. MELAS-KYRIAZI Affiliation Not Assigned. Ip. 
40960:058-40960:059, 

-6705180371 Objects vehemently to NRC proposed rule change to reduce evacuation 
zone for facility from 1 0 to 1 mile & elimination of state approval of evacuation plans. 
MELAS-KYRIAZI Affiliation Not Assigned. 87/03/11. Docketing & Services Branch, 
ip. 40960:059-40960:059. 

-8705180379 Ack receipt of 87031 1 Itr re facility & concerns on proposed change to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. 87/04/10. ALEXANDER.J.R. Affiliation Not Assigned. Ip. 
40960:060-40960:061. 

-8705180384 Expresses objection to reduction of evacuation zone from 10 to 1 mile & 
elimination of state approval of evacuation plans. 

ALEXANDER, J.R. Affiliation Not Assigned 87/03/11. CARR.K. Commissioners. Ip. 
40960:061-40960:061. 

8705050240 Comments opposing action allowing plant to begin operating. Author be- 
lieves that plant has not been proven to be safe. 

BOWSER, L.J. Affiliation Not Assigned. 87/06/01. NRC - No Detailed Affiliation Given. 
1 p. 4081 2:228-4081 2:228. 

8705270274 Responds to Itr to Denton re plant operation.Util must comply w/NRC regu- 
lations & contract DOE svcs for disposal of spent nuclear fuel or high level 
radwaste-Emergency preparedness currently being reviewed. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 87/05/18, 
MIASKIEWICZ.C. Affiliation Not Assigned. 2pp. 41049:292-41049:293. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, ‘‘Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, c.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 


8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


T. Hearing transcripts on noh-antitrust matters 

8705060371 Summary of 870409 meeting w/util in Bethesda.MD to discuss Seabrook 
Tech Specs issued w/5% license.List of attendees end. 

LONG.S.M. Office of Nuclear Reactor Regulation. Director (Post 870411). 87/04/21. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 40840:301- 
40841:010. 


U. Congressional/Executive Correspondence 

8705180263 Requests that NRC order independent investigation into potential design & 
const flaws at facility.Americans deserve nuclear energy policy that dearly & unequi- 
vocably puts safety firstSenred on 87041 3. 

GEPHARDT, R.A. House of Rep. #287 3052. 87/04/08. ZECH,L. Commissioners. 1p. 
40960:045-40960:045. 

8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.Commission unable to comment on issues before Commission or adjudica- 
tory boards. 

2ECH,LW. Commissioners. #287 3462. 87/05/15. HUMPHREY,G.J. Senate. 3pp. 
41101:136-41101:140. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Applicatlon/conatructlon stage documents & correspondence 

8705140144 Appeals denial of FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984.Author advises that 850508 agreement w/NRC to pro- 
tect allegers does not apply to interviewees. 

GARDE, B.P. Government Accountability Project. 86/06/23. STELLO.V. Office of the 
Executive Director for Operations. 1 p. 40920:077-40920:077. 

8705150219 Appeals denial of FOIA 85-59 re Comanche Peak Task Force. Agreement 
reached at 850508 meeting concerned only confidentiality of allegers, not interviewees 
& other individuals as stated in Grimsley 860528 Itr. 

GARDE, B.P. Government Accountability Project. 86/06/26. STELLO,V. Office of the 
Executive Director for Operations. 2pp. 40939:108-40939:141. 

8705280347 Notification of contract execution: ‘‘NRC Comanche Peak Ofc Complex,” 
awarded to Texas Utilities Electric Co. 

SMITH,P.A. NRC - No Detailed Affiliation Given. FIN B-8516. 87/04/01. 
KEPPLER,J.G. Office of Special Projects. GRIMES, C. NRC - No Detailed Affiliation 
Given. 1 p, 41 1 14:023-41 1 14:031 . 

8705060256 Forwards revised documents addressing generic technical issues for cable 
tray hangers. 

COUNSlL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/13. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40832:092-40835:347. 

-8705060290 Rev 2 to “Evaluation & Resolution of Generic Technical Issues for Cable 
Tray Hangers,” generic issue rept. 

* Ebasco Services, Inc. (subs, of Enserch Corp.). * Impel! Corp. 87/03/13. 197pp. 
40832:094-40832:290. 

-8705060355 Rev 1 to “Thermal Load Evaluation." 

* Impell Corp. M-27 R01. 87/02/25. 27pp, 40832:291-40832:320. 

-8705060313 Rev 0 to “Comanche Peak Steam Electric Station Cable Tray Sys Analy- 
sis/Test Correlation." 

* Impell Corp. 09-0210-0017 ROO. 87/02/28. 100pp. 40832:321-40833:060. 

—8705060361 Rev 0 to Calculation/Problem M-68, “Qualification of Diamond Cored Bolt 
Holes.” 

* Impell Corp. 87/02/02. 3pp. 40833:061-40833:064. 

—8705060369 Rev 2 to Project Instruction PI-11, “Cable Tray Sys Analysis & Qualifica- 
tion Closeout.” 

BARRETT, L.J. Impell Corp. 87/02/09. 60pp. 40833:065-40833:130. 

-8705060376 Rev 6 to Procedure TE-FVM-CS-001 , “Field Verification Method Unit 1 
Cable Tray Hanger As-Builting & Design Adequacy Verification Program." 

* Ebasco Services. Inc. (subs, of Enserch Corp.). 86/12/01. 124pp, 40833:131- 
40833:264. 

-8705060387 Rev 2 to Procedure TE-FVM-CS-003. “Field Verification Method Unit 2 
Cable Tray Hanger As-Bui!ting & Design Adequacy Verification Program." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 86/11/21. 33pp. 40833:255- 
40833:301. 

—8705060397 Rev 0 to Procedure TE-FVM-CS-036, “Field Verification M 0 thod:As-Built 
Verification of Attachments to Main Structural Framework in Cable Spread Room Sup- 
porting Unit 1 Designated Cable Trays & Selected Attributes of Unit 1...." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 87/02/06, 76pp. 40833:302- 
40834:017. 

-8705060400 Rev 0 to Procedure TE-FVM-CS-048, "Field Verification Method Unit 1 
Cable Tray Selected Attributes As-Built Program.” 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 86/12/31. 13pp, 40834:018- 
40834:031. 
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-0705060403 Rev 0 to Procedure TE-FVM-CS-050, "Reid Verification Method TJ 
Cope Fla! Ladder Tee Rttlng Selected Attributes Data Collection.” 

* Ebasco Services, Inc. {subs, of Enserch Ccrp.). 87/01/05. 23pp. 40834:032- 

40834:055. 

Procedure ECE-AO-4, "Control of Engineering Documents.” 
(former^ Texas Utilities Generating Co.). 87/01/16. 25pp. 40834:056- 

-87050W14 Rev 0 to Engineering &. Const Engineering Procedure ECE 1.01, "Orqani- 
zatton. * 

* ™ Bectric (formerly Texas Utilities Generating Co.). 87/03/02. 37pp. 40834:082- 

1 1 • 

-S705C^21 Rev 4 to Procedure SAG-CP4. "Seismic Design Criteria for Cable Tray 
H^ers for Comanche Peak Steam Electric Station 1.” ^ 

SCHOPPMAN^^.H H^]NGER.F.. ALEXANDRU.R. Ebasco Services. Inc. (subs, of 
Enserch Com.). 87/03/13. 12pp. 40834:122-40834:134. 

-8705060425 Rev 7 to Procedure SAG.CP3, “Seismic Design Criteria for Cable Trav 
Hangers for Comanche Peak Steam Electric Station 2.” ^ 

HARRISON.P. SCHOPPMANN.H.. HETTINGER.F. Ebasco Services Inc (subs of En- 
serch Corp,). 87/03/13. 34pp. 40834:148-40834:181. ’ ' ^ ^ 

^ Post-Test Analysis Correlation.” 

72^. WS^IsSowIsT® Generating Co.). 7Q-D-6 V01 B24. 87/02/17. 

Properties for Channels." 

21 ® Generating Co.). 7Q-D-6 V01 B25. 87/02/24. 

40^4160^^ (formerly Texas Utilities Generating Co.). 87/01/17. 83pp. 40834:277- 

■'■'ay Tests.” final summary rept. 

ANCO Engjneers. Inc. A-000181 ROO. 87/01/31. 347pp. 40835:001-40835:347. 

pis' **™®"'* ™ “« O' license review for facility 

Government Accountability Project 87/04/14. Office of Adminktra. 
tion & Resources Management Director (Post 870413). 2pp. 40%1, -107-40961:1 08. 

*^2?!?®?!? response to concerns re status of const project & assurance that 

pte^upon completion operates in manner that does not endanger public health & 

(form^ Texas Utilities Generating Co.). 87/04/29 Docu- 
ment Control Branch (Document Control Desk). 1 p. 40794:289-40794:289. 

*’SlSL™ivXrin'°P^ ^queslForwards App A docoments^ A & B 

'’'^“NTON.a Govem^ent 

as; 

Services, Inc. (subs. <? Enserch Ccrp.) 85/11/22. ip. 40865:192- 

GffiLEY.D.a DivaS^ Wes S^Srtte'^lroJTsT/M/^JrRn^^^^ 
GovemmentAcccuntabBty Project 14pp. 40860:^4^^ME°®'°®' 

TEDESC0,R.L 


8705150227 Further response to appeal of denial of FOIA 86-59 re Comanche Peak 
Task Force.Documents T-34 & U-42 will continue to be withheld (ref FOIA Exemption 
5).Originator of Document U-12 document contacted for further info re release. 
STELLO.V. Office of the Executive Director for Operations. 87/05/08. GARDE, B.P. 
Government Accountability Project. 2pp. 40939:106-40939:107. 

8705110372 Generic Ltr 87-08 to ail power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180029 Final response to FOIA request for documents re cost of operating license 
review for facility from 851203 to presentForwards documents listed in App B. App A 
documents available in PDR. 

'^'Vision of Rules & Records (Post 870413). 87/05/12. 
RUBINTON.D.S. Government Accountability Project 3pp. 40961:109-40961:251. 

summary of OL review costs & supporting documentation for 
840624-1 222.Addl fees could be assessed if ceiling for OL review costs raised prior to 
plant licensing. 

HOLLGWAY.C.J. License Fee Management Branch (Pre 861123). 86/04/04, License 
Fee Management Branch (Pre 861123). 3pp. 40961:190-40961:196. 

Forwards summary of OL review costs by program ofc for 841223- 
850622.Actual cost exceeds 10CFR170 limits. ^ 

fS'SS& (W e^sT/^.Tpp. 

tr‘ Committee on Reactor Safeguards. 87/05/12. 

40^T1M^’ License Fee Managenment Branch (861123-870413). 40pp. 40961:112- 

~^L awSicaSon^*^”''*^ contract costs Incurred & manhours used in reviewing 860508 

MILLER wh^?k2S!l‘"c^‘ Reactor & Transportation Licensing Branch. 85/12/07. 
4096T1W ^ License Fee Management Branch (Pre 861123). 2pp. 40961:159- 

■1o?wt?sTr8S?223Sfe^ data.including hours worked during insp & contrac- 

MILLER * Analysis Staff (Pre 870411). 85/09/09. 

40%1-IM^’ Management Branch (Pre 861123). 29pp. 40961:161- 

Submits professional staff hours expended by ACRS during 841223- 

M^ISwn^'n^ff l!l® Executive Director for Operations. 86/01/22. 
40^1-209*^' License Fee Management Branch (Pre 861123). 3pp. 40961:204- 

durina 850623- 1221. 

HOLIDAY C J M Operations. 86/03/11. 

40^1236 License Fee Management Branch (Pre 861123). Ip. 40961:236- 

® Williams re A-563 Grade A Nuts & 

^osm U«l™es Genera«ng Co.). 
410iam (Document Control Desk). 3pp. 41012:342- 

ECCS Evaluation Models." 

4®(^^fi'F~ ^ iprMi 

ffir 3°pr?®o"l5:SSj: 


f Generic Tech- 


Tii to re Enforcement Action EA-86-O09.App 

Generating Co.). 

sna^i^ uocument Control Branch (Document Control Desk), ip. 40910:^: 

DoSsnen, C<i« 

Stea a,". £UL‘S^’S!! 

ss.'S:as,?sS’,“ai»25^,7/ow, auiciM,. 


«oiiorn; issues I- 

•^JSo 'S'SrmW^To ^»e.effirre«S ai^' 

G. Adjudicatory correspondenca 

(S(te^1Kl98^§"^7 & «■' 'Of Pfotec- 
Svc uyaiories luo/ & -8) & piotion to Compel,* W/Certificate of 

<5. ‘® Board 8704(« 

mats).* W/Certificate of Syc ° concerning standardized computer filing for- 
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8705010049 Forwards Rev 1 to “Insp Repts on Butt-Splices," “Preoperational Test 
Review & Approval of Results” & "Gap Between Reactor Pressure Reflective Insula- 
tion & Biological Shield Wall.” Related correspondence. 

WOOLDRIDGE, R.A. Worsham. Forsythe. Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3282. 87/04/27. BLOCH.P.B.. JORDAN.W.H.. 

MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 116pp. 40742:210- 
40742:325. 

8705060010 Forwards corrected Pages 1,3 & sve list of CNN0001 & JNN0002 re CASE 
& Joint Interveners 870427 response to Board 870403 memorandum & order con- 
cerning standardized computer filing formats.W/revised Certificate of Svc. 

ELLIS.J. Citizens Association for Sound Energy. #287 3309. 87/04/27. BLOCH.P.B., 
JORDAN.W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 6pp. 
40807:002-40807:007. 

8705060011 Applicant comments in response to "Proposed Order Concerning Stand- 
ardized Cornputer Filing Format.”* Proposed order should be clarified & 
reconsidered.Certificate of Svc end. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3321. 87/04/27. 24pp. 40809:231-40809:254. 

8705120029 NRC Staff comments on proposed std computer filing format.* Proposed 
order re std computer filing should either be held in abeyance or withdrawn in favor of 
listed approach. Certificate of Svc end. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #287 3379. 87/04/27. 
9pp. 40874:218-40874:226. 

8705060036 Supplemental response to CASE request for production of documents 
(860627).* Amended response to CASE request for production of 
documents.replacing first sentence of response to Request 1 .Certificate of Svc 
encl.Related correspondence. 

EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #287 3339. 87/04/29. Atomic Safety and Licensing 
Board Panel. 4pp. 40809:060-40809:063, 

8705060193 Forwards revised Certificate of Svc (CNN0002) for CASE 870427 response 
to applicant 870410 response to CASE motions for protective order & motion to 
compel.Several addresses corrected. 

ELLIS,J. Citizens Association for Sound Energy. #287 3307. 87/04/29. BLOCH.P.B., 
MCCOLLOM,K.A., JORDAN,W.H. Atomic Safety and Licensing Board Panel. 4pp. 
40806:271-40806:274. 

8705060233 CASE 870429 response to applicant 870414 motion to cornpel (Interroga- 
tories Set 1987-4) or,in alternative.to strike affidavit of J Doyle.* CASE will withdraw 
affidavit if inappropriate.W/Certlficate of Svc. 

ELLIS.J. Citizens Association for Sound Energy, #287 3308. 87/04/29. Atomic Safety 
and Licensing Board Panel. 8pp. 40806:263-40806:270. 

8705060057 Forwards util significant deficiency repts received since CASE 870320 Itr 
providing repts to Board. 

ELLIS.J. Citizens Association for Sound Energy. #287 3298. 87/04/30. BLOCH.P.B., 
MCCOLLOM,K.A., JORDAN.W.H. Atomic Safety and Licensing Board Panel. 37pp. 
40809:071-40809:107. 

8705270199 Discusses measures taken to preserve documents referred by G Mulley of 
Ofc of Inspector & Auditor & HS Phillips of Region IV in testimony before Senate 
Committee on Governmental Affairs on 87041 7,per Bloch request. 

CHANDLER.L.J. Assistant General Counsel for Hearings. 87/05/01. BLOCH.P.B., 
JOHNSON, E.B., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 1p. 
41088:001-41088:001. 

8705120030 Notice of availability of results repts & working files.* Certificate of Svc 
encl.Related correspondence. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3362. 87/05/04. 5pp. 40874:213-40874:217. 

8705120032 Memorandum & order.Memorandum (appointment of legal counsel; clarifi- 
cation of discovery).* Orders util not to interfere w/minority owners that wish to fulfill 
obligations to assure completeness of factual record.Served on 870505. 

BLCjCH.P.B. Atomic Safety and Licensing Board Panel. #287 3386. 87/05/04. TU 
Electric (formerly Texas Utilities Generating Co.). 6pp. 40873:281-40873:286. 

8705120071 Informs that prudency audit still in progress & available to 
public, contradicting applicants opposition to motion to compeT.Notice of annual share- 
holders meeting end. 

R01SMAN,A.Z. TU Electric (formerly Texas Utilities Generating Co.). ROISMAN.A.Z. 
Roisman, A.C. #287 3355. 87/05/05. BLOCH.P.B., MCCOLLOM.K.A,. JORDAN.W.H. 
Atomic Safety and Licensing Board Panel. 4pp. 40874:262-40874:265. 

8705130056 Fonwards notice of 870519 meeting w/util,CYGNA,S&W,IMPELL & 
EBASCO in Glen Rose.TX to discuss electrical, mechanical, instrumentation & control 
& civil/structural issues & cable tray hangers. Related correspondence. 
WOOLDRIDGE,R.A. TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham. 
Forsythe & Sampels). #287 3408. 87/05/08. BLOCH.P.B., MCCOLLOM,K.A., 
JORDAN.W.H. Atomic Safety and Licensing Board Panel. 3pp. 40892:205-40892:207. 

8705270039 Informs that staff unable to proceed w/further substantive response to 
CASE 861204 discovery request re rept of investigation on Region 5 mgt 
actions.Redacted version of rept provided to Board on 861211. Related correspona- 
ence. 

CHANDLER,L.J. Assistant General Counsel for Hearings. #287 3489. 87/05/14. 
ROISMAN, A.Z. Roisman, A.C. Ip. 41042:049-41042:049. 

8705200111 Forwards WG Counsil 870514 Itr to NRC transmitting WG Counsil 870421 
Itr to CYGNA re A-563 Grade A nuts & S&W 870325 Project Memorandum 141 con- 
cerning unequal shear loading effect on Richmond inserts & threaded rods used. 
WOOLDRIDGE,R.A. Worsham. Forsythe. Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3459. 87/05/15. BLOCH.P.B., JORDAN.W.H., 
MCCOLLUM, K.A. Atomic Safety and Licensing Board Panel. 4pp. 40974:050- 
40974:053. 

8705270149 NRC Staff views on discovery dispute involving intervenor M Gregory dis- 
covery request for Cresap audit.* Certificate of Svc end. 

MIZUNO.G.S. Assistant General Counsel for Hearings. #287 3529, 87/05/18. Atomic 
Safety and Licensing Board Panel. 15pp. 41041:323-41041:337. 


i. Financial information 


8705270310 Forwards util, Texas Municipal Power Agency & Brazos Electric Power 
Cooperative, Inc annual repts for 1986. 

COUNSIL.W.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/19. Document Control Branch (Document Control Desk). 1p. 41054:168- 
41054:292. 

-8705270327 “Texas Utilities Co 1986 Annual Rept.” 

FARRINGTON, J., NYE,E. TU Electric (formerly Texas Utilities Generating Co.). 86/12/ 
31. 43pp. 41054:169-41054:212. 

-8705270337 “Texas Municipal Power Agency 1986 Annual Rept." 

* Texas Municipal Power Agency. 86/12/31. 27pp. 41054:213-41054:239. 

-8705270343 “Brazos Electric Power Cooperative.Inc 1986 Annual Rept." Tex-La Elec- 
tric Cooperative of Texas, Inc financial statements for 861231 & 1985 &. accountants 
rept end. 

PARKER.W.G., MCCASKILL,R.E. Brazos Electric Power Cooperative, Inc. 86/12/31. 
50pp. 41054:240-41054:292. 


J. Insurance & indemnity information 


8705190621 Forwards Endorsement 20 to NELIA Policy NF-274. 

SAMUELS, J. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 40968:1 18-40968:1 19. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 Suppl 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010049 Forwards Rev 1 to “In^ Repts on Butt-Splices," "Preoperational Test 
Review & Approval of Results” & “Gap Between Reactor Pressure Reflective Insula- 
tion & Biological Shield Wall." Related correspondence. 

WOOLDRIDGE, R.A. Worsham, Forsythe. Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3282. 87/04/27. BLOCH.P.B.. JORDAN.W.H., 
MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel. 116pp. 40742:210- 
40742:325. 

8705040077 Responds to NRC 870318 Itr re violations & deviations noted in Insp Repts 
50-445/86-22 & 50-446/86-20.Correctlve actions:required certification for valve 
bonnet received from vendor & placed in appropriate receipt insp package. 
COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/27. Document Control Branch (Document Control Desk). 20pp. 40777:109- 
40777:128. 

8705080009 Fonvards Operations Insp Rept 50-445/86-30 on 861101-870228. No viola- 
tions or deviations noted.Actions taken re previously identified insp findings examined. 
JOHNSON, E.H. Region 4. Office of Director. 87/04/30. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 40862:220-40862:226. 

-8705080016 Insp Rept 50-445/86-30 on 861 101-870228.No violations or deviations 
noted :actions on previous insp findings & plant tours. 

KELLEY.D.L, SPESSARD.R.L. BAlfNES.I. Region 4. Office of Director. 87/04/29. 
4pp. 40862:223-40862:226. 

8705060431 Responds to NRC Itr re violations noted in Insp Repts 50-445/86-07 & 50- 
446/86-05.Corrective actions:cable identification error & omission of white conductors 
for listed cables corrected.Revised response schedules noted. 

COUNSIL, W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/01. Document Control Branch (Document Control Desk). 7pp. 40838:005- 
40838:011. 

8705080189 Informs that preparation of revised response clarifying 860403 response to 
notice of deviation underway.per NRC identification in Mar 1 987 insp of util failure to 
perform committed actions. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/04. Document Control Branch (Document Control Desk). 1p. 40862:103- 
40862:103. 

8705080209 Discusses failure to disposition nonconformance repts re resolution of in- 
spector errors & weld separation measurement methodology committed to in 870112 
response to Insp Rept 50-446/86-02.New disposition & compliance dates listed. 
COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/05. Document Control Branch (Document Control Desk). 1p. 40871:332- 
40871:332. 

8705120303 Revised response re violations noted in Insp Repts 50-445/85-13 & 50- 
446/85-09.Corrective actions substantially expanded & require more time than origi- 
nally anticipated. 

COUNSIUW.G., KEELEY,G.S, TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 4pp. 40907:113- 
40907:116. 

8705130255 Responds to request for addi info re notice of violation Item D.1 (50-446/ 
8602-V-21) & Item E (50-446/8602-V-17) & notice of deficiency item B (50-445/8603- 
D-18).Type 01- CSM-2a-II conduit supports will be design verified. 

CDUNS1L,W.G., KEELEY,G.S. TU Bectric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 7pp. 40915:002- 
40915:008. 

8705120365 Revised response to violation Item B noted in Insp Repts 50-445/85-18 & 
50-446/85-1 S.Corrective steps taken & action to prevent recurrence sections updated 
to show results achieved.Dates of full compliance moved to 870831 & 880331. 
CDUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/07. Document Control Branch (Document Control Desk). 3pp. 40905:062- 
40905:064. 
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8705120247 Suppis response to violations noted in Insp Repts 50-445/86-06 & 50-446/ 
86-04. Corrective actionsiRev 7 to B&R Const Installation Procedure EEI-7. "Cable 
Pulling.” revised to iroorpc'atc "equirements of DCA. 

CCUMSlL.Vv.G. Tl; E.eotrio ifcmerly Texas Utilities Generating Co.). 87/05/08. Docu- 
ment Coriroi (D.ocumen: Control Desk). 6pp. 40907:010-40907:015. 

8705120275 Submits revised response to violations noted in Insp Rept 50-445/84- 
16.Corrective actions:stated nonconformance repts, including M84-0 1836, issued to 
document specific examples of nonconformances identified. 

COUNSIL.W.G.. KEELEY,G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/08. Document Control Branch (Document Control Desk). 4pp. 40904:042- 
40904:045. 


8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210430 Re^onds to IE Bulletin 86-002 re SOR Models 102 & 103 differential pres- 
sure switches.Switches not used in any safety-related application.Differential pressure 
switches added to nuclear operations defective items list. 

COUNSIL,W.G., BECK,J.W. TU Electric (formerly Texas Utilities Generating Co.). 87/ 
05/11. Document Control Branch (Document Control Desk). 2pp. 41010:286- 
41010:287. 


8705180029 Final response to FOIA request for documents re cost of operating license 
review for facility from 851203 to presentForwards documents listed in App B.App A 
documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. 
RUBINTON.D.S. Government Accountability Project. 3pp. 40961:109-40961:189. 

—8705180109 Forwards license fee data, including hours worked during insp & contrac- 
tor costs for 841223-850622. 

GREHER,E,A. Program Support & Analysis Staff (Pre 870411). 85/09/09. 
MILLER, W.O. License Fee Management Branch (Pre 861123). 29pp. 40961:161- 
40961:189. 


8705180040 Final response to FOIA request re Investigation Case A4-86-003.Encl App 
B & D documents also in PDR.App D documents partially withheld (ref FOIA Exemp- 
tions 6 & 7).App E documents completely withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. BAUMAN.L. 
Government Accountability Project. 10pp. 40960:307-40960:340, 

-8705180052 Advises that B Griffin assigned to review Region IV Allegation 4-85-A-123 
investigation & write independent rept evaluating adequacy of util investigation, per 
860214 telcon. Case chronology end. 

HERR.R.K. Office of Investigations. 86/02/14. MARTIN, R.D. Region 4, Office of Di- 
rector. 5pp. 40960:319-40960:323. 

-8705180057 Forwards Ofc of Investigations assist in review of util Investigation A4-86- 
003.Partially deleted allegation case input end. 

HERR.R.K. Office of Investigations. 86/03/07. MARTIN, R.D. Region 4, Office of Di- 
rector. 6pp. 40960:325-40960:330. 

—8705180066 Partially deleted memo discussing util investigation of anonymous Allega- 
tion 85-A-123 re cable tray waikdowns & potential intimidation issues.Ofc of Investiga- 
tions should provide assist investigation re adequacy of util review. 

WESTERMAN.T.F. Region 4, Office of Director. 85/12/17. EMERSON.M. Region 4, 
Office of Director. Ip. 40960:331-40960:331. 

—8705180076 Partially deleted memo requesting that author assist T Westerman & Co- 
manche Peak Group w/upcoming review of util investigation & corrective action re Al- 
legation 4-85-A-123. Allegation 4-85-A-123 review end. 

MARTIN, R.D. Region 4, Office of Director. 86/01/31. HERR.R.K. Office of Investiga- 
tions. 2pp. 40960:332-40960:333. 

—8705180082 Partially deleted memo discussing 851202 anonymous call by male 
making allegations re plant.Caller stated that several errors & deficiencies not being 
dispositioned or reported. Details of assist re util investigation end. 

EMERSON.M. Region 4, Office of Director. 87/05/18. Region 4, Office of Director. 
7pp. 40960:334-40960:340. 

8705210484 Suppis 870112 response to deviation noted in Insp Repts 50-445/86-03 & 
50-446/86-02.Completion of HVAC support verification program.initially scheduled for 
May 1987. delayed until Jan 1988. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). 1p. 41016:132-41016:132. 

8705270040 Responds to NRC 870408 request for addi info re violations & deviations 
noted in Insp Repts 50-445/86-15 & 50-446/86-12. Failure of overview insp to note 
inconsistency was oversightOverview inspector received addI training, 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/19. Document Control Branch (Document Control Desk). 8pp. 41048:195- 
41048:202. 


8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

RO^I.C.E. DMsion of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068, 

8705280015 Forwards revised response to NRC 861222 Itr re violations noted in Insp 
Repts 50-445/86-15 & 50-446/86-1 2.Corrective actions:Procedure NEO 3.05, "Re- 
porting & Control of Nonconformances,” made effective on 861222. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Oontro! Branch (Document Control Desk). 3pp. 41094:220-41094:222. 

87051^116 Advises of delays in field verification activities for Identification of raceway 
sleeves, per util 870506 response to violations noted in Insp Repts 50-445/85-13 & 
50-446/85-09.Verification will be completed by 870626. 

COUNSIL,W.G, TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). Ip. 41092:151-41092:151. 


R. Periodic operating reports & related correspondence 

8705060115 Fonvards status rept for First Quarter CY87,per Rept 97-850. Licensing ac- 
tivity during rept period discussed.Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

2ECH,L.W. Commissioners. 87/04/27. BEVILL,T. House of Rep., Appropriations. 
21pp. 41162:144-41162:164. 


S. Reportable occurrences, LERs & related correspondence 


8705010177 Interim Deficiency Rept CP-86-69 re failure to Incorporate specific restrain- 
ing/support requirements defined by IEEE Std 420-1 973.lnitially reported on 
861 002. Documentation in final stages of review.Next rept expected by 870529. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/27. Document Control Branch (Document Control Desk). Ip. 40774:353- 
40774:353. 

8705040106 Final Deficiency Rept CP-86-74 re internal wiring discrepancies & rusty fit- 
tings in terminal boxes for Rockwell MSIVs.lnitially reported on 861 021 .Issue not re- 
portable under 10CFR50.55(e). 

COUNS1L.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/27. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40775:358-40775:359. 

8705040216 Interim Deficiency Rept CP-85-53 re Seismic Category II platforms.lnitially 
reported on 851 220.Engineering, const & quality personnel discussed corrective 
action.Comprehensive plan will be submitted.Next rept by 870619. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/27. Document Control Branch (Document Control Desk). Ip. 40775:261- 
40775:251. 

8705050327 Interim Deficiency Rept CP-85-50 re use of improper welding in mfg cable 
tray tee fittings.lnltially reported on 851206. Testing program being conducted to dem- 
onstrate min weld requirements.Next rept will be submitted by 87061 5, 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/28. Document Ck)ntrol Branch (Document Control Desk). Ip. 40813:062- 
40813:062. 

8705060439 Interim Deficiency Rept CP-85-42 re thermolag on conduit support.lnitially 
reported on 861026.Util continuing to evaluate adverse effect of substitution of over- 
sized preformed thermolag.Next rept expected by 870731. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/28. Document Control Branch (Document Control Desk). Ip. 40839:054- 
40839:054. 

8705050105 Interim Deficiency Rept CP-86-52 re cable tray splices/ connections.lnitially 
reported on 870725.Design change authorizations issued to provide criteria per Spec 
ES-100. Next rept wilt be issued no later than 870803. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40812:133-40812:134. 

8705050341 Interim Deficiency Rept CPr86-76 re configuration & dimensions of Gould 
battery racks deviating from drawing requirements. Initially reported on 861 021. Evalua- 
tion in final stage of review.Next rept will be submitted by 870605. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 40815:282-40815:282. 

8705050191 Interim deficiency rept re seismic design of conduit. Initially reported on 
861 021. Corrective action dependent on results of fiberglass cloth/resin matl testing 
for loading conditions.Next rept will be submitted by 870921. 

COUNSIUW.G., KEELEY.G.a TU Electric (formerly Texas Utilities Generating Co.). 
87/04/30. Document Control Branch (Document Control Desk). 1p, 40802:072- 
40802:072. 

8705050204 Final Deficiency Rept CP-86-46 re design change to vendor supplied equip- 
ment made w/o formal evaluation by vendor. Initially reported on 861 021, Bolt connec- 
tion voided & original design requirements reestablished. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/30. Document Control Branch (Document Control Desk). 1p. 40802:124- 
40802:124. 

8705060057 Forwards util significant deficiency repts received since CASE 870320 Itr 
providing repts to Board. 

ELLIS.J. Citizens Association for Sound Energy. #287 3298. 87/04/30. BLOCH, P.B., 
MCCOLLOM.KA., JORDAN, W.H. Atomic Safety and Licensing Board Panel. 37pp. 
40809:071-40809:107. 

8705060175 Interim Deficiency Rept CP-85-19 re generic values for conduit span 
calculations.lnitially reported on 861021. Conduit & conduit support sys currently un- 
dergoing 100% design verification. Next rept to be submitted 870612. 

COUNSTl,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co,). 
87/04/30. Document Control Branch (Document Control Desk). 2pp. 40838:074- 
40838:075. 

8705070003 Interim Deficiency Rept CP-86-04 re placement of Richmond inserts In 
proximity of loaded embedded plates which could compromise integrity of adjacent 
shear cones. Initially reported on 87021 3. Next rept will be submitted by 870401. 
COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co,). 
87/05/01. Document Control Branch (Document Control Desk). 1p. 40849:220- 
40849:220. 

8705120312 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder sup- 
port brackets. Initially reported on 860904. Calculation review Involving resolution of 
third party comments still in process.Next rept expected by 870617. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). Ip. 40905:149- 
40905:149. 

8705120371 Part 21 & Interim Deficiency Rept CP-87-05 re failure of high range radi- 
ation monitor coaxial cables to meet min environ qualification for dielectric insulation 
requirement. Initially reported on 870406.Next rept expected by 870721. 
(X>UNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 2pp. 40905:049- 
40905:050. 
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3705130101 Part 21 &. interim Deficiency Rept CP-87-06 re seismic qualification of 480- 
volt 2,000 KVA dry type transformers by Westinghouse.lnitially reported on 
370406.Schedu!e of task completion dates developed.Next rept by 870904. 
CCJNSIL.VV.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). Ip. 40910:274- 
40910:274. 

8705130130 Interim Deficiency Rept CP-87-07 re procurement of safety- related compo- 
nents w/Q-code C instead of Q-code A.!nitiany reported on 870406.Spare parts review 
program implemented. Next rept will be submitted by 880219. 

COUNSIL,w.G., KEELEY.G.S, TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 2pp. 40910:275- 
40910:276. 

8705120348 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards in battery chargers that do not conform to vendor assembly drawings. Initially 
reported on 87051 4.Review continuing.Next rept expected by 870626. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/08. Document Control Branch (Document Control Desk), Ip, 40910:011- 
40910:011. 

8705180246 Interim Deficiency Rept CP-85-39 re failure to install equipment conduit in 
accordance w/design documents. Initially reported on 86091 S.Evaluation of condition 
underway.Next rept will be submitted by 870622. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/12. Document Control Branch (Document Control Desk). 2pp. 40958:127- 
40958:128. 

8705190282 Part 21 rept re capacity of thermal compensating accumulator being insuffi- 
cient to compensate for thermal expansions of hydraulic fluid during full ambient temp 
transient required by customer specs. Interim & permanent mods identified. 

WEBB.F.L. Rockwell International Corp. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 12pp. 40968:164-40968:175. 

8705190233 Discusses completion dates for corrective actions re several items reported 
prior to Jul 1986 per 10CFR50.55(e).lnfo re completion dates for end list of deficien- 
cies will be submitted when available. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/13. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40975:103-40975:105. 

8705220055 Final Deficiency Rept CP-86-59 re support installations w/ concrete attach- 
ments in violation of applicable design specs.lnitially reported on 860829,QC will per- 
form reinsp of installation using revised design & change documents, 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co,). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41016:276-41016:277. 

8705220087 Interim Deficiency Rept CP-86-68 re weather protection for Class IE com- 
ponents used in outdoor installation.lnitialty reported on 861002.Evaluation of engi- 
neering field insp conducted per CPE-FVM-tE-054.Next rept expected by 870724. 
COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41016:356-41016:357, 

8705220127 Interim Deficiency Rept CP-86-35 re motor operators for manual valves for 
main steam sys.lnitlally reported on 860602.Purchase order placed for eight air-operat- 
ed valves. Next rept will be submitted by 870804. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 41017:181-41017:181. 

8705270562 Interim Deficiency Rept CP-86-22 re capacity of present fan cooler design 
in safeguards area to adequately handle heat load in several rooms. Initially reported 
on 860402. Evaluation continuing.Next rept expected by 870708. 

COUNSIUW.G., MARSHALL. J.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/20. Document Control Branch (Document Control Desk). 2pp. 41086:028- 
41086:029. 

8705270699 Interim Deficiency Rept CP-87-08 re accuracy tolerance of calibr for dead 
weight tester used as std in calibr pressure instrumentation.lnitially reported on 
870420.Next rept will be submitted ^ 870721 . 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/20. Document Control Branch (Document Control Desk). 2pp. 41084:278- 
41084:279. 

8705280033 Interim Deficiency Rept CP-86-38 on failure of procedures re traceability of 
1E pigtail extensions.lnitially reported on 860527.Assessment of safety significance 
will be completed by 870910 for Unit 1 .Next rept expected by 071005. 

COUNSfL,W,G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/20. Document Control Branch (Document Control Desk). 1p. 41094:159- 
41094:159. 

8705270576 Final Deficiency Rept CP-85-54 re seismic qualification of HVAC 
supports. I nitally reported on 860926.Project organization & responsibilities for HVAC 
activities realigned & field verification effort expanded. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41086:034-41086:035. 


T. Hearing transcripts on non-antitrust matters 

8705080296 Responds to appeal re denial of FOIA request for records concerning repts 
listed in Board Notification 84-149, Documents identified on end app & forwarded will 
continue to be partially withheld (FOIA Exemptions 6 & 7), 

STELLO.V. Office of the Executive Director for Operations. 87/05/05. GARDE, B.P. 
Government Accountability Project. 2pp. 40878:009-40878:342. 

-8705080324 Partially deleted transcript of CA Allen interview on 831121 in 
Houston, TX. 

ALLEN.C.A. Region 3, Office of Director. 83/11/21. 114pp. 40878:011-40878:124. 

-8705080332 Partially deleted transcript of JJ Lipinsky sworn statement on 840104 in 
Chicago, IL. 

* NR(5- No Detailed Affiliation Given. 84/01/04. 71pp. 40878:125-40878:195. 

-8705080339 Partially deleted transcript of WA Dunham sworn statement on 840303 In 
Bay City.TX. 

• NRC - No Detailed Affiliation Given. 84/03/03. 147pp. 40878:196-40878:342. 


8705270135 Summary of 870407 meeting w/util & S&W in Dallas.TX re Comanche 
Peak response team program plan, corrective action programs & licensing 
matters.Transcript of meetinq.Tist of attendees & handouts end. 

SCHIERLING.H. Office of Special Projects. 87/05/15. Office of Special Projects. 
68pp. 41064:190-41064:342. 

-8705280266 Transcript of 870407 meeting in Dallas, TX.Pp 1-85. 

* NRC - No Detailed Affiliation Given. 87/04/07. 85pp. 41064:258-41064:342. 


U. Congressional/Executive Correspondence 

8705190338 Responds to 870430 Itr expressing concerns re alleged NRC 
misconduct.NRC in process of securing svcs of insp general or special counsel to 
ensure independent review of issues raised in Itr. 

2ECH,L.W. Commissioners. 87/05/05. UDALL,M.K. House of Rep., Interior & Insular 
Affairs. DINGELL,J.D., SHARP,P.R. House of Rep., Energy & Commerce. 8pp. 
41162:133-41162:142. 

-8705190356 Expresses concerns re events involving possible NRC misconduct, per 
870409 hearing before Senator Glenn.Matters should be referred to insp general of 
other govt agency or special counsel retained by NRC, for resolution. 

UDALL,M.K. House of Rep., Interior & Insular Affairs. DINGELL.J.D., SHARP.P.R. 
House of Rep., Energy & Commerce, 87/04/30. ZECH.LW. Commissioners. 2pp. 
41162:141-41162:142. 


V. Operator Examinations 


8705040134 Informs that reactor operator & senior reactor operator licensing exams will 
be administered during wk of 870713. Ref matls listed in End 1 requested by 
87051 5.Requirements for exam administration also end. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/04/30. COUNSIL,W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 6pp. 40787:011-40787:016. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8705140144 Appeals denial of FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984.Author advises that 850508 agreement w/NRC to pro- 
tect allegers does not apply to interviewees. 

GARDE, B.P. Government Accountability Project. 86/06/23. STELLO.V. Office of the 
Executive Director for Operations. 1 p. 40920:077-40920:077. 

8705150219 Appeals denial of FOIA 85-59 re Comanche Peak Task Force. Agreement 
reached at 850508 meeting concerned only confidentiality of allegers, not inten/iewees 
& other individuals as stated in Grimsley 860528 Itr. 

GARDE.B.P. Government Accountability Project. 86/06/26. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 40939:108-40939:141. 

8705280347 Notification of contract execution: “NRC Comanche Peak Ofc Complex," 
awarded to Texas Utilities Electric Co. 

SMITH.P.A. NRC - No Detailed Affiliation Given. FIN B-8516. 87/04/01. 
KEPPLER,J.G. Office of Special Projects. GRIMES.C. NRC - No Detailed Affiliation 
Given. Ip. 41114:023-41114:031. 

8705060256 Forwards revised documents addressing generic technical issues for cable 
tray hangers. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/13. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40832:092-40835:347. 

-8705060290 Rev 2 to "Evaluation & Resolution of Generic Technical Issues for Cable 
Tr^ Hangers," generic issue rept. 

* fcbasco Services, Inc. (subs, of Enserch Corp.). * Impell Corp. 87/03/13. 197pp. 
40832:094-40832:290. 

-8705060355 Rev 1 to “Thermal Load Evaluation.” 

* Impell Corp. M-27 R01. 87/02/25. 27pp. 40832:291-40832:320. 

-8705060313 Rev 0 to “Comanche Peak Steam Electric Station Cable Tray Sys Analy- 
sis/Test Correlation.” 

* Impell Corp. 09-0210-0017 ROO. 87/02/28. 100pp. 40832:321-40833:060. 

-8705060361 Rev 0 to Calculation/Problem M-68, “Qualification of Diamond Cored Bolt 
Holes.” 

* Impell Corp. 87/02/02. 3pp. 40833:061-40833:064. 

-8705060369 Rev 2 to Project Instruction PI-11, “Cable Tray Sys Analysis & Qualifica- 
tion Closeout.” 

BARRETT, LJ. Impell Corp. 87/02/09. 60pp. 40833:065-40833:130. 

-8705060387 Rev 2 to Procedure TE-FVM-CS-003, “Field Verification Method Unit 2 
Cable Tray Hanger As-Builting & Design Adequacy Verification Program." 

* Ebasco Services, Inc. (subs, of Enserch Corp,). 86/11/21. 33pp. 40833:255- 
40833:301. 

-8705060403 Rev 0 to Procedure TE-FVM-CS-OSO, “Field Verification Method T.J. 
Cope Flat Ladder Tee Fitting Selected Attributes Data Collection." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 87/01/05. 23pp. 40834:032- 
40834:055. 

-8705060410 Rev 13 to Procedure ECE-AD-4, “Control of Engineering Documents." 

* TU Electric (formerly Texas Utilities Generating Co.). 87/01/16. 25pp. 40834:056- 
40834:081. 

-8705060414 Rev 0 to Engineering & Const Engineering Procedure ECE 1.01, “Organi- 
zation.” 

* TU Electric (formerly Texas Utilities Generating Co.). 87/03/02. 37pp. 40834:082- 
40834:121. 
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~87050S042S Rev 7 to Procedure SAG.CP3, “Seismic Design Criteria for Cable Tray 
Hangers fcr Comanche Peak Steam Electric Station 2.” 

3Crrc?PiviA\'f'J,:-:., PASSARO.G., HETTiNGER.F. Ebasco Services, Inc, (subs, of En- 
serch Corp.). 87/03/13. 12pp. 40834:1 35-40834:1 47. 

-8705060429 Rev 5 to “General instructions for Cable Tray Hanger Analysis for Co- 
manche Peak Steam Electrical Stations 1 & 2” 

HARRISON, P, SCHOPPMANN.H., HETTINGER.F. Ebasco Services, Inc. (subs, of En- 
serch Corp.). 87/03/13. 34pp. 40834:148-40834:181. 

-8705060438 Voi 1 of Book 24 to “CTH Post-Test Analysis Correlation.” 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 V01 B24. 87/02/17. 
72pp. 40834:182-40834:254. 

-8705070085 Voi 1 to Book 25, “Reduced Section Properties for Channels." 

* TU Electric (formerly Texas Utilities Generating Co.). 7Q-D-6 VOI B25. 87/02/24. 
21pp. 40834:255-40834:276. 

-8705060446 Rev 0 to “Comanche Peak Cable Tray Tests," final summary rept, 

* ANCO Engineers, Inc. A-000181 ROO. 87/01/31. 347pp. 40835:001-40835:347. 

8705180023 FOIA request for documents re cost of operating license review for facility 
from 851203 to present. 

RUBINTON.D.S. Government Accountability Project. 87/04/14, Office of Administra- 
tion 8t Resources Management, Director (Post 870413). 2pp. 40961:107-40961:108. 

8705040209 Requests response to concerns re status of const project & assurance that 
plant upon completion operates in manner that does not endanger public health & 

GAR^E.B.P. Government Accountability Project. 87/04/24. NRC - No Detailed Affili- 
ation Given. 4pp. 40775:016-40775:019. 

8705010122 Application for amend to CP CPPR-1 27, extending completion date to 
900801 .CP extension arises from need to detect & correct potential violations of NRC 
regulations.Applicant proposed EIA encl.Fee paid. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/29. Docu- 
ment Control Branch (Document Control Desk). 8pp. 40770:214-40770:221. 

8705050075 Responds to Generic Ltr 85-06 providing implementation schedule for 
ATWS mitigating sys actuation circuitry (AMSAC) per 10CFR50.62(c)(1).AMSAC 
scheduled to be inplemented by Mar 1988. 

COUNSIL.W.G. TU Elsc'ific (forme.’-ly Texas Utilities Generating Co.). 87/04/29, Docu- 
ment Control Branch (Document Control Desk). Ip. 40794:289-40794:289. 

8705070101 Final response to FOIA request. Forwards App A documents.Apps A & B 
documents also available in PDR. 

* Division of Rules & Records (Post 870413). 87/05/05. RUBINTON.D. Government 
Accountability Project. 3pp. 40855:189-40855:192. 

-8705070122 Package of documentation including vendor 851105-07 QA audit.cable 
tray design.computer program errors & vendor audit response evaluation for cable tray 
hanger & conduit supports engineering QA audit file for plant 

* Ebasco Services. Inc. (subs, of Enserch Corp.), 85/11/22. 1p. 40855:192- 
40855:192. 

8705070130 Sixth partial response to FOIA request for documents re 
allegations.Forwards App C & D documents.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project 14pp. 40860:023-40860:055. 

-8009190562 Fonvards request for addi info based on TMI Lessons Learned & “Design 
Review of Plant Shielding & Environ Qualification of Equipment for Spaces/Sys Which 
May Be Used in Post-Accident Operations." Related documentation end. 

KREGER.W.E. Assistant Director for Radiation Protection. 80/09/04. TEDESCO.R.L 
Assistant Director for Licensing. 13pp. 40860:058-40860:074. 

8705130040 Informs that date for full compliance re Enforcement Action EA-86-009,App 
B.ltem 1.B.2 revised to 871030,Review of vendor drawings being performed as part of 
corrective action taking longer than expected. 

COUNSiL,W.G., KEELEY.G.S, TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 1p. 40910:322- 
40910:322. 

8705120253 Notification of 870519 meeting in Glen Rose.TX w/CYGNA,S&W, Impel! 
Corp & Ebasco Svcs.Inc In Glen Rose.TX to discuss electrical & mechanical 
issues, Instrumentation & control issues & civil/structural issues. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/08. Document Control Branch (Document Control Desk). 2pp. 40907:171- 
40907:172. 

8705140159 Further response to appeal re denial of FOIA request for documents re Co- 
manche Peak Task Force.Documents listed in App H concern potential 
violations.Portions of 85 App H documents continue to be withheld (ref FOIA Exemp- 
tion 5). 

STELLO.V. Office of the Executive Director for Operations. 87/05/08. GARDE.B.P. 
Government Accountability Project Ip. 40920:078-40920:098. 

8705150227 Further response to appeal of denial of FOIA 85-69 re Comanche Peak 
Task Force.Documents T-34 & U-42 will continue to be withheld (ref FOIA Exemption 
5).Originator of Document U-12 document contacted for further info re release. 
STELLO.V, Office of the Executive Director for Operations. 87/05/08. GARDE.B.P. 
Government Accountability Project. 2pp. 40939:106-40939:107. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGL!A,F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705180029 Final response to FOIA request for documents re cost of operating license 
review for facility from 851203 to present.Forwards documents listed in App B.App A 
documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. 

RUBINTON.D.S. Government Accountability Project 3pp. 40961:109-40961:251. 

-8705180042 Submits prof staff hours expended by ACRS during 6-month period from 
840624-1222, Related documentation end. 

NEWSOM, A.L. ACRS - Advisory Committee on Reactor Safeguards. 87/05/12. 
MILLER, W.O. License Fee Managenment Branch (861123-870413). 40pp. 40961:112- 
40961:154. 


-8705180060 Forwards NRR third submission of license fee info for fee recovery 
purposes, including computer printout of fee- recoverable time charges & nonfee-re- 
coverable hours. 

FUNCHES,J.L. Planning & Program Analysis Staff (851125-870411). 86/01/17. 
HOLLOWAY, C.J. License Fee Management Branch (Pre 861123). 17pp. 40961:155- 
40961:156. 

-8705180100 Submits contract costs incurred & manhours used in reviewing 850608 
OL application. 

GASKIN, C„ MCCORKLE.G. Reactor & Transportation Licensing Branch. 85/12/07. 
MILLER,W.O. License Fee Management Branch (Pre 861123). 2pp. 40961:159- 
40961:160. 

-8705180240 Forwards info on license fee billable efforts & costs associated w/ 
fadlity,from 850623-1221. 

GREHER,E.A. Program Support & Analysis Staff (Pre 870411). 86/04/16. 
HOLLOWAY,J. License Fee Management Branch (Pre 861123). 4pp. 40961:210- 
40961:213. 

-8705180243 Forwards licensing fee data.including hours worked during insp & contrac- 
tor costs for 850623-1221. 

GREHER.E.A. Program Support & Analysis Staff (Pre 870411). 86/03/21. 

HOLLOWAY, J. License Fee Management Branch (Pre 861123). 21pp. 40961:214- 
40961:235. 

-8705180249 Submits prof staff hours expended by ACRS during 850623- 1221. 
NEWSOM, A.L Office of the Executive Director for Operations. 86/03/11. 

HOLLOWAY,C.J. License Fee Management Branch (Pre 861123). Ip. 40961:236- 
40961:236. 

-8705190488 Fonwards license fee data,induding hours worked during insp & contrac- 
tor costs for 841223-850622. 

GREHER.E.A. Program Support & Analysis Staff (Pre 870411). 85/09/09. 

MILLER.W.O. License Fee Management Branch (Pre 861123). 15pp. 40961:237- 
40961:251. 

8705210649 Forwards WG Counsil 870421 ltr to NH Williams re A-563 Grade A Nuts & 
S&W 870325 Memo 141 re unequal shear loading effect on Richmond inserts & 
threaded rods used in conjunction w/ tube steel. 

COUNSIL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/14. Document Control Branch (Document Control Desk). 3pp. 41012:342- 
41012:344. 

8705280013 Responds to Generic Ltr 86-16, “Westinghouse ECCS Evaluation Models." 
ECCS reanalysis for Unit 1 not required.LOCA analysis for Unit 2 performed w/1981 
version of Westinghouse ECCS model using WREFLOOD w/o BART & acceptable. 
COUNSIL, W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/18. Document Control Branch (Document Control Desk). 2pp. 41094:193- 
41094:194. 

8705260339 Forwards Rev 2 to "Generic Issues Rept, Evaluation & Resolution of Gener- 
ic Technical Issues for Conduits & Conduit Supports" & Vols l-lll ref documents. 
COUNSIL, W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/19. Document Control Branch (Document Control Desk). 3pp, 41035:060- 
41037:289. 

-8705260350 Rev 2 to “Generic Issues Repts.Evaluation & Resolution of Generic Tech- 
nical Issues for Conduits & Conduit Suf^orts." Vols l-lll ref documents end. 

* TU Electric (formerly Texas Utilities Generating Co.). 87/03/31. 900pp, 41035:062- 
41037:289. 

8705280012 Forwards listed proprietary marked-up production procedures, per 
requestinfo necessary to permit NRC to arrive at determination re procedures also 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41110:007-41110:009. 


G. Adjudicatory correspondence 

8705010014 CASE response to applicant 870410 response to CASE motions for protec- 
tive order (Interrogatories 1987-5,-6,-7 & -8) & motion to compel.* W/Certificate of 
Svc. 

ELLIS, J. Citizens Association for Sound Energy. #287 3290. 67104/27. Atomic Safety 
and Licensing Board Panel, 13pp. 40743:057-40743:069. 

8705010016 Response to CASE (in OL) & joint interveners (in CPA) to Board 870403 
memorandum & order (proposed order concerning standardized computer filing for- 
mats).* W/Certificate of Svc. 

ELLIS, J. Citizens Association for Sound Energy. #287 3291. 87/04/27. Atomic Safety 
and Licensing Board Panel, 26pp. 40743:070-40743:095. 

8705010049 Forwards Rev 1 to “In^ Repts on Butt-Splices,” “Preoperational Test 
Review & Approval of Results” & “Gap Between Reactor Pressure Reflective Insula- 
tion & Biological Shield Wall.” Related correspondence. 

WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3282. 87/04/27. BLOCH.P.B., JORDAN, W.H.. 
MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel. 116pp. 40742:210- 
40742:325. 

8705060010 Forwards corrected Pages 1,3 & svc list of CNN0001 & JNN0002 re CASE 
& Joint Intervenors 870427 response to Board 870403 memorandum & order con- 
cerning standardized computer filing formats.W/ revised Certificate of Svc. 

ELLIS,J. Citizens Association for Sound Energy. #287 3309. 87/04/27. BLOCH.P.B., 
JORDAN, W.H., MCCOLLOM.K.A. Atomic Safety and Licensing Board Panel. 6pp. 
40807:002-40807:007. 

8705060011 Applicant comments In response to “Proposed Order Concerning Stand- 
ardized Comjputer Filina Format.”* Proposed order should be clarified & 
reconsidered-Certificate of Svc end. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD,R.K. Ropes & 
Gray. #287 3321. 87/04/27. 24pp. 40809:231-40809:254. 
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8705120020 NRC Staff comments on proposed std computer filing format* Proposed 
order re std computer filing should either be held in abeyance or withdrawn in favor of 
listed approach. Certificate of Svc end. 

WOODHEAD.C.P. Assistant Genera! Counsel for Hearings. #287 3379. 87/04/27. 
9pp. 40874:218-40874:226. 

8705060036 Supplemental response to CASE request for production of documents 
(860627).* Amended response to CASE request for production of 
documents, replacing first sentence of response to Request 1. Certificate of Svc 
encI.Related correspondence. 

EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #287 3339. 87/04/29. Atomic Safety and Licensing 
Board Panel. 4pp. 40809:060-40809:063. 

8705060193 Forwards revised Certificate of Svc (CNN0002) for CASE 870427 response 
to applicant 870410 response to CASE motions for protective order & motion to 
compel.Several addresses corrected. 

ELLIS, J. Citizens Association for Sound Energy. #287 3307. 87/04/29. BLOCH, P.B., 
MCCOLLOM.K.A., JORDAN, W.H. Atomic Safety and Licensing Board Panel. 4pp. 
40806:271-40806:274. 

8705060233 CASE 870429 response to applicant 870414 motion to cornpel (Interroga- 
tories Set 1987-4) or, in alternative,to strike affidavit of J Doyle.* CASE will withdraw 
affidavit if inappropriate.W/Certificate of Svc. 

ELLIS,J. Citizens Association for Sound Energy. #287 3308. 87/04/29. Atomic Safety 
and Licensing Board Panel. 8pp. 40806:263-40806:270. 

8705060057 Forwards util significant deficiency repts received since CASE 870320 Itr 
providing repts to Board. 

ELLIS.J. Citizens Association for Sound Energy. #287 3298. 87/04/30. BLOCH, P.B., 
MCCOLLOM,K.A., JORDAN, W.H. Atomic Safety and Licensing Board Panel. 37pp. 
40809:071-40809:107. 

8705270199 Discusses measures taken to preserve documents referred by G Mulley of 
Ofc of Inspector & Auditor & HS Phillips of Region IV in testimony before Senate 
Committee on Governmental Affairs on 87041 7, per Bloch request. 

CHANDLER,L.J. Assistant General Counsel for Hearings. 87/05/01. BLOCH, P.B., 
JOHNSON, E.B., MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel. Ip. 
41088:001-41088:001. 

8705120030 Notice of availability of results repts & working files.* Certificate of Svc 
encI.Related correspondence. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD,R.K. Ropes & 
Gray. #287 3362. 87/05/04. 5pp. 40874:213-40874:217. 

8705120071 Informs that prudency audit still in progress & available to 
ublic,contradicting applicants opposition to motion to compel.Notice of annual share- 
olders meeting end. 

ROISMAN,A.Z. TU Electric (formerly Texas Utilities Generating Co.). ROISMAN,A.Z. 
Roisman, A.C. #287 3355. 87/05/05. BLOCH,P.B.. MCCOLLOM.K.A., JORDAN.W.H. 
Atomic Safety and Licensing Board Panel. 4pp. 40874:262-40874:265. 

8705130056 Forwards notice of 870519 meeting w/util.CYGNA,S&W,IMPELL & 
EBASCO in Glen Rose.TX to discuss electrical, mechanical, instrumentation & control 
& civil/structural issues & cable tray hangers.Related correspondence. 

WOOLDRIDGE, R.A, TU Electric (formerly Texas Utilities Generating Co.). 
WOOLDRIDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels), #287 3408. 87/05/08. BLOCH,P.B„ MCCOLLOM.K.A., 
JORDAN,W.H. Atomic Safety and Licensing Board Panel. 3pp. 40892:205-40892:207. 

8705270039 Informs that staff unable to proceed w/further substantive response to 
CASE 861204 discovery request re rept of investigation on Region 5 mgt 
actions.Redacted version of rept provided to Board on 861211. Related correspond- 
ence. 

CHANDLER,L.J. Assistant General Counsel for Hearings. #287 3489. 87/05/14. 
ROISMAN.A.Z. Roisman, A.C. Ip. 41042:049-41042:049. 

8705200111 Forwards WG Counsil 870514 Itr to NRC transmitting WG Counsil 870421 
Itr to CYGNA re A-563 Grade A nuts & S&W 870325 Project Memorandum 141 con- 
cerning unequal shear loading effect on Richmond inserts & threaded rods used. 
WOOLDRIDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3459, 87/05/15. BLOCH.P.B., JORDAN.W.H,, 
MCCOLLUM,K.A. Atomic Safety and Licensing Board Panel. 4pp. 40974:050- 
40974:053. 


I. Financial Information 


8705270310 Forwards util,Texas Municipal Power Agency & Brazos Electric Power 
Cooperative, Inc annual repts for 1986. 

COUNSIL.W.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/19. Document Control Branch (Document Control Desk). Ip. 41054:168- 
41054:292. 

-8705270327 “Texas Utilities Co 1986 Annual Rept.” 

FARRINGTON, J., NYE,E. TU Electric (formerly Texas Utilities Generating Co.). 86/12/ 
31. 43pp. 41054:169-41054:212. 

-8705270337 “Texas Municipal Power Agency 1986 Annual Rept.” 

* Texas Municipal Power Agency. 86/12/31. 27pp. 41054:213-41054:239. 

-8705270343 "Brazos Electric Power CooperatIve.Inc 1986 Annual Rept" Tex-La Elec- 
tric Cooperative of Texas,lnc financial statements for 861231 & 1985 & accountants 
rept end. 

PARKER.W.G., MCCASKILL,R.E. Brazos Electric Power Cooperative. Inc. 86/12/31. 
50pp. 41054:240-41054:292. 


J. Insurance & indemnity information 

8705190621 Forwards Endorsement 20 to NELIA Policy NF-274. 

SAMUELS, J. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 40968:118-40968:119. 


Q. inspection reports, iE Bulletins Bi correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSLu.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010049 Forwards Rev 1 to “Insp Repts on Butt-Splices," “Preoperational Test 
Review & Approval of Results" & “Caap Between Reactor Pressure Reflective Insula- 
tion & Biological Shield Wall.” Related correspondence. 

WOOLDRIDGE,R,A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3282. 87/04/27. BLOCH.P.B. Atomic Safety and Licens- 
ing Board Panel. 115pp. 40742:210-40742:325. 

8705040077 Responds to NRC 870318 Itr re violations & deviations noted in Insp Repts 
50-445/86-22 & 50-446/86-20.Corrective actions:required certification for valve 
bonnet received from vendor & placed in appropriate receipt insp package. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/27. Document Control Branch (Document Control Desk). 20pp. 40777:109- 
40777:128. 

8705060431 Responds to NRC Itr re violations noted in Insp Repts 50-445/86-07 & 50- 
446/86-05.Corrective actions:cable identification error & omission of white conductors 
for listed cables corrected.Revised response schedules noted. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/01. Document Control Branch (Document Control Desk). 7pp. 40838:005- 
40838:011. 

8705080189 Informs that preparation of revised response clarifying 860403 response to 
notice of deviation underway.per NRC identification in Mar 1987 insp of util failure to 
perform committed actions. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/04. Document Control Branch (Document Control Desk). Ip. 40862:103- 
40862:103. 

8705080209 Discusses failure to disposition nonconformance repts re resolution of in- 
spector errors & weld separation measurement methodology committed to in 8701 12 
response to Insp Rept 50-446/86-02.New disposition & compliance dates listed. 
COUNSIL. W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/05. Document Control Branch (Document Control Desk). Ip. 40871:332- 
40871:332. 

8705120303 Revised response re violations noted in Insp Repts 50-445/85-13 & 50- 
446/85-09.Corrective actions substantially expanded & require more time than origi- 
nally anticipated. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 4pp. 40907:113- 
40907:116. 

8705130255 Responds to request for addi info re notice of violation Item D.1 (50-446/ 
8602-V-21) & Item E (50-446/8602-V-17) & notice of deficiency Item B (50-445/8603- 
D-l8).Type 01- CSM-2a-ll conduit supports will be design verified. 

COUNSiLw.G., KEELEY.G.S. TU Bectric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 7pp. 40915:002- 
40915:008. 

8705120365 Revised response to violation Item B noted in Insp Repts 50-445/85-18 & 
50-446/85-1 5.Corrective steps taken & action to prevent recurrence sections updated 
to show results achieved. Dates of full compliance moved to 870831 & 880331. 
COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/07. Document Control Branch (Document Control Desk). 3pp. 40905:062- 
40905:064, 

8705120247 Suppis response to violations noted in Insp Repts 50-445/86-06 & 50-446/ 
86-04.CorTective actions:Rev 7 to B&R Const Installation Procedure EEI-7, "Cable 
Pulling,” revised to incorporate requirements of DCA. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/08. Docu- 
ment Control Branch (Document Control Desk). 6pp, 40907:010-40907:015. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210430 Responds to IE Bulletin 86-002 re SOR Models 102 & 103 differential pres- 
sure switches.Switches not used in any safety-related application. Differential pressure 
switches added to nuclear operations defective items list. 

COUNSIL, W.G., BECK,J.W. TU Electric (formerly Texas Utilities Generating Co.). 87/ 
05/11. Document Control Branch (Document Control Desk). 2pp. 41010:286- 
41010:287. 

8705180029 Final response to FOIA request for documents re cost of operating license 
review for facility from 851203 to presenLForwards documents listed in App B.App A 
documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. 

RUBINTON,D,S. Government Accountability Project. 3pp, 40961:109-40961:189. 

-8705180243 Forwards licensing fee data, including hours worked during insp & contrac- 
tor costs for 850623-1221. 

GREHER,E.A. Program Support & Analysis Staff (Pre 870411). 86/03/21. 
HOLLOWAY, J. License Fee Management Branch (Pre 861123). 21pp. 40961:214- 
40961:236. 

-8705190488 Forwards license fee data, including hours worked during insp & contrac- 
tor costs for 841 223-850622. 

GREHER,E.A. Program Support & Analysis Staff (Pre 870411). 85/09/09. 
MILLER,W.O. License Fee Management Branch (Pre 861123). 15pp. 40961:237- 
40961:251. 

8705180040 Final response to FOIA request re Investigation Case A4-86-003.Encl App 
B & D documents also in PDR.App D documents partially withheld (ref FOIA Exemp- 
tions 6 & 7).App E documents completely withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. BAUMAN.L 
Government Accountability Project. 10pp. 40960:307-40960:340. 
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*-8705180052 Advises that B Griffin assigned to review Region IV All^ation 4-85-A-123 
investigation & write independent rept evaluating adequacy of irtil investigation, per 
860214 telcon. Case chronology end. 

HERR.R.K. Office of Investigations. 86/02/14. MARTIN, R.D. Region 4, Office of Di- 
rector. 5pp. 40960:319-40960:323. 

--8705180057 Forwards Ofc of Investigations assist in review of util Investigation A4-86- 
003.Partially deleted allegation case input end. 

HERR.R.K. Office of Investigations. 86/03/07. MART1N,R.D. Region 4. Office of Di- 
rector. 6pp. 40960:325-40960:330. 

-8705180066 Partially deleted memo discussing util investigation of anonymous All^a- 
tion 85-A-123 re cable tray waikdowns & potential intimidation issues.Ofc of Investiga- 
tions should provide assist investigation re adequacy of util review. 

WESTERMAN.T.F. Region 4, Office of Director. 85/12/17. EMERSON.M. Region 4, 
Office of Director. Ip. 40960:331-40960:331. 

-8705180076 Partially deleted memo requesting that author assist T Westerman & Co- 
manche Peak Group w/upcoming review of util investigation & corrective action re Al- 
legation 4-85-A-123. Allegation 4-85-A-123 review end. 

MARTIN, R.D. Region 4, Office of Director. 86/01/31. HERR.R.K- Office of Investiga- 
tions. 2pp. 40960:332-40960:333. 

-8705180082 Partially deleted memo discussing 851202 anonymous call by male 
making allegations re plantCaller stated that several errors & oefidencies not being 
dispositioned or reported.Details of assist re util investigation end. 

EMERSON.M- Region 4, Office of Director. 87/05/18. Region 4, Office of Director. 
7pp. 40960:334-40960:340. 

8705210484 Suppis 870112 response to deviation noted in Insp Repts 50-445/86-03 & 
50-446/86-02.uompletion of HVAC support verification program.initially scheduled for 
May 1987, delayed until Jan 1988. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 41016:132-41016:132. 

870527(K)40 Responds to NRC 870408 request for addi info re violations & deviations 
noted in Insp Repts 50-445/86-15 & 50-446/86-12. Failure of overview insp to note 
inconsistency was oversightOverview Inspector received addl training. 

COUNSIL.W.G.. KEELEY,G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/19. Document Control Branch (Document Control Desk). 8pp. 41048:195- 
41048:202. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York. Inc. 106pp. 41031:324-41032:068, 

870528(M)15 Forwards revised response to NRC 861222 itr re violations noted in Insp 
Repts 50-445/86-15 & 50-446/86-1 2.CJorTective actions:Procedure NEO 3.05, “Re- 
porting & Control of Nonconformances." made effective on 861222. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41094:2^-41094:222. 

8705280116 Advises of delays in field verification activities for Identification of raceway 
sleeves, per util 870506 response to violations noted in Insp Repts 50-445/85-13 & 
50-446/85-09. Verification will be completed by 870626. 

CX)UNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). Ip. 41092:151-41092:151. 


R. Periodic operating reports & related correspondence 

8705060115 Forwards status rept for First Quarter CY87,per Rept 97-850. Ucensing ac- 
tivity during rept period discussed-Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

ZECH.L.W. Commissioners. 87/04/27. BEVILL,T. House of Rep., Appropriations. 
21pp. 41162:144-41162:164. 


S. Reportable occurrences, LERs A related correspondence 

8705010177 Interim Deficiency Rept CP-86-69 re failure to incorporate specific restrain- 
ing/support requirements defined by IEEE Std 420-1 973.lnitially reported on 
861002.Documentation in final stages of review.Next rept expected by 870529. 
COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/27. Document Control Branch (Document Control Desk). Ip. 40774:353- 
40774:353. 

8705040106 Final Deficiency Rept CP-86-74 re Internal wiring discrepancies & rusty fit- 
tings in terminal boxes for Rockwell MSIVs.initially reported on 861 021. Issue not re- 
portable under 10CFR50.55(e). 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/27. Docu- 
ment (^ntrol Branch (Document (kintrol Desk). 2pp. 40775:3^-40775:359. 

8705040216 Interim Defiderx^ Rept CP-85-53 re Seismic Category 11 platforms.lnitially 
reported on 851220.Engineering.const & quality personnel discussed corrective 
action.Comprehens'ive plan will be submitted.Next rept by 870619. 

COUNSlL,W.G., KEELEY,G.S. TU Electric (formerly Texas Utifities Generatirw Co.). 
87/04/27. Document Control Branch (Document Control Desk). Ip. 40775:251- 
40775:251. 

8705050327 Interim Deficiency Rept CP-85-50 re use of improper welding in mfg cable 
tray tee fittings. Initially reported on 851206. Testing program being conducted to dem- 
onstrate min weld requirements-Next rept will be submitted by 870615. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utllffies Generating Co.). 
87/04/28. Document Control Branch (Document Control Desk). Ip. 40813:062- 
40813 : 06 ^ 

8705050105 Interim Deficiency Rept CP-86-52 re cable tray splices/ connections.ln'rtially 
reported on 870725.Design change authorizations issued to provide criteria per Spec 
ES-100. Next rept will be issued no later than 870803. 

COUNSIUW.G, TU Electric (formerly Texas Utilities Generating Co.).' 87/04/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40812:133-40812:134. 

8705050341 Interim Oefidency Rept CP-86-76 re configuration & dimensions of Gould 
battery racks deviating from drawing requirements.initlally reported on 861 021. Evalua- 
tion in final stage of review.Next rept wtlf be submitted by 870605. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/04/29. Docu- 
ment Control Branch (Document Control Desk). 1p. 40815:282-40815:282. 


8705050191 Interim deficiency rept re seismic design of conduit. Initially reported on 
861 021 .Corrective action dependent on results of fiberglass cloth/resin matl testing 
for loading conditions. Next rept will be submitted by 870921. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/30. Document Control Branch (Document Control Desk). 1p. 40802:072- 
40802:072. 

8705050204 Final Deficiency Rept CP-86-46 re design change to vendor supplied equip- 
ment made w/o formal evaluation by vendor. Initially reported on 861 021 .Bolt connec- 
tion voided & original design requirements reestablished. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/30. Document Control Branch (Document Control Desk). Ip. 40802:124- 
40802:124. 

8705060057 Forwards util significant deficiency repts received since CASE 870320 Itr 
providing repts to Board. 

ELL1S,J. Citizens Association for Sound Energy. #287 3298. 87/04/30. BLOCH, P.B. 
Atomic Safety and Licensing Board Panel. 37pp. 40809:071-40809:107. 

8705060175 Interim Deficiency Rept CP-85-19 re generic values for conduit span 
caiculations.lnitiaHy reported on 861021. Conduit & conduit support sys currently un- 
dergoing 100% design verification. Next rept to be submitted 870812. 

CODnSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/04/30. Document Control Branch (Document Control Desk). 2pp. 40838:074- 
40838:075. 

8705070003 Interim Deficiency Rept CP-86-04 re placement of Richmond inserts in 
proximity of loaded embedded plates which coulo compromise integrity of adjacent 
shear cones.lnitially reported on 87021 S.Next rept will be submitted by 870401. 
COUNSIUW.G., KeELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/01. Document Control Branch (Document Control Desk), ip. 40849:220- 
40849:220. 

8705120312 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder sup- 
port brackets.lnitially reported on 860904. Calculation review Involving resolution of 
third party comments still in process.Next rept expected by 870617. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). Ip. 40905:149- 
40905:149. 

8705120371 Part 21 & interim Deficiency Rept CP-87-05 re failure of high range radi- 
ation monitor coaxial cables to meet min environ qualification for dielectric insulation 
requirement. Initially reported on 870406.Next rept expected by 870721 . 
COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 2pp. 40905:049- 
40906:050. 

8705130101 Part 21 & interim Deficiency Rept CP-87-06 re seismic qualification of 480- 
volt 2,000 KVA dry type transformers by Westinghouse.lnitially reported on 
870406.Schedule of task completion dates developed.Next rept by 870904. 
COUNSIL,W.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). Ip. 40910:274- 
40910:274. 

8705130130 Interim Deficiency Rept CP-87-07 re procurement of safety- related compo- 
nents w/Q-code C instead of Q-code A.lnitlally reported on 870406.Spare parts review 
program implemented. Next rept will be submitted by 880219. 

COUNSIUW.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/06. Document Control Branch (Document Control Desk). 2pp. 40910:275- 
40910:276. 

8705120348 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards in battery chargers that dfo not conform to vendor assembly drawings.lnitially 
reported on 870514.Review continuing.Next rept expected by 870626. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/08. Document Control Branch (Document Control Desk). Ip. 40910:011- 
40910:011. 

8705180246 Interim Deficiency Rept CP-85-39 re failure to install equipment conduit in 
accordance w/design documents. Initially reported on 86091 S.Evaluation of condition 
underway.Next rept will be submitted by 870622. 

COUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utiirties Generating Co.). 
87/05/12. Document Control Branch (Document Control Desk). 2pp. 4095(3;127- 
40958:128. 

8705190282 Part 21 rept re capacity of thermal compensating accumulator being Insuffi- 
cient to compensate for thermal expansions of hydraulic fluid during full ambient temp 
transient required by customer specs.Interim & permanent mods identified. 

WEBB.F.L. Rockwell International Corp. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given, 12pp. 40968:164-40968:175. 

8705190238 Discusses completion dates for corrective actions re several items reported 
prior to Jul 1986 per 10CFR50.55(e).lnfo re completion dates for end list of deficien- 
cies will be submitted when available. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/13. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40975:103-40975:105. 

8705220055 Rnal Deficiency Rept CP-86-59 re support installations w/ concrete attach- 
ments in eolation of applicable design specs.lnHially reported on 860829.QC will per- 
form reinsp of installation using revised ctosign & change documents. 

COUNSIL,W.G. TU Electric (formerly Texas utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41016:276-41016:277. 

8705220087 Interim Defidency Rept CP-66-68 re weather protection for Class IE com- 
ponents used in outdoor lnstallation.initially reported on 861002.Evaluation of engi- 
neering field insp conducted per CPE-FVM-tE-054.Next rept expected by 870724. 
COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41016:356-41016:357. 

8705220127 Interim Deficiency Rept CP-86-35 re motor operators for manual valves for 
main steam sys.lnitially reported on 860602.Purchase order placed for eight air-operat- 
ed valves. Next rept will be submitted by 870804. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/15. Docu- 
ment Control Branch (Document Control Desk). Ip. 41017:181-41017:181. 
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8705270562 Interim Deficiency Rept CP-86-22 re capacity of present fan cooler design 
in safeguards area to adequately handle heat load in several rooms.lnitially reported 
on 860402. Evaluation continuIng.Next rept expected by 870708. 

COUNSIL.W.G., MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/20. Document Control Branch (Document Control Desk). 2pp. 41086:028- 

-4 ADC. A-OO 


8705270699 Interim Deficiency Rept CP-87-08 re accuracy tolerance of calibr for dead 
weight tester used as std in calibr pressure Instrumentation.lnitially reported on 
870420.Next rept will be submitted ^ 870721. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/20. Document Control Branch (Document Control Desk). 2pp. 41084:278- 
41084:279. 

8705280033 Interim Deficiency Rept CP-86-38 on failure of procedures re traceability of 
IE pigtail extensions.lnitially reported on 860527.Assessment of safety significance 
will be completed 870910 for Unit I.Next rept expected by 871005. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/20. Document Control Branch (Document Control Desk). Ip. 41094:159- 
41094:159. 

8705270560 Final Deficiency Rept CP-86-64 re Internal coatings for Unit 2 diesel fuel oil 
tanks. Initially reported on 860904. Coatings neither safety-related nor reportable per 
1 0CFR50.5o(e). 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41084:004-41084:005. 

8705270576 Final Deficiency Rept CP-85-54 re seismic qualification of HVAC 
supports.lnitally reported on 860926. Project organization & responsibilities for HVAC 
activities realigned & field verification effort expanded. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41086:034-41086:035. 


T. Hearing transcripts on non-antitrust matters 

8705080296 Responds to appeal re denial of FOIA request for records concerning repts 
listed in Board Notification 84-149. Documents identified on end app & forwarded will 
continue to be partially withheld (FOIA Exemptions 6 & 7). 

STELLO.V. Office of the Executive Director for Operations. 87/05/05. GARDE.B.P. 
Government Accountability Project. 2pp. 40878:009-40878:342. 

-8705080324 Partially deleted transcript of CA Allen interview on 831121 In 
Houston, TX. 

ALLEN,C.A. Region 3, Office of Director. 83/11/21. 116pp. 40878:011-40878:124. 

-8705080332 Partially deleted transcript of JJ Lipinsky sworn statement on 840104 in 
Chicago, IL. 

* NRC- No Detailed Affiliation Given. 84/01/04. 71pp. 40878:125-40878:195. 

-8705080339 Partially deleted transcript of WA Dunham sworn statement on 840303 in 
Bay City.TX. 

* NRC - No Detailed Affiliation Given. 84/03/03. 147pp. 40878:196-40878:342. 

8705270135 Summary of 870407 meeting w/util & S&W In Dallas,TX re Comanche 
Peak response team program plan.corrective action programs & licensing 
matters.Transcript of meeting,Tist of attendees & handouts end. 

SCHIERLING,H. Office of Special Projects. 87/05/15. Office of Special Projects. 
68pp. 41 064:1 90-41 064:342. 

-8705280266 Transcript of 870407 meeting in Dallas, TX.Pp 1-85. 

* NRC - No Detailed Affiliation Given. 87/04/07. 85pp. 41064:258-41064:342. 


U. Congresstonal/Executive Correspondence 

8705190338 Responds to 870430 Itr expressing concerns re alleged NRC 
misconduct.NRC in process of securing svcs of Insp general or special counsel to 
ensure independent review of issues raised in Itr. 

2ECH,L.W. Commissioners. 87/05/05. UDALL,M.K. House of Rep., Interior & Insular 
Affairs. DINGELL,J.D., SHARP, P.R. House of Rep., Energy & Commerce. 8pp. 
41162:133-41162:142. 

-8705190356 Expresses concerns re events involving possible NRC misconduct, per 
870409 hearing before Senator Glenn.Matters should be referred to Insp general of 
other govt agency or special counsel retained by NRC,for resolution. 

UDALL,M.K. House of Rep., Interior & Insular Affairs. DINGELL,J.D., SHARP, P.R. 
House of Rep., Energy & Commerce. 87/04/30. ZECH.LW. Commissioners. 2pp. 
41162:141-41162:142. 
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F. Security, medical, emergency & fire protection plane 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementlrig procedures, including Rev 1 to EG-13, “Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO,M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050182 Revised emergency plan implementing procedures,including revised table 
of content8,Rev 4 to ED-5A, ‘^Calculation of Offsite Whole Body Radiation Dose...” & 
Rev 5 to ED-5B, “Determination of 1 Rem & 5 Rem Evacuation Ranges.,.." 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705060428 Rev 3 to Emergency Implementing Procedure BZP 500-T13, “Checklist-In- 
ventory of Onsite Assembly Areas.’' W/procedure index. 

* Commonwealth Edison Co. 87/04/28. 4pp. 40839:022-40839:025, 

8705120282 Revised emergency procedures,lncluding Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40088:209. 

8705180241 Revised emergency plan implementing procedures, including Rev 2 to BZP 
300-A1 , “State of IL Nuclear Accident Reporting Sys Form" & Rev 2 to BZP 300-A3, 
"Accountability/ Assembly Areas." 

* Commonwealth Edison Co. 87/05/06. 22pp. 40955:150-40955:171. 


8705190085 Fonvards Safety Insp Repts 50-454/87-19 & 50-455/87-18 on 870413-27 
& notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/05/12. REED.C. Commonwealth 
Edison Co. 2pp, 40965:024-40965:030. 

-8705190090 Notice of violation from insp on 870413-27. 

SHAFER,W.D. NRC - No Detailed Affiliation Given. 87/05/12. Ip. 40965:026- 
40965:026. 

8705050374 Revised emergency plan implementing procedures,including Rev 14 to 
NST-CCC-1, “Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, ‘^Nuclear Duty 
Officer" & Rev 11 to NST-CC012, “Sys Power Dispatcher." 

BLACKMAN.T.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 
* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


P. Operating license stage documents & correspondence 

8705130031 Informs that seismic qualification of Westinghouse 7300 process protection 
sys circuit cards complete.NTC,NPC,NCH & NTD circuit cards replaced.Mods Installed 
& tested. 

AINGER.K.A. Commonwealth Edison Co. 87/04/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 40910:280-40910:280. 

8705130047 Withdraws 860318 application for amends to Licenses NPF-37 & NPF- 
66.Mod being implemented so that triaxial acceleration sensors will be less sensitive 
to spurious external noise signals,per 860715 Itr. 

AINGER.K.A. Commonwealth Edison Co. 87/04/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 40910:343-40910:343. 

8705050103 Notification of 870514 meeting w/util in Bethesda,MD to discuss mgt 
review of licensing status of util plants. 

MULLER, D.R. Project Directorate 1 11-2. 87/04/30. HOLAHAN,G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705050097 Forwards Amends 7 to Licenses NPF-37 & NPF-66 & safety 
evaluation.Amends revise Design Features Section 5.3.1 to allow for reconstitution of 
fuel assemblies by insertion of filler rods fabricated from Zircaloy 4. 

QLSHAN.LN. Project Directorate 111-2, 87/05/01. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 40790:338-40790:348. 

—8705050110 Amends 7 to Ucenses NPF-37 & NPF-66,revislng Design Features Sec- 
tion 5.3.1 to allow for reconstitution of fuel assemblies by insertion of filler rods fabri- 
cated from Zircaloy 4 or stainless steel or by leaving vacancies. 

MULLER.D.R. Project Directorate III-2. 87/05/01. 6pp. 40790:340-40790:345. 

-8705050112 Safety evaluation supporting Amends 7 to Licenses NPF-37 & NPF-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/01. 3pp. 
40790:346-40790:348. 

8705080150 Notification of 870513 meeting w/util in Bethesda,MD to discuss cooling 
tower performance tests. 

OLSHAN.L. Project Directorate III-2. 87/05/06. MULLER,D.R. Project Directorate III-2. 
3pp. 40871:127-40871:129. 

8705210431 Advises of util plans re Cycle 2 reload core & conclusions of review per 
10CFR50.59.Cycle 2 designed to perform under nominal design parameters,Tech 
Specs & related bases such that core characterstics will be less limiting. 

AlNGER,K.A. Commonwealth Edison Ck*. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41012:248-41012:251. 

8705130225 Forwards requests for mods to NPDES Permit IL0048313, allowing use of 
zinc-based anticorrodant & addition of sodium bromide for biofouling control in facility 
circulating water sys. 

AINGER,K.A. Commonwealth Edison Co. 87/05/07. DAVIS, A.B. Region 3, Office of 
Director. 3pp. 40915:009-40915:011. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73,55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 5ipp. 41017:311-41018:002. 

8705210599 Forwards Rev 2 to “ATWS Mitigation Sys Specific Design for Byron/Braid- 
wood Stations," per 870209 telcon w/NRC. Rev 2 includes resolution of issues dis- 
cussed on 870209 & addressed through Westinghouse Owners Group. 

LEBLQND.P.C. CJommonwealth Edison Co. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp, 41012:165-41012:197. 

-8705210623 Rev 2 to "ATWS Mitigation Sys Specific Design for Byron/Braidwood Sta- 
tions." 

* Sargent & Lundy, Inc. 87/04/16. 31pp. 41012:167-41012:197. 

8705180397 Forwards Amend 8 to Licenses NPR-37 & NPF-66 & safety 
evaluation.Amend alters Tech Spec 3/4.7.6 to allow plant operation w/essentlal svc 
water pump discharge temp greater than 80 F but less than 98 F. 

QLSHAN.LN. Project Directorate III-2. 87/05/12. FARRAR,D.L. Commonwealth 
Edison Co. 3pp. 40960:088-40960:100. 

—8705180412 Amends 8 to Licenses NPF-37 & NPF-66,r6spectively, revising Tech Spec 
3/4.7.5 to allow plant operation w/essential svc water pump discharge temp greater 
than 80 F but less than 98 F during UHS cooling tower testing. 

MULLER.D.R. Project Directorate 111-2. 87/05/12. 7PP. 40960:09140960:097. 

-8705180418 Safety evaluation supporting Amend 8 to Licenses NPF-37 & NPF-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 3pp. 
40960:09040960:100, 

8705260214 Summeuy of 870514 meeting w/util re review of status of pending licensing 
actions on util plants.Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12dd. 
41030:33841038:349. 
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8705290065 Application for amends to Licenses NPF-37 & NPF-66.revising Tech Spec 
Tables 4.3-1 & 4.3-2 to clarify that setpoint verification not required during trip activat- 
ing device operational tests.Changes also apply to Braidwood.Fee paid. 
HUNSADER.S.C. Commonwealth Edison Co. 87/06/20. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 2pp. 41110:269-41110:277. 

“8705290072 Proposed Tech Specs, revising Tables 4.3-1 & 4.3-2 to omit setpoint verifi- 
cation during trip activating device operational tests for undervoltage & underfre- 
quency relays. Summary of proposed changes & hazard evaluation encT. 

• Commonwealth Edison Co, 87/05/20. 7pp. 41110:271-41110:277. 

8705280388 Forwards updated comparison tables from OPTPIPE verification 
reptCorrection of discrepancy identified should resolve concerns re comparison of 
OPTPIPE computer program solutions to NUREG/CR-1677 Benchmark Problem 4. 
AINGER,K.A. Commonwealth Edison Co. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 30pp. 41094:324-41094:363, 


Q. inspection reports, IE Bulletins St correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108. "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705080240 Forwards app to SALP 6 Board Repts 50-454/87-01 & 50-455/87-01 .Por- 
tions of SALP rept modified based on 870128 discussions & util 870227 
comments. Issuance of app serves as final step in SALP assessment process. 
DAVIS.A.B. Region 3. Office of Director. 87/06/01. REED.C. Commonwealth Edison 
Co. 2pp. 40862:051-40862:065. 

“8705080244 App to SALP 6 Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 
1986. 

* Region 3, Office of Director. 87/05/01. 10pp. 40862:053-40862:062. 

“8705080249 Forwards comments on SALP 6 Board Repts 50-454/87-01 & 50-455/87- 
01. Util notifications consistent w/requirements re inoperability of process computer & 
subsequent loss of emergency assessment. 

FARRAR, D.L. Commonwealth Edison Co. 87/02/27. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 40862:063-40862:065. 

8705110046 Ack receipt of util 870424 Itr informing NRC of steps taken to correct viola- 
tions noted in NRC 870326 Itr & $50,000 in payment for proposed civil penalty. 
LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/07. FARRAR,D,L. Com- 
monwealth Edison Co. 2pp. 40877:126-40877:127. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705190007 Forwards Safety Insp Rept 50-454/87-16 on 870401-09 & notice of viola- 
tion. 

HEHL,C.W. Region 3, Office of Director. 87/05/11. REED,C. Commonwealth Edison 
Co. 2pp. 40965:003-40965:013. 

“8705190009 Notice of violation from Insp on 870401-09. 

HEHL,C.W. NRC - No Detailed Affiliation Given. 87/05/11. Ip. 40965:005-40965:005. 

“8705190010 Safety Insp Rept 50-454/87-16 on 870401 -09. Violation noted: failure to 
adhere to surveillance procedure. Lack of control in area of housekeeping also noted. 
RESCHESKE.P.R., AZAB.B.A., WRIGHT, G.C. Region 3, Office of Director. 87/05/11. 
8pp. 40965:006-40965:013. 

8705130249 Ack receipt of 870427 Itr & $25,000 payment of civil penalty in Enforce- 
ment Action EA-86-087.Enforcement action taken deemed appropriate. 

LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/12, 0’CONNER.J.J. 
Commonwealth Edison Co, Ip. 40910:029-40910:029. 

8705190085 Forwards Safety Insp Repts 50-454/87-19 & 50-455/87-18 on 870413-27 
& notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 87/05/12. REED.C. Commonwealth 
Edison Co. 2pp. 40965:024-40965:030. 

“8705190090 Notice of violation from Insp on 870413-27, 

SHAFER, W.D. NRC - No Detailed Affiliation Given. 87/05/12. Ip. 40965:026- 
40965:026. 

“8705190116 Special Insp Repts 50-464/87-19 & 50-455/87-18 on 870413-27. Viola- 
tions noted:licens6e did not adequately inform NRC that alert declaration already in 
effect when reporting correction of abnormal plant conditions on 870408. 

PLOSKI.T.. SNELL.W. Region 3, Office of Director. 87/05/08. 4pp. 40966:027- 
40965:030. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROsSl.CE. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040308 "Byron Station Environ Protection Plan 1986 Annual Environ Operating 
Rept” W/870401 Itr. 

QuERIO.R.E. Commonwealth Edison Co. 86/12/31. DAVIS,A.B. Region 3, Office of 
Director. 22pp. 40785:252-40785:273. 

8705220039 Monthly operating repts for Apr t987.W/870510 Itr. 

SPITZER,D.J„ OUERIO.R.E. Commonwealth Edison Co. 87/04/30. 16pp. 41016:323- 
41016:338. 


$. Reportable occurrences, LERs & related correspondence 

8705120242 LER 87-009*00:on 870408Jnadvertent safety injection signal generated 
during reactor protection sys surveillance testing.Caused by 2 of 4 coincidence logic 
due to loose test lead. Personnel cautioned. W/870508 Itr. 

KOUBA.W., QUERIO.R.E. Commonwealth Edison Co. 87/06/07. 4pp. 40888:106- 
40888:109. 


8705120413 LER 87-01 2-00:on 870408, contract maint crew stroked RHR HX compo- 
nent cooling water outlet isolation valve, causing surge tank to reach low level CC 
pump trip.uaused by communication breakdown between maint crew & shift 
personnel.W/870508 Itr. 

SCHUSTER.T., QUERIO.R.E. Commonwealth Edison Co. 87/05/08. 5pp. 40905:164- 
40905:168. 

8705180476 PNO-lll-87-066:on 870509, during process of heating up unit following refu- 
eling outage, water hammer damaged main steam line 1 B outside containment.Cause 
unknown.MSIVs & bypass valves taken out of svc & repairs started. 

FORNEY.W.L, WARNICK.R.F. Region 3, Office of Director. 87/05/11. Ip. 40951:116- 
40951:116. 

8705210515 LER 87-01 1-00:on 87041 5, auxiliary feedwater pump room sys 

Inoperable.On 870416, vapor pilot valve discovered closed.On 870404,vapor pilot valve 
demonstrated open during inadvertent C02 actuation event.Cause unknown.W/ 
870615 Itr. 

SNOW.M., QUERIO.R.E. Commonwealth Edison Co. 87/05/14. 5pp. 41016:003- 
41016:007. 

8705220086 Confirms plans discussed on 870514 for NRC to meet w/util on 870519 in 
Glen Ellyn, IL to discuss water hammer event at plant on 870509. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/14. REED.C. Commonwealth 
Edison Co. Ip. 41020:253-41020:253. 

8705220434 PNO-lll-87-066A:on 870509,piping elbows & hangers damaged by alleged 
water hammer.PjpIng elbows on each end of 200-ft run of main steam line piping 
dropped 7 inches.Indication found on pipe-to-elbow weld downstream of MSIV 
B.Cause unknown. 

FORNEY.W.L. WARNICK.R.F. Region 3. Office of Director. 87/05/14. Ip. 41020:145- 
41020:145. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428. List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch, 87/05/15. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 41115:224-41115:236. 

8705270019 LER 87-010-00:on 87041 9, Tech Spec 3.0.3 entered due to two trains of 
main control room ventilation being inoperable. Caused by drift of high differential 
pressure switch. Differential pressure switch recalibr.W/870518 Itr. 

SCHUSTER, T.K.. QUERIO.R.E. Commonwealth Edison Co. 87/06/18. 6pp. 
41048:113-41048:118. 
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F. Security, medical, emergency & fire protection plane 

8705050207 Revised generating station emergency plan environ group emergency plan 
Implementing procedures.including Rev 1 to EG-13, “Transfer of Environ Samples 
From Field Teams to Radioanalytlcal Lab.” 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132, 

8705050182 Revised emergency plan implementing procedures.including revised table 
of contents, Rev 4 to ED-5A, Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, "Determination of 1 Rem & 5 Rem Evacuation Ranges.,..” 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205, 

8705080428 Rev 3 to Emergency Implementing Procedure BZP 500-T13, “Checklist-In- 
ventory of Onsite Assembly Areas.” W/procedure index. 

* Commonwealth Edison Co. 87/04/28. 4pp. 40839:022-40839:025. 

8705120282 Revised emergency procedures.including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form.Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency S Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705180241 Revised emergency plan implementing procedures.including Rev 2 to BZP 
300-A1, "State of IL Nuclear Accident Reporting Sys Form" & Rev 2 to BZP 300-A3, 
“Accountability/Assembly Areas." 

* Commonwealth Edison Co. 87/05/06. 22pp. 40955:160-40965:171. 

8705190085 Forwards Safety Insp Repts 50-454/87-19 & 50-455/87-18 on 870413-27 
& notice of violation, 

SHAFER.W.D. Region 3. Office of Director. 87/05/12. REED.C. Commonwealth 
Edison Co. 2pp. 40965:024-40965:030. 

“8705190090 Notice of violation from insp on 870413-27. 

SHAFER.W.D. NRC - No Detailed Affiliation Given. 87/06/12. Ip. 40965:026- 
40965:026. 

“6705190116 Special Insp Repts 60-454/87-19 & 50-455/87-18 on 870413-27. Viola- 
tions notedrlicensee did not adequately inform NRC that alert declaration already in 
effect when reporting correction of abnormal plant conditions on 870408. 

PLOSKI.T., SNELUW. Region 3, Office of Director. 87/06/08. 4pp. 40966:027- 
40965:030. 

8705050374 Revised emergency plan implementing procedures, Including Rev 14 to 
NST-CCC-1, "Corporate Command CXr Director," Rev 1 to NST-CCC-9, '’Nuclear Duty 
Officer" & Rev 11 to NST-CC012, "Sys Power Dispatcher." 

BLACKMAN, T.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


M. AntHrust correspondence 

87050101(^ Urges that NRC not approve util request for amend to License NPF-66 & 
not to determine that no significant hazard exists w/o first holding adjudicatory hear- 
ings on serious financial qualifications issues re restructuring of ownership. 

MINER, J.H. Chicago. IL 87/04/29. MURLEY.T.E. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 2pp. 40770:263-40770:264. 
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P. Operating license stage documents & correspondence 

8705130047 Withdraws 860318 application for amends to Licenses NPF-37 & NPF- 
66.Mod being implemented so that triaxial acceleration sensors will be less sensitive 
to spurious external noise signals, per 860715 Itr. 

AINGER.KA. Commonwealth Edison Co. 87/04/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). ip. 40910:343-40910:343. 

8705010120 Urges that NRC not to approve util request to amend License NPF-66 or 
determine that no significant hazards exist w/o holding adjudicatory hearings on finan- 
cial qualifications issues raised by request to restructure facility ownership. 
CASSEL,D.W. Business & Professional People for the Public Interest. CASSEL D W 
Sinnissippi Alliance for the Environment (SAFE). 87/04/29. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1). 8pp. 40771:333-40771:340. 

8705050103 Notification of 870514 meeting w/util in Bethesda,MD to discuss mat 
review of licensing status of util plants. 

MULLER,D.R. Project Directorate III-2. 87/04/30. HOLAHAN,G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705050097 Forwards Amends 7 to Licenses NPF-37 & NPF-66 & safety 
evaluation. Amends revise Design Features Section 5.3.1 to allow for reconstitution of 
fuel assemblies by insertion of filler rods fabricated from Zircaloy 4. 

OLSHAN.LN. Project Directorate III-2. 87/05/01. FARRAR, D.L Commonwealth 
Edison Co. 2pp. 40790:338-40790:348. 

—8705050110 Amends 7 to Licenses NPF-37 & NPF-66, revising Design Features Sec- 
tion 5.3.1 to allow for reconstitution of fuel assemblies by insertion of filler rods fabri- 
cated from Zircaloy 4 or stainless steel or by leaving vacancies. 

MULLER, D.R. Project Directorate III-2. 87/05/01. 6pp. 40790:340-40790:345. 

-8705050112 Safety evaluation supporting Amends 7 to Licenses NPF-37 & NPF-66. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/01. 3dd 
40790:346-40790:348. 

8705080150 Notification of 870513 meeting w/util in Bethesda.MD to discuss cooling 
tower performance tests. 

OLSHAN.L. Project Directorate III-2. 87/05/06. MULLER, D.R. Project Directorate III-2. 
3pp. 40871:127-40871:129. 

8705130225 Forwards requests for mods to NPDES Permit IL0048313. allowing use of 
zinc-based anticorrodant & addition of sodium bromide for biofouling control in facility 
circulating water sys. 

AINGER.K.A. Commonwealth Edison Co. 87/05/07. DA\/IS,A.B. Region 3. Office of 
Director. 3pp. 4091 5:009-4091 5:01 1 . 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705210599 Forwards Rev 2 to “ATWS Mitigation Sys Specific Design for Byron/Braid- 
wood Stations,” per 870209 telcon w/NRC. Rev 2 includes resolution of issues dis- 
cussed on 870209 & addressed through Westinghouse Owners Group. 

LEBLOND,P.C. Commonwealth Edison Co. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp. 41012:165-41012:197. 

—8705210823 Rev 2 to "ATWS Mitigation Sys Specific Design for Byron/Braidwood Sta- 
tions.” 

* Sargent & Lundy, Inc. 87/04/16. 31pp. 41012:167-41012:197. 

8705180397 Forwards Amend 8 to Licenses NPR-37 & NPF-66 & safety 
evaluation.Amend alters Tech Spec 3/4.7.5 to allow plant operation w/essential svc 
water pump discharge temp greater than 80 F but less than 98 F. 

OLSHAN.LN. Project Directorate III-2. 87/05/12. FARRAR,D.L. Commonwealth 
Edison Co. 3pp. 40960:088-40960:100. 

—8705180412 Amends 8 to Licenses NPF-37 & NPF-66,respectively,revlsing Tech Spec 
3/4.7.5 to allow plant operation w/essential svc water pump discharge temp greater 
than 80 F but less than 98 F during UHS cooling tower testing. 

MULLER, D.R. Project Directorate 111-2. 87/05/12. 7PP. 40960:091-40960:097. 

-8705180418 Safety evaluation supporting Amend 8 to Licenses NPF-37 & NPF-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/12. 3pp. 

40960:098-40960:100. v / kp 

8705270436 Fonvards FSAR & safety evaluation describing change to startup test pro- 
gram involving radiation surveys. 

AINGER,K.A. Commonwealth Edison Co. 87/05/14. DAVIS, A.B. Region 3, Office of 
Director. 3pp. 41055:120-41055:122. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants. Meeting agenda & list of attendees end. 

MULLER, D.R. Project Directorate 111-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705290065 Application for amends to Licenses NPF-37 & NPF-66,revising Tech Spec 
Tables 4.3-1 & 4.3-2 to clarity that setpoint verification not required during trip activat- 
ing device operational tests.Changes also apply to Braidwood.pee paid. 
HUNSADER.S.C. Commonwealth Edison Co. 87/05/20. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41110:269-41110:277. 

-8705290072 Proposed Tech Specs,revising Tables 4.3-1 & 4.3-2 to omit setpoint verifi- 
cation during trip activating device operational tests for undervoltage & underfre- 
quency relays. Summary of proposed changes & hazard evaluation encT. 

* Commonwealth Edison Co. 87/05/20. 7pp. 41110:271-41110:277. 


Q. Inspection reports, IE Bulletins & correspondence 

8705260038 Responds to NRC 860924 Itr re violations noted in IE Insp Rept 50-455/ 
86-24.Corrective actions:Te8t Procedure 2.93.62 carefully reviewed & parametric study 
performed. Violation should be reclassified. 

FARRAR,D.L. Commonwealth Edison Co. 86/10/31. KEPPLER,J.G. Region 3, Office 
of Director. 5pp. 41033:1,98-41033:202. 


8705260027 Responds to NRC 870114 Itr re violations noted in Insp Rept 50-455/86- 
46.Corrective actions:complete & thorough waikdown conducted of piping sys assoc 
w/Unit 1 & Unit 2 flow transmitters FT-RH001 & R-RH002. 

FARRAR,D.L. Commonwealth Edison Co. 87/02/20. KEPPLER,J.G. Region 3. Office 
of Director. 3pp. 41 033:1 68-41 033:1 70. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.CJ.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705080240 Forwards app to SALP 6 Board Repts 50-454/87-01 & 50-455/87-01. Por- 
tions of SALP rept modified based on 870128 discussions util 870227 
comments. Issuance of app serves as final step in SALP assessment process. 
DAVIS.A.B. Region 3. Office of Director. 87/05/01. REED.C. Commonwealth Edison 
Co. 2pp. 40862:051-40862:065. 

-8705080244 App to SALP 6 Repts 50-454/87-01 & 50-455/87-01 for Nov 1985 - Oct 
1986. 

* Region 3, Office of Director. 87/05/01. 10pp. 40862:053-40862:062. 

-8705080249 Forwards comments on SALP 6 Board Repts 50-454/87-01 & 50-455/87- 
01 .Util notifications consistent w/ requirements re inoperability of process computer & 
subsequent loss of emergency assessment. 

FARRAR.D.L Commonwealth Edison Co. 87/02/27. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 40862:063-40862:065. ^ 

8705120272 Forwards description of inservice insp program & outlines differences be- 
tween Units 1 & 2.Requests that 1980 Edition of ASME Code w/ Addenda through 
Winter 1981 be applied to Unit 2. ^ 

AINGER.K.A. Commonwealth Edison Co. 87/05/06. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40888:1 78-40888:1 80. 

8705120305 Forwards Safety Insp Rept 50-455/87-17 on 870428-0501. No violations 
noted. 

HARRISON.J.J. Region 3, Office of Director. 87/05/07. REED.C. Commonwealth 
Edison Co. 2pp. 40907:107-40907:112. 

-8705120317 Insp Rept 50-455/87-17 on 870428-0501. No violations noted. Major 
areas inspected:QA program for startup & power ascension testing utilizing Insp Pro- 
cedures 35501 & 41400. V 

REYNOLDS.S.A., JABLONSKI.F.J., WALKER, H.A. Region 3, Office of Director 87/ 
05/07. 4pp. 40907: 1 09-40907: 1 1 2. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705130249 Ack receipt of 870427 Itr & $25,000 payment of civil penalty in Enforce- 
ment Action EA-86-087.Enforcement action taken deemed appropriate. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/12. O’CONNER, J.J. 
Commonwealth Edison Co. Ip. 40910:029-40910:029. 

8705190085 Forwards Safety Insp Repts 50-454/87-19 & 50-455/87-18 on 870413-27 
& notice of violation. 

SHAFER.W.D. Region 3, Office of Director. 87/05/12. REED,C. Commonwealth 
Edison Co. 2pp. 40965:024-40965:030. 

-8705190090 Notice of violation from insp on 870413-27. 

SHAFER.W.D. NRC - No Detailed Affiliation Given. 87/05/12. Ip. 40965:026- 
40965:026. 

-8705190116 Special Insp Repts 50-454/87-19 & 50-455/87-18 on 870413-27. Viola- 
tions noted:licensee did not adequately inform NRC that alert declaration already in 
effect when reporting correction of abnormal plant conditions on 870408. 

PLOSKI.T., SNELL, W. Region 3, Office of Director. 87/05/08. 4pp. 40965:027- 
40965:030. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requallfication Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 


8705220039 Monthly operating repts for Apr 1987.W/870510 Itr. 

SPITZER.D.J., OUERIO.R.E. Commonwealth Edison Co. 87/04/30. 16pp. 41016:323- 
41016:338. 


S. Reportable occurrences, LERs & related correspondence 

8705050025 LER 87-005-00:on 870331, reactor tripped due to spurious actuation of tur- 
bine motoring generator trip circuitry.Cause unknown.Differential pressure switch 
found out of tolerance but unrelated to event.Switch replaced. W/870429 Itr. 

JOYCE, T.. OUERIO.R.E. Commonwealth Edison Co. 87/04/29. 4pp. 40791:150- 


8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428-List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 87041 1 ). 1 3pp. 4111 5:224-41 1 1 5:236. 

8705280437 LER 87-006-00:on 870427, reactor trip occurred when pressurizer pressure 
spiked below reactor trip setpoint. Caused by failure of presssure transmitter & nucle- 
ar loop power supply during sun/eillance performance. W/870522 Itr. 

ST CLAIR, D., QUERIO.R.e. Commonwealth Edison Co. 87/08/22, 4pp. 41107'345- 
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F. Security, medical, emergency & fire protection plans 

8705050207 Revised generating station emergency plan environ group emergency plan 
implementirig procedures, including Rev 1 to EG-13, “Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab.” 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050182 Revised emercency plan implementing procedures, including revised table 
of contents, Rev 4 tc EC-5A. •■C£\-:uicitic'5 of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, "Determination of 1 Rem & 5 Rem Evacuation Ranges....” 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205. 

8705070075 Forwards Safety Insp Repts 50-456/87-07 & 50-457/87-06 on 870215- 
041 1 a notice of violation.NRC understanding of corrective actions taken re Item a in 
notice of violation described in rept. 

LITTLE,W.S, Region 3, Office of Director. 87/04/29. REED.C. Commonwealth Edison 
Co. 2pp. 40849:152-40849:195. 

—8705070078 Notice of violation from insp on 870215-0411. 

LITTLE, W.S. Region 3, Office of Director. 87/04/28. 2pp. 40849:154-40849:155. 

-8705070086 Insp Repts 50-456/87-07 & 50-457/87-06 on 870215-0411. Violations 
noted:avoid verbal orders used by const electrical contractor not described or proce- 
duralized in QA program & station lubrication program not being followed. 
TONGUE.T.M.. KROFP.W.J., TAYLOR.T.E. Region 3. Office of Director. 87/04/28. 
40pp. 40849:156-40849:195. 

8705110153 Revised procedures including Revs 3 to BwZP 380-4, "Generating Station 
Emergency Procedures Protective Action Guidelines," & App A to BwZP 380-4A1, 
"Guidance for Protective Action Recommendation Determination." 

* Commonwealth Edison Co. 87/05/04. 10pp. 40881:318-40881:327. 

8705120282 Revised emergency procedures, including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209. 

8705180423 Revised procedures, including Rev 4 to BwZP 300-3, "Use of Nuclear Acci- 
dent Reporting Sys Forms" & Rev 2 to BwZP 300-3A1, “State of IL Nuclear Accident 
Reporting Sys Form.” 

* Commonwealth Edison Co. 87/05/04. 6pp. 40957:273-40957:278. 

8705270251 Advises that util will address physical characteristics of radioactive plume & 
significance of wind speed & direction in movement of plume In next rev of public info 
booklets, per ASLB 870513 decision.Publication expected in 12 wks. 

HUNSADER.S.C. Commonwealth Edison Co. 87/05/18. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41051:141-41051:142. 

8705280426 Forwards revised "On-Site Radiological Sampling/Monitoring Location,” 
map dtd 861006 for insertion into Environ Group Procedure 2.W/one oversize draw- 
ing. 

ENGLERT.C. Commonwealth Edison Co. 87/05/18. DENTON, H.R. Document Control 
Branch (Document Control Desk). Ip. 41107:048-41107:049. 

8705050374 Revised emergency plan implementing procedures, including Rev 14 to 
NST-CCC-I, "Corporate Command Ctr Director," Rev 1 to NST-CCC-9, ‘^Nuclear Duty 
Officer” & Rev 11 to NST-CCC-12, "Sys Power Dispatcher.” 

BLACKMAN, T.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

8705060074 Revised pages to Rev 6A to generating stations emergency plan manual. 

* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


G. Adjudicatory correspondence 

8705120034 Notifies of inadvertent disclosure of matls subj to Board protective order 
restricting confidential info to trial counsel.Circumstances of disclosure discussed in 
author Itr to G Berry. 

KEZELIS,E.Z. Commonwealth Edison Co. KEZELIS.E.Z. Isham, Lincoln & Beale. #287 
3388. 87/04/29. GROSSMAN.H., COLE.R.F., CALLIHAN,A.D. Atomic Safety and Li- 
censing Board Panel. 2pp. 40874:166-40874:167. 

8705120064 Motion to admit late-filed contention on financial qualifications.* Contention 
based on util 870406 filing re new ownership & financing for facility.Affidavit & Certifi- 
cate of Svc end. 

CASSEL.D.W. Rorem, B. CASSEL,D.W. Business & Professional People for the Public 
Interest. #287 3354. 87/05/06. Atomic Safety and Licensing Board Panel. 123pp. 
40873:301-40874:063. 


8705270088 Response to Intervener motion seeking to reopen record for admission of 
new contention.* Intervener filed motion, "Motion to Admit Late Filed Contention on 
Financial Qualifications." Affidavit & Certificate of Svc end. 

GALLO, J., ■rriCRNTO.N,P. Commonwealth Edison Co. GALLO, J. Isham, Lincoln & 
Beale. #287 3485. 87/05/19. Atomic Safety and Licensing Board Panel. 27pp. 
41041:222-41041:248. 

8705270116 Concluding partial initial decision (OL).* Due to violation re discouragement 
to document any major deficiency that could result in lengthy delay in production, civil 
penalty should be imposed on Comstock & util.Served on 870521. 

GROSSMAN.H. Atomic Safety and Licensing Board Panel. #287 3532. 87/05/19. 
286pp. 41040:028-41041:075. 


P- Operating license stage documents & correspondence 


8705070146 Submits response to NRC comments made during 870219 plant 
tour, including info re utilization of simulator prior to initial criticality, employee educ 
program, outage planning & maint interface ‘.■•/cpcrntions.Scnycd on 870<^G7. 

REED.C. Commonwealth Edison Co. #287 3021. 3//03/3'. ZECH.LV/. Commission- 
ers. 3pp. 40855:233-40855:235. 

8705040154 Clarifies applicability of Seismic Category I manhole covers for facility.No 
application or need for Category I manhole covers identified. 

HUNSADER.S.C. Commonwealth Edison Co. 87/04/28. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 40777:219-40777:219. 

8705050103 Notification of 870514 meeting w/util in Bethesda.MD to discuss mgt 
review of licensing status of util plants. 

MULLER.D.R. Project Directorate III-2. 87/04/30. HOLAHAN.G.M. Assistant Director 
for Region III & Region V Reactors. 10pp. 40810:153-40810:162. 

8705290156 Forwards final draft SSER 3 for review.comment & approval by 870505.1s- 
suance of low power OL expected on 870508.W/O end. 

MULLER.D.R. Project Directorate 111-2. 87/05/04. SHAO.L. Division of Engineering & 
Systems Technology (Post 870411). CHENG.C. Materials Engineering Branch. 
MARSH.L. Mechanical Engineering Branch. 2pp. 41115:358-41115:359. 

8705110167 Clarifies util position w/respect to implementing requirements presented in 
SA Varga 870304 Itr re removal of control room chlorine detectors. Proposed changes 
to Tech Specs (NUREG-1223) end. 

HUNSADER.S.C. Commonwealth Edison Co. 87/05/06. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 40882:011-40882:014. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,FJ. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190369 Forwards results of air aerosol mixing uniformity tests for VC Sys B 
train.End data coupled w/data presented .w/87041 6 Itr justify validity of assuming 
90% efficiency of recirculation filters for control room dose calculations. 
HUNSADER.S.C. Commonwealth Edison Co. 87/05/11. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 40968:295-40968:303. 

8705210599 Forwards Rev 2 to "ATWS Mitigation Sys Specific Design for Byron/Braid- 
wood Stations," per 870209 telcon w/NRC. Rev 2 includes resolution of issues dis- 
cussed on 870209 & addressed through Westinghouse Owners Group. 

LEBLOND.P.C. Commonwealth Edison Co. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp. 41012:165-41012:197. 

“8705210623 Rev 2 to "ATWS Mitigation Sys Specific Design for Byron/Braidwood Sta- 
tions." 

* Sargent & Lundy, Inc. 87/04/16. 31pp. 41012:167-41012:197. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants. Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705290065 Application for amends to Licenses NPF-37 & NPF-66, revising Tech Spec 
Tables 4.3-1 & 4.3-2 to clarify that setpoint verification not required during trip activat- 
ing device operational tests.Changes also apply to Braidwood.Fee paid. 
HUNSADER.S.C. Commonwealth Edison Co. 87/05/20. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 2pp. 41110:269-41110:277. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705070075 Forwards Safety Insp Repts 50-456/87-07 & 50-457/87-06 on 870215- 
0411 & notice of violation.NRC understanding of corrective actions taken re Item a in 
notice of violation described in rept. 

LITTLE, W.S. Region 3, Office of Director. 87/04/29. REED.C. Commonwealth Edison 
Co. 2pp. 40849:152-40849:195. 

“8705070078 Notice of violation from insp on 87021 5-041 1 . 

LITTLE, W.S. Region 3, Office of Director. 87/04/28. 2pp. 40849:154-40849:155. 

“8705070086 Insp Repts 50-456/87-07 & 50-457/87-06 on 870215-0411. Violations 
noted;avoid verbal orders used by const electrical contractor not described or proce- 
duralized in QA program & station lubrication program not being followed. 
TONGUE.T.M., KROPP.W.J., TAYLOR.T.E. Region 3, Office of Director. 87/04/28. 
40pp. 40849:156-40849:195. 

8705110326 Forwards justification for performing Type A tests w/leak chase channel 
plugs installed.per Open Item 456/86023-01 noted in Insp Rept 50-456/86-23. 
HUNSADER.S.C. Commonwealth Edison Co. 87/04/29. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp, 40876:358-40876:361, 
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8705260009 Responds to NRC 870213 Itr re violations noted in Insp Rept 50-456/86> 
23.Corrective actions:justification for performing containment integrated leak rate test- 
ing forwarded to NRR on 870429 for review. 

FARRAR.D.L Commonwealth Edison Co. 87/04/30. DAVIS, A. B. Region 3. Office of 
Director. Ip. 41033:185-41033:185. 

8705080219 Forwards synopsis of Ofc of Investigations investigation re harassment & 
intimidation of QC inspector at plant on 83091 9>Jo violations identified since threat of 
future force does not violate Section 235 of Atomic Energy Act. 

DAVIS, A.B. Region 3, Office of Director. 87/05/05. REED.C. Commonwealth Edison 
Co. 3pp. 40872:286-40872:288. 

8705110144 Forwards results of pump performance test & sys hydrostatic pressure 
test, per 830812 response to IE Bulletin 83-05. 

TURBAK,M.S. Commonwealth Edison Co. 87/05/05. DAVIS,A.B. Region 3, Office of 
Director. 3pp. 40881:354-40881:356. 

8705130087 Ack receipt of 86121 1 Itr Informing NRC of steps taken to correct violations 
noted in insp.ltem 456/86-052-01 will remain violation due to incorrect corrective engi- 
neering evaluations & deficiencies noted in Insp Rept 50-456/86-60. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/05/07. REED.C, Commonwealth 
Edison Co. 2pp. 40910:348-40910:352. 

-8705130094 Responds to NRC 861112 Itr re violation noted in Insp Rept 50-456/86- 
52.Review of subj violation based on end summary of info presented to NRC at 
861118 requested. 

FARRAR.D.L Commonwealth Edison Co. 86/12/11. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 40910:350-40910:352. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of (operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Norpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705210491 Annual environ operating rept for facility, 861 01 7-1 231. W/ 870508 Itr. 
FITZPATRICK,E. Commonwealth Edison Co. 86/12/31. MURLEY.T. Document Con- 
trol Branch (Document Control Desk). 5pp. 41007:181-41007:185. 

8705060115 Forwards status rept for First Quarter CY87,per Rept 97-850. Licensing ac- 
tivity during rept period discussed.Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

ZECH,L.W. Commissioners. 87/04/27. BEVILL,T. House of Rep., Appropriations. 
21pp. 41162:144-41162:164. 

8705190033 Monthly operating rept for Apr 1 987.W/870508 Itr. 

PEACCX}K,B.M. Commonwealth Edison Co. 87/04/30. 8pp. 40964:200-40964:207. 


8705060103 Notification of 870514 meeting w/uti! in Bethesda,MD to discuss mgt 
review of licensing status of util plants. 

MULLER,D.R. Project Directorate 111-2. 87/04/30. HOLAHAN,G.M. Assistant Director 
for Region Hi & Region V Reactors. 10pp. 40810:153-40810:162. 

8705290156 Fon^^ards final draft SSER 3 for review,comment & approval by 870505. Is- 
suance of low power OL expected on 870508.W/O end. 

MULLER,D.R. Project Directorate lli-2. 87/05/04. SHAO.L Division of Engineering & 
Systems Technology (Post 870411). CHENG,C. Materials Engineering Branch. 
MARSH, L. Mechanical Engineering Branch. 2pp. 41115:358-41115:359. 

8705110167 Clarifies util position w/respect to implementing requirements presented in 
SA Varga 870304 Itr re removal of control room chlorine detectors. Proposed changes 
to Tech Specs (NUREG-1223) end. 

HUNSADER,S.C. Commonwealth Edison Co. 87/05/06. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 40882:01 1-40882:014. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190369 Forwards results of air aerosol mixing uniformity tests for VC Sys B 
train.EncI data coupled w/data presented w/870416 Itr justify validity of assuming 
90% efficiency of recirculation filters for control room dose calculations. 
HUNSADER,S.C. Commonwealth Edison Co. 87/05/11. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 40968:295-40968:303. 

8705210599 Forwards Rev 2 to “ATWS Mitigation Sys Specific Design for Byron/Braid- 
wood Stations," per 870209 telcon w/NRC. Rev 2 includes resolution of issues dis- 
cussed on 870209 & addressed through Westinghouse Owners Group. 

LEBLOND.P.C. Commonwealth Edison Co. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp. 41012:165-41012:197. 

-8705210623 Rev 2 to “ATWS Mitigation Sys Specific Design for Byron/Braidwood Sta- 
tions." 

* Sargent & Lundy. Inc. 87/04/16. 31pp. 41012:167-41012:197. 

8705260214 Summary of 870514 meeting w/util re review of status of pending licensing 
actions on util plants. Meeting agenda & list of attendees end. 

MULLER.D.R. Project Directorate III-2. 87/05/18. Project Directorate III-2. 12pp. 
41038:338-41038:349. 

8705290065 Application for amends to Licenses NPF-37 & NPF-66, revising Tech Spec 
Tables 4.3-1 & 4.3-2 to clarify that setpoint verification not required during trip activat- 
ing device operational tests.Changes also apply to Braidwood.Fee paid. 
HUNSADER.S.C. Commonwealth Edison Co. 87/05/20. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 411 10:269-41110:277. 


F. Security, medical, emergency & fire protection plans 


S. Reportable occurrences, LERs & related correspondence 

8705180321 Forwards info re valid & non-valid diesel generator failures updated sum- 
mary of Diesel Generator 1 DG01 KB performance since successful completion of pre- 
operatlonal testingjjer NUREG-1223. 

HUNSADER.S.C. Commonwealth Edison Co. 87/04/22. DAVIS, A.B. Region 3, Office 
of Director. 11pp. 40952:107-40952:117. 

8705040089 LER 87-021 -00:on 870330,reactor trip signal generated w/o component 
actuation.Caused by contractor repairs to connection in solid state protection sys 
while channel not isolated. Procedures will be revised. W/870424 Itr. 

DOYLE.J., FITZPATRICK,E. Commonwealth Edison Co. 87/04/28. 4pp. 40777:105- 
40777:108. 

8705040272 LER 86-001 -01 :on 861021-1202,inoperable fire suppression sys led to Im- 
position of continuous fire watch. Incidents of inattentiveness, confusion, or miscommun- 
ication among fire watch patrolmen led to dismissal or retraining.W/870428 Itr. 
O’DONNELUE.W., FITZPATRICK,E. Commonwealth Edison Co. 87/04/28. 11pp. 
40775:229-40775:239. 

8705060300 Forwards updated summary of Diesel Generator 1DG01KB performance 
since successful completion of properational testing. 

HUNSADER.S.C. Commonwealth Edison Co. 87/04/28. DAVIS, A.B. Region 3, Office 
of Director. 13pp, 40838:278-40838:290. 

8705050304 LER 87-022-00:on 870331, turbine trip/reactor trip signal occurred.Caused 
by operator failure to follow procedure. Permissive test switch returned to off position 
& personnel instructed to pay attention to details.W/870429 Itr. 

RAMOS.F., FITZPATRICK.E. Commonwealth Edison Co. 87/04/29. 3pp. 40804:356- 
40804:358. 


8705050207 Revised generating station emergency plan environ group emergency plan 
implementlr^ procedures.including Rev 1 to EG-13. "Transfer of Environ Samples 
From Field Teams to Radioanalytical Lab." 

DIPOUZIO.M.E. Commonwealth Edison Co. 87/04/09. 15pp. 40811:118-40811:132. 

8705050182 Revised emergency plan Implementing procedures.including revised table 
of contents, Rev 4 to ED-5A, "Calculation of Offsite Whole Body Radiation Dose..." & 
Rev 5 to ED-5B, "Determination of 1 Rem & 5 Rem Evacuation Ranges....” 

* Commonwealth Edison Co. 87/04/27. 50pp. 40803:156-40803:205, 

8705070075 Forwards Safety Insp Repts 50-456/87-07 & 50-457/87-06 on 870215- 
0411 & notice of violation.NRC understanding of corrective actions taken re Item a in 
notice of violation described in rept. 

LITTLE.W.S. Region 3, Office of Director. 87/04/29. REED.C. Commonwealth Edison 
Co. 2pp. 40849:152-40849:195. 

-8705070078 Notice of violation from insp on 870215-0411. 

LITTLE.W.S. Region 3. Office of Director. 87/04/28. 2pp. 40849:154-40849:155. 

-8705070086 Insp Repts 50-456/87-07 & 50-457/87-06 on 870215-0411. Violations 
noted:avoid verbal orders used by const electrical contractor not described or proce- 
duralized in QA program & station lubrication program not being followed. 

TONGUE, T.M., LITTLE.W.S. Region 3, Office of Director. 87/04/28. 40pp. 40849:166- 
40849:195. 

8705110153 Revised procedures including Revs 3 to BwZP 380-4, "Generating Station 
Emergency Procedures Protective Action Guidelines," & App A to BwZP 380-4A1, 
"Guidance for Protective Action Recommendation Determination." 

* Commonwealth Edison Co. 87/05/04, 10pp. 40881:318-40881:327. 


8705260439 LER 87-023-00:on 87041 8, shift engineer reviewing LERs noted that shift 
personnel incorrectly permitted valve packing adjustments to two containment isola- 
tion valves.Caused by programmatic flaws in processing packages.W/870615 Itr. 
MELNICOFF,M.A.. FITZPATRICK.E. Commonwealth Edison Co. 87/05/15. 4pp. 
41038:175-41038:178. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A. Appllcation/construction stage documents & correspondence 


8705070146 Submits response to NRC comments made during 870219 plant 
tour.including info re utilization of simulator prior to initial criticality, employee educ 
program, outage planning & maint interface iw/operatlohs.Served on 870407. 

REED.C. Commonwealth Edison Co. #287 3021. 87/03/31, ZECH.LW. Commission- 
ers. 3pp. 40855:233-40855:235. 


8705040154 Clarifies applicability of Seismic Category I manhole covers for facility.No 
application or need for Category I manhole covers identified. 

mJNSADER.S.C. Commonwealth Edison Co. 87/04/28. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 40777:219-40777:219. 


8705120282 Revised emergency procedures.including Rev 4 to QEP 310-T2 re nuclear 
accident reporting sys form, Rev 3 to QEP 310-T7 re simplified emergency notification 
schedule for site emergency & Rev 3 to QEP 310-T8 for general emergency. 

* Commonwealth Edison Co. 87/05/04. 9pp. 40888:201-40888:209, 

8705180423 Revised procedures.including Rev 4 to BwZP 300-3, “Use of Nuclear Acci- 
dent Reporting Sys Forms” & Rev 2 to BwZP 300-3A1, "State of IL Nuclear Accident 
Reporting Sys Form." 

• Commonwealth Edison Co. 87/05/04, 6pp. 40957:273-40957:278. 

8705270251 Advises that util will address physical characteristics of radioactive plume & 
significance of wind speed & direction in movement of plume in next rev of public info 
booklets, per ASLB 870513 decision.Publication expected in 12 wks. 

HUNSADER.S.C. Commonwealth Edison Co. 87/06/18. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41051:141-41051:142. 

8705280426 Forwards revised "On-Site Radiological Sampling/ Monitoring Location,” 
map dtd 861006 for insertion into Environ Group Procedure 2.W/one oversize draw- 
ing. 

ENGLERT.C. Commonwealth Edison Co. 87/05/18. DENTON, H.R. Document Control 
Branch (Document Control Desk). Ip. 41107:048-41107:049. 
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8705050374 Revised emergency plan implementing procedures, including Rev 14 to 
NST-CCC-1, '“Corporate Command Ctr Director,” Rev 1 to NST-CCC-9, ‘‘Nuclear Duty 
Officer" & Rev 11 to NST-CCC-1 2. “Sys Power Dispatcher.” 

BLACKMAN, T.G. Commonwealth Edison Co. 87/05/31. 100pp. 40800:152-40800:305. 

B70S06CW74 Revised pages to Rev 6A to generating stations emergency plan manual. 
* Commonwealth Edison Co. 87/05/31. 8pp. 40816:256-40816:263. 


G. Adludicatory correspondence 

8705120034 Notifies of inacfvertent disclosure of matls subj to Board protective order 
restricting confidential info to trial counsel.Circumstances of disclosure discussed in 
author Itr to G Berry. 

KEZELIS.E.Z. Commonwealth Edison Co. KEZELIS.E.Z. Isham, Lincoln & Beale. #287 
3338. 37/0^/29. QROSSMAN.H., COLE.R.R, CALLIHAN.A.D. Atomic Safety and U- 
csr.sing Boarc Panel. 2pp. 40874:166-40874:167. 

8705120064 Motion to admit late-filed contention on financial qualifications.* Contention 
based on util 870406 filing re new ownership & financing for facility.AffidavIt & Certifi- 
cate of Svc end. 

CASSEL,D.W. Rorem, B. CASSEL.D.W. Business & Professional People for the Public 
Interest. #287 3354. 87/05/06. Atomic Safety and Licensing Board Panel. 123pp. 
40873:301-40874:063. 

870518(M57S Partial initial decision on emergency planning issues.* ASLB resolves all 
outstanding issues re offsite emergency favorably to applicant sub] to certain info 
being included in next emergency info bookieLServed on 870514. 

QROSSMAN.H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board 
Panel. #287 3431. 87/05/13. 21pp. 40936:088-40936:108. 

8705200029 Forwards util 870518 Itr to TE Murley.committing to revise plant public info 
booklet per ASLB 870513 partial initial decision & estimating completion & distribution 
of same within approx 12 wks.Certificate of Svc end. 

EDGAR, G.L Commonwealth Edison Co. EDGAR.G.L Newman & Holtzinger. #287 
3449. 87/05/18. QROSSMAN.H., COLE,R.F., DIXON.A. Atomic Safety and Licensing 
Board Panel. 6pp. 40974:092-40974:097. 

8705270089 Notifies of Appeal Board reconstitution.GJ Edies, chairman & WR Johnson 
& CN Kohl, members. Related correspondence. 

ROSENTHAL, A.S. Atomic Safety and Licensing Appeal Panel. #287 3492. 87/05/18. 
Atomic Safety and Licensing Appeal Panel. Ip. 41042:222-41042:222. 

8705270200 Notice of reconstitution of ASLAB.GJ Edies chairman & WR Johnson & CN 
Kohl members.Served on 870520. 

TOMPKINS.B.A. Atomic Safety and Licensing Afjpeal Panel. #287 3609. 87/05/18. 
Ip. 41041:360-41041:360. 

8705270088 Response to Intervenor motion seeking to reopen record for admission of 
new contention.* intervenor filed motion, "Motion to Admit Late Filed Contention on 
Financial Qualifications.” Affidavit & Certificate of Svc end. 

GALLO, J., THORNTON, P. Commonwealth Edison Co. GALLO, J. Isham, Lincoln & 
Beale. #287 3485. 87/05/19. Atomic Safety and Licensing Board Panel. 27pp. 
41041:222-41041:248. 

8705270116 Concluding partial initial decision (OL).* Due to violation re discouragement 
to document any major deficiency that could result in lengthy delay in producfen, civil 
penalty should be imposed on Comstock & util.Served on 870521, 

GROSSMAN,H. Atomic Safety and Licensing Board Panel. #287 3532. 87/05/19. 
286pp. 41040:028-41041:075. 


Q. Inspection reports^ IE Bulletins & correspondence 

8705130045 Discusses results of 861210 outside diameter ultrasonic exam performed 
on reactor pressure vessel inlet Nozzle F indication.lndication size will be monitored 
w/in-vessel tool exam method as part of inservice insp program, 

HUNSADER.S.C. Commonwealth Edison Co. 87/04/10. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 40910:344-40910:344. 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 40769:102-40769:203. 

8705110355 CJommits to submit inservice Insp program within 12 months from date of 
issuance of first facility OL.per ASME Code, Section XI of 1983 edition & summer ad- 
denda. 

HUNSADER,S.C. Commonwealth Edison Co. 87/04/28. MURLEYJ.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 40880:163-40880:163. 

8705070075 Forwards Safety Insp Repts 50-456/87-07 & 50-457/87-06 on 870215- 
041 1 & notice of violation.NRC understanding of corrective actions taken re Item a in 
notice of violation described in rept. 

LITTLE, W.S. Region 3, Office of Director. 87/04/29. REED.C. Commonwealth Edison 
Co. 2pp. 40849:162-40849:195. 

“8705070078 Notice of violation from Insp on 870215-0411. 

LnTLE,W.S. Region 3. Office of Director. 87/04/28, 2pp. 40849:154-40849:155. 

“8705070086 Insp Repts 50-456/87-07 & 50-457/87-06 on 870215-0411. Violations 
noted:avoid verbal orders used by const electrical contractor not described or proce- 
duralized in QA program & station lubrication program not being followed. 
TONGUE,T.M., KROPP.W.J., TAYLOR.T.E. Region 3. Office of Director. 87/04/28. 
40pp. 40849:156-40849:195. 

8765080219 Forwards synopsis of Ofc of Investigations Investigation re harassment & 
intimidation of QC inspector at plant on 83091 9>Jo violations identified since threat of 
future force does not violate Section 236 of Atomic Energy Act 
DA VISAS. Region 3, Office of Director. 87/05/05. REeD.C. Commonwealth Edison 
Co. 3pp. 40872:28640872:288. 

8705120269 Forwards Safety Insp Rept 50457/87-02 on 8701 05-041 6.No violations 
noted. 

HARRISON, J.J. Region 3, Office of Director. 87/05/07. REED.C. Commonwealth 
Edison Co. 2pp. 40907:183-40907:193. 


“8705120273 Insp Rept 50-457/87-02 on 8701 05-041 6.No violations or deviations 
noted.Major areas inspected:safety-re!ated structures, review of work activities.quality 
records,safety- related structural welding & QA implementing procedures. 

LIU.W.C,, DANIELSON, D.H. Region 3, Office of Director. 87/05/07. 9pp. 40907:185- 
40907:193. 

8705060040 NRC Info Notice 87-021 , “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERs Si related correspondence 

8705270511 Interim deficiency rept re diesel engine generator rocker arm failure.lnitiaily 
reported on 87021 7.Test/replacement program started, contingent on receipt of re- 
placement exhaust rocker arms from Cooper-Bessemer. 

HUNSADER.S.C. Commonwealth Edison Co. 87/05/15. DAVIS, A.B. Region 3, Office 
of Director. 4pp. 41084:178-41084:181. 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


J. Insurance & Indemnity Information 

8705220034 Forwards Endorsement 23 to NELIA Policy NF-286 & Endorsement 15 to 
MAELU Policy MF-119. 

SAMUELS.J. Marsh & McLennan, Inc. 87/05/13. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 41017:086-41017:088. 


P. Operating license stage documents & correspondence 

8704300307 Fonwards “Emergency Operating Procedures Generation Package Imple- 
mentation Audit Rept:River Bend Station.” No response required based on commit- 
ment to submit revised procedures generation package to reflect development of flow- 
chart. 

STERN, S.M. Project Directorate IV. 87/04/24. DEDDINS.J.C. Gulf States Utilities Co. 
2pp. 40757:159-40757:213. 

-8705010198 "Emergency Operating Procedures Generation Package Implementation 
Audit Rept,Rlver Bend Station.” 

* Project Directorate IV. 86/12/31. 53pp. 40757:161-40757:213. 

8705010064 Notification of 870528 meeting w/util in Bethesda.MD to discuss plans on 
containment purge & containment venting. 

STERN.S.M. Project Directorate IV. 87/04/29. CALVO.J.A. Project Directorate IV. 3pp. 
40774:210-40774:212. 

8705040006 Submits list of attendees inadvertently omitted from 870421 minutes of 
870217 meeting w/utll. 

STERN.S.M. Project Directorate IV. 87/04/29. Project Directorate IV. Ip. 40790:315- 
40790:315. 

8705040061 Notification of 870615 meeting w/util in Bethesda.MD to review util plans 
to revise emergency operating procedures. 

STERN.S.M. Project Directorate IV. 87/04/29. CALVO.J.A. Project Directorate IV. 3pp. 
40790:207-40790:209. 

8705050271 Fon^rards SuppI 3 to "Startup Test Rept." Rept covers period through 
870423. 

BOOKER, J.E. Gulf States Utilities Co. 87/04/30. Document Control Branch {Docu- 
ment Control Desk). Ip. 40800:134-40800:139. 

“8705050278 SuppI 3 to “Startup Test Rept." 

* Gulf States Utilities Co. 87/04/23. 5pp. 40800:135-40800:139. 

8705060172 Rev 0 to Procedure RSP-0008, “River Bend Station, Offsite Dose Calcula- 
tion Manual.” W/870430 Itr. 

BOOKER. J.E. Gulf States Utilities Co. 87/04/30. 114pp. 40818:092-40818:205. 

8705140129 Forwards check for review of util 870130 Rev 3 to “River Bend Station 
Pump & Valve Inservice Testing Plan," per 870326 request. 

BOOKER.J.E. Gulf States Utilities Co. 87/04/30. DIGGS.R.M. NRC - No Detailed Af- 
filiation Given. 2pp. 40915:181-40915:182. 

8705190008 Forwards status of util & Hydrogen Control Owners Group efforts on out- 
standing concerns re hydrogen control rule. Completion of efforts should be sufficient 
to demonstrate compliance w/hydrogen control rule or identify mods. 

BOOKER.J.E. Gulf States Utilities Co. 87/05/08. Document Control Branch (Docu- 
ment Control Desk). 4pp. 40964:185-40964:188. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGUA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190155 Application for amend to License NPF-47, extending surveillance interval to 
first refueling outage scheduled to begin on 87091 S.Fee paid. 

DEDDENS,J.C. Gulf States Utilities Co. 87/05/11. Document Control Branch (Docu- 
ment Control Desk). 7pp. 40969:173-40969:234. 

“8705190160 Proposed Tech Specs, extending surveillance interval to first refueling 
outage scheduled to begin on 870915. 

* Gulf States Utilities Co. 87/05/11. 55pp. 40969:180-40969:234. 

8705260168 Forwards minutes of 870508 meeting between NRC & util for info. 
STERN.S.M. Project Directorate IV. 87/05/13. DEDDENS.J.C. Gulf States Utilities Co. 
2pp. 41030:138-41030:186. 
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-8705190331 Summary of 870508 meeting w/util & GE re licensee plans for fuel 
reload.List of attendees & meeting viewgraphs end. 

STERN, S.M. Project Directorate IV. 87/05/13. Project Directorate IV. 47pp. 
41030:140-41030:186. 

8705260123 Application for amend to License NPF-47, extending a0>licable surveillance 
intervals. Revs required beginning in Aug 1987 to avoid shutdown.Fee paid. 
DEDDENS,J.C. Gulf States Utilities Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41032:234-41032:275. 

—8705260126 Proposed Tech Specs, extending applicable surveillance intervals. 

* Gulf States Utilities Co. 87/05/15. 34pp. 41032:242-41032:275. 


Q. Inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York. Inc. 103pp. 407.69:102-40769:203. 

8705110011 Forwards SALP rept for Mar 1987. 

GAGLIARDO,J.E. Region 4. Office of Director. 87/05/05. DEDDENS.J.C. Gulf States 
Utilities Co. Ip. 40881:130-40881:185. 

-8705110024 SALP rept for Mar 1987. 

* Region 4. Office of Director. 87/03/31. 55pp. 40881:131-40881:185. 

8705180443 Forwards Insp Rept 50-458/87-10 on 87031 6-0430.No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/08. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 40958:292-40958:304. 

-8705180450 Insp Rept 50-458/87-10 on 87031 6-0430. No violations or deviations 
noted.Major areas inspected;prevlous insp findings, LERs,10CFR21 repts.safety sys 
waikdown & operational safety verfication. 

CHAMBERLAIN.D., JONES.W.B., JAUDON.J.P. Region 4. Office of Director. 87/05/ 
07. 11pp. 40958:294-40958:304. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSl.C.E. Division of (jperational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705210030 Forwards proprietary results based on GE "Probability of Missile Genera- 
tion in GE Nuclear Turbines" & revised FSAR Section 10.2.3.6 re description of tur- 
bine inservIce insp program.Rev will be included in future FSAR update. 

BOOKER, J.E. Gulf States Utilities Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41003:175-41003:176. 

8705220300 Ack receipt of 870422 response to NRC 861229 Itr & Insp Rept 50-458/85- 
80 & 870323 Itr & notice of violation in Insp Rept 50-458/87-06.lmplementation of 
corrective actions will be reviewed during future insp to determine full compliance. 
GAGLIARDO.J.E. Region 4, Office of Director. 87^5/15. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 41024:161-41024:171, 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports 8t related correspondence 

8705080178 "Radiological Environ Operating Rept.River Bend Station, for Operating 
Period Jan-Dec 1986." W/870428 Itr. 

HARRINGTON.M.A.. CONNER, J.V.. BOOKER.J.E. Gulf States Utilities Co. 86/12/31. 
43pp. 40872:303-40872:345. 

8705180225 Monthly operating rept for Apr 1987.W/870512 Itr. 

MARTIN, R.H.. BOOKER.J.E. Gulf States Utilities Co. 87/04/30. 5pp. 40952:094- 
40952:098. 


S. Reportable occurrences, LERs & related correspondence 

8705120189 Summary of Operating Reactors Events Meeting 87-11 on 870420.Llst of 
attendees, viewgraphs & input to NRC performance indicator program end. 
UNNING.W. Events Assessment Branch. 87/05/05. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 28pp. 40903:257-40903:284. 

8705210474 LER 86-069-01 :on 861 226, turbine runback led to reador scam. Caused by 
sticky valve positioner.Temp switch recalibr.W/ 870515 Itr. W/8 Itr. 

GRANT.E.R., BOOKER.J.E. Gulf States Utilities Co. 87/05/15. 4pp. 41016:008- 
41016:011. 

8705280029 LER 87-007-00:on 8704 18, discovered that shield bldg annulus pressure 
greater than 3 Inches of vacuum water gauge.in violation of Tech Specs.Caused by 
pressure drop in sys A & B.Operator reminded to monitor pressure.W/870518 Itr. 
GRANT.E.R., BOOKER.J.E. Gulf States Utilities Co. 87/05/18. 4pp. 41094:155- 
41094:158. 

8705280108 Special rept re measured settlement value outside Tech Spec 3.7,10-1 
llmit8.Probabry caused by effects of const schedule on structural 
settlement-Calculation revised to account for differences in const schedule. 

BOOKER, J.E. Gulf States Utilities Co. 87/05/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41088:323-41088:324. 

8705280138 LER 86-024-04:on 860325,power to reactor protection sys bus B lost due 
to trip ofelectrical protection assembly.Cause unknown.On 861224, power again 
lostLogic card circuit improvements initiated.W/870519 Itr. 

GRANT.E.R., BOOKER.J.E. Gulf States Utilities Co. 87/05/19. 4pp. 41094:216- 
41094:219. 

8705280477 RO:on 87041 3, personnel discovered core thermal power not changing pro- 
portionally to core flow dianges.Caused by feedwater averaging function of computer 
program not updating points values.Procedure EDP-CC-0001 implemented. 

BOOKER, J.E. Gulf States Utilities Co. 87/05/19. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41 1 07:31 3-41 1 07:31 6. 


8705280489 Special rept:on 870420.during Surveillance Test Procedure STP-000-0001, 
"Daily Operations Logs," main steam tunnel temps exceeded Tech Spec 3/4.7.8 limit 
for over 8 h.Cause undetermined.Tech Spec change request being developed. 
BOOKER,J.E. Gulf States Utilities Co. 87/05/19. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41 1 07:204-41 1 07:206. 

8705290267 Forwards record of 870511 & 12 telcons between util & NRC re util request 
for amend to facility for TDI emergency diesel generators. 

STERN.S.M. Project Directorate IV. 87/05/21. DEDDENS.J.C. Gulf States Utilities Co. 
2pp. 41115:052-41115:056. 

-8705290272 Summarizes 870511 & 12 telcons w/licensee re clarification of util 
860408 proposed amend to license for TDI emergency diesel generators. 

STERN.S.M. Project Directorate IV. 87/05/21. CALVO.J.A. Project Directorate IV. 3pp. 
41115:054-41115:056. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp, 41017:311-41018:002. 


G. Adjudicatory correspondence 


8705270175 Notice of reconstitution of board.* PB Bloch chairman & GO Bright & J 
Harbour members.Served on 870520. 

COTTER, B.P. Washington Public Power Supply System. #287 3508. 87/05/19. 2pp. 
41042:003-41042:004. 


S. Reportable occurrences, LERs & related correspondence 

8705050293 Part 21 & deficiency rept re I MO Delaval emergency diesel generator static 
exciter voltage regulator reset design. Initially reported on 870406.IMO Delaval is in 

K 'ocess of designing mods of control circuits. 

OLMBERG.B.A. Washington Public Power Supply System. 87/04/22. MARTIN,J.B. 
Region 5, Office of Director. 2pp. 40803:206-40803:207. 


U. Congressional/Executive Correspondence 


8704240161 Responds to request for rept re legal & institutional aspects under NRC 
jurisdiction on possible conversion of Unit 1 to defense matls production reactor.CP 
still in effecLUtil plans to mothball reactor by June 1988. 

ZECH,L.W. Commissioners. 87/04/17. EVANS,D.J. Senate. 3pp. 41162:182- 
41162:185. 

-8704240177 Requests info re legal & institutional Issues concerning conversion of Unit 
1 into defense matls production reactor & related NRC licenses & permits. 

EVANS, D.J. Senate. 87/02/24. ZECH,L.W. Commissioners. Ip. 41162:185-41162:185. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8705110231 Requests scheduling of next graded emergency exercise for facility on 
880427 & written notification of NRC acceptance. Exercise previously conducted on 
870113. 

SPANGENBERG.F. Illinois Power Co. 87/03/05. DAVIS, A.B. Region 3, Office of Di- 
rector. Ip. 40881:042-40881:042. 

8705010128 Discusses apparent inconsistency in guidance issued by NRC re criteria for 
declaring general emergency per Commission emergency planning regulations. 
SPANGENBERG,F. Illinois Power Co. 87/04/28. MURLEY.T.E Document Control 
Branch (Document Control Desk). 5pp. 40770:143-40770:147. 


J. Insurance & indemnity information 


8705220260 Forwards Endorsements 30 & 31 to NELIA Policy NF-261 & Endorsement 
12 to MAELU Policy MF-121. 

TURNER, C.L. Illinois Power Co. 87/05/05. DINITZ,!. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 4pp. 41016:249-41016:252. 


P. Operating license stage documents & correspondence 


8705110194 Fomvards cost estimates for installation of addi telecommunications equip- 
ments in emergency operations facility in response to 860908 request. 

HALL,D.P. Illinois Power Co. 87/01/08. HIND,J.A. Region 3, Office of Director. 2pp. 
40883:136-40883:137. 

8705110334 Fonvards fifth investigation rept re equipment tampering incidents,in addi- 
tion to four repts transmitted by 861126 Itr.No further evidence of tampering 
ldentlfied.W/o end. 

SPANGENBERG.F. Illinois Power Co, 87/01/12. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 40880:190-40880:190. 

8705110246 Forwards DCRDR supplemental summary r^t providing progress on re- 
solving items listed In SSER 5 & Rev 0 to Procedure DCRDR 5.2.Unresolved items 
will be addressed in final rept expected within 90 days of receipt of full power OL. 
SPANGENBERG,F. Illinois Power Co. 87/03/28. BUTLER,W.R. BWR Project Director- 
ate 4. 30pp. 40880:326-40881 :002. 
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-8705110253 Rev 0 to Procedure DCRDR 5.2, “Verification of Implemented Human En- 
gineering Discrepancy Corrections." 

HOLLAND.W.H. Illinois Power Co. 87/02/23. 8pp. 40880:356-40881:002. 

8705110173 Requests listed questions be addressed during 870416 meeting on revised 
10CFR55 & conforming amends. 

SPANGENBERG.F. Illinois Power Co. 87/04/08. BURDICK,!. Region 3. Office of Di- 
rector. 2pp. 40881:186-40881:187. 

8705060404 Verifies accuracy of Tech Specs to instrument number matrix, per 870410 
Itr.No discrepancies noted. 

HALL.D.P. Illinois Power Co. 87/04/10. DAVIS, A.B. Region 3, Office of Director. Ip. 
40838:093-40838:093. 

8705070059 Updates 870410 list of out-of-svc annunciators.As of 870415, 12 out-of-svc 
annuciators require patch panel outage to repair. Electrical panel mods will be com- 
pleted by 870416 w/ exception of mod requiring Div III diesel generator outage. 
HALL,D.P. Illinois Power Co. 87/04/15. DAV1S,A.B. Region 3, Office of Director. 2pp. 
40849:265-40849:266. 

8705060234 Forwards Tech Specs (NUREG-1235) issued in connection w/ issuance of 
full power License NPF-62,W/o end. 

MULLER, D.R. Project Directorate 111-2. 87/04/28. SPANGENBERG,F. Illinois Power 
Co. 2pp. 40842:155-40842:156. 

8705120069 TECHNICAL SPECIFICATIONS FOR CLINTON POWER STATION.UNIT 1. 
Docket No. 50-461. (Illinois Power Company) 

* Office of Nuclear Reactor Regulation, Director (Post 870411). NUREG-1235. 87/04/ 
30. 562pp. 40897:147-40898:348. 

8705060279 Forwards description of changes to programs in Chapter 14 to FSAR,per 
License Condition 2.C.8, 

SPANGENBERG.F. Illinois Power Co. 87/05/01. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40820:127-40820:128. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705270342 Advises that util reviewed maint procedures & found that procedures pro- 
vide adequate reviews of maint work requests to assure agreement w/established 
procedures.per Allegation RIII-86-A-0200. 

SPANGENBERG.F. Illinois Power Co. 87/05/17. DAVIS.A.B. Region 3, Office of Di- 
rector. Ip. 41055:139-41055:139. 

8705260148 Forwards safety evaluation supporting util 851016 & 870305 Itrs re compli- 
ance w/atterate rod injection sys requirement of ATWS rule (1 0CFR50.62).Region III 
will verify installation & implementation.per Generic Ltr 85-06. 

MULLER.D.R. Project Directorate 111-2. 87/05/18. SPANGENBERG.F. Illinois Power 
Co. 3pp. 41030:196-41030:204. 

-8705260151 Safety evaluation supporting util compliance w/ATWS Rule 10CFR50.62, 
“Requirements for Reduction of Risk from ATWS Events for Light-Water-Cooled Nu- 
clo^r PowGf PIflnts ** 

* NRC - No Detailed Affiliation Given. 87/05/18. 6pp. 41030:199-41030:204. 

8705290075 Forwards summary of initial leak rate test results, p^r NUREG-0737.TMI 
Action Plan Item IIl.D.1.1, Plant program utilizes waikdowns to identify leakage from 
sys outside containment. 

SPANGENBERG.F. Illinois Power Co. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41 1 1 0:080-41 1 1 0:085. 

8705290107 Informs that final analysis of equipment re survivability in event of hydrogen 
generation & combustion following degraded core accident will not be submitted until 
871 030. Problems w/ testing program due to mechanical problems caused delay. 
SPANGENBERG.F. Illinois Power Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41114:185-41114:186. 


Q. Inspection reports, IE Bulletins & correspondence 

8705110277 Forwards addl info re remedial corrective action taken concerning 870106 
response to violation noted in Insp Rept 50-461/86-65, including closed condition repts 
from recent fuel handling events.w/o ends. 

SPANGENBERG.F. Illinois Power Co. 87/01/21. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 40880:230-40880:230. 

8705130152 Requests extension of 30-day response due date for violations noted in 
Insp Rept 50-461/86-73 until 870313. Addl time needed to develop adequate correc- 
tive action plan to address issue of design control in electrical panels. 
SPANGENBERG.F. Illinois Power Co. 87/02/10. KEPPLER,J.G. Region 3, Office of 
Director. Ip. 40915:001-40915:001. 

8705140151 Responds to NRC 870318 ltr re violations noted in Insp Rept 50-461/87- 
04.Encl Attachment A details utl re^onse to setting of time dial protective relays.W/o 
end. 

SPANGENBERG.F. Illinois Power Co. 87/04/16. DAVIS.A.B. Region 3, Office of Di- 
redor. Ip. 40915:169-40915:169. 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C;.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc, 103pp. 40769:102-40769:203. 

8705Q60040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co, of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc, 106pp. 41031:324-41032:068, 

8705260360 Advises that util will respond to WR Butler 870206 & 0325 Itrs re facility 
first 10-yr interval inservice insp program by 870630. 

SPANGENBERG.F, Illinois Power Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 1 p. 41 038:265-41 038:265. 


R. Periodic operating reports & related correspondence 


8705060420 “Annual Environ Operating Rept,860929-1231.” W/870501 ltr. 
SPANGENBERG.F. Illinois Power Co. 86/12/31. 3pp. 40839:012-40839:014. 

8705110328 "Personnel Whole Body Exposures for CY86." W/870327 ltr. 
SPANGENBERG.F. Illinois Power Co. 86/12/31. 2pp. 40883:176-40883:177. 

8705180103 Monthly operating rept for Apr 1987.W/870512 ltr. 
SPANGENBERG.F. Illinois Power Co. 87/04/30. 5pp. 40953:115-40953:119. 


S. Reportable occurrences, LERs & related correspondence 


8705050078 LER 87-021 -00:on 870330, automatic isolation of RCIC sys 
occurred.Caused by personnel error when trip signal inserted to one-out-of-one isola- 
tion logic.Personnel counseied.W/ 870430 ltr. 

SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/04/30. 4pp. 40792:083- 
40792:086. 


8705050125 LER 87-020-00:on 870330, RWCU sys automatically Isolated due to high 
differential flow trip signal.Caused by operator error.Operators trained on equalizing 
around & opening MSI Vs. Procedure 3002.01 revised.W/870430 ltr. 

SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/04/30. 4pp. 40812:076- 
40812:079. 


8705080019 LER 87-022-00:on 870407,three level instruments actuated on creation of 
pressure transient.Caused by personnel error while venting instrument process 
lines.Personnel retrained & appropriate procedural guidance developed.W/870505 ltr. 
SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/05/05. 4pp. 40871:303- 
40871:306. 

8705080316 NPDES noncompliance notification:on 870420,chlorine gas released from 
125 lb cylinder.Caused when chlorine cylinder storage cabinet heater malfunctioned & 
overheated causirig increased pressure forcing open blowout plug. 

SPANGENBERG.R Illinois Power Co. 87/05/05. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40871:283-40871:285. 

8705080119 RO:on 870506,reactor manually scrammed when reactor pressure vessel 
level began to rise.Caused by failure of feedwater valve controlling flow of water to 
reactor to open.Reactor shut down.State of IL & NRC response ctr notified. 
SPANGENBERG.F. Illinois Power Co. 87/06/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40862:101-40862:102. 

8705110148 LER 87-008-00:on 870408, support staff investigating change to Procedure 
CPS 9000.01 Identified procedure deficiency that resulted in shiftly channel checks for 
containment high isolation instrumentation not being performed.W/870507 ltr. 
SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/05/07. 5pp. 40881:095- 
40881:099. 


6705150365 PNO-lll-87-065:on 870505, contract security guard fired as results of blood 
alcohol test showing intoxication.Guard observed talking loudly & using profanity on 
870502.Security locks will be changed. 

CREED,J.R., AXELSON.W.L Region 3, Office of Director. 87/05/07. Ip. 40926:360- 
40926:360. 


8705220439 LER 87-023-00:on 87041 9,during startup, failed detector assembly in con- 
tainment exhaust process radiation monitor automatically isolated Div II hydrogen/ 
oxygen monitor.Caused by personnel error. Detector assembly replaced.W/870515 ltr. 
SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/05/15. 4pp. 41020:141- 
41020:144. 


8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting.List of attendees.events discussed & 
significant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. 87/05/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 

8705290099 Notification of unusual event:on 870524, motor-driven feed pump regulating 
valve 1FW-F004 malfunctioned.increasing reactor water level.Cause under 
investigation.Valve shifted to manual control w/no response. Event terminated same 
day. 

SPANGENBERG.F. Illinois Power Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41106:352-41106:353. 

8705290255 LER 87-024-00:on 870501 ,RWCU sys automatically isolated two times due 
to high differential flow signal.Caused by flow perturbations compounded by error in 
circuitry & personnel error.Sys stabilized & returned to svc.W/870526 ltr, 
SCHALLER.R.F., SPANGENBERG.F, Illinois Power Co. 87/05/26. 4pp. 41114:349- 
41114:352. 


V. Operator Examinations 


8705130198 Advises that operating licensing exams scheduled for 871026- 1106 ac- 
ceptable provided that written, simulator & oral exams will be given & some eligibility 
requirements may not be completed at time of exams.per Generic Ltr 86-14. 
SPANGENBERG.F. Illinois Power Co. 87/04/16. DAVIS.A.B. Region 3, Office of Di- 
rector. 2pp. 40915:025-40915:026. 

8705050318 Responds to 870416 request that two conditions be applied to exams re 
scope of exams & potential for waiver of certain eligibility requirements.Consideration 
of requests cannot be made until license applications receiveo. 

HEHL,C.W, Region 3, Office of Director. 87/04/29. GERSTNER.W.C. Illinois Power 
Co. 2pp. 40812:094-40812:095. 


DOCKET STN-50-470 CESSAR SYSTEM 80 
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A. Application/construction stage documents & correspondence 

0705260094 Final response to FOIA request.App C documents available in 
PDR, Forwards App D documents re Seabrook probabilistic safety study. AddI records 
available in PDR in Folder FOIA-87-10. Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:341. 

“8705260301 “Safety Evaluation of Ctore-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA "Safe^ Evaluation of Core-Melt Accidents: Indian Point...& Zion-Oper- 
atlng Reactor" & “Review of PRA for Seabrook...,” monthly repts for Oct 1984. 
KATO.W.Y. Brookhaven National Laboratory. FIN A-3706. 84/11/16. LYON.W. Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 


DOCKET STM-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8705120153 Responds to NRC 870415 Itr re violations noted in Insp Rept 50-482/87- 
oe.Corrective actlons:personnel retrained on requirements of administrative procedure 
re fire protection impairment control. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/05/05. Document Control 
Branch (Document Ckrntrol Desk). 2pp. 40907:206-40907:207. 

8705120307 Forwards response to Open Item 482/8707-01 noted In 870415 
Itr.Re^onse withheld (ref 10CFR73.21). 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp, 87/05/05. Document Control 
Branch (Document Control Desk). Ip. 40907:106-40907:106. 

8705220275 Discusses SALP rept for 860201 -870228.Performance was high 
level.specifically in maint, licensing & training & qualification effectiveness.Decline 
noted in surveillance & quality programs. Improvement noted in security. 

MARTIN, R.D. Region 4, Office of Director. 87/05/14. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. Ip. 41254:007-41254:008. 

8705210685 Forwards Insp Rept 50-482/87-10 on 870401 -30.No violation or deviation 
noted.Two unresolved items identified in rept. 

GAGLIARDO,J.E. Region 4. Office of Director. 87/05/15. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 41012:313-41012:327. 

“8705210688 Insp Rept 50-482/87-10 on 870401 -30.No violation or deviation 
noted.Major areas inspected:plant status, operational safety verification, emergency 
safety features sys waiKdown & physical security verification. 

CUMMINS.J.E., BARTLETT.B.L. HUNTER, D.R. Region 4, Office of Director. 87/05/ 
15. 13pp. 41012:315-41012:327. 


H. General correspondence 

8705180028 Responds to Itr expressing concern re turbine maint & balancing at plant & 
adequacy of corrective measures Implemented by licensee.Turbine trip on high vibra- 
tion previously installed eliminated & replaced w/alarm. 

CRUTCHFIELD, D. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 87/05/13. HALE.P. Affiliation Not Assigned. 7pp. 40962:117-40962:125. 

“8705180031 Discusses potential safety concern re vibration of turbine deck due to im- 

B roperly balanced rotor. 

lALE.P. Affiliation Not Assigned. 87/04/23. NRC - No Detailed Affiliation Given. 2pp. 
40962:124-40962:125. 


J. Insurance & indemnity information 

8705130009 Forwards documentation of ability to make payment of deferred 
premiums.per 10CFR 140.21 .Kansas Gas & Electric Co & Kansas Electric Power 
Cooperative.Inc will provide separate financial statements. 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/05/08. Document Control Branch 
(Document Control Desk). 6pp. 40910:236-40910:240. 


P. Operating license stage documents & correspondence 

8705150282 Application for amend to License NPF-42,revising Tech Spec Table 3.3-5 
to change ESF response times to reflect time required to transfer charging pump suc- 
tion from rod control tank to refueling water storage tank. Fee paid. 

BAILEY,J.A. Wolf Creek Nuclear Operating <2orp. 87/05/07. Document Control Branch 
(Document Control Desk). 9pp. 40929:09i^0929:1 1 1 . 

“8705150284 Proposed Tech Spec Table 3.3-6,changing ESF response times for trans- 
ferring charging pump suction from vol control tank to refueling water storage tank. 

• Wotf Creek Nuclear Operating Corp. 87/05/07. 6pp. 40929:106-40929:111. 

8705150335 Application for amend to License NPF-42.revlslng Tech Spec 3.1 .3.1 to 
allow continued operation for 72h w/one or more control rod assemblies inoperable 
due to electrical problems in rod control sys-Fee paid. 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 87/05/07. Document Control Branch 
(Document Control Desk). 8pp. 40927:204-40927:217. 

“8705150341 Proposed Tech Spec 3.1. 3.1 .allowing continued operation for 72h w/one 
or more rod assemblies inoperable due to electrical problems In rod control sys.Fee 
paid. 

• Wolf Creek Nuclear Operating Corp. 87/05/07. 6pp. 40927:212-40927:217. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260134 Application for amend to License NPF-42,revising Tech Spec 6.5.2.2 to re- 
place table of qualified technical personnel designated as members of nuclear safety 
review committee. Fee paid. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp, 87/05/14. Document Control 
Branch (Document Control Desk). 8pp. 41032:284-41032:294. 


“8705260138 Proposed Tech Specs.replacing table of qualified technical personnel 
designated as members of nuclear safety review committee. 

* Wolf Creek Nuclear Operating Corp. 87/05/14. 3pp. 41032:292-41032:294. 

8705210456 Forwards response to 861112 request for addi info re steam generator 
tube rupture analysis. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/15. Document Control 
Branch (Document Control Desk). 29pp. 41009:002-41009:030. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, ‘‘Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.CJ.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060147 Forwards request for addi info re util 870305 revised response to IE Bulle- 
tin 85-003, “Motor-Operated Valve Common Mode Failures During Plant Transients 
Due to Improper Switch Settings.” Comments on revised response also end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/04. 
CHARBONNEAU.A. MOVATS, Inc. 3pp. 40837:101-40837:103. 

8705120153 Responds to NRC 870415 Itr re violations noted in Insp Rept 50-482/87- 
OS.Corrective actions-.personnel retrained on requirements of administrative procedure 
re fire protection impairment control. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/05. Document Control 
Branch (Document Control Desk). 2pp. 40907:206-40907:207. 

8705120210 Responds to NRC 870413 Itr re violations noted in Insp Rept 50-482/87- 
08.Corrective actions:QA records generated while performing radwaste shipments re- 
viewed & personnel counseled. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/05. Document Control 
Branch (Document Control Desk). 3pp. 40909:303-40909:305. 

8705120307 Forwards response to Open Item 482/8707-01 noted in 870415 
Itr.Re^onse withheld (ref 10CFR73.21). 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/05. Document Control 
Branch (Document Control Desk). Ip. 40907:106-40907:106. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705130289 Concurs w/draft Itr & notice of violation associated w/ facility RCS flow for 
Enforcement Action EA-8 7-056. (Concurrence subj to listed comments. 

LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/12. MARTIN.R. Region 4. 
Office of Director. Ip. 40910:273-40910:273. 

8705220275 Discusses SALP rept for 860201 -87022B.Performance was high 
level.specifically in maint, licensing & training & qualification effectiveness.Decline 
noted in surveillance & quality programs. Improvement noted in security. 

MARTIN, R.D. Region 4, Office of Director. 87/05/14. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. Ip. 41254:007-41254:008. 

8705210685 Forwards Insp Rept 50-482/87-10 on 870401-30.No violation or deviation 
noted.Two unresolved items Identified in rept. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/16. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 41012:313-41012:327. 

“8705210688 Insp Rept 50-482/87-10 on 870401 -30.No violation or deviation 
noted.Major areas inspected;plant status, operational safety verification.emergency 
safety features sys waikdown & physical security verification. 

CUMMINS.J.E., BARTLETT.B.L. HUNTER.D.R. Region 4, Office of Director. 87/05/ 
15. 13pp. 41012:315-41012:327. 

8705220263 Discusses Insp Rept 50-482/87-06 on 870202-06 & forwards notice of 
violation.Addl mgt attention needed to assure that data & calculations used in surveil- 
lance & calibr procedures accurate. 

JOHNSON, E. Region 4, Office of Director. 87/05/15. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 41(521:178-41021:181, 

“8705220265 Notice of violation from insp on 870202-06. Violations noted: failure to 
maintain total setpoint document up-to-date & perform surveillance test activities per 
established procedures. 

* Region 4, Office of Director. 87/05/15. 2pp. 41021:180-41021:181. 

8705260184 Concurs w/proposed notice of violation re licensee errors in determining 
RCS flow rate & failure to document observed deficiencies to shift supervisor as two 
Severity Level IV violations. 

MIRAGLIA.P.J. Associate Director for Projects (Post 870411). 87/05/15. 

L1EBERMAN,J. Office of Enforcement (Post 870413). Ip. 41030:084-41030:084. 

8705270304 Ack receipt of 870505 Itr in response to 870415 notice of violation re Insp 
Rept 50-482/87-06.Response addresses concerns raised in notice.lmplementation of 
corrective actions will be reviewed during future insp. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/19. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp, 2pp. 41085:249-41085:252. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Norpower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705040304 “Wolf Creek Generating Station, Annual Environ Operating Rept 1 986.” W/ 
870429 Itr. 

HAINES.D.. VINCE,B., BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 86/12/31. 
20pp. 40785:232-40785:251. 

8705050343 “1986 Annual Radiological Environ Operating Rept,” W/870501 Itr. 
KING,V.A., BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 86/12/31. 127pp. 
40797:113-40797:239. 
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8705210609 Monthly operating rept for Apr 1987.W/870514 Itr. 

WILLIAMS.M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/04/30. 8pp. 
41012:262-41012:269. 

8705110180 Forwards errata to fourth semiannual radiological effluent release reptRevs 
include commitment to Reg Guide 1.21 in USAR,1986 Tech Spec limit for total body 
dose & solid waste summary. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/05. Document Control 
Branch (Document Control Desk). Ip. 40891:220-40891:221. 

-870S1 10359 Errata to fourth semiannual radiological effluent release rept for 1986. 

* Wolf Creek Nuclear Operating Corp. 87/05/05. Ip. 40891:221-40891:221. 


S. Reportable occurrences, LERs & related correspondence 


8705110181 LER 87-01 5-00:on 87041 2,control room ventilation isolation signal occurred 
due to chlorine monitor GK-AlTS-2 indicating high chlorine level In outside air 
makeup.Caused by tape used to detect chlorine not winding onto spool.W/870505 Itr. 
WILLIAMS.M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/05. 6pp. 
40883:185-40883:190. 

8705190569 LER 87-01 6-00:on 870409, continuous fire watch not maintained in ESF 
Switchgear Room 2 per Tech Spec 3.7.1 0.3.a.Caused by failure to properly instruct 
fire watch personnel.Supervisor & individual involved reprimanded.W/87051 1 Itr. 
WILLIAMS.M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/11. 5pp. 
40968:126-40968:130. 

8705210412 LER 87-01 8-00:on 87041 9, auxiliary feedwater actuation signal & steam 
generator blowdown & sample isolation signal occurred after block switch placed in 
“PERMIT" position- Caused by personnel error.Procedure changed. W/87051 4 Itr. 
WILLIAMS.M.G.. WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/05/14. 4pp. 
41012:258-41012:261. 

8705270221 LER 87-01 7-00:on 87041 9.reactor trips occurred during reduction required 
by Tech Spec 3. 1.3.1. Caused by rod control sys logic cabinet card failures. Degraded 
cards supplied by Westinghouse replaced.W/87051 9 itr. 

WILLIAMS.M.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/05/19. 8pp. 
41043:343-41043:350. 


V. Operator Examinations 

8705220275 Discusses SALP rept for 860201 -870228.Performance was high 
level.specificaliy in maint.iicensing & training & qualification effectiveness.Decline 
noted in surveillance & quality programs.Improvement noted in security. 

MARTIN, R.D. Region 4, Office of Director. 87/05/14. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. Ip. 41254:007-41254:008. 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8705220256 Revised emergency plan implementing procedures, including Rev 11 to EiP- 
ZZ-00201, “Notifications” & Hev 2 to EIP-ZZ-02001, “Phone Sys Operation During 
Emergencies.” 

CRAWFORD, S.J, Union Electric Co. 87/05/11. 41pp. 41017:232-41017:272. 

8705220082 Responds to NRC 870420 Itr re violations noted in Insp Rept 50-483/87- 
OS.Corrective actions:surveillance performed & completed satisfactorily, tracking engi- 
neer counseled & appropriate fire watches established. 

SCHNELL.D.F. Union Electric Co. 87/05/18. DAVIS,A.B. Region 3, Office of Director. 
5pp. 41017:048-41017:052. 

8705280055 Emergency plan Implementing procedures,including Rev 1 to EIP-ZZ- 
00215, “Emergency Response Facility Info Sys (ERFIS)," Rev 4 to EIP-ZZ-00220, 
"Emergency Team Formation” & Rev 6 to EIP-ZZ-00250, "Emergency Communica- 
tions.../' 

* Union Electric Co. 87/05/18. 46pp. 41089:301-41089:346. 

8705290165 Temporary Change Notice TCN 87-224 consisting of Rev 6 to Emergency 
Implementation Procedure tlP-ZZ-00250, “Emergency Communications & Record 
Keeping." 

* Union Electric Co, 87/05/19. 6pp. 41121:258-41121:262. 


H. General correspondence 


8705110219 Fonwards revised mailing list to facilitate distribution of NRC transmittals. 
SCHNELL,D.F. Union Electric Co. 87/05/05. Document Control Branch (Document 
Control Desk). 3pp. 40876:060-40876:062. 

8705260175 Requests Itr noticing NRC of wish to remain on mailing list & to continue 
to receive info re facility within 30 days of Itr receipt. 

ALEXION.T.W. Project Directorate III-3. 87/05/15. BOLLINGER.D. Missourians for 
Safe Energy. 2pp. 41030:135-41030:136. 

8705260190 Requests notification of wish to remaun on mailing list for Info re facility with 
30 days of Itr receipt or name will be removed from list. 

ALEXION,T.W. Project Directorate III-3. 87/05/15. GREEN, L.C. Green, Hennings & 
Henry. 2pp. 41030:064-41030:065. 

8705260195 Requests notification of wish to remain on mailing list to receive info re 
facility within 30 days of Itr receipt or name will be removed from list. 

ALEXION.T.W. Project Directorate III-3. 87/05/15. REILLY, M. League of Women 
Voters of University City. MO. 2pp. 41030:061-41030:062. 

8705260358 Requests notification re whether organization wishes to remain on mailing 
list for facility info within 30 days of Itr receipt. 

ALEXION.T.W. Project Directorate III-3. 87/05/15. BOLEF.D.I. Coalition for the Envi- 
ronment, St Louis Region. 2pp. 41039:090-41039:091. 


P. Operating license stage documents & correspondence 

8705050237 Forwards Tech Spec Surveillance Requirement 4.4.6.2.2 & list of RCS 
pressure isolation valves w/description of measures performed to assure integrity of 
valves as independent barriers, per Generic Ltr 87-06. 

SCHNELL,D.F. Union Electric Co. 87/04/29. Document Control Branch (Document 
Control Desk). 4pp. 40801:276-40801:279. 

8705130239 Forwards Amend 21 to License NPF-30 & safety evaluation. Amend 
changes Tech Specs increasing overall emergency diesel generator reliability & pre- 
venting undue stress & wear on diesel generator engines. 

ALEXION.T.W. Project Directorate III-3. 87/05/01. SCHNELL.D.F. Union Electric Co. 
3pp. 40911:079-40911:101. 

-8705130242 Amend 21 to License NPF-30,changing Tech Specs increasing overall 
emergency diesel generator reliability. 

WIGGINTON.D.L. Project Directorate III-3. 87/06/01. 15pp. 40911:082-40911:096. 

-8705130248 Safety evaluation supporting Amend 21 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/05/01. 5pp. 
40911:097-40911:101. 

8705130065 Forwards Amend 22 to License NPF-30 & safety evaluation. Amend revises 
Tech Spec Table 3.3-5 to Increase ESF response times by 15 s for listed items. 
ALEXION.T.W. Project Directorate 111-3. 87/05/04. SCHNELL.D.F. Union Electric Co. 
3pp. 40919:203-40919:220. 

—8705130073 Amend 22 to License NPF-30, revising Tech Spec Table 3.3-5 to increase 
ESF response times by 1 5 s for listed items. 

WIGGINTON.D.L Project Directorate III-3. 87/05/04. 11pp. 40919:206-40919:216. 

-8705130077 Safety evaluation supporting Amend 22 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 4pp. 
40919:217-40919:220. 

8705150466 Summary of 870429 meeting w/util & Westinghouse re reload for Cycle 3 
& power uprating amend requests.List of attendees & viewgraphs end. 

ALEXION.T.W. Project Directorate III-3. 87/05/04. Project Directorate III-3. 46pp. 
40939:177-40939:222. 

8705070130 Sixth partial response to FOIA request for documents re 
allegations. Forwards App C & D documents.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE, B.P. 
Government Accountability Project. 14pp. 40860:023-40860:055. 

-8103040765 Forwards request for addi info for review of radiation protection program. 
KREGER.W.E. Assistant Director for Radiation Protection. 81/02/02. TEDESCO.R.L 
Assistant Director for Licensing. 2pp. 40860:056-40860:057. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705260069 Forwards util 870416 application for amend to License NPF-30 & Amend 
22 to License NPF-30, per request.W/o end. 

ALEXION.T.W. Project Directorate III-3. 87/05/13. KUCERA.R.A. Missouri, State of. 
2pp. 41031:006-41031:038. 

8705260178 Forwards corrected Tech Spec Page B 3/4 3-1 for Amend 22 to License 
NPF-30, issued on 870504.Correctjon transfers four lines from bottom of Page B 3/4 
3-1 to top of Page B 3/4 3-2. 

ALEXION.T.W. Project Directorate III-3. 87/05/14. SCHNELL.D.F. Union Electric Co. 
3pp. 41030:085-41030:089. 

-8705260198 Corrected Amend 22 to License NPF-30, consisting of Pages B 3/4 3-1 & 
B 3/4 3-2 re reactor trip sys & ESF actuation sys intrumentation. 

* NRC - No Detailed Affiliation Given. 87/05/14. 1p. 41030:088-41030:088. 

8705290181 Final response to FOIA request re plant proposed civil penalty. Forwards 
App B & D dbcuments.App B & C documents partially & completely 
withheld, respectively (ref FOIA Exemptions 5 & 7).App B,D & E documents available 
in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/26. 
VARRfCCHIO.M. Government Accountability Project. 6pp. 41 1 15:057-41 1 15:1 14. 

—8705290187 Partially deleted memo re response to Asselstine 841004 request author- 
izing NRC to issue full power license arhend for plant. 

KEPPLER,J.G. Region 3. Office of Director. 84/10/16. DIRCKS.W.J. Office of the Ex- 
ecutive Director for Operations. 1 p. 41 1 1 5:066-41 1 1 5:066. 

-8705290281 Partially withheld memo forwarding evaluation of GAP 840928 late allega- 
tions re safety deficiencies affecting operation of plant at power levels greater than 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/10/16. ASSELSTINE 
Commissioners. 1 1 pp. 41 1 1 5:067-41 1 1 6:077. 

-8705290285 Partially withheld memo forwarding discussion of plant readiness for full 
power license.Listed items reviewed & determined satisfactorily completed. 
KEPPLER.J.G, Region 3, Office of Director. 84/10/16. DENTON, H.R. Office of Nucle- 
ar Reactor Regulation, Director (pre-851125). 10pp. 41115:078-41116:087. 

-8705290288 Partially withheld memo forwarding evaluation of GAP late allegations re 
safety deficiencies affecting operation of plant at power levels greater than 5%. Full 
power license should be issued on 841017. 

blRCKS.W.J. Office of the Executive Director for Operations. 84/10/17. ASSELSTINE 
Commissioners. 1 0pp. 4111 5:088-41 1 1 5:1 1 4. 


Q. Inspc^ctlon reports, IE Bulletins & correspondence 

8704180063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 
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8705060216 Responds to NRC request for addi info re NUREG*0737,ltem II.D.1 , “Per- 
formance Testing of BWR & PWR Relief & Safety Valves." Results from series of 
EPRI tests indicate need for insp & maint program to assure continual operability. 
SCHNELL.D.F. Union Electric Co. 87/04/24. Document Control Branch (Document 
Control Desk). 7pp. 40818:230-40818:236. 

8705040301 Submits special rept re number of tubes plugged during second steam gen- 
erator tube inservice insp, per Tech Spec 4.4.5.5.a.Tubes pluggedT while plant in Mode 
5 cold shutdown for planned maint outage. 

BLOSSER.J.D. Union Electric Co. 87-03. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40780:299-40780:300. 

8705080352 Forwards Safety Insp Rept 50-483/87-14 on 870421 -23.No violations 
noted. 

HARRISON.J.J. Region 3, Office of Director. 87/05/01. SCHNELL.D.F. Union Electric 
Co. 2pp. 40871:286-40871:292. 

-8705080353 Insp Rept 50-483/87-14 on 870421 -23.No violations or deviations 
noted. Major areas inspected.-electrical & instrumentation corrective & preventative 
maint activities & training. 

FALEVITS.Z.. CALHOUN, D.R., GARDNER, R.N. Region 3. Office of Director. 87/05/ 
01. 5pp. 40871:288-40871:292. 

8705110152 Forwards Safety Insp Rept 50-483/87-11 on 870414-16 & 21-23. No viola- 
tions noted. 

HARR ISON, J.J. Region 3, Office of Director. 87/05/04. SCHNELL.D.F. Union Electric 
Co. 2pp. 40881:086-40881:094. 

-8705110161 Insp Rept 50-483/87-11 on 870414-16 & 21-23.No violations or devi- 
ations noted.Major areas inspected:inservice insp work activities, steam generator 
sludge lancing & training & qualification effectiveness. 

JONES, D.E., DANIELSON.D.H. Region 3, Office of Director. 87/05/04. 7pp. 
40881:088-40881:094. 

8705110236 Forwards request for addI info re IE Bulletin 85-003, "Motor-Operated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Set- 
tinqs." Response requested within 1 month of Itr receipt. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/07. SCHNELL.D.F. Union Electric 
Co. 4pp. 40881:027-40881:030. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705220082 Responds to NRC 870420 Itr re violations noted in Insp Rept 50-483/87- 
05.Corrective actions:surveillance performed & completed satisfactorily.tracking engi- 
neer counseled & appropriate fire watches established. 

SCHNELL,D.F. Union Electric Co. 87/05/18. DAVIS, A.B. Region 3, Office of Director. 
5pp. 41017:048-41017:052. 

8705280007 Forwards Insp Rept 50-483/87-12 on 870406-1 6.No violations noted.Info 
updating Q-list commitment documented in Paragraph 2 of rept. 

HARRISON.J.J. Region 3. Office of Director. 87/05/18. SCHNELL.D.F. Union Electric 
Co. 2pp. 41088:347-41088:359. 

-8705280011 Insp Rept 50-483/87-12 on 870406-1 6.No violations or deviations 
noted.Major areas inspected:previously identified concems.licensee verification & as- 
sessment activities of design changes & maint program activities. 

VANDEL,T.E., JABLOWSKI.F.J. Region 3, Office of Director. 87/05/18. 11pp. 
41088:349-41088:359. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705050244 "Annual Environ Operating Rept 1986." W/870427 Itr. 

SCHNELL,D.F. Union Electric Co. 86/12/31. 406pp. 40799:001-40800:046. 

8705190234 Monthly operating rept for Apr 1987.W/870513 Itr. 

KEITH,B.W., BLOSSER,J.D. Union Electric Co. 87/04/30. 6pp. 40968:025-40968:030. 


S. Reportable occurrences, LERs & related correspondence 

8705050212 LER 87-002-00:on 870403.plant shut down due to inoperability of diesel 
generator A on 870401 & fuel oil leak on injector pump housing on 870402.Caused by 
faulty control card plug-in connections & crack in valve,W/87050l Itr. 

AFFOLTER.R.D., BLOSSER,J.D. Union Electric Co. 87/05/01. 6pp. 40802:125- 
40802:130. 

8705110358 LER 87-004-00:on 870404,while in Mode 5 cold shutdown, release of pri- 
mary coolant to containment environ occurred. Caused by inadequate spec of type of 
connection to be used between pressurizer & pressurizer relief tank.W/870504 Itr. 
TAYLOR,M.E., BLOSSER,J.D. Union Electric Co. 87/05/04. 5pp. 40883:179- 
40883:183. 

8705130017 LER 87-003-00:on 870402,reactor protection sys actuation occurred due to 
water level in steam generator decreasing lo-lo level trip setpointCaused by open 
power supply breaker.Breaker replaced & workers retrained.W/870504 Itr. 
TAYLOR,M.E., AFFOLTER.R.D., BLOSSER,J.D. Union Electric Co. 87/05/04. 7pp, 
40910:061-40910:067. 

8705120243 LER 87’005-00:on 870408.three fire suppression water sys isolation valves 
discovered omitted from surveillance procedure used to satisfy Tech Spec 
4.7.10.1. 1.e.Caused by procedural inadequacy.Valves cycled on 870408, W/870508 Itr. 
DAVIS,J.E., BLOSSER.J.D. Union Electric Co. 87/05/08. 6pp. 40907:100-40907:105. 

8705190231 LER 87-006-00:on 87041 3,util received Itr from Westinghouse re inaccura- 
cy in Tech Specs for response times associated w/ safety injection sIgnal.Tech Spec 
change requested & granted on 870504.W/870513 Itr. 

ROBINSON.W.R., BLOSSER.J.D. Union Electric Co. 87/05/13. 5pp. 40968:031- 
40968:035. 


DOCKET STN-50-486 CALLAWAY PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8705070130 Sixth partial response to FOIA request for documents re 
allegations.Forwards App C & D documents.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project. 14pp. 40860:023-40860:055. 

-8103040765 Forwards request for addi info for review of radiation protection program. 
KREGER.W.E. Assistant Director for Radiation Protection. 81/02/02. TEDESCO.R.L. 
Assistant Director for Licensing. 2pp. 40860:056-40860:057. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 

8705070090 FOIA request for all records re util "mock disaster" drill on 87031 1 as re- 
ported in end Daily Tribune 870313 article. 

BAUMAN, L. Government Accountability Project. 87/04/10. Office of Administration 
(Pre 870413). 4pp. 40860:017-40860:020. 

8705010135 Forwards revs to FSAR App 7A.S re suppi to NUREG-0737, incorporating 
editorial corrections & technical clarifications to provide consistency w/emergency 
plan. Conclusions previously reached in SER remain valid. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/23. Document Control 
Branch (Document Control Desk). 10pp. 40770:128-40770:137. 

8705010095 Forwards proprietary & nonproprietary, "Addi Info in Support of Elimination 
of Postulated Pipe Ruptures in Pressurizer Surge Lines of South Texas Project Units 1 
& 2,” docketing info discussed during 870416 meeting. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 4pp. 40768:187-40768:225. 

-8705010098 Requests withholding proprietary "Addi Info in Support of Elimination of 
Postulated Pipe Ruptures in Pressurizer Surgeline of South Texas Units 1 & 2," per 
10CFR2 790 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/04/21. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 40768:191-40768:225. 

-8705010103 "Addi Info in Support of Elimination of Postulated Pipe Ruptures in Pres- 
surizer Surge Lines of South Texas Project Units 1 & 2." 

ROARTY,D.H., WITT.F.J., SWAMY.S.A. Westinghouse Electric Corp. 87/04/30. 27pp. 
40768:199-40768:225. 

8705010109 Forwards revs to FSAR Table 5.4.A-1,App 10A & response to Question 
440.30N.Changes made for consistency w/ long-term cooling rept & other FSAR sec- 
tions. 

W1SENBURG,M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 6pp. 40774:347-40774:352. 

8705050032 Forwards annotated change to FSAR Tables 3,2.B-1 & 3.9-10. Changes 
will be incorporated in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 4pp. 40791:167-40791:170. 

8705050036 Forwards annotated rev to FSAR Table 9,4-5. 1 re control room & electrical 
auxiliary bldg failure modes & effects analysis.Rev clarifies effect of inadvertent ener- 
gization of control room heater. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 4pp. 40797:278-40797:281. 

8705050060 Forwards annotated rev to FSAR Section 9.2.1. 1.2 re open-loop auxiliary 
cooling water sys.Rev identifies that stainless steel piping used in certain specific in- 
stances to minimize potential for cavitation damage. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 4pp. 40796:095-40796:098. 

8705050336 Forwards pages to be included in FSAR Amend 59, covering revs to organi- 
zation description in Sections 13.1 & 17.2. Tech Spec Figures 6.2-1 & 6.2-2, reflecting 
changes to be consistent w/ FSAR, also end. 

WIStNBURG,M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 45pp. 40800:306-40800:350. 

8705050170 Forwards revs to FSAR Figure 6.2.4-1 .Sheets 35-42,indicating lines meet 
GDC 56 rather than GDC 57 & Sheets 24-29, clarifying applicability of GDC 57 to 
cooling water return lines from reactor containment fan coolers. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 17pp. 40812:176-40812:192. 

8705050188 Submits interim r^t on activities undertaken in order to evaluate use of 
welded attachments on ASME III Class 2 & 3 piping at plant,per 870408 Itr.Evaluation 
of pipe supports contInuing.Final rept will be forwarded by 870710. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 4pp. 40801:315-40801:318. 

8705050234 Advises that vibration testing on three Unit 1 diesel generators complete &. 
vibration levels acceptable, per util 861201 revised guidelines.Similar testing will be 
performed on Unit 2 diesel generator fuel oil piping. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 2pp. 40812:226-40812:227. 

8705060207 Forwards responses to solid state protection sys (SSPS) items identified in 
audit on 870128-30 & discussion of noise fault testing performed on SSPS.Supporting 
info.including correspondence between PG&E & NRC also end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 19pp. 40818:337-40819:153. 

-8705060227 Forwards "Westinghouse Protection Sys Noise Tests" in support of appli- 
cations for OLs for Units 1 & 2,Ack of receipt of ends requested.Related info encl.W/ 

CR%Je!?.A. Pacific Gas & Electric Co. 75/01/16. NRC - No Detailed Affiliation Given. 
3pp. 40818:356-40818:358. 
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-8705060339 Forwards "Westinghouse Protection Sys Noise Tests," dtd Dec 1974, in 
support of application for OL.Related info encl.W/o rept. 

CRANE, PA Westinghouse Electric Corp. 75/07/07. Division of Reactor Licensing 
(NRR-1975 only). 9pp. 40818:359-40819:007. 

-8705060354 Requests meeting to resolve position re tests to demonstrate design ade- 
quacy of wiring separation within instrumentation & control protection racks,per 
840807 meeting. 

EICHELDINGER.C. Westinghouse Electric Corp. 75/08/19. RUSCHE,B.C. Office of 
Nuclear Reactor Regulation, Director. 2pp. 40819:008-40819:009. 

-8705060243 Fon^rards evaluation of “Westinghouse Protection Sys Noise Tests.” dtd 
Dec 1974 & SuppI 1 dtd 750220.Rept acceptable w/stated exceptions. Provision of 
schedule for responding to concerns requested within 7 days of receipt of Itr. 
PARR.O.D. Division of Reactor Licensing (NRR-1975 only). 75/09/04. 
MORRISSEY. J.C. Pacific Gas & Electric Co. 7pp. 40819:010-40819:016. 

—8705060253 Responds to 750819 Itr re agreements for wiring separation within instru- 
mentation & control protection racks & request for meeting to discuss extension of 
agreements.Contact w/ TA Ippolito to arrange meeting suggested.Related Itr end. 
HEINEMAN.R. Division of Technical Review (NRB-1975 only). 75/10/14. 
EICHELDINGER.C. Westinghouse Electric Corp. 2pp. 40819:017-40819:018. 

-8705060260 Forwards Rev 2 to “Westinghouse Protection Sys Noise Tests,” In sup- 
port of application for OLs.per NRC requirements transmitted w/750904 Itr, 
CRANE,P.A. Pacific Gas & Electric Co. 75/11/24. Division of Reactor Licensing (NRR- 
1975 only). 2pp. 40819:019-40819:020. 

-8705060263 Forwards evaluation accepting “Westinghouse Protection Sys Noise 
Tests.” submitted w/7501 16,0407 & 1124 Itrs. 

PARR.O.D. Light Water Reactors Branch 3. 76/04/22. MORRISSEY.J.C. Pacific Gas 
& Electric Co. 8pp. 40819:021-40819:028. 

-8705060264 Rev 2 to “Westinghouse Protection Sys Noise Tests.” 

KATZ,D.N.. MARASCO, F.W.. LIPCHAK.J.B. Westinghouse Electric Corp. 75/10/31. 
125pp. 40819:029-40819:153. 

8705110365 Forwards rev to FSAR Section 5.2.3.2.I. “Chemistry of Reactor Coolant,” 
Incorporating oxygen concentration controls for reactor coolant temps above 250 
F.Disregard for changes to FSAR Table 5.2-4, submitted on 870421 requested. 
WISENBURG.M.R, Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 6pp. 40875:075-40875:080. 

8705050316 Forwards marked-up proof & review Tech Spec Pages 3/4 8-18 & 3/4 8-3 
which should have been incluaed In 870316 Itr. 

WISENBURG.M.R, Houston Lighting & Power Co, 87/05/01. Document Control 
Branch (Document Control Desk). 4pp. 40812:083-40812:086. 

8705050320 Forwards annotated revs to FSAR Chapters 7,9 & 1 1 .reflecting design 
mods to reactor containment bldg 1 8-inch supplemental purge lines to isolate on high 
radiation signaI.Revs will be incorporated into future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/01. Document Control 
Branch (Document Control Desk). 12pp. 40804:312-40804:323. 

8705070005 Forwards revised pages to util FSAR which reflect change in commitment 
to Reg Guide 8.27 re radiation protection aspects of general employee training 
courses. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/01. Document Control 
Branch (Document Control Desk). 4pp. 40849:221-40849:224. 

8705070193 Forwards request for addi info re Generic Ltr 83-28,ltem 2.2, “Vendor Inter- 
face fPrograms for All Safety-Related Components)," to determine conformance w/ 
SRP, Sections 7.2 & 17.2.ltem will not impact licensing.per SSER (NUREG-0781). 
KADAMBl.N.P. Project Directorate IV. 87/05/04. GOLDBERG.J.H. Houston Lighting & 
Power Co. 3 pp. 40854:052-40854:054. 

8705070307 Forwards responses to SQRT.PVORT & environ questions. Auxiliary feed- 
water turbine driven pump demonstrates ability to respond in miniflow mode & min 
desim flow mode for extended periods of time. 

WISENBURG.M.R. Houston Lighting & Power Co, 87/05/04. Document Control 
Branch (Document Control Desk). 5pp. 40849:102-40849:106. 

8705120319 Forwards revised offsite dose calculations manual & revised Tech Spec 
Figure 5,1 -4, per recent agreements w/NRC & util re radiological effluent monitoring. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/04. Document Control 
Branch (Document Control Desk). 30pp. 40907:295-40907:324. 

8705070129 Final response to FOIA request for documents.App A documents available 
in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. BAUMAN.L. 
Government Accountability Project. 2pp. 40860:021-40860:022. 

8705070248 Forwards sketch of dc control power feeds to 13.8 kV Switchgears 1F,1G 
& 1H before & after second source of dc control power supplied.Changes will be com- 
pleted prior to fuel load. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/06. Document Control 
Branch (Document Control Desk). 3pp. 40847:359-40847:361. 

8705130016 Informs that util will wrap solid state protection sys (SSPS) demultiplexer & 
time synchronization cables to resolve NRC concerns during 870504 meeting that de- 
viation from Reg Guide 1 .75 unacceptable. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 2pp. 40910:230-40910:231. 

8705130037 Forwards revised pages to FSAR Tables 3.2.A-1 & 3.2.B-2 re quality classi- 
fication of structures.sys & components. Certain items in tables proposed for deletion 
in 870417 ltr retained per discussions w/NRC. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 8pp. 40910:314-40910:321. 

8705180170 Advises that critical safety functions will be continuously displayed, per NRC 
concern re review of 870319 response to 870312 SPDS audit rept.Method of display 
discussed. 

WISENBURG.M.R, Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk^ 2pp. 40955:068-40955:069. 

8705180499 Forwards annotated revs to FSAR Section 17.2, “QA.” Revs initiated in re- 
sponse to NRC questions.Revs will be incorporated into future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control DeskX 8pp. 40951:093-40951:100. 


8705190026 Forwards annotated rev to FSAR Section 14.2.12.2 re preoperational Test 
Summaries 25,79 & 95.Rev will be incorporated into future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 9pp. 40964:208-40964:216. 

8705210437 Informs that util will clean diesel generator oil storage tanks using sodium 
hypochlorite solution prior to end of 10 yr interval.per Tech Spec Surveillance Require- 
ment 4.8.1 .1.2.g.1. Beginning of 10 yr interval is May 1986. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 2pp. 41012:228-41012:229. 

8705110159 Forwards addI info re seismic model used in qualification of high head 
safety injection pump & verification of computer code used for analysis.per util agree- 
ment during meeting w/ NRC. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 7pp. 40881:309-40881:315. 

8705110186 Forwards discussion of status of SORT & 10CFR50.49 equipment qualifica- 
tion programs for plant. Ltr specifically addressing as-built reconciliation program will 
be provided separately. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 

Branch (Document Control Desk). 4pp. 40882:015-40882:018. 

8705110230 Submits info re postulated LOCA in Modes 3 & 4,per 870505 requesLBasis 
for assumption that 10 minutes available for operator action following 8 inch or small- 
er break in Modes 3 & 4 provided to NRC in Westinghouse Ltr NS-NRC-86-3144. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 

Branch (Document Control Desk! 4pp. 40881:043-40881:046. 

8705110279 Forwards nonproprietary WCAP-11488 & Rev 1 to proprietary WCAP- 
11273, “Westinghouse Setpoint Methodology for Protection Sys.South Texas Project." 
Westinghouse 870507 Itr also encl.Proprietary rept withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 

Branch (Document Control Desk). 3pp. 40876:154-40876:255. 

-8705110291 Submits application for withholding Rev 1 to proprietary WCAP-11273, 
“Westinghouse Setpoint Methodology for Protection Sys.South Texas Project," (ref 
10CFR2.790). Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/05/07. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 40876:157-40876:165. 

—8705110309 Nonproprietary WCAP-11488, "Westinghouse Setpoint Methodology for 
Protection Sys.South Texas Project.” 

TULEY.C.R. Westinghouse Electric Corp. WCAP-11488. 87/05/31. 90pp. 40876:166- 
40876:255. 

8705120079 Forwards addi info re pneumatic containment purge & vent valve 
operability.supporting util 850430,1030,860915 & 0929 submittals. W/six oversize 
drawings. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 10pp. 40884:332-40885:314. 

-8705120094 Rev 1 to "Purge Containment Isolation Valve,” operability analysis & test 
rept. 

* Valtek, Inc. 34753/2-48 R01. 87/04/17. 58pp. 40884:342-40885:039. 

-8705120102 “Qualification Test Rept on Valve & Actuator for Valtek,lnc, 
Springsville.UT.” 

BAUER, P., BURKHARD.K.J., MOLNAR.J.S. American Environments Co. STR-33186-1. 
87/04/13. 50pp. 40885:040-40885:089. 

-8705120113 Rev 2 to “Seismic/Environ Qualification Rept of Purge Isolation Control 
Valves,” design rept. 

* Valtek, Inc. 34753/52-48 R02. 87/05/06. 34pp. 40885:090-40885:123. 

-8705120127 Rev A to "Seismic Qualification Test of One 18-Inch Control Valve & Ac- 
tuator for Valtek.Inc." 

ANDERSON.J.J., SEIFULLIN.K., HOUSTEAU.L. Wyle Laboratories. 53640 R A. 87/ 
05/06. 283pp. 40885:124-40885:314. 

8705120214 Provides clarification of existing design re isolation of reactor containment 
bldg supplementary purge lines on high radiation & proposes mods to make configura- 
tion acceptable to NRC. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 4pp. 40909:298-40909:302. 

8705120245 Provides updated status re resolution of human engineering deficiencies 
discussed during CRDR audit & in 870313 Itr. Mods made to control room ventilation 
in order to reduce background noise levels.Results will be provided. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 3pp. 40904:048-40904:050. 

8705120318 Understands that NRC finds meteorological measurement sys 
acceptable. Item considered closed.AddI 6 months of data from Nov 1986 - Apr 1987 
will be provided.Comparison of data from primary & backup towers will also be provid- 
ed by Aug 1 987. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 2pp. 40893:358-40893:359. 

8705120343 Advises that Category I structures completed.Const dewatering of plant 
areas terminated in Jan 1987.Monitoring of groundwater levels will continue using per- 
manent piezometer sys. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 3pp. 40907:351-40907:353. 

8705120370 Forwards annotated rev to FSAR Section 11.2 re hydrostatic testing of 
liquid waste mgt sys & compliance w/NRC branch Technical Position ETSB 11- 
1. Changes revise FSAR to be consistent w/project requirements for sys. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 5pp. 40905:051-40905:055. 

8705130250 Final response to FOIA request for documents re plant. Forwards docu- 
ments listed in App B. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. BAUMAN.L 
Government Accountability Project. 2pp. 4091 1 :21 6-4091 1 :237. 
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8705140025 Fowards INEL trip rept of 861215 site visit re audit of pump & valve oper- 
ability assurance program.Several specific & generic issues identified in SER Section 
3.10.2 must be resolved before fuel load.W/o stated rept. 

MASCIANTONIO.A, Mechanical Engineering Branch. 87/05/08. MARSH, L B. Mechan- 
ical Engineering Branch. 1p. 40960:227-40960:306. 


-8705180059 "Audit of Pump & Valve Operability Assurance Program for South Texas 
Project, Unit 1," informal rept. 

KIDO.C., STROMBERG,H.M. EG&G Idaho, Inc. (subs, of EG&G, Inc.). KIDO.C. Idaho 
National Engineering Laboratory. FIN A-6415. EGG-NTA-7681. 87/04/30. Office of 
Nuclear Reactor Regulation, Director (Post 87041 1 ). 78pp. 40960:228-40960:306. 

8705180114 Forwards info re Struthers-Dunn relays & magnetic current transformers 
used as isolation devices,per NRC 870312 request. Wyle Test Rept 47950-01 also 
end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk! 11pp. 40953:313-40954:052. 

-8705180146 Sanitized version of “Test Program on Isolation Relays & Analog Signal 
Isolators for Use in Hope Creek Generating Station." W/three oversize drawings. 
JOHNSON, G.D. Wyle Laboratories. 47950-01 . 85/09/26. 88pp. 40953:324-40954:052. 

8705180409 Forwards revised proof & review Tech Specs & offsite dose calculation 
manual pages for incorporation into final proof & review Tech Specs.Revised Tech 
Specs & offsite dose calculation manual pabes based on agreement w/util. 
WISENBURG,M.R. Houston Lighting & Flower Co. 87/05/08. Document Control 
Branch (Document Control Desk). 51pp. 40955:070-40955:120. 

8705270477 Forwards audit rept from NRC contractors on pump & valve operability 
program.NRC evaluation of audit incorporated into SSER 3. 

KADAMBI.N.P. Project Directorate IV. 87/05/08. GOLDBERG, J.H. Houston Lighting & 
Power Co. 4pp. 41065:057-41065:139. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requIrements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:31 1-41018:002. 


8705290014 Forwards comparison of facility SPDS design requirements w/ require- 
ments of SuppI 1 to NUREG-0737 for closure of Section 3.1 in SPDS audit rept,per 
NRC requests. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/05/22. Document Control 
Branch (Document Control Desk). 8pp. 41106:236-41106:243. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8705040001 Discusses results of expanded spill analysis re Sondex extensometers 
decommissioning.AnalysIs demonstrates that further efforts to decommission geotech- 
nical instruments unnecessary.Revised FSAR & SER sections end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 13pp. 40780:161-40780:173. 

8705040308 Forwards Rev 0 to Station Procedure OPGP3-CN-0006, "Nonsafety-Relat- 
ed (NON Q) Communications Sys Testing Program,’’ submitted per Confirmatory Item 
19of SER. NUREG-0781. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 2pp. 40780:288-40780:298. 

-8705040228 Rev 0 to Station Procedure OPGP3-CN-0006, "Nonsafety-Related (NON 
Q) Communications Sys Testing Program." 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. 9pp, 40780:290- 
40780:298. 

8705040239 Forwards portion of Bechtel Engineering Corp Calculation EC-5000,voltage 
regulation study per FSAR Question 430.20N & SER (NUREG-0781 ).Section 
8.3.1, Page 8-6. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 356pp. 40776:054-40777:049. 

8705040299 Advises of completion of reactor vessel water level sys (RVWLS) preopera- 
tional testing, per License Condition 1 in SER (NUREG-0781 ).Results of preoperational 
testing indicate that RVWLS expected to function as designed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 3pp. 40779:201-40779:203. 


8705190440 Forwards status rept on SSER technical inputs subsequent to 870404 & 05 
meetings w/technical staff.Attendance of assistant director &/or branch chiefs associ- 
ated w/each item requested at 870518 meeting in F Schroeder office. 

CRUTCHFIELD, D. Division of Reactor Projects - IIIJV.V & Special Projects (Post 
870411). 87/05/14. SHAO.L.C. Division of Engineering & Systems Technology (Post 
870411). MILLER, H.J. Division of Licensee Performance & Quality Evaluation (Post 
87041 1 ). 5pp. 40966: 1 58-40966: 162. 

8705220160 Advises that engineering assurance program corrective actions completed 
for Unit 1. Engineering assurance team identified need to reconcile differences be- 
tween Unit 1 & 2 design. Document turnover program will continue into 1988. 
GOLDBERG, J.H. Houston Lighting & Power Co. 87/05/14. Document Control Branch 
(Document Control Desk). 2pp. 41021:001-41021:002. 

8705260370 Forwards corrected info re Struthers-Dunn relays & magnetic current 
transformers,per 870508 responses to NRC std isolation question. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/14. Document Control 
Branch (Document Control Desk). 8pp. 41038:227-41038:234. 

8705270025 Forwards one oversize drawing containing safety-related balance-of-plant 
setpoints.Setpoints determined using Westinghouse setpoint methodology submitted 
in util 870508 ltr. 

WISENBURG.M.R, Houston Lighting & Power Co. 87/05/14. Document Control 
Branch (Document Control Desk). 3pp. 41051:306-41051:308. 

8705260144 Requests scheduler exemption from GDC 57 for penetrations M 23, M 26 & 
M 28 for component cooling water (CCW) return lines from reactor containment fan 
coolers until first scheduled refueling outage. 

GOLDBERG. J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). 13pp. 41038:323-41038:335. 


8705050287 Advises that chemical & vol control sys included in inservIce leakage test 
program administered by util.per SSER 2 (NUREG-0781) & ASME Section Xl.Util con- 
siders confirmatory item closed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/01. Document Control 
Branch (Document Control Desk). 2pp. 40800:150-40800:151. 

8705110154 Advises that util reviewed NRC evaluation of Westinghouse Owners Group 
steam generator tube rupture repts. Requested info will be provided following first refu- 
eling outage.Info closes SER Confirmatory Item 28. 

WlScNBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 2pp. 40881:316-40881:317. 

8705260171 Requests review of end SSER 3 prior to issuance.W/o end. 

CALVO.J.A. Project Directorate IV. 87/05/15. REIS.E.J, Deputy General Counsel. Ip. 
41030:137-41030:137. 

8705270393 Requests SER Confirmatory Item 45 re bottom mounted instrumentation 
(BMI) thimble vibration closed per 870505 meeting in Bethesda.MD.Results of flow 
limiting device insp will be submitted after first refueling. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/20. Document Control 
Branch (Document Control Desk). 3pp. 41085:244-41085:246. 

8705290159 Forwards Drawing 6M-18-9-N-601 59, describing layout of truck bay area, in 
response to request for addi info re monitoring particulate airborne contamination in 
solid waste processing sys area (Confirmatory Item 22).W/one oversize drawing. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/20. Document Control 
Branch (Document Control Desk). 2pp. 41114:130-41114:133. 


F. Security, medical, emergency & fire protection plans 


8705260156 Forwards final draft Tech Specs for review & certification w/FSAR.SER & 
as-built facility. Response requested by 870601. W/o end. 

PERCH,R.L Project Directorate IV. 87/05/18. GOLDBERG, J.H. Houston Lighting & 
. Power Co. 3pp. 41030:1 93-41 030:1 95. 

8705270064 Forwards Westinghouse nonproprietary & proprietary “...Info in Support of 
Elimination of Postulated Pipe Ruptures...," per util 861114 request for exemption from 
10CFR50,App A, GDC 4 requirements.Proprietary rept withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/18. Document Control 
Branch (Document Control Desk). 4pp. 41051:203-41051:245. 

-8705270082 Requests that proprietary “AddI Info in Support of Elimination of Postulat- 
ed PIm Rupture in Accumulator Une of South Texas Units 1 & 2," be withheld (ref 
10CFR2.790). Figures of Accumulator Loops 1,2 & 3 end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/05/07. MURLEYJ. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 41051:207-41051:216. 

“■8705270092 Nonproprietary “Addi Info in Support of Elimination of Postulated Pipe 
Ruptures in Accumulator Lines of South Texas Project Units 1 & 2.” 

CHANG, K.C., PALUSAMY,S.S.. SWAMY,S.A. Westinghouse Electric Corp. 87/05/31. 
29pp. 41 051 :21 7-41 051 :245. 

8705270225 Forwards “Final Rept-Colorado River Entrainment & Impringement Monitor- 
ing Program," detailing Phase 2 study results. 

WTSENBURG,M.R. Houston Lighting & Power Co. 87/05/18. Document Control 
Branch (Document Control Desk). 2pp. 41086:249-41087:009. 


8705010096 Forwards Rev 3 to “South Texas Project Electric Generating Station Emer- 
gency Plan." Plant prompt notification sys will be complete w/completion of distribu- 
tion of tone alert radios. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. Document Control 
Branch (Document Control Desk). 5pp. 40764:250-40764:289. 


—8705010100 Rev 3 to "South Texas Project Electric Generating Station Emergency 
Plan.” 

• Houston Lighting & Power Co. 87/04/21 . 35pp. 40764:253-40764:289. 


8705040308 Fonvards Rev 0 to Station Procedure OPGP3-CN-0006, "Nonsafety-Relat- 
ed (NON Q) Communications Sys Testing Program,” submitted per Confirmatory Item 
19 of SER, NUREG-0781. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 2pp. 40780:288-40780:298. 


-8705040228 Rev 0 to Station Procedure OPGP3-CN-0006, "Nonsafety-Related (NON 
Q) Communications Sys Testing Program.” 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. 9pp. 40780:290- 
40780:298. 


8705050030 Informs that periodic test program for portions of emergency dc lighting sys 
required to meet 10CFR50,App R will include listed commitment in addition to commit- 
ments identified in 861209 ltr. Confirmatory Item 20 closed. 

WISENBERG.M.R. Houston Lighting & Power Co, 87/04/28. Document Control 
Branch (Document Control Desk). 2pp. 40790:349-40790:350. 


—8705270253 “Final Rept-Colorado River Entrainment & Impingement Monitoring 
Program.Phase 2 Studies.Jul 1983 - Nov 1985.” 

MCADEN.D.C., BAKER.W.B., GREENE,G.N. Houston Lighting & Power Co. 87/04/30. 
120pp. 41086:251-41087:009. 

8705270478 Provides addi info, per 870506 ltr, re 1 25-volt dc control power for 1 3.8 kV 
switchgear.STP design provides two sources of dc power via automatic 
switches.Design provioes degree of safety & reliability. Deviation requested. 
WISENBURG.M.R. Houston Lighting & Power Ck). 87/05/20, Document Control 
Branch (Document Control Desk). 3pp. 41084:191-41084:193. 


8705040122 Ack receipt of 870327 ltr informing NRC of schedule for resolving deficien- 
cies noted in Emergency Preparedness Insp Repts 50-498/86-35 & 50-499/86- 
35.Schedule re^onsive to concerns identified in repts. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/04/29. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 40779:20440779:212. 

8705050104 Forwards revised FSAR Section 9.5.1, "Fire Protection Sys.” Changes in- 
corporated for consistency w/fire hazards analysis rept & other design documents. 
WISENBURG,M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 14pp. 40812:119-40812:132. 
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8705120373 Provides updated schedule for resolving deficiency items listed in emergen- 
cy preparedness appraisal insp rept. Comprehensive training program of emergency 
response personnel will be complete before full power OL 

VAUGHN.G.E. Houston Lighting & Power Co. 87/05/01. Document Control Branch 
(Document Control Desk). 3pp. 40905:046-40905:048. 

8705130023 Forwards excerpt from Amend 6 to plant fire hazard analysis rept, Section 
2.4. 1.2 re charging pump suction gravity pump. Section changed to describe ability of 
charging pumps to take suction from gravity drain sys of boric acid tanks. 
WIStNBURG,M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 3pp. 40910:277-40910:279. 

8705140117 Forwards addi info re communications available in event of fire, per 870330- 
0403 10CFR5O,App R fire protection audit request. 

WISEN8URG,M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 5pp. 40918:226-40918:230. 

8705180342 Forwards Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No vio- 
lations or deviations noted.Schedule for correcting emergency preparedness program 
deficiencies requested within 30 days. 

GAGLIARDO,J.E. Region 4. Office of Director. 87/05/12. GOLDBERG,J.H. Houston 
Lighting & Power Co. 2pp. 40956:169-40956:178. 

-8705180367 Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No violations or 
deviations noted. Emergency preparedness program deficiencies noted.Major areas 
inspected:licensee emergency response capabilities during emergency exercise. 
BAIRD.J.B., YANDELL,L.A. Region 4, Office of Director. 87/05/05. 8pp. 40956:171- 
40956:178. 

8705260025 Forwards Amend 6 to fire hazards analysis rept,reflecting results of App R 
safe shutdown evaluation as of 870401. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). 11pp. 41033:253-41035:055. 

-8705260026 Amend 6 to fire hazards analysis rept. 

* Houston Lighting & Power Co. 87/05/15. 430pp. 41033:264-41035:055. 

8705260318 Forwards Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No vio- 
lations or deviations noted.Status of actions re deficiencies identified during emergen- 
cy preparednesss implementation appraisal noted. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/05/20. GOLDBERG,J.H. Houston 
Lighting & Power Co. 2pp. 41032:128-41032:140. 

-8705260329 Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No violations or 
deviations noted.Major areas inspected: licensee implementation of corrective actions 
for emergency preparedness appraisal deficiencies. 

BAIRD.J.B. Region 4. Office of Director. 87/05/13. 10pp. 41032:130-41032:140. 

8705280329 Forwards Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41094:318-41094:320. 

-8705280336 Partially withheld Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26 
(ref 10CFR73.21).No violations noted.Major areas inspected:security plan & imple- 
menting procedures.mgt effectiveness & security organization. 

KELLY, J.A., YANDELL,LA. Region 4, Office of Director. 87/04/29. 1p. 41094:320- 
41094:320. 

8705280186 Forwards Insp Repts 50-498/87-22 & 50-499/87-22 on 870413-1 7.No vio- 
lations or deviations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41 090:057-41 090:059. 

-8705280194 Partially withheld Insp Repts 50-498/87-22 & 50-499/87-22 on 870413-17 
(ref 10CFR73.21).No violations or deviations noted.Major areas inspected:security 
plan & implementing procedures & mgt effectiveness. 

CALDWELL, R. A., YANDELL,L.A. Region 4. Office of Director. 87/05/20. Ip. 
41090:059-41090:059. 


Q. inspection reports, iE Buiietins & correspondence 

8704160063 Supp1 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc iist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010153 Forwards updated response to IE Bulletin 79-02.Statements re anchor bolts 
amended & clarified.Subj Itr supersedes 840730 response. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/04/27. Document Control Branch 
(Document Control Desk). 1 0pp, 40771 :344-40771 :363. 


8705120373 Provides updated schedule for resolving deficiency items listed in emergen- 
cy preparedness appraisal insp rept. Comprehensive training program of emergency 
response personnel will be complete before full power OL. 

VAUGHN,G.E. Houston Lighting & Power Co. 87/05/01. Document Control Branch 
(Document Control Desk). 3pp. 40905:046-40905:048. 

8705120278 Responds to NRC request for addI info re insp program used to determine 
that Raychem splices correctly installed. Raychem safety-related splices will be visual- 
ly inspected to ensure correct installation. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 2pp. 40906:214-40906:215. 

8705120355 Provides addi Info re insp of pressurizer safety relief valves,per NRC 
request. Safety relief valves will be inspected after each lift involving loop seal or water 
discharge, under Procedure OPMP04-RC-0024. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk^ 2pp. 40910:002-40910:003. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180342 Forwards Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No vio- 
lations or deviations noted.Schedule for correcting emergency preparedness program 
deficiencies requested within 30 days. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/12. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 40956:169-40956:178. 

-8705180367 Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No violations or 
deviations noted.Emergency preparedness program deficiencies noted.Major areas 
inspected:licensee emergency response capabilities during emergency exercise. 
BAIRD.J.B., YANDELL,L.A. Region 4, Office of Director. 87/05/05. 8pp. 40956:171- 
40956:178. 

8705220368 Forwards Insp Repts 50-498/87-03 & 50-499/87-03 on 870103-0308 & 
notice of violation. Actions taken re previously identified insp findings also examined. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/05/15. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41020:146-41020:162. 

-8705220416 Notice of violation from insp on 870103-0308. 

* Region 4, Office of Director. 87/05/15. 2pp. 41020:148-41020:149. 

-8705220427 Insp Repts 50-498/87-03 & 50-499/87-03 on 870103-0308. Violations 
noted:fallure of personnel performing alpha contamination survey of fuel assemblies to 
follow procedures per 1 0CFR50,App B.Criterion V. 

CARPENTER.D.R., REIS.T., BUNDY.H.F. Region 4, Office of Director. 87/05/08. 
13pp. 41020:150-41020:162. 

8705270066 Forwards Insp Repts 50-498/86-25 & 50-499/86-23 on 860811 -87031 3.No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/18. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41043:301-41043:319. 

-8705270087 Insp Repts 50-498/86-25 & 50-499/86-23 on 860811 -87031 3.No viola- 
tions or deviations noted.Major areas inspected: licensee reported const deficiencies 
& IE bulletin & info notice responses. 

TAPIA, J.I., HUNNICUTT.D.M., IRELAND,R.E. Region 4, Office of Director. 87/05/13. 
17pp. 41043:303-41043:319. 

8705280198 Forwards Insp Repts 50-498/87-18 & 50-499/87-18 on 870406-24.No vio- 
lations or deviations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/19. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 41090:029-41090:038. 

-8705280205 Insp Repts 50-498/87-18 & 50-499/87-18 on 870406-24.No violations or 
deviations noted.Major areas inspected:site tour, review of records re receipt of electri- 
cal cables, storage records.installation records & audits. 

BESS.J.E., IRELAND.R.E. Region 4. Office of Director. 87/05/14. 8pp. 41090:031- 
41090:038. 

8705260318 Forwards Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No vio- 
lations or deviations noted.Status of actions re deficiencies identified during emergen- 
cy preparednesss implementation appraisal noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41032:128-41032:140. 

-8705260329 Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No violations or 
deviations noted.Major areas inspected: licensee implementation of corrective actions 
for emergency preparedness appraisal deficiencies. 

BAIRD, J.B. Region 4, Office of Director. 87/05/13. 10pp. 41032:130-41032:140. 

8705280329 Forwards Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26.No vio- 
lations or deviations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41094:318-41094:320. 

-8705280336 Partially withheld Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26 
(ref 10CFR73.21).No violations noted.Major areas inspected:security plan & imple- 
menting procedures.mgt effectiveness & security organization. 

KELLY. J.A., YANDELULA. Region 4, Office of Director. 87/04/29. Ip. 41094:320- 
41094:320. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705280188 Forwards Insp Repts 50-498/87-22 & 50-499/87-22 on 87041 3-1 7.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41090:057-41090:059. 
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-8705280194 Partially withheld Insp Repts 50-498/87-22 & 50-499/87-22 on 870413-17 
(ref 10CFR73.21).No violations or deviations noted.Major areas inspectedrsecurity 
plan & implementing procedures & mgt effectiveness. 

CALDWELL, R.A., YANDELL.L.A. Region 4, Office of Director. 87/05/20. 1p. 
41090:059-41090:059. 


S. Reportable occurrences, LERs & related correspondence 

8705070050 Final deficiency rept re water hammer event in component cooling water 
lines.lnitially reported on 87031 2.Damaged portions of 22 affected supports will be re- 
placed as required. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/04/29. Document Control Branch 
(Document Control Desk). 5pp. 40849:297-40849:301 . 

8705080010 PNO-IV-87-023:on 870430,const craftsman fell 30 ft from ladder & suffered 
broken elbow & concussion.Another man onsite found dead of heart attack. 
CONSTABLE.G.L. Region 4, Office of Director. 87/04/30. Ip. 40872:247-40872:247. 

8705120208 Interim deficiency rept re failure of reactor vessel temporary full flow 
filters. Initially reported on 870406. Next rept will be submitted by 870529. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/08. Document Control Branch 
(Document Control Desk). 5pp. 40893:352-40893:356. 

8705130250 Final response to FOIA request for documents re plant. Forwards docu- 
ments listed in App B.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. BAUMAN.L. 
Government Accountability Project. 2pp. 40911:216-40911:237. 

-8705130257 Submits daily highlight.On 870311, while Unit 1 cooled down from hot 
functional test, severe water hammer event occurred In RHR sys HX.Caused by opera- 
tor apparently missing step in procedure.News release & related info end. 
KADAMBI,N.P. PWR Project Directorate 5. 87/03/13. DENTON.H., VOLLMER.R., 
LYONS, J. NRC - No Detailed Affiliation Given. 17pp. 40911:221-40911:237. 

8705210413 Final deficiency rept re water hammer event in chemical & vol control sys 
letdown line.lnitially reported on 870407. Stress analysis performed, piping displace- 
ment evaluated, design changes issued & damaged supports repaired. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/14. Document Control Branch 
(Document Control Desk). 6pp. 41007:165-41007:170. 

8705210436 Fourth interim deficiency rept re excessive change in Veritrak transmitter 
accuracy under ambient temp conditions. Initially reported on 860801 .Westinghouse 
initiated test program to evaluate temp drift.Next rept expected by 87091 5. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). 6pp. 41012:230-41012:235. 

8705210628 Second interim deficiency rept re electrical splices using Raychem heat 
shrink insulation matl.lnitially reported on 87021 9.lnsp underway to determine total 
number of incorrectly installed splices. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). 4pp. 41012:151-41012:154. 

8705280146 Interim deficiency rept re leaking main steam power operated relief valve 
switches.lnitially reported on 870323. Affected Unit 1 switches replaced w/correspond- 
ing Unit 2 PORv components. Next rept will be submitted by 870603. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/20. Document Control Branch 
(Document Control Desk). 5pp. 41094:211-41094:215. 

8705270233 Final deficiency rept re water hammer event in chemical vol & control sys 
letdown line.lnitially reported on 870407. Stress analysis performed to assess structur- 
al integrity of piping sys supports. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/26. Document Control Branch 
(Document Control Desk). 5pp. 41043:351-41043:355. 
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A. Appilcation/construction stage documents & correspondence 

8705070090 FOIA request for all records re util "mock disaster” drill on 87031 1 as re- 
ported in end Daily Tribune 870313 article. 

BAUMAN.L Government Accountability Project. 87/04/10. Office of Administration 
(Pre 870413). 4pp. 40860:017-40860:020. 

8705010135 Forwards revs to FSAR App 7A.S re suppi to NUREG-0737, incorporating 
editorial corrections & technical clarifications to provide consistency w/emergency 
plan. Conclusions previously reached in SER remain valid. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/23. Document Control 
Branch (Document Control Desk). 10pp. 40770:128-40770:137. 

8705010095 Forwards proprietary & nonproprietary, "AddI Info in Support of Elimination 
of Postulated Pipe Ruptures in Pressurizer Surge Lines of South Texas Project Units 1 
& 2," docketing info discussed during 870416 meeting. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 4pp. 40768:187-40768:225. 

-8705010098 Requests withholding proprietary "AddI Info in Support of Elimination of 
Postulated Pipe Ruptures in Pressurizer Surgetine of South Texas Units 1 & 2," per 
10CFR2.790. 

WIESEMANN,R.A. Westinghouse Electric Corp. 87/04/21. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp, 40768:191-40768:225. 

-8705010103 "AddI Info in Support of Elimination of Postulated Pipe Ruptures in Pres- 
surizer Surge Lines of South Texas Project Units 1 & 2.” 

ROARTY.D.H., WITT.F.J., SWAMY.S.A. Westinghouse Electric Corp. 87/04/30. 27pp. 
40768:199-40768:225. 

8705010109 Forwards revs to FSAR Table 5.4.A-1,App 10A & response to Question 
440.30N.Changes made for consistency w/long-term cooling rept & other FSAR sec- 
tions. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk^ 6pp. 40774:347-40774:352. 

8705050032 Forwards annotated change to FSAR Tables 3.2.B-1 & 3.9-10. Changes 
will be incorporated In future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desky 4pp. 40791:167-40791:170. 


8705050036 Forwards annotated rev to FSAR Table 9.4-5.1 re control room & electrical 
auxiliary bldg failure modes & effects analysis.Rev clarifies effect of inadvertent ener- 
gization of control room heater. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 4pp. 40797:278-40797:281. 

8705050060 Forwards annotated rev to FSAR Section 9.2.1. 1.2 re open-loop auxiliary 
cooling water sys.Rev identifies that stainless steel piping used in certain specific in- 
stances to minimize potential for cavitation damage. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desky 4pp. 40796:095-40796:098. 

8705050336 Forwards pages to be included in FSAR Amend 59,covering revs to organi- 
zation description in Sections 13.1 & 17.2. Tech Spec Figures 6.2-1 & 6.2-2, reflecting 
changes to be consistent w/FSAR,also end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 45pp. 40800:306-40800:350. 

8705050170 Forwards revs to FSAR Figure 6.2.4-1, Sheets 35-42,indicating lines meet 
GDC 56 rather than GDC 57 & Sheets 24-29, clarifying applicability of GDC 57 to 
cooling water return lines from reactor containment fan coolers. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 17pp. 40812:176-40812:192. 

8705050188 Submits interim r^t on activities undertaken in order to evaluate use of 
welded attachments on ASME III Class 2 & 3 piping at plant, per 870408 Itr.Evaluation 
of pipe suwjorts continuing. Final rept will be forwarded by 870710. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 4pp. 40801:315-40801:318. 

8705050234 Advises that vibration testing on three Unit 1 diesel generators complete & 
vibration levels acceptable, per util 861201 revised guidelines.Similar testing will be 
performed on Unit 2 diesel generator fuel oil piping. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 2pp. 40812:226-40812:227. 

8705060207 Fonvards responses to solid state protection sys (SSPS) items identified in 
audit on 870128-30 & discussion of noise fault testing performed on SSPS.Supporting 
info.including correspondence between PG&E & NRC also end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 19pp. 40818:337-40819:153. 

8705110365 Forwards rev to FSAR Section 5.2.3.2.1, "Chemistry of Reactor Coolant," 
incorporating oxygen concentration controls for reactor coolant temps above 250 
F.Disregard for changes to FSAR Table 5.2-4,submitted on 870421 requested. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/04/30. Document Control 
Branch (Document Control Desk). 6pp. 40875:075-40875:080. 

8705050320 Forwards annotated revs to FSAR Chapters 7,9 & 1 1 .reflecting design 
mods to reactor containment bldg 1 8-inch supplemental purge lines to isolate on high 
radiation signaI.Revs will be incorporated into future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/01. Document Control 
Branch (Document Control Desk). 12pp. 40804:312-40804:323. 

8705070005 Forwards revised pages to util FSAR which reflect change in commitment 
to Reg Guide 8.27 re radiation protection aspects of general employee training 
courses. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/01. Document Control 
Branch (Document Control Desk). 4pp. 40849:221-40849:224. 

8705070193 Forwards request for addi info re Generic Ltr 83-28, Item 2.2, "Vendor Inter- 
face (Programs for All Safety-Related Components)," to determine conformance w/ 
SRP.Sections 7.2 & 17.2.ltem will not impact licensing.per SSER (NUREG-0781). 
KADAMBI.N.P. Project Directorate IV. 87/05/04. GOLDBERG.J.H. Houston Lighting & 
Power Co. 3pp. 40854:052-40854:054. 

8705070129 Final response to FOIA request for documents. App A documents available 
in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. BAUMAN.L. 
Government Accountability Project. 2pp. 40860:021-40860:022. 

8705070248 Forwards sketch of dc control power feeds to 13.8 kV Switchgears 1F,1G 
& 1 H before & after second source of dc control power supplied.Changes will be com- 
pleted prior to fuel load. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/06. Document Control 
Branch (Document Control Desk). 3pp. 40847:359-40847:361 . 

8705130016 Informs that util will wrap solid state protection sys (SSPS) demultiplexer & 
time synchronization cables to resolve NRC concerns during 870504 meeting that de- 
viation from Reg Guide 1.75 unacceptable. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 2pp. 40910:230-40910:231. 

8705130037 Forwards revised pages to FSAR Tables 3.2.A-1 & 3.2.B-2 re quality classi- 
fication of structures, sys & components. Certain items in tables proposed for deletion 
in 870417 ltr retained per discussions w/NRC. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 8pp. 40910:314-40910:321. 

8705180170 Advises that critical safety functions will be continuously displayed.per NRC 
concern re review of 870319 response to 870312 SPDS audit rept.Method of display 
cliscu$$oci 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 2pp. 40955:068-40955:069. 

8705180499 Forwards annotated revs to FSAR Section 17.2, “QA." Revs initiated In re- 
sponse to NRC questions. Revs will be incorporated into future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 8pp. 40951:093-40951:100. 

8705190026 Forwards annotated rev to FSAR Section 14.2.12.2 re preoperatlonal Test 
Summaries 25,79 & 95.Rev will be incorporated into future FSAR amend. 
WISENBURG,M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 9pp. 40964:208-40964:216. 
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8705110230 Submits info re postulated LOCA in Modes 3 & 4.per 870505 requestBasis 
for assumption that 10 minutes available for operator action followng 8 inch or small- 
er break in Modes 3 & 4 provided to NRC in Westinghouse Ltr NS-NRC-86-3144. 
WISENBURG.M.R. Houston Lighting & Power Ck). 87/05/08. Document Control 
Branch (Document Control Desk). 4pp. 40881:043-40881:046. 

8705110279 Forwards nonpropiietary WCAP-11488 & Rev 1 to proprietary WCAP- 
11273, ‘‘Westinghouse Setpoint Methodology for Protection Sys.South Texas Project.” 
Westinghouse 870507 ltr also encl.Proprietary rept withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 3pp. 40876:154-40876:255. 

-8705110291 Submits application for withholding Rev 1 to proprietary WCAP-11273. 
“Westinghouse Setpoint Methodology for Protection Sys.South Texas Project," (ref 
10CFR2.790). Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/05/07. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 40876:157-40876:165. 

“8705110309 Nonproprietary WCAP-11488. “Westinghouse Setpoint Methodology for 
Protection Sys.South Texas Project." 

TULEY.C.R. Westinghouse Electric Corp. WCAP-11488. 87/05/31. 90pp. 40876:166- 
40876:255. 

8705120079 Forwards addl info re pneumatic containment purge & vent valve 
operability, supporting util 850430,1030,860915 & 0929 submittals. W/six oversize 
drawings. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 10pp. 40884:332-40885:314. 

8705120214 Provides clarification of existing design re isolation of reactor containment 
bldg supplementary purge lines on high radiation & proposes mods to make configura- 
tion acceptable to NRC. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 4pp. 40909:298-40909:302. 

8705120245 Provides updated status re resolution of human engineering deficiencies 
discussed during CRDR audit & in 870313 ltr. Mods made to control room ventilation 
in order to reduce background noise levels.Results will be provided. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 3pp. 40904:048-40904:050. 

8705120318 Understands that NRC finds meteorological measurement sys 
acceptable. Item considered closed. Addl 6 months of data from Nov 1986 - Apr 1987 
will be provided-Comparison of data from primary & backup towers will also be provid- 
ed by Aug 1987. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document (Control 
Branch (Document Control Desk). 2pp. 40893:358-40893:359. 

8705120343 Advises that Category I structures completed.Const dewatering of plant 
areas terminated in Jan l987.Monitoring of groundwater levels will continue using per- 
manent piezometer sys. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 3pp. 40907:351-40907:353. 

8705120370 Forwards annotated rev to FSAR Section 11.2 re hydrostatic testing of 
liquid waste mgt sys & compliance w/NRC branch Technical Position ETSB 11- 
1. Changes revise FSAR to be consistent w/project requirements for sys. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 5pp. 40905:051-40905:055. 

8705130250 Final response to FOIA request for documents re plant. Forwards docu- 
ments listed in App B.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. BAUMAN.L. 
Government Accountability Project. 2pp. 40911:216-40911:237. 

8705140025 Fowards INEL trip rept of 861215 site visit re audit of pump & valve oper- 
ability assurance program.Several specific & generic issues identified in SER Section 
3.10.2 must be resolved before fuel load.W/o stated rept. 

MASCIANTONlO,A. Mechanical Engineering Branch. 87/05/08. MARSH, L.B. Mechan- 
ical Engineering Branch. Ip. 40960:227-40960:306. 

8705180114 Forwards info re Struthers-Dunn relays & magnetic current transfonmers 
used as isolation devices.per NRC 870312 requesLWyle Test Rept 47950-01 also 
end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control DeskX 11pp. 40953:313-40954:052. 

8705270477 Forwards audit rept from NRC contractors on pump & valve operability 
program. NRC evaluation of audit incorporated into SSER 3. 

KADAMB1,N,P. Project Directorate IV. 87/05/08. GOLDBERG,J.H. Houston Lighting & 
Power Co. 4pp. 41 065:057-41 065:1 39. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. 

8705190440 Forwards status rept on SSER technical inputs subsequent to 870404 & 05 
meetings w/technical staff.Attendance of assistant director &/or oranch chiefs associ- 
ated w/each item requested at 870518 meeting in F Schroeder office. 

CRUTCHFIELD, D. Division of Reador Proj^ts - 111,1V, V & Special Projects (Post 
870411). 87/05/14. SHAO.LC. Division of Engineering & Systems Technology (Post 
870411). M1LLER.H.J. Division of Licensee Performance & Quality Evaluation (Post 
870411), 5pp. 40966:158-40966:162. 

8705220160 Advises that engineering assurance program corrective actions completed 
for Unit 1. Engineering assurance team identified need to reconcile differences be- 
tween Unit 1 & 2 design.Document turnover program will continue into 1988. 
GOLDBERG,J.H. Houston Lighting & Power Co. 87/05/14. Document Control Branch 
(Document Control Desk). 2pp. 41021:001-41021:002. 

8705260370 Forwards corrected info re Struthers-Dunn relays & magnetic current 
transformers, per 870508 responses to NRC std isolation question. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/14. Ctocument Control 
Branch (Document Control Desk). 8pp. 41038:227-41038:234. 


8705270025 Forwards one oversize drawing containing safety-related balance-of-plant 
setpoints.Setpoints determined using Westinghouse setpoint methodology submitted 
in util 870508 ltr. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/14. Document Control 
Branch (Document Control Desk). 3pp. 41051:306-41051:308. 

8705270064 Forwards Westinghouse nonproprietary & proprietary “...Info In Support of 
Elimination of Postulated Pipe Ruptures...,” per util 861114 request for exemption from 
10CFR50,App A, GDC 4 requirements. Proprietary rept withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/18. Document Control 
Branch (Document Control Desk). 4pp. 41051:203-41051:245. 

“8705270082 Requests that proprietary “Addl Info in Support of Elimination of Postulat- 
ed Pipe Rupture in Accumulator Line of South Texas Units 1 & 2,” be withheld (ref 
10CFR2.790). Figures of Accumulator Loops 1,2 & 3 end. 

WIESEMANN,R.A. Westinghouse Electric Corp. 87/05/07. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 41051:207-41051:216. 

“8705270092 Nonproprietary “Addl Info In Support of Elimination of Postulated Pipe 
Ruptures In Accumulator Lines of South Texas Project Units 1 & 2.” 

CHANG,K.C.. PALUSAMY.S.S., SWAMY.S.A. Westinghouse Electric Corp. 87/05/31. 
29pp. 41051:217-41051:245. 

8705270225 Fonvards “Final Rept-Colorado River Entrainment & Impringement Monitor- 
ing Program.” detailing Phase 2 study results. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/18. Document Control 
Branch (Document Control DeskL 2pp. 41086:249-41087:009. 

“8705270253 “Final Rept-Colorado River Entrainment & Impingement Monitoring 
Program, Phase 2 Studies, Jul 1983 - Nov 1985.” 

MCADEN.D.C.. BAKER.W.B., GREENE.G.N. Houston Ughting & Power Co. 87/04/30. 
120pp. 41086:251-41087:009. 

8705270478 Provides addl info, per 870506 Itr.re 125-volt dc control power for 13.8 kV 
switchgear.STP design provides two sources of dc power via automatic 
switches. Design provides degree of safety & reliability.Deviation requested. 
WISENBURG^.R. Houston Lighting & Power Co. 87/05/20. Document Control 
Branch (Document Control Deskl 3pp. 41084:191-41084:193. 

8705290014 Forwards comparison of facility SPDS design requirements w/ require- 
ments of SuppI 1 to NUREG-0737 for closure of Section 3.1 in SPDS audit rept, per 
NRC requests. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/22. Document CJontrol 
Branch (Document Control DeskX 8pp. 41106:236-41106:243. 


E. NRC Safety Evaluation Report (SER), auppis & correspondence 

8705040001 Discusses results of expanded bpill analysis re Sondex extensometers 
decommissioning.Analysis demonstrates that further elrorts to decommission geotech- 
nical instruments unnecessary.Revised FSAR & SER sections end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch {Document Control Desky 13pp. 40780:161-40780:173. 

8705040308 Forwards Rev 0 to Station Procedure OPGP3-CN-0006, “Nonsafety-Relat- 
ed (NON Q) Communications Sys Testing Program,” submitted per (Confirmatory Item 
19 of SER. NUREG-0781. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desky 2pp. 40780:288-40780:298. 

“8705040228 Rev 0 to Station Procedure OPGP3-CN-0006, “Nonsafety-Related (NON 
Q) Communications Sys Testing Program." 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. 9pp. 40780:290- 
40780:298. 

8705040239 Forwards portion of Bechtel Engineering Corp Calculation EC-5000, voltage 
regulation study per FSAR Question 430.20N & SER (NUREG-0781), Section 
8.3.1 .Page 8-6. 

WISENBURG.M.R. Houston Lighting & Power (Co. 87/04/29. Document Control 
Branch (Document Control Desk). 356pp. 40776:054-40777:049. 

8705040299 Advises of completion of reactor vessel water level sys (RVWLS) preopera- 
tional testing, per License condition 1 in SER (NUREG-0781 ).Results of preoperational 
testing indicate that RVWLS expected to function as designed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control Desk). 3pp. 40779:201-40779:203. 

8705050287 Advises that chemical & vol control sys included in insenrice leakage test 
program administered by util, per SSER 2 (NUREG-0781) & ASME Section Xl.Util con- 
siders confirmatory Item closed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/01. Document (k)ntrol 
Branch (Document Control Desk). 2pp. 40800:150-40800:151. 

8705110154 Advises that util reviewed NRC evaluation of Westinghouse Owners Group 
steam generator tube rupture repts.Requested info will be provided following first refu- 
elirra outage. Info closes SER Confirmatory Item 28. 

Wl^NBURG,M.R. Houston Ughting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 2pp. 40881 :31 6-40881 :31 7. 

8705260171 Requests review of end SSER 3 prior to issuance.W/o end. 

CALVO,J.A. Project Directorate IV. 87/05/15. REIS,E.J. Deputy General Counsel. Ip. 
41030:137-41030:137. 

8705270393 Requests SER Confirmatory Item 45 re bottom mounted instrumentation 
(BMI) thimble vibration closed per 870505 meeting in Bethesda,MD.Re8ults of flow 
limiting device insp will be submitted after first refueling. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/20. Document Control 
Branch (Document Control Desk). 3pp. 41085:244-41085:246. 

8705290159 Forwards Drawing 6M-18-9-N-601 59, describing layout of truck bay area.in 
response to request for add! info re monitoring particulate airborne contamination in 
solid waste processing sys area (Confirmatory Item 22).W/one oversize drawing. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/20. Document (ik)ntrol 
Branch (Document Control Desk! 2pp. 41114:130-41114:133. 
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F. Security, medical, emergency ^ fire protection plane 

8705010096 Forwards Rev 3 to “South Texas Project Electric Generating Station Emer- 
gency Plan.” Plant prompt notification sys will be complete w/completion of distribu- 
tion of tone alert radios. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. Document Control 
Branch (Document Control Desk). 5pp. 40764:250-40764:289. 

“8705010100 Rev 3 to “South Texas Project Electric Generating Station Emergency 
Plan." 

* Houston Ughting & Power Co. 87/04/21. 35pp. 40764:253-40764:289. 

8705040308 Forwards Rev 0 to Station Procedure OPGP3-CN-0006, “Nonsafety-Relat- 
ed (NON Q) Communications Sys Testing Program." submitted per Confirmatory Item 
19 of SER, NUREG-0781. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 2pp. 40780:288-40780:298. 

“8705040228 Rev 0 to Station Procedure OPGP3-CN-0006. "Nonsafety-Related (NON 
Q) Communications Sys Testing Program." 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. 9pp. 40780:290- 
40780:298. 

8705050030 Informs that periodic test program for portions of emergency dc lighting sys 
required to meet 10CFR50,App R will include listed commitment in addition to commit- 
ments identified in 861209 Itr.Confirmatory Item 20 closed. 

WISENBERG.M.R. Houston Lighting & Power Co. 87/04/28. Document Control 
Branch (Document Control Desk). 2pp. 40790:349-40790:350, 

8705040122 Ack receipt of 870327 Itr informing NRC of schedule for resolving deficien- 
cies noted in Emergency Preparedness Insp Repts 50-498/86-35 & 50-499/86- 
35.Schedule responsive to concerns identified in repts. 

GAGLIARDO.J.E Region 4, Office of Director. 87/04/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 40779:204-40779:212. 

8705050104 Forwards revised FSAR Section 9.5.1, "Fire Protection Sys.” Changes In- 
corporated for consistency w/fire hazards analysis rept & other design documents. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/04/29. Document Control 
Branch (Document Control DeskL 14pp. 40812:119-40812:132. 

8705120373 Provides updated schedule for resolving deficiency items listed in emergen- 
cy preparedness appraisal insp rept. Comprehensive training program of emergency 
response personnel will be complete before full power OL. 

VAUGHN, G.E. Houston Lighting & Power Co. 87/05/01. Document Control Branch 
(Document Control Desk), 3pp. 40905:046-40905:048. 

8705130023 Forwards excerpt from Amend 6 to plant fire hazard analysis rept.Section 
2.4.1. 2 re charging pump suction gravity pump. Section changed to describe ability of 
charging pumps to take suction from gravity drain sys of boric acid tanks. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/07. Document Control 
Branch (Document Control Desk). 3pp. 40910:277-40910:279. 

8705140117 Forwards addi info re communications available In event of fire, per 870330- 
0403 10CFR50,/^p R fire protection audit request. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control DeskL 5pp. 40918:226-40918:230. 

8705180342 Forwards Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No vio- 
lations or deviations noted.Schedule for correcting emergency preparedness program 
deficiencies requested within 30 days. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/12. GOLDBERG.J.H. Houston 
Ughting & Power Co. 2pp. 40956:169-40956:178. 

“8705180367 Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No violations or 
deviations noted.Emergency preparedness program deficiencies noted.Major areas 
in8pected:licensee emergency response capabilities during emergency exercise. 
BAIRD.J.B. Region 4, Office of Director. 87/05/05. 8pp. 40956:171-40956:178. 

8705260025 Forwards Amend 6 to fire hazards analysis rept, reflecting results of App R 
safe shutdown evaluation as of 870401 . 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). llpp. 41033:253-41035:055. 

“8705260026 Amend 6 to fire hazards analysis rept. 

• Houston Lighting & Power Co. 87/05/15. 430pp. 41033:264-41035:055. 

8705260318 Forwards Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No vio- 
lations or deviations noted.Status of actions re deficiencies identified during emergen- 
cy preparednesss implementation appraisal noted. 

QAGLrARDO.J.E. Region 4, Office of Director. 87/05/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41032:128-41032:140. 

“8705260329 Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No violations or 
deviations noted.Major areas inspected: licensee implementation of corrective actions 
for emergency preparedness appraisal deficiencies. 

BAIRD.JB. Region 4, Office of Director. 87/05/13. 10pp. 41032:130-41032:140. 

8705280329 Forwards Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/20. GOLDBERG.J.H. Houston 
Ughting & Power Co. 2pp. 41094:318-41094:320. 

“8705280336 Partially withheld Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26 
(ref 10CFR73.21).No violations noted.Major areas inspected:security plan & imple- 
menting procedures,mgt effectiveness & security organization. 

KELLY,J.A. Region 4. Office of Director. 87/04/29. 1p. 41094:320-41094:320. 

8705280188 Forwards Insp Repts 50-498/87-22 & 50-499/87-22 on 87041 3-1 7.No vio- 
lations or deviations noted. 

QAGLIARDO,J.E. Region 4. Office of Director. 87/05/22. GOLDBERG,J.H. Houston 
Ughting & Power Co. 2pp. 41 090:057-41 090:059. 

“8705280194 Partially withheld Insp Repts 50-498/87-22 & 50-499/87-22 on 870413-17 
(ref 10CFR73.21).No violations or deviations noted.Major areas lnspected:security 
plan & implementing procedures & mgt effectiveness. 

CALDWELL, R.A. Region 4, Office of Director. 87/05/20. Ip. 41090:059-41090:059. 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, uE, Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010153 Forwards updated response to IE Bulletin 79-02.Statements re anchor bolts 
amended & clarified.Subj Itr supersedes 840730 response. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/04/27. Document Control Branch 
(Document Control Desk). 10pp. 40771:344-40771:353. 

8705040122 Ack receipt of 870327 Itr informing NRC of schedule for resolving deficien- 
cies noted in Emergency Preparedness Insp Repts 50-498/86-35 & 50-499/86- 
35.Schedule responsive to concerns Identified in repts. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/04/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 40779:204-40779:212. 

8705040253 Ack receipt of 870123 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-498/86-17 & 50-499/86-17. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/04/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 40779:102-40779:108. 

8705050034 Forwards Insp Repts 50-498/87-15 & 50-499/87-15 on 870406-1 0.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/04/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 40791 :1 71 -40791 :176. 

“8705050041 Insp Repts 50-498/87-15 & 50-499/87-15 on 870406-1 0.No violations or 
deviations noted.Major areas inspected: structural steel welding, welding of reactor 
vessel internals & licensee action on previously identified insp findings. 

GILBERT.LD., IRELAND.R.E. Region 4, Office of Director. 87/04/23. 4pp. 40791:173- 
40791:176. 

8705120373 Provides updated schedule for resolving deficiency items listed in emergen- 
cy preparedness appraisal Insp rept. Comprehensive training program of emergency 
response personnel will be complete before full power OL. 

VAUGHN.G.E. Houston Lighting & Power Co. 87/05/01. Document Control Branch 
(Document Control Desk). 3pp. 40905:046-40905:048. 

8705120278 Responds to NRC request for addI info re insp program used to determine 
that Raychem splices correctly Installed. Raychem safety-related splices will be visual- 
ly injected to ensure correct installation. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control DeskL 2pp. 40906:214-40906:215. 

8705120355 Provides addi info re insp of pressurizer safety relief valves.per NRC 
request.Safety reiief valves will be inspected after each lift involving loop seal or water 
discharge, under Procedure OPMP04-RC-0024. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/08. Document Control 
Branch (Document Control Desk). 2pp. 40910:002-40910:003. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. ot New York, Inc. 107pp. 40961:001-40961:106. 

8705180342 Fonvards Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-10.No vio- 
lations or deviations noted.Schedule for correcting emergency preparedness program 
deficiencies requested within 30 days. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/12. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 40956:169-40956:178. 

“8705180367 Insp Repts 50-498/87-12 & 50-499/87-12 on 870406-1 0.No violations or 
deviations noted.Emergency preparedness program deficiencies noted.Major areas 
inspected:licensee emergency response capabilities during emergency exercise. 
BAIRD.J.B.. YANDELL,L.A. Region 4, Office of Director. 87/05/05. 8pp. 40956:171- 
40956:178. 

8705210371 Forwards Vols l-V to “Exam Plan for Preservice Insp of Selected Class 1 & 
Class 2 Components of South Texas Project Electric Generating Station, Unit 2," for 
review.Plan will be revised during insp to refiect as-built conditions. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/14. Document Control 
Branch (Document Control Desk). 2pp. 40996:143-41000:030. 

“8705210391 Vols l-V to “Exam Plan for Preservice Insp of Selected Class 1 & Class 2 
Components*of South Texas Project Electric Generating Station, Unit 2." 
FOUGEROUSSE.R., FLACH.W.T. Southwest Research Institute. 87/04/30. 1,950pp. 
40996:145-41000:030. 

8705220368 Forwards Insp Repts 50-498/87-03 & 50-499/87-03 on 870103-0308 & 
notice of violation.Actions taken re previously identified insp findings also examined. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/05/15. GOLDBERG.J.H, Houston 
Lighting & Power Co. 2pp. 41020:146-41020:162. 

“8705220416 Notice of violation from insp on 870103-0308. 

* Region 4. Office of Director. 87/05/15. 2pp. 41020:148-41020:149. 

“8705220427 Insp Repts 50-498/87-03 & 50-499/87-03 on 870103-0308. Violations 
noted:failure of personnel performing alpha contamination survey of fuel assemblies to 
follow procedures per lOCFRSO.App B.Criterion V. 

CARPENTER, D.R., REIS.T., BUNDY, H.F. Region 4, Office of Director, 87/05/08. 
13pp. 41020:150-41020:162. 

8705270066 Forwards Insp Repts 50-498/86-25 & 50-499/86-23 on 860811 -87031 3.No 
violations or deviations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/18. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41 043:301 -41 043:31 9. 

“8705270087 Insp Repts 50-498/86-25 & 50-499/86-23 on 860811 -87031 3.No viola- 
tions or deviations noted.Major areas inspected: licensee reported const deficiencies 
& IE bulletin & info notice responses. 

TAPIA,J.I., HUNNICUTT.D.M., IRELAND.R.E. Region 4, (Office of Director. 87/05/13. 
17pp. 41043:303-41043:319. 
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8705280198 Forwards Insp Repts 50-498/87-18 & 50-499/87-18 on 870406-24.No vio- 
lations or deviations noted. 

GAGUARDO.J.E. Region 4, Office of Director. 87/05/19. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 41090:029-41090:038. 

-8705280205 Insp Repts 50-498/87-18 & 50-499/87-18 on 870406-24.No violations or 
deviations noted. Major areas inspected:site tour, review of records re receipt of electri- 
cal cables, storage records, installation records & audits. 

BESS,J.E.. IRELAND, R.E. Region 4, Office of Director. 87/05/14. 8pp. 41090:031- 
41090:038. 

8705260318 Forwards Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No vio- 
lations or deviations noted.Status of actions re deficiencies identified during emergen- 
cy preparednesss implementation appraisal noted. 

GAGUARDO,J.E. Region 4, Office of Director. 87/05/20. GOLDBERG,J.H. Houston 
Lighting & Power Co. 2pp. 41032:128-41032:140. 

-8705260329 Insp Repts 50-498/87-24 & 50-499/87-24 on 870420-24.No violations or 
deviations noted.Major areas inspected; licensee implementation of corrective actions 
for emergency preparedness appraisal deficiencies. 

BAIRD, J.B. Region 4, Office of Director. 87/05/13. 10pp. 41032:130-41032:140. 

8705280329 Forwards Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/20. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 41094:318-41094:320. 

-8705280336 Partially withheld Insp Repts 50-498/87-14 & 50-499/87-14 on 870323-26 
(ref 10CFR73.21).No violations noted.Major areas inspected:security plan & imple- 
menting procedures, mat effectiveness & security organization. 

KELLY, J. A.. YANDELL,L.A. Region 4. Office of Director. 87/04/29. Ip. 41094:320- 
41094:320. 


8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noripower Reactors.” Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705280188 Forwards Insp Repts 50-498/87-22 & 50-499/87-22 on 87041 3-1 7.No vio- 
lations or deviations noted. 

GAGUARDO,J.E. Region 4, Office of Director. 87/05/22. GOLDBERG,J.H. Houston 
Lighting & Power Co. 2pp. 41090:057-41090:059. 

-8705280194 Partially withheld Insp Repts 50-498/87-22 & 50-499/87-22 on 870413-17 
(ref 10CFR73.21).No violations or deviations noted.Major areas inspectedrsecurity 
plan & implementing procedures & mgt effectiveness. 

CALDWELL, R.A., YANDELL,L.A. Region 4, Office of Director. 87/05/20. Ip. 
41090:059-41090:059. 


S. Reportable occurrences, LERs & related correspondence 


8705070050 Final deficiency rept re water hammer event in component cooling water 
lines.lnitially reported on 87031 2.Damaged portions of 22 affected supports will be re- 
placed as required. 

GOLDBERG,J.H. Houston Lighting & Power Co. 87/04/29. Document Control Branch 
(Document Control Desk). 5pp. 40849:297-40849:301. 

8705080010 PNO-IV-87-023:on 870430, const craftsman fell 30 ft from ladder & suffered 
broken elbow & concussion.Another man onsite found dead of heart attack. 
CONSTABLE,G.L. Region 4, Office of Director. 87/04/30. Ip. 40872:247-40872:247. 

8705120208 Interim deficiency rept re failure of reactor vessel temporary full flow 
filters.lnitially reported on 870406. Next rept will be submitted by 870529. 

GOLDBERG, J.H. Houston Lighting & Power Co. 87/05/08. Document Control Branch 
(Document Control Desk). 5pp. 40893:352-40893:356. 

8705130250 Final response to FOIA request for documents re plant. Forwards docu- 
ments listed in App B.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. BAUMAN,L. 
Government Accountability Project. 2pp. 40911:216-40911:237. 

—8705130257 Submits daily highlight.On 870311, while Unit 1 cooled down from hot 
functional test, severe water hammer event occurred In RHR sys HX.Caused by opera- 
tor apparently missing step in procedure. News release & related info end. 
KADAMBI.N.P. PWR Project Directorate 5. 87/03/13. DENTON,H.. VOLLMER,R., 
LYONS,J. NRC - No Detailed Affiliation Given. 17pp. 40911:221-40911:237. 

8705210436 Fourth interim deficiency rept re excessive change in Veritrak transmitter 
accuracy under ambient temp conditions. Initially reported on 860801 .Westinghouse 
Initiated test program to evaluate temp drift.Next rept expected by 870915. 
GOLDBERG,J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 

rnn/^i imont rAntrfti 41012:230-41012:235. 
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A. Application/construction stage documents & correspondence 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison CO. of New York. Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
C^onsolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Norpower Reactors.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison CO. of New York, Inc. 106pp. 41031:324-41032:068. 


S. Reportable occurrences, LERs & related correspondence 

8705220098 Deficiency rept re natural frequency of ASME III active valves.lnitially re- 
ported on 8704 13. Interim/final rept will be submitted by 870527. 

OLSON,P.D. Washington Public Power Supply System. 87/05/15. Document Control 
Branch (Document Control Desk). Ip. 41016:360-41016:360. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


Q. Inspection reports, IE Bulletins 8i correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


Q. inspection reports, IE Bulletins & correspondence 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp, 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors.” Svc list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. or New York, Inc. 106pp. 41031:324-41032:068. 
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F. Security, medical, emergency 8i fire protection plans 

8705210465 Forwards addi info re util 870510 proposed emergency Tech Spec change 
re secondary sys liquid waste discharges to onsite evaporation pond, per M Ucltra 
870512 telcon. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/14. Document Control Branch (Document Control Desk). 6pp. 41010:310- 
41010:315. 

8705260402 Forwards Insp Repts 50-528/87-16.50-629/87-17 & 50-530/87-18 on 
870427-0501. No deficiencies or violations noted. Weaknesses in onshlft staff re- 
sponse to emergencies noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/06/15. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp, 41038:121- 
41038:129. 

-8705260410 Insp Repts 50-528/87-16,50-529/87-17 & 50-530/87-18 on 870427- 
0501 .No deficiencies or violations noted.Major areas inspected:changes to emergency 
preparedness program.parts of licensee emergency planning program re emergency 
detection. 

BROWN, G. Region 5, Office of Director. 87/05/15. 7pp. 41038:123-41038:129. 
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G. Adjudicatory correspondence 

8705180012 Petition under 10CFR2.206 re alleged unauthorized disabling of engineered 
safety sys on 870120,mgt response to event & failure of personnel & mgt to fully ap- 
preciate significance of events.Show cause order warranted. 

SCOTT.M.L Coalition for Responsible Energy Education. KAUFFMAN, J. Gray Pan- 
thers. 87/04/27. Office of Inspection & Enforcement, Director (820201-870411). 4pp. 
40943:316-40943:328. 


K. Utility Final Safety Analysis Report (FSAR) ft amends 

8705220141 Amend 17 to FSAR for Palo Verde Nuclear Generating Station, Units 1,2 & 
3.W/870518 Itr. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/06/31. 2.200pp. 41025:078-41027:262. 


P. Operating license stage documents & correspondence 

8705070014 Reconfirms that Unit 1 post accident sampling sys (PASS) meets or ex- 
ceeds requirements established by NUREG-0737, ll,B.3.FSAR will be updated to re- 
flect differences between Unit 1 & Units 2 ft 3 PASS.Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/24. Document Control Branch (Document Control Desk). 2pp. 40849:285- 
40849:286. 

8705040030 Notification of 870627 ft 28 meetings w/util ft EG&G in Maricopa 
County, AZ to discuss NRC 870330 request for addi info re inservice testing programs 
for pumps ft valves. 

LIC1TRA,E.A. Project Directorate V. 87/04/28. KNIGHTON, G.W. Project Directorate V. 
2pp. 40789:356-40789:357. 

8705070094 Forwards Amend 16 to License NPF-41 ft safety evaluation. Amend revises 
Tech Specs on one-time basis.to allow release of secondary sys liquid waste to onsite 
evaporation pond. 

KNIGHTON, G. Project Directorate V. 87/04/29. VAN BRUNT,E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 4pp. 40855:141-40855:154. 

-8705070106 Amend 16 to License NPF-41, revising Tech Specs to allow release of 
secondary sys liquid waste to onsite evaporation pond on one-time basis. 
KNIGHTON.G. Project Directorate V. 87/04/29. 5pp. 40855:145-40855:149. 

-8705070108 Safety evaluation supporting Amend 16 to License NPF-41. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/29. 5pp. 
40855:150-40855:154. 

8705080307 Informs that summary justifying removal of core protection calculators ft 
core operating limits supervisory sys will be submitted to NRu by 8701 1 S.Chapter 15 
of FSAR will not be revised since only most limiting analysis should be incl. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/30. Document Control Branch (Document Control Desk). 2pp. 40872:053- 
40872:054. 

8705070057 Summary of 870422 meeting w/util in Bethedsa.MD re schedules for Cycle 
2 core reloads. List of attendees ft viewgraphs end. 

DAVIS,M.J. Project Directorate V. 87/05/01. Project Directorate V. 28pp. 40855:105- 
40855:132. 

8705070018 Notification of 870508 meeting w/util in Bethesda.MD to discuss proposed 
Tech Spec changes re Tech Spec 3.0.3 concerning variable overpower trip, temp de- 
endent shutdown margin ft discharges to evaporation ponds. 

ICITRA,E.A. Project Directorate V. §7/05/04. KNIGHTON.G.W. Project Directorate V. 
4pp. 40855:137-40855:140. 

8705070230 Forwards SERs supporting util 831 1 03 Itr ft 860403 updated responses to 
Generic Ltr 83-28, Items 4.2.1 ,4.2.2,4.2.3 ft 4.2.4 re preventive maint ft surveillance 
program to ensure reliable reactor trip breaker operation. 

LICITRA,E.A. Project Directorate V. 87/05/04. VAN BRUNT,E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40860:001-40860:011. 

-8705070254 Safety evaluation supporting util submittals re Generic Ltr 83-28, Items 
4.1, 4.2.1 ft 4.2.2 concerning reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 6pp. 
40860:003-40860:008. 

-8705070256 Safety evaluation supporting util submittals re Generic Ltr 83-28, Items 
4.2.3 ft 4.2.4 concerning reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 3pp. 
40860:009-40860:011. 

8705080291 Application for amends to Licenses NPF-41 ,NPF-51 ft NPF-65, changing 
Table Notation (8) of Tech Spec Table 2.2-1 to provide lower limit to rate at which 
variable overpower trip setpoint decreases as reactor power decreases. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/04. Document Control Branch (Document Control Desk). 11pp. 40872:149- 
40872:162. 

-8705110138 Proposed Tech Spec Table 2.2-1 revising Table Notation (8) to provide 
lower limit to rate at which variable overpower trip setpoint decreases as reactor 
power decreases. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/05/04. 3pp. 
40872:160-40872:162. 

8705290025 FOIA request for documents re identification ft resolution of problems w/ 
LPSI pumps ft RCS pumps at plant. 

HOLMES,G,A. MHB Technical Associates. 87/05/04. GRIMSLEY.D.H. Division of 
Rules ft Records (Post 870413). Ip. 41 127:149-41 127:149. 

8705080317 Forwards SER Input on util SPDS.Successful resolution of issues based on 
NRC site audit ft sys evaluation should result in display sys meeting requirements of 
SuppI 1 to NUREG-0737.lmplementation schedule requested by 870930. 

LICITRA.E.A. Project Directorate V. 87/05/05. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40863:029-40863:084. 

-8705080322 SER re plant SPDS based on NRC site audit ft sys evaluation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/05. 31pp. 
40863:031-40863:061. 


-8704090267 “Technical Evaluation Rept for SPDS for Palo Verde Nuclear Generating 
Station Units 1 ,2 ft 3." 

JOHNSON,G.L. Lawrence Livermore National Laboratory. HANSEN, W. Comex Corp. 
87/02/24. 23pp. 40863:062-40863:084. 

8705120315 Application for amends to Licenses NPF-41. NPF-51 ft NPF-65, changing 
Tech Spec Section 3.0.3 re limiting condition for operation ft surveillance 
requirements. Fee paid. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/06. Document Control Branch (Document Control Desk). 6pp. 40907:325- 
40907:350. 


-8705120320 Proposed Tech Specs changing Section 3.0.3 re limiting condition for op- 
eration ft surveillance requirements. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/05/06- 
20pp. 40907:331-40907:350. 

8705140161 Application for amend to License NPF-41 .revising Tech Spec Section 3/ 
4.11.1 to allow concentrations of Sb-124 discharged from secondary sys liquid waste 
per 10CFR60.91, Fee forwarded to License Fee Mgt Coordinator. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/10. Document Control Branch (Document Control Desk). 9pp. 40915:170- 
40915:180. 


-8705140167 Proposed Tech Spec Section 3/4.1 1.1, allowing concentrations of Sb-124 
discharged from secondary sys liquid waste to onsite evaporation ponds. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/03/24. 2pp. 
40915:179-40915:180. 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends ft search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705220167 Application for amend to License NPF-41. revising Tech Specs to incorpo- 
rate allowances for manually reducing low pressurlzer pressure ft low steam generator 

S ressure trip setpoints.Fee paid. 

AYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service CJo.). 
87/05/11. Document Control Branch (Document Control Desk). 5pp. 41017:225- 
41017:231. 


-8705220174 Proposed Tech Specs.incorporating allowances for manually reducing low 
pressurizer pressure ft low steam generator pressure trip setpoints. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/11. 2pp. 41017:230-41017:231. 

8705190212 Notifies of 870514 briefing on licensing ft operational status of plants as- 
signed to Project Directorate V.including Diablo Canyon.Palo Verde.Rancho Seco.San 
Onfore, Trojan ft WPPSS 2. 

KNIGHTON.G.W. Project Directorate V. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. Ip. 40966:121-40966:121. 

8705190295 Requests listed addI info re util 870510 request for change to Tech 
Specs.allowing concentrations of Sb-124 in secondary sys liquid waste discharged to 
onsite evaporation ponds to exceed 5x10 uCi/ml for period not exceeding 880331. 
LICITRA,E.A. Project Directorate V. 87/05/12. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp, 40966:131-40966:132. 

8705220267 Forwards Section 5 of hydrogen recombiner operations ft maint manual en- 
titiled, “Periodic Testing," per M Licitra 870302 telcon requesLSection 5 provided to 
facilitate NRC review of util 870123 request for Tech Spec change. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 39pp. 41017:117- 
41017:155. 

8705220291 Forwards Proprietary Rev 00-P to Topical Rept CEN-356(V)-P, “Modified 
Statistical Combination of Uncertainties," per schedule agreed upon during 870422 
meeting.Rept withheld (ref 10CFR2.790).AE Scherer affidavit also encl.Fee paid. 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 6pp. 41024:122- 
41024:127. 


8705220014 Final FOIA response to FOIA request for documents re 860516 ft 19 tel- 
cons between NRC ft FBI.App E documents partially withheld (ref FOIA Exemption 7). 
GRIMSLEY.D. Division of Rules ft Records (Post 870413). 87/05/18. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 41023:258-41023:264. 

-8705220024 Partially withheld record of 860516 telcon re FBI investigation of facility 
power lines.Partially withheld record of 860519 telcon also end. 

• NRC - No Detailed Affiliation Given. 86/05/16. 4pp. 41023:261-41023:264. 

8705270612 Forwards notice of consideration of issuance of amend to License NPF- 
41 .per 870510 request to extend 60-day relief. Amend could be issued on 870603 
subj to NRC confirming NSHC finding being published on 870519 in FR. 
KNIGHTON.G.W. Project Directorate V. 87/05/18. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 41101:170-41101:177. 

-8705270627 Notice of consideration of issuance of amend to License NPF-41 ft pro- 
posed NSHC determination ft opportunity for hearing.Amend would change Tech 
Spec 3/4.11.1, "Secondary Sys Liquid Waste Discharges to Onsite Evaporation 
Pond." 

LICITRA.E.A. Project Directorate V. 87/05/18. 6pp. 41101:172-41101:177. 


Q. Inspection reports, IE Bulletins ft correspondence 


8705040200 Forwards Insp Repts 50-528/87-13,50-529/87-14 ft 50-530/87-15 on 
87031 6-30.No violations noted.lnitial review indicates that present method of handling 
defect repts does not allow adequate rept tracking by mgt. 

PATE,R.I Region 5, Office of Director. 87/04/17. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40789:181-40789:191. 
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-8705040211 Insp Repts 50-528/87-13,50-529/87-14 & 50-530/87-15 on 870316- 
30.No violations noted.Major areas inspected rlicensee action on 10CFR21 
repts, deficiency evaluation repts & IE info notices. 

CURK.C.. RICHARDS, S. Region 5, Office of Director. 87/04/16. 9pp. 40789:183- 
40789:191. 

8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705050360 Ack receipt of 870404 Itr informing NRC of steps taken to correct violations 
noted in 870313 Itr.Corrective actions will be verified during ■utu.'-e insp. 

CHAFFEE,A.E. NRC - No Detailed Affiliation Given. 8^'04/23. VAN BRUNT.E.E. Ari- 
zona Nuclear Power Project (formerly Arizona Public Service Co.). 1p. 40812:015- 
40812:023. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York. Inc. 107pp. 40961:001-40961:106. 

8705180465 Responds to NRC 870413 Itr re violations noted in Insp Rept 50-528/87- 
03.Corrective actions:waste solidification unit properly drained & penetrations flanged 
prior to shipment. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/05/12. Document Control Branch (Document Control Desk). 4pp. 40951:310- 
40951:313. 

8705260402 Forwards Insp Repts 50-528/87-16.50-529/87-17 & 50-530/87-18 on 
870427-0501. No deficiencies or violations noted. Weaknesses in onshift staff re- 
sponse to emergencies noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/15. VAN BRUNT.E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 41038:121- 
41038:129. 

-8705260410 Insp Repts 50-528/87-16.50-629/87-17 & 50-530/87-18 on 870427- 
0501. No deficiencies or violations noted.Major areas inspected:changes to emergency 
preparedness program.parts of licensee emergency planning program re emergency 
detection. 

BROWN.G., FISH.R. Region 5. Office of Director. 87/05/15. 7pp. 41038:123- 
41038:129. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705070063 Forwards "Operational Radiological Environmental Monitoring Rept for 
1986," per Tech Spec 6.9.1. 7.Rept covers operation of Unit 2 for period following ini- 
tial criticality on 860418 & Unit 1 during 1986. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/27. Document Control Branch (Document Control Desk). Ip. 40843:249- 
40844:032. 

“8705070069 "Operational Radiological Environmental Monitoring Program." 

BATES,B., MUbLLER.J.J. Controls for Environmental Pollution, Inc. 86/12/31. 143pp. 
40843:250-40844:032. 

8705060373 Forwards “Annual Environ Operating Rept for 1986,’’ “Annual Rept for 
Palo Verde Nuclear Generating Station Salt Deposition Monitoring Program,l986 " & 
"Comparison Rept of 1984-1986 Analytical Results for Palo Verde Nuclear....” 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/30. MARTIN, J.B. Region 5, Office of Director. 1 p. 40828:254-40829:322. 

-8705060380 “Annual Environ Operating Rept for 1986." 

CARPENTER, M.L Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/12/31. 6pp. 40828:255-40828:260. 

-8705060385 “Annual Rept for Palo Verde Nuclear Generating Station Salt Deposition 
Monitoring Program for 1 986.” 

* LN Technologies Corp. (formerly NUS Corp.). NUS-4999. 86/12/31. 353pp. 
40828:261-40829:253. 

“8705060393 "Comparsion Rept of 1984-1985 Analytical Results for Palo Verde Nucle- 
ar Generating Station Salt Monitoring Program." 

* LN Technologies Corp. (formerly NUS Corp.). NUS-4897. 87/03/31. 69pp. 
40829:254-40829:322. 

8705210402 Monthly operating repts for Apr 1987.W/870512 Itr. 

HULL,J.L., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Serv- 
ice Co.). 87/04/30. 16pp. 41001:088-41001:103. 


S. Reportable occurrences, LERs & related correspondence 

8705050401 LER 87-01 1-00:on 870331, while in Mode 1,fire watch round not performed 
per Tech Spec 3.7.1 2.Caused by cognitive personnel error,Fire watch patrolman coun- 
seled on safety warnings & scheduled for addi training. W/870427 Itr, 

BRADISH,T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/04/27. 4pp. 40815:246-40815:249. 

8705120244 LER 87-013-00:on 870408, Tech Spec 3.0.3 entered due to inoperability of 
ESF pump room air exhaust sys.Caused by cognitive personnel error.Memo sent to 
onsite managers reminding personnel of re^onsibilities.W/870506 Itr. 

BRADISH.T.h., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/06. 4pp. 40907:084-40907:087. 

8705180074 LER 87-01 2-00:on 870407,09 & lO.Channels A & B declared operable & 
placed in bypass for performance of surveillance test procedure.Caused by cognitive 
personnel error.Order issued to appropriate personnel re events.W/870508 Itr. 
BRADISH,T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/08. 5pp. 40952:243-40952:247. 


8705260269 LER 87-020-00:on 8704 16, Train B fuel bldg essential ventilation actuation 
signal received on balance of plant ESFAS due to communication malfunction.Caused 
by byte error. Time delay relays in circuitry installed.W/870515 Itr. 

BRADISH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/15. 5pp. 41032:114-41032:118. 

8705270532 Special Rept 1-SR-87-017:on 87041 9, containment bldg area radiation mon- 
itor (RU-149) declared inoperable due to spurious detector failure alarms.Cause unde- 
termined. Surveillance testing conducted & RU-149 restored. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/18. Document Control Branch (Document Control Desk). 2pp. 41084:058- 
41084:059. 

8705290036 Partial response to FOIA request for documents re plant. Forwards App A 
documents. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES.G.A. 
MHB Technical Associates. 2pp. 41127:150-41127:155. 

-8705290192 Package consisting of undated LER sequence & coding & search sys 
data run, data from NRC ES7 actuation data base & handwritten staff notes re LtR 
87-071. 

* NRC - No Detailed Affiliation Given. 87/05/22. 4pp. 41127:152-41127:155. 


T. Hearing transcripts on non-antitrust matters 


8705270389 Transcript of GN Cook 861009 deposition. Pp 1-104. 

COOK,G.N. NRC - No Detailed Affiliation Given. 86/10/09. 117pp. 41083:074- 
41083:190. 

8705270407 Transcript of MD Schuster 861010 desposition.Pp 1-81. 

SCHUSTER,M.D. Region 5, Office of Director. 86/10/10. 85pp. 41083:191-41083:275. 

8705270426 Transcript of DW Schaefer 861010 deposition.Pp 1-53.W/ CE Mullins 
870520 transmittal memo. 

SCHAEFER, D.W. Region 5, Office of Director. 86/10/10. 89pp. 41084:001-41084:003. 

8705270374 Transcript of R Zimmerman 861014 deposition in Phoenix, AZ. Pp 1-108. 
ZIMMERMAN, R. NRC - No Detailed Affiliation Given. 86/10/14. 118pp. 41082:316- 
41083:073. 
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F. Security, medical, emergency & fire protection plans 


8705260402 Forwards Insp Repts 50-528/87-16,50-529/87-17 & 50-530/87-18 on 
870427-0501. No deficiencies or violations noted. Weaknesses in onshift staff re- 
sponse to emergencies noted. 

WENSLAWSKI.F.A. Region 5. Office of Director. 87/05/15. VAN BRUNT.E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Senrice Co.). 2pp. 41038:121- 
41038:129. 

-8705260410 Insp Repts 50-528/87-16,50-529/87-17 & 50-530/87-18 on 870427- 
0501. No deficiencies or violations noted.Major areas inspected:changes to emergency 
preparedness program.parts of licensee emergency planning program re emergency 
detection. 

BROWN.G. Region 5. Office of Director. 87/05/15. 7pp. 41038:123-41038:129. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8705220141 Amend 17 to FSAR for Palo Verde Nuclear Generating Station, Units 1,2 & 
3.W/870518 Itr. 

VAN BRUNT, E-E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/05/31. 2,200pp. 41025:078-41027:262. 


P. Operating license stage documents & correspondence 


8705070014 Reconfirms that Unit 1 post accident samplirig sys (PASS) meets or ex- 
ceeds requirements established by NUREG-0737, II.B.3.reAR will be updated to re- 
flect differences between Unit 1 & Units 2 & 3 PASS.Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/24. Document Control Branch (Document Control Desk). 2pp. 40849:285- 
40849:286. 

8705040030 Notification of 870527 & 28 meetings w/util & EG&G In Maricopa 
County,AZ to discuss NRC 870330 request for addf info re inservice testing programs 
for pumps & valves. 

LlcrTRA,E.A. Project Directorate V. 87/04/28. KNIGHTON, G.W. Project Directorate V. 
2pp. 40789:356-40789:357. 

8705080307 Informs that summary justifying removal of core protection calculators & 
core operating limits supervisory sys will be submitted to NRC by 870115.Chapter 16 
of FSAR will not be revised since only most limiting analysis should be incl. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public ^rvlce Co.). 
87/04/30. Document Control Branch (Document Control Desk). 2pp. 40872:053- 
40872:054. 

8705070057 Summary of 870422 meeting w/util In Bethedsa,MD re schedules for Cycle 
2 core reloads. List of attendees & viewgraphs end. 

DAVIS,M.J. Project Directorate V. 87/05/01. Project Directorate V, 28pp. 40855:105- 
40855:132. 

8705070018 Notification of 870508 meeting w/util In Bethesda.MD to discuss proposed 
Tech Spec changes re Tech Spec 3.0.3 concerning variable overpower trip.temp de- 
pendent shutdown margin & discharges to evaporation ponds. 

LICITRA,E.A. Project Directorate V. 87/05/04. KNIGHTON,G.W. Project Directorate V. 
4pp. 40855:137-40855:140. 
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8705070230 Forwards SERs supporting util 831103 Itr & 860403 updated responses to 
Generic Ltr 83-28, Items 4.2.1, 4.2.2, 4.2.3 & 4.2.4 re preventive maint & surveillance 
program to ensure reliable reactor trip breaker operation. 

LICrTRA,E.A. Project Directorate V. 87/05/04. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40860:001-40860:011. 

~8705070254 Safety evaluation supporting util submittals re Generic Ltr 83-28, Items 
4.1, 4.2.1 & 4.2.2 concerning reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 6pp. 
40860:003-40860:008. 

-8705070256 Safety evaluation supporting util submittals re Generic Ltr 83-28, Items 
4.2.3 & 4.2.4 concerning reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 3pp. 
40860:009-40860:011. 

8705080291 Application for amends to Licenses NPF-41,NPF-51 & NPF-65. changing 
Table Notation (8) of Tech Spec Table 2.2-1 to provide lower limit to rate at which 
variable overpower trip setpoint decreases as reactor power decreases. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/04. Document Control Branch (Document Control Desk). 11pp. 40872:149- 
40872:162. 

“8705110138 Proposed Tech Spec Table 2.2-1 revising Table Notation (8) to provide 
lower limit to rate at which variable overpower trip setpoint decreases as reactor 
power decreases. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/05/04. 3pp. 
40872:160-40872:162. 

8705290025 FOIA request for documents re identification & resolution of problems w/ 
LPSI pumps & RCS pumps at plant. 

HOLMES,G.A. MHB Technical Associates. 87/05/04, GRIMSLEY.D.H. Division of 
Rules & Records (Post 870413). Ip. 41127:149-41 127:149. 

8705080317 Forwards SER input on util SPDS.Successful resolution of issues based on 
NRC site audit & sys evaluation should result in display sys meeting requirements of 
Supp1 1 to NUREG-0737.lmplementation schedule requested by 870930. 

LICITRA,E.A. Project Directorate V. 87/05/05. VAN BRUNT,E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40863:029-40863:084. 

-8705080322 SER re plant SPDS based on NRC site audit & sys evaluation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/05. 31pp. 
40863:031-40863:061. 

-8704090267 ‘Technical Evaluation Rept for SPDS for Palo Verde Nuclear Generating 
Station Units 1,2 & 3." 

JOHNSON,G.L. Lawrence Livermore National Laboratory. HANSEN,W. Comex Corp. 
87/02/24. 23pp. 40863:062-40863:084. 

8705120315 Application for amends to Licenses NPF-41,NPF-51 & NPF-65, changing 
Tech Spec Section 3.0.3 re limiting condition for operation & surveillance 
requirements. Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/06. Document Control Branch (Document Control Desk). 6pp. 40907:325- 
40907:350. 

-8705120320 Proposed Tech Specs changing Section 3.0.3 re limiting condition for op- 
eration & surveillance requirements. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co,). 87/05/06. 
20pp, 40907:331-40907:350. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V,lncluding Diablo Canyon,Palo Verde,Rancho Seco.San 
Onfore,Trojan & WPPSS 2. 

KNIGHTON.G.W. Project Directorate V. 87/05/12. MURLEY,T. NRC - No Detailed Af- 
filiation Given. Ip. 40966:121-40966:121. 

8705220267 Forwards Section 5 of hydrogen recombiner operations & maint manual en- 
titiled, "Periodic Testing," per M Licitra 870302 telcon request.Section 5 provided to 
facilitate NRC review of util 870123 request for Tech Spec change. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 39pp. 41017:117- 
41017:155. 

8705220291 Forwards Proprietaty Rev 00-P to Topical Rept CEN-356(V)-P, "Modified 
Statistical Combination of Uncertainties,” per schedule agreed upon during 870422 
meeting.Rept withheld (ref 10CFR2.790).AE Scherer affidavit also encl.Fee paid. 
HAYNtS,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15, Document Control Branch (Document Control Desk), 6pp. 41024:122- 
41024:127. 

8705220014 Final FOIA response to FOIA request for documents re 860516 & 19 tel- 
cons between NRC & FBI.App E documents partially withheld (ref FOIA Exemption 7 ). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/18. AFTERGOOD.a 
Committee to Bridge the Gap. 3pp. 41 023:258-41 023:264. 

-8705220024 Partially withheld record of 860516 telcon re FBI investigation of facility 
power lines.Partially withheld record of 860519 telcon also end. 

* NRC - No Detailed Affiliation Given. 86/05/16. 4pp. 41023:261-41023:264. 


Q. Inspection reports, IE Bulletins & correspondence 

8705040200 Forwards Insp Repts 50-528/87-13.50-529/87-14 & 50-530/87-15 on 
87031 6-30.No violations noted.lnitial review indicates that present method of handling 
defect repts does not allow adequate rept tracking by mgt. 

PATE.R.J. Region 5. Office of Director. 87/04/17. VAN BRUNT, E.E, Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.), 2pp. 40789:181-40789:191. 

-8705040211 Insp Repts 50-528/87-13,50-529/87-14 & 50-530/87-15 on 870316- 
30.No violations noted.Major areas inspected:licensee action on 10CFR21 
repts, deficiency evaluation repts & IE info notices. 

CLARK.C., RICHARDS, S. Region 5. Office of Director. 87/04/16. 9pp. 40789:183- 
40789:191. 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705180090 Ack receipt of 870413 itr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-529/86-27. 

KIRSCH.D.F. Region 5. Office of Director. 87/05/08. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Senrice Co.). 1 p. 40953:032-40953:058. 

8705060040 NRC Info Notice 87-021 , "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705260402 Forwards Insp Repts 50-528/87-16,50-529/87-17 & 50-530/87-18 on 
870427-0501. No deficiencies or violations noted. Weaknesses in onshift staff re- 
sponse to emergencies noted. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/05/15. VAN BRUNT,E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 41038:121- 
41038:129. 

-8705260410 Insp Repts 50-528/87-16.50-529/87-17 & 50-530/87-18 on 870427- 
0501. No deficiencies or violations noted.Major areas inspected:changes to emergency 
preparedness program,parts of licensee emergency planning program re emergency 
detection. 

BROWN,G., FISH.R. Region 5, Office of Director. 87/05/15. 7pp. 41038:123- 
41038:129. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705070063 Fonvards “Operational Radiological Environmental Monitoring Rept for 
1986,” per Tech Spec 6.9.1. 7.Rept covers operation of Unit 2 for period following ini- 
tial criticality on 860418 & Unit 1 during 1986. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/27. Document Control Branch (Document Control Desk). Ip. 40843:249- 
40844:032. 

“8705070069 “Operational Radiological Environmental Monitoring Program.” 

BATES,B., MUELLER, J.J. Controls for Environmental Pollution, Inc. 86/12/31. 143pp. 
40843:250-40844:032. 

8705060373 Forwards “Annual Environ Operating Rept for 1986,” “Annual Rept for 
Palo Verde Nuclear Generating Station Salt Deposition Monitoring Program, 1986 ” & 
“Comparison Rept of 1984-1985 Analytical Results for Palo Verde Nuclear...,” 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/30. MARTIN, J.B. Region 5, Office of Director. Ip. 40828:254-40829:322. 

—8705060380 "Annual Environ Operating Rept for 1986.” 

CARPENTER, M.L Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/12/31. 6pp. 40828:255-40828:260. 

—8705060385 "Annual Rept for Palo Verde Nuclear Generating Station Salt Deposition 
Monitoring Program for 1986.” 

* LN Technologies Corp. (formeriy NUS Corp.). NUS-4999. 86/12/31. 353pp. 
40828:261-40829:253. 

-8705060393 “Comparsion Rept of 1984-1985 Analytical Results for Palo Verde Nucle- 
ar Generating Station Salt Monitoring Program.” 

* LN Technologies Corp. (formerly NUS Corp.), NUS-4897. 87/03/31. 69pp. 
40829:254-40829:322. 

8705210402 Monthly operating repts for Apr 1987.W/870512 Itr. 

HULL,J.L., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Serv- 
ice Co.). 87/04/30. 16pp. 41001:088-41001:103. 


S. Reportable occurrences, LERs & related correspondence 

8705120309 Special Rept 2-SR-87-008:on 870406,condenser evacuation sys radioactive 
gaseous effluent monitors,low-range RU-141 & high-range RU-142 declared inoper- 
able for greater than 72 h. Water found in RU-141 due to holes in detector mylar. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/04. Document Control Branch (Document Control Desk). 2pp. 40907:076- 
40907:077. . 

8705180211 LER 87-003-00:on 87041 2,control element assembly calculator trouble 
alarm received in control room & calculator declared inoperable.Caused by procedural 
inadequacy-Procedural enhancements made for facility.W/870508 Itr. 

BRADlSH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/08. 4pp. 40952:282-40952:285. 

8705220011 PNO-V-87-086:on 870510, reactor shutdown due to inoperable Channel C 
120-volt ac vital inverter.Outage tasks will Include surveillance tests,insp & repair of 
leaking low pressure feedwater heater & equipment problem repairs. 

RICHARDS, S., FIORELLI,G. Region 5, Office of Director. 87/05/13. Ip. 41021:192- 
41021:192. 

8705260372 LER 87-004-00:on 87041 6, reactor & turbine trip occurred. Caused by high 
local power density trip signals generated by core protection calculators. Effects of cy- 
cling each breaker will be incorporated into guidelines.W/870515 Itr. 

BRADlSH.T.R., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/15. 6pp. 41037:290-41037:295. 

8705260375 Special Rept 2-SR-87-012:on 87041 6, Containment Bldg Atmosphere RU-1 
declared inoperable due to ground identified in monitor.Check for grounds conducted 
but no grounds found. Functional test performed & monitor returned to operation. 
HAYNK,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 2pp. 41038:225- 
41038:226. 
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8705280087 Special Rept 2-SR-87-013:on 870421 .process monitor RU-1 inoperable for 
more than 72 h due to frequent failure alarms.Caused by voltage spikes on grounding 
sys.Mod initiated to replace moving filter assembly w/fixed filter, 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/18. Document Control Branch (Document Control Desk). 2pp. 41089:358- 
41089:359. 

8705270654 LER 87-007-00:on 870423, time interval for sampling concentration of hy- 
drogen & oxygen in gaseous radwaste sys exceeded, contrary to Tech Spec 
3.3.3.9.Caused by cognitive personnel error.New form used to aid personnel.W/ 
870520 Itr. 

BRADiSH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/20. 4pp. 41085:006-41085:009. 

8705290036 Partial response to FOIA request for documents re plant. Forwards App A 
documents, Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES, G.A. 
MHB Technical Associates. 2pp. 41127:150-41127:155. 

“8705290192 Package consisting of undated LER sequence & coding & search sys 
data run, data from NRC ES7 actuation data base & handwritten stan notes re LER 
87-071. 

* NRC - No Detailed Affiliation Given. 87/05/22. 4pp. 41127:152-41127:155. 


T. Hearing transcripts on non-antitrust matters 


8705270389 Transcript of GN Cook 861009 deposition.Pp 1-104. 

COOK.G.N. NRC - No Detailed Affiliation Given. 86/10/09. 117pp. 41083:074- 
41083:190. 

8705270407 Transcript of MD Schuster 861010 desposition.Pp 1-81. 

SCHUSTER,M.D. Region 5, Office of Director. 86/10/10. 85pp. 41083:191-41083:275. 

8705270426 Transcript of DW Schaefer 861010 deposition.Pp 1-53.W/ CE Mullins 
870520 transmittal memo. 

SCHAEFER, D.W. Region 5. Office of Director. 86/10/10. 89pp. 41084:001-41084:003. 

8705270374 Transcript of R Zimmerman 861014 deposition in Phoenix, AZ. Pp 1-108. 
ZIMMERMAN, R. NRC - No Detailed Affiliation Given. 86/10/14. 118pp. 41082:316- 
41083:073. 
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F. Security, medical, emergency & fire protection plans 

8705260402 Forwards Insp Repts 50-528/87-16,50-529/87-17 & 50-530/87-18 on 
870427-0501. No deficiencies or violations noted. Weaknesses in onshift staff re- 
sponse to emergencies noted. 

WENSLAWSKl.F.A. Region 5. Office of Director. 87/05/15. VAN BRUNT,E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 41038:121- 
41038:129. 

“8705260410 Insp Repts 50-528/87-16.50-529/87-17 & 50-530/87-18 on 870427- 
0501. No deficiencies or violations noted.Major areas inspected:changes to emergency 
preparedness program.parts of licensee emergency planning program re emergency 
detection. 

BROWN.G. Region 5, Office of Director. 87/05/15. 7pp. 41038:123-41038:129. 


G. Adjudicatory correspondence 

8705120038 Comments of Plains Electric Generation & Transmission Cooperative, inc, on 
issuance of facility OL to operate at five percent of full power.* Commission must con- 
sider antitrust issues.W/Certificate of Svc. 

MILLER, F.L Plains Electric Generation & Transmission Cooperative. MILLER,F.L 
Duncan, Weinberg & Miller. #287 3372. 87/05/07. Commissioners. 4pp. 40874:267- 
40874:270. 

8705270099 Comments of Plains Electric Generation & Transmission Cooperative. Inc on 
El Paso Electric Co 870422 submittal.* Description of contract amend at odds w/ 
terms of amend. Certificate of Svc end. 

MILLER, F.L Plains Electric Generation & Transmission Cooperative. MILLER, F.L. 
Duncan. Weinberg & Miller. #287 3527. 87/05/20. 6pp. 41042:027-41042:032. 


J. Insurance & indemnity information 

8705210501 Forwards Endorsement 1 to NELIA Certificate N-114 & MAELU Certificate 
M-114 & Policy 1 to NELIA Certificate N-114 & MAELU M-114. 

HAY’NES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/11. Document Control Branch (Document Control Desk). 19pp. 41016:113- 
41016:131. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8705220141 Amend 17 to FSAR for Palo Verde Nuclear Generating Station, Units 1,2 & 
3.W/870518 itr. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/05/31. 2,200pp. 41025:078-41027:262. 


M. Antitrust correspondence 

8705120038 Comments of Plains Electric Generation & Transmission Cooperative, Inc, on 
issuance of facility OL to operate at five percent of full power.* Commission must con- 
sider antitrust issues.W/Certificate of Svc. 

MiLLER,F.L. Plains Electric Generation & Transmission Cooperative. MILLER.F.L 
Duncan, Weinberg & Miller. #287 3372. 87/05/07. Commissioners. 4pp. 40874:267- 
40874:270. 


8705130007 Comments of Plains Electric Generation & Transmission Cooperative, Inc, on 
issuance of facility OL to operate at 5% of full power.Commisslon must consider anti- 
trust issues raised in 861128 & 870317 comments.CertifIcate of Svc end. 

MILLER,F.L. Duncan, Weinberg & Miller. MILLER.F.L. Plains Electric Generation & 
Transmission Cooperative. 87/05/07. 4pp. 40910:241-40910:244. 


P. Operating license stage documents & correspondence 

8705070014 Reconfirms that Unit 1 post accident sampling sys (PASS) meets or ex- 
ceeds requirements established by NUREG-0737, II.B.3.FSAR will be updated to re- 
flect differences between Unit 1 & Units 2 & 3 PASS.Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/24, Document Control Branch (Document Control Desk), 2pp. 40849:285- 
40849:286. 

8705010143 Forwards staff evaluation covering licensee recovery program for Emergen- 
cy Diesel Generator B.Recovery program, when implemented, will provide all data nec- 
essary for determining adequacy of diesel for nuclear svc. 

DAVIS, M.J. Project Directorate V. 87/04/28. VAN BRUNT.E.E. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 2pp. 40772:352-40772:360. 

“8705010148 Staff evaluation re licensee recovery program for Emergency Diesel Gen- 
erator B.Program will provide all info required to determine adequacy of generator for 
nuclear svc & acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/28. 7pp. 
40772:354-40772:360. 

8705040030 Notification of 870627 & 28 meetings w/util & EG&G in Maricopa 
County, AZ to discuss NRC 870330 request for addl info re inservice testing programs 
for pumps & valves. 

LICITRA,E.A. Project Directorate V. 87/04/28. KNIGHTON, G.W. Project Directorate V. 
2pp. 40789:366-40789:357. 

8705080307 Informs that summary justifying removal of core protection calculators & 
core operating limits supervisory sys will be submitted to NRC by 870115.Chapter 15 
of FSAR will not be revised since only most limiting analysis should be inci, 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/04/30. Document Control Branch (Document Control Desk). 2pp. 40872:053- 
40872:054. 

8705070018 Notification of 870508 meeting w/util in Bethesda.MD to discuss proposed 
Tech Spec changes re Tech Spec 3.0.3 concerning variable overpower trip.temp de- 
pendent shutdown margin & discharges to evaporation ponds. 

LICITRA,E.A. Project Directorate V. 87/05/04. KNIGHTON.G.W. Project Directorate V. 
4pp. 40855:137-40855:140. 

8705070230 Forwards SERs supporting util 831103 Itr & 860403 updated responses to 
Generic Ltr 83-28,ltems 4.2.1, 4.2.2, 4.2.3 & 4.2.4 re preventive maint & surveillance 
program to ensure reliable reactor trip breaker operation. 

LlcrTRA.E.A. Project Directorate V. 87/05/04. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40860:001-40860:011. 

“8705070254 Safety evaluation supporting util submittals re Generic Ltr 83-28,ltems 
4.1, 4.2.1 & 4.2.2 concerning reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 6pp. 
40860:003-40860:008. 

“8705070256 Safety evaluation supporting util submittals re Generic Ltr 83-28,ltems 
4.2.3 & 4.2.4 concerning reactor trip sys reliability. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/04. 3pp. 
40860:009-40860:011. 

8705080291 Application for amends to Licenses NPF-41,NPF-51 & NPF-65, changing 
Table Notation (8) of Tech Spec Table 2.2-1 to provide lower limit to rate at which 
variable overpower trip setpoint decreases as reactor power decreases. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/04. Document Control Branch (Document Control Desk). 11pp. 40872:149- 
40872:162. 

“8705110138 Proposed Tech Spec Table 2.2-1 revising Table Notation (8) to provide 
lower limit to rate at which variable overpower trip setpoint decreases as reactor 
power decreases. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/05/04. 3pp. 
40872:160-40872:162. 

8705290025 FOIA request for documents re identification & resolution of problems w/ 
LPSI pumps & RCS pumps at plant. 

HOLMES,G.A. MHB Technical Associates. 87/05/04. GRIMSLEY,D.H. Division of 
Rules & Records (Post 870413). Ip. 41127:149-41127:149. 

8705080317 Forwards SER input on util SPDS.Successful resolution of issues based on 
NRC site audit & sys evaluation should result in display sys meeting requirements of 
Supp1 1 to NUREG-0737.lmplementation schedule requested by 870930. 

LICITRA,E.A. Project Directorate V. 87/05/05. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40863:029-40863:084. 

“8705080322 SER re plant SPDS based on NRC site audit & sys evaluation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/05. 31pp. 
40863:031-40863:061. 

“8704090267 "Technical Evaluation Rept for SPDS for Palo Verde Nuclear Generating 
Station Units 1 ,2 & 3." 

JOHNSON, G.L. Lawrence Livermore National Laboratory. HANSEN, W. Comex Corp. 
87/02/24. 23pp. 40863:062-40863:084. 

8705110241 Summary of 870313 meeting w/consultants & licensee at site re evaluation 
& repair of Diesel Generator Engine 3B.List of meeting attendees & draft responses to 
staff recommendations end. 

LICITRA,E.A. Project Directorate V. 87/05/06. Project Directorate IV. 12pp. 
40880:088-40880:114. 

“8705110270 “Torsiograph Test Rept of KSV-20-T.’’ 

HORNE, J.M. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 78/ 
08/28. 3pp. 40880:1 00-40880:1 02. 
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“8705110289 "Torsional Vibration Analysis of Repaired Crankshaft, KSV-20-T & SN- 
7187." 

HORNE, J.M. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/ 
02/06. 3pp. 40880: 1 03-40880: 1 05. 

“8705110298 "Stress Analysis of KSV-4-2A Master Connecting Rod." 

HORNE, J.M. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/ 
02/04. 9pp. 40880:106-40880:114. 

8705120315 Application for amends to Licenses NPF-41,NPF-51 & NPF-65, changing 
Tech Spec Section 3.0.3 re limiting condition for operation & surveillance 
requirements.Fee paid. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/06. Document Control Branch (Document Control Desk). 6pp. 40907:325- 
40907:350. 

“8705120320 Proposed Tech Specs changing Section 3.0.3 re limiting condition for op- 
eration & surveillance requirements. 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/05/06. 
20pp. 40907:331-40907:350. 

8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
1 0CFR73.55 miscellaneous amends & search requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51 pp. 41 01 7:31 1 -41 01 8:002. 

8705190212 Notifies of 870514 briefing on licensing & operational status of plants as- 
signed to Project Directorate V, including Diablo Canyon,Palo Verde,Rancho Seco.San 
Onfore,Trojan & WPPSS 2. 

KNIGHTON,G.W. Project Directorate V. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. Ip. 40966:121-40966:121. 

8705220267 Forwards Section 5 of hydrogen recombiner operations & maint manual en- 
titiled, "Periodic Testing," per M Licitra 870302 telcon requestSection 5 provided to 
facilitate NRC review of util 870123 request for Tech Spec change. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 39pp. 41017:117- 
41017:155. 

8705220291 Fonvards Proprietary Rev 00-P to Topical Rept CEN-356(V)-P, "Modified 
Statistical Combination of Uncertainties," per schedule agreed upon during 870422 
meeting.Rept withheld (ref 10CFR2.790).Afc Scherer affidavit also encl.Fee paid. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 6pp. 41024:122- 
41024:127. 

8705220014 Final FOIA response to FOIA request for documents re 860516 & 19 tel- 
cons between NRC & FBI.App E documents partially withheld (ref FOIA Exemption 7). 
GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/18. AFTERGOOD.S. 
Committee to Bridge the Gap. 3pp. 41 023:258-41 023:264. 

“8705220024 Partially withheld record of 860516 telcon re FBI investigation of facility 
power lines.Partially withheld record of 860519 telcon also end. 

• NRC - No Detailed Affiliation Given. 86/05/16. 4pp. 41023:261-41023:264. 


Q. Inspection reports, IE Bulletins & correspondence 

8705040200 Forwards Insp Repts 50-528/87-13,50-529/87-14 & 50-530/87-15 on 
87031 6-30.No violations noted.lnitial review indicates that present method of handling 
defect repts does not allow adequate rept tracking by mgt. 

PATE.R.J. Region 5. Office of Director. 87/04/17. VAN BRUNT,E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 40789:181-40789:191. 

“8705040211 Insp Repts 50-528/87-13,50-529/87-14 & 50-530/87-15 on 870316- 
30.No violations noted.Major areas inspected:licensee action on 10CFR21 
repts, deficiency evaluation repts & IE info notices. 

CLARK,C., RICHARDS, S. Region 5, Office of Director. 87/04/16. 9pp. 40789:183- 
40789:191. 

8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion," Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 87/04/20. 
Consolidated Edison Co. or New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705260402 Forwards Insp Repts 50-528/87-16.50-529/87-17 & 50-530/87-18 on 
870427-0501. No deficiencies or violations noted. Weaknesses in onshift staff re- 
sponse to emergencies noted. 

WENSLAWSK1.F.A. Region 5, Office of Director. 87/05/15. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 41038:121- 
41038:129, 

“8705260410 Insp Repts 50-528/87-16,50-529/87-17 & 50-530/87-18 on 870427- 
0501. No deficiencies or violations noted.Major areas inspected:changes to emergency 
preparedness program, parts of licensee emergency planning program re emergency 
detection. 

BROWN, G., FISH,R. Region 5. Office of Director. 87/05/15. 7pp. 41038:123- 
41038:129. 

8705180155 NRC Info Notice 87-022, "Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison C^. of New York, Inc. 106pp. 41031:324-41032:068. 


R. Periodic operating reports & related correspondence 

8705210402 Monthly operating repts for Apr 1987.W/870512 ltr. 

HULUJ.L, HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Serv- 
ice Co.). 87/04/30. 16pp. 41001:088-41001:103. 


S. Reportable occurrences, LERs & related correspondence 

8705040003 LER 87-001 -00:on 870328,while preparing to enter Mode 6, control room 
essential filtration actuation signals & containment purge isolation actuation signals 
received.Cause under investigation.W/870424 ltr. 

BRADISH.T.R., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/04/24. 4pp. 40775:214-40775:217. 

8705280261 PNO-V-87-032A:licensee investigations into manner in which small stones 
introduced into hot leg side of steam generator 1 determined that stones carried into 
enerator during erection of work platform.Tubes in generators to be plugged. 
IMMERMAN.R., RICHARDS, S. Region 5. Office of Director. 87/04/29. Ip. 
41095:022-41095:022. 


8705290036 Partial response to FOIA request for documents re plant. Forwards App A 
documents. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES, G.A. 
MHB Technical Associates. 2pp. 41127:150-41127:155. 


T. Hearing transcripts on non-antitrust matters 


8705270389 Transcript of GN Cook 861009 deposition.Pp 1-104. 

COOK.G.N. NRC - No Detailed Affiliation Given. 86/10/09. 117pp. 41083:074- 
41083:190. 


8705270407 Transcript of MD Schuster 861010 desposition.Pp 1-81. 

SCHUSTER.M.D. Region 5, Office of Director. 86/10/10. 85pp. 41083:191-41083:275. 

8705270426 Transcript of DW Schaefer 861010 deposition.Pp 1-53.W/ CE Mullins 
870520 transmittal memo. 

SCHAEFER,D.W. Region 5, Office of Director. 86/10/10. 89pp. 41084:001-41084:003. 

8705270374 Transcript of R Zimmerman 861014 deposition in Phoenix, AZ. Pp 1-108. 
ZIMMERMAN,R. NRC - No Detailed Affiliation Given. 86/10/14. 118pp. 41082:316- 
41083:073. 


DOCKET STN-50-53S GASSAR-6 


A. Application/construction stage documents & correspondence 


8705220012 FOIA request for PRAs for listed plants be placed In PDR. 

CONNOR, L Affiliation Not Assigned. 87/04/16. Division of Rules & Records (Post 
870413). 1p. 41023:245-41023:245. 

8705220026 Final response to FOIA request.No PRAs on file for McGuire 1,Bellefonte 1 
& GASSAR.PRAs for Susquehanna 1 & Oyster Creek available in PDR. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/18. CONNOR, L Af- 
filiation Not Assigned. 1p. 41023:246-41023:246. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Apptication/construction stage documents & correspondence 


8705110372 Generic Ltr 87-08 to all power reactor licensees re implementation of 
10CFR73.55 miscellaneous amends & search requirements.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/05/11. Atlantic City 
Electric Co. 51pp. 41017:311-41018:002. 


DOCKET 50-538 MEMPHIS STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8705290198 Responds to 870422 questions re licensee decommissioning plan.Diagram 
of facility organization for decommissioning provided.RR Riley resume & radiation con- 
trol & safety manual end. 

OLIPHANT.V.N. Memphis State Univ., Memphis. TN. 87/05/22. ADAMS, A. Standardi- 
zation & Non-Power Reactor Project Directorate. 9pp. 41114:197-41114:231, 

“8705290201 "Radiation Control & Safety Manual." 

* Memphis State Univ., Memphis, TN. 87/05/22. 28pp. 41114:206-41114:231. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


8704160063 SuppI 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp, 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. or New York, Inc. 106pp. 41031:324-41032:068. 
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DOCKET STN-SO-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

S704160063 Suppl 1 to IE Info Notice 86-108, “Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI, (J.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

flOSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/11. 
Consolidated Edison Co. of New York, Inc. 107|:^. 40961:001-40961:106. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Noripower Reactors." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 


DOCKET 50-549 GREENE COUNTY NUCLEAR POWER PLANT 


G. Adjudicatory correspondence 

8705270136 Notice of reconstitution of ASLB.* C Bechhoefer,chalrman & GA Ferguson 
& RF Cole,members.Served on 870520. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3507. 87/05/19. 2pp. 
41042:001-41042:002. 


DOCKET 50-601 RESAR SP/90 


A. Application/construction stage documents & correspondence 

8705060173 Requests review of end draft repts entitled, “Review of Westinghouse Ad- 
vanced PWR (WAPWR) Probabilistic Safety Study" & "Assessment of Core Melt Pro- 
gression & Fission Product Releases for WAPWR ...." within 60 days.W/o ends. 
KENYON,T.J. Standardization & Non-Power Reactor Project Directorate. 87/04/30. 
JOHNSON, W.J. Westinghouse Electric Corp. 3pp. 40841:190-40841:192. 

8705190121 Requests assignment of technical reviewers to Westinghouse Oct 1983 ad- 
vance PWR (RESAR SP/90) application.Brief history & status of project,tentative 
review schedule & listing of issued SERs, former reviewers & PSAR modules end. 
KENYON,T.J. Standardization & Non-Power Reactor Project Directorate. 87/05/12. 
CHENG, C.Y., MARSH.T. Mechanical Engineering Branch. BAGCHI.G. Structural & 
Geosciences Branch. 19pp. 40963:250-40963:268. 

8705180358 Informs that proprietary WAPWR RESAR-SP/90 PDA Module 10. “Contain- 
ment Sys" should be withheld from public disclosure, per review of application & 
10CFR2.790 criteria. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/13. 
WIESEMANN,R.A. Westinghouse Electric Corp. 4pp. 40960:025-40960:028. 


DOCKET 50-668 WESTINGHOUSE ADVANCED PWR STANDARD DESIGN 
(WAPWR) 


A. Application/construction stage documents & correspondence 

8705260094 Final response to FOIA request.App C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study.AddI records 
available in PDR in Folder FOIA-87-10. Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

-8705260301 “Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA," “Safety Evaluation of Core-Melt Accidents:! ndian Point...& Zion-Oper- 
ating Reactor" & “Review of PRA for Seabrook.,.," monthly repts for Oct 1984. 
KATO,W.Y. Brookhaven National Laboratory. FIN A-3712. 84/11/16. LYON,W. Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


8705040170 Advises that 870217 rev to physical security plan consistent w/ provisions 
of 10CFR70.32(e) & acceptable, 

STOHR,J.P. Region 2, Office of Director. 87/04/27. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 40780:135-40780:136. 

8705140018 Provides addi info summarizing past & present status of hot emergency 
holding pond (HEHP) & related concerns.HEHP placed in operation In Aug 1973 & 
synthetic liner installed In Sept 1980. 

BOYD.C.C. Babcock & Wilcox Co. 87/04/28. ROUSE,L.C. NRC - No Detailed Affili- 
ation Given. 2pp. 40920:014-40920:015. 

8705280145 Forwards Oak Ridge Associated Univs “Radiological Monitoring of Stack 
Effluents Commercial Nuclear Fuel Plant, B&W,Lynchburg,VA," final rept.MonItoring 
conducted to characterize stack releases per gross alpha concentrations. 

COLLINS, D.M. Region 2, Office of Director. 87/05/05. ALTO,R,A. Babcock & Wilcox 
Co. Ip. 41 109:298-41 109:325. 

-8705280163 “Radiological Monitoring of Stack Effluents, Commercial Nuclear Fuel 
Plant,B&W,Lynchburg,vA,” final rept, 

DEMING.E.J. Oak Ridge Associated Univs. FIN A-9076-3. 87/04/30. Region 2, Office 
of Director. 27pp. 41109:299-41109:325. 

8705190484 Forwards Oak Ridge Associated Univs rept, “Radiological Monitoring of 
Stack Effluents B&W Lynchburg,VA.” for info. 

COLLINS.D.M. Region 2, Office of Director. 87/05/06. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 40975:038-40975:077. 

—8705190498 “Radiological Monitoring of Stack Effiuents.Navy Nuclear Fuel 
Div.B&W.Lynchburg.VA,” final rept. 

DEMING.E,J. Oak Ridge Associated Univs. FIN A-9076-3. 87/04/30. Region 2, Office 
of Director. 39pp. 40975:039-40975:077. 

8705190468 Advises that Violation B noted in Insp Rept 70-0027/86-17 occurred as 
stated.Corrective actions for Violation C do not ensure that all bioassay results includ- 
ed in assessments of individual intakes of radioactivity. Response requested. 
GRACE.J.N. Region 2, Office of Director. 87/05/11. TETRAULT.R.E. Babcock & 
Wilcox Co. 4pp. 40975:034-40975:037. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8705110195 Forwards description of proposed controls & assessment of controls to 
prevent or detect introduction of hydrocarbons into UF6 cylinders & UF6 process 
ws.per 870302 request. 

ESKR1DGE.H.E. Combustion Engineering, Inc. 87/03/30. BIDINGER.G. Uranium Fuel 
Licensing Branch. 3pp. 40880:046-40880:047. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 


8705120161 Discusses results of assessing offsite areas where U contamination could 
extend to.per 870224 itr.Contamination levels exceeding 30 pCi/g above ground 
found on property of Metal Svcs Co.Inc.Survey of areas continues. 

CULBERSON.D.G. Babcock & Wilcox Co. 87/04/14. ROUSE.L.C. Office of Nuclear 
Material Safety & Safeguards, Director, 5pp. 40895:155-40895:159. 

8705070162 Requests assignment of individual to assist in preparing B&W Apollo facility 
10CFR2.206 decision re KiskI Valley Coalition To Save Our Children petitions to sus- 
pend, terminate & revoke License SNM-145. 

CUNNINGHAM.R.E. Division of Fuel Ctycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/04/30. BURNETT, R.F. Division of Safeguards & Transporta- 
tion (Post 870413). Ip. 40854:017-40854:024. 

8705060257 Responds to 870413 Itr re 870224 petItion.FR notice simply acknowledges 
receipt of petition & summarizes grounds for petition.Notice not intended to address 
merits of petition. 

THOMPSON, H.L Office of Nuclear Material Safety & Safeguards, Director. 87/05/01. 
VIROSTEK,C. Kiski Valley Coalition to Save Our Children. Ip. 40840:217-40840:218. 

-8705060432 Responds to 870325 Itr re 870224 petition on behalf of Kiski Valley Coali- 
tion to Save Our Children.Notice filed for publication contained only few bases for re- 
quest. Requests reevaluation of petition & ack of all issues. 

VIROSTEK,C. Kiski Valley Coalition to Save Our Children. 87/04/13. TOMPSON,H.L 
Office of Nuclear Material Safety & Safeguards,Director. 2pp. 40840:218-40840:218. 


DOCKET 70-0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 


8705120202 Forwards prepublication copy of “Post-Remedial-Action Radiological 
Survey Rept for Pu Facility of BMI - Columbus Div,West Jefferson Complex West 
Jefferson, OH, Apr 1980 - June 1982.” Official rept will be available in approx two wks, 
TOY, H.L. Battelle Memorial Institute, Columbus Laboratories. 87/04/14. ROUSE, LC. 
Office of Nuclear Material Safety & Safeguards, Director. Ip. 40894:281-40895:026. 


-8705120218 Revised “Post-Remedial-Action Radiological Survey Rept for Pu Facility 
of BMI - Columbus Div West Jefferson Complex West Jefferson, OH Apr 1980 - June 


FLYNN.K.F.. JUSTUS, A.L. SHOLEEN.C.M. Argonne National Laboratory. ANL-OHS/ 
HP-85-103. 87/01/31. 106pp. 40894:282-40895:026. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8705120089 Application for amend to License SNM-42 to permit Naval Nuclear Fuel Div 
to send stds & process containers to Lynchburg Research Ctr for accountability meas- 
urement on Segments Gama Scanner Sys.Fee paid. 

BOYD,C.C. Babcock & Wilcox Co. 87/04/14. BROCK, W.E. Office of Nuclear Materia! 
Safety & Safeguards, Director. 3pp. 40897:130-40897:132. 

8705040157 Advises that 870305 rev to physical security plan consistent w/provlsions 
of 10CFR70.32(e)& acceptable. 

STOHR.J.P. Region 2, office of Director. 87/04/27. TETRAULT,R.E. Babcock & 
Wilcox Co. 2pp. 40789:108-40789:109. 


8705060304 Ack receipt of 870217 request for data on airborne radiation releases from 
B&W facility in borough of Apollo, concentrations of all radionuclides in air effluents 
less than 1 % of end Table II values. 

MARTIN, T.T. Region 1, Office of Director. 87/05/04. TOIVONEN.LA. Apollo, PA. 
16pp. 40838:294-40838:312. 

-8705080307 Forwards LA Toivonen Itr asking that radiation monitoring data for B&W 
facility be made available in LPDR for response. 

INGRAM.F. Office of Public Affairs. 87/03/11. MURLEY.T. Region 1, Office of Direc- 
tor. 1 p. 40838:31 0-40838:31 2. 

-8705060310 Requests data on radiation release levels originating at B&W plant stacks 
be placed in LPDR.C Virostek & V Troggi Itr end. 

TOIVONEN, L.A. Apollo, PA. 87/02/lT NRC - No Detailed Affiliation Given. 2pp. 
40838:311-40838:312. 

8705070048 Responds to 87021 1 Itr to T Foerster of Allegheny County Commission re 
B&W proposal to install & operate tow level radwaste voT reduction svcs facility at ex- 
isting site in Parks Township, PA 

MARTINJ.T. Region 1, Office of Director. 87/05/04. RICE.W.J. Affiliation Not As- 
signed. 2pp. 40M9:21 4-40849:21 9. 

-8705070058 Fonvards WJ Rice 870211 Itr identifying concerns re potential public 
health effects associated w/air-borne & water-borne discharge of nuclear matl at pro- 
posed B&W facility. 

BARRON.G.M. Allegheny County, PA. 87/03/24. MURLEY,T. Region 1. Office of Di- 
rector. 4pp. 40849:21 6-40849:21 9. 
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8705080172 Ack receipt of end 870304 Itr raising several questions re B&W facilities in 
Apollo & Parks Township, PA.Issues raised addressed by end list of Itrs from NRC 
which are available in PDR.NRC has made every effort to be honest re issues. 
MARTIN, T.T. Region 1, Office of Director. 87/05/06. VIROSTEK.C. Affiliation Not As- 
signed. 3pp. 40872:195-40872:198. 

-8705080177 Responds to 870121 Itr.Since author investigation into activities of 
NUMEC/ARCO/B&W sites for past 2 yrs,NRC has avoided giving direct answers to 
concerns raised. 

VIROSTEK.C. Affiliation Not Assigned. 87/03/04. MARTIN,T.T. Region 1. Office of Di- 
rector. Ip. 40872:198-40872:198. 

8705270014 Informs that B&W in process of preparing response to NRC 870410 Itr re 
concerns raised by C Virostek 870224 petition. Response expected by wk of 
87061 8, per 870506 telcon w/ D Sgarlata. 

CULBERSON.D.G. Babcock & Wilcox Co. 87/05/07. ROUSE,L.C. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 41049:339-41049:340. 

8705200083 Responds to 870404 Itr to V Stello re archeological surveys at B&W 
sites.No expansion involving excavation taken place outside structural 
confines, therefore no reason for B&W to conduct archeological surveys. 
CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/05/11. TROZZI,V. Affiliation Not Assigned. Ip. 41004:200- 
41004:204. 

-8705200104 Requests copy of archeological survey, if performed, in support of license 
renewals for facilities. Requests reason If no survey performed. 

TROZZI.V. Affiliation Not Assigned. 87/04/04. SfELLO,V. Office of the Executive Di- 
rector for Operations. Ip. 41004:201-41004:202. 

-8705200107 Requests direct response to V Trozzi 870404 concerns re archeological 
surveys performed to support renewal of licenses for facilities. 

MURtHA,J.P. House of Rep. 87/04/21. STELLO, V. Office of the Executive Director 
for Operations. 2pp. 41004:203-41004:204. 

8705210651 Forwards In^ Repts 70-0135/86-04 & 70-0364/86-03 on 861022- 24 in 
response to recipient 870421 Itr requesting info re actions on alleged trench under- 
neath facilities.No positive indication of trench noted.W/o repts. 

RUSSELL, W.T. Region 1, Office of Director. 87/05/11. DURITSA,C.A. Pennsylvania, 
Commonwealth of. 3pp. 41010:304-41010:309. 

-8705210671 Requests Info on alleged trench underneath facility,per recipient 860806 
Itr to Congressman Murtha.Offers assistance if needed. 

DURITSA,C,A. Pennsylvania, Commonwealth of. 87/04/21. STELLO,V. Office of the 
Executive Director for Operations. 1p. 41010:307-41010:309. 

8705260271 Approves plans for removal of U-contaminated soil, soil handling & back- 
filling of excavations, per 870414 request re soil characterization surveys immediately 
ac^acent to facility property line. 

ROUSE, L.C. Division of Fuel Cycle, Medical. Academic & Commercial Use Safety 
(Post 870413). 87/05/18. CULBERTSON,D.G. Babcock & Wilcox Co. Ip. 41030:046- 
41030:046. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

8705110212 "Rept of Effluent Monitoring & Release to Unrestricted Areas for Jul-Dec 
1986." W/870324 Itr. 

KNIGHr.B.E. Combustion Engineering, Inc. 86/12/31. GRACE, J.N. Region 2, Office of 
Director. 3pp. 40877:352-40877:354. 

8705110327 “1986 Annual Groundwater Summary,NFS-Erwin." W/870402 Itr. 

LONG,J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.), 86/12/31. GRACE, J.N. 
Region 2, Office of Director. 22pp. 40884:279-40884:300. 

8705110371 Objects to transfer of license to operate NFS, Inc plant in Erwin, TN until full 
public hearing be held & evidence taken. Proposed transfer of license to consortium 
would be potential liability re environ damage. 

ALEXANDER,D.T. Oil, Chemical & Atomic Workers International Union. 87/03/09. 
CROW, W.T. Uranium Fuel Licensing Branch. GORE, A. Senate. SASSER, J, House of 
Rep. 3pp. 40880:137-40880:139. 

8705110002 Forwards public versions of Rev 4 to "Radiological Contingency Plan" & 
“Long-Term Care Unit Radiation Contamination Procedures. 

KNIGHT,B.E. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/03/10. 
CROW.W.T. Uranium Fuel Licensing Branch. 1 p. 40879:1 38-40879:1 86. 

-8705110005 Public version of Rev 4 to "Radiological Contingency Plan." 

DROKE.R.P., RICE.R.C., HENSLEY,K.D. Nuclear Fuel Services, Inc. (subs, of Getty 
Oil Co.). 87/01/12. 46pp. 40879:139-40879:180. 


8705120166 Clarifies statement in 870309 Itr re decrease in activity in facility 
slu^e.Sludge spreading areas will be sampled on semiannual basis. 

STElAR.E.A. Tennessee, State of. 87/04/02. SPARKS, V. Tennessee. State of, 2pp. 
40895:228-40895:229. 

8705110193 Requests response to 870309 communication re potential hazards created 
as result of purchase of Nuclear Fuels Svc facility in Erwin.TN. 

ALEXANDER,D.T. Oil, Chemical & Atomic Workers International Union. 87/04/08. 
CROW.W.T. Uranium Fuel Licensing Branch. LEHMAN,J.F. Navy, Dept. of. 
GORDON.B. House of Rep. 2pp. 40884:001-40884:002. 

8705270377 Forwards 870408 status rept, “NFS Action Plan for Reduction of U Re- 
leased to Sanitary Sewer." 

LONG.J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/08. STOHR.J.P. 
Region 2, Office of Director. Ip. 41049:294-41049:306. 

-8705270392 “NFS Action Plan for Reduction of U Released to Sanitary Sewer," status 
rept. 

* Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/08. 12pp. 41049:295- 
41049:306. 

8705120090 Forwards quarterly safeguards project rept re continuing efforts in imple- 
mentation of Licensee Safeguards Guidance Group Bulletin 38.Rept withheld. 
JOHNSON,S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/10. 
BROWN, W.B. Material Licensing & International Activities Branch. Ip. 40896:027- 
40896:027. 

8705120211 Informs that Texaco,lnc filed for Chapter 11 reorganization, per 
10CFR70.32(a)(9)(i). 

HORNER,H.R. Nuclear Fuel Senrices, Inc. (subs, of Getty Oil Ck>.). 87/04/13. 
GRACE, J.N. Region 2, Office of Director. 2pp. 40895:030-40895:031. 

8705120170 Advises that license may be amended if purchase of NFS stock by NFS 
Svcs,Ltd approved,including 791105 escrow agreement to provide withdrawal of funds 
for decommissioning under listed conditions. 

MCKAY,J. Shaw, Pittman, Potts & Trowbridge. MCKAY, J. NFS Services, Ltd. 87/04/ 
14. CUNNINGHAM, R.E. Office of Nuclear Material Safety & Safeguards, Director. 3pp. 
40894:206-40894:208. 

8705120185 Requests addi Info re 870309 request for full public hearing on proposed 
purchase of NFS, Inc stock.Meeting between NRC & union to discuss concerns 
possible.AddI info required if evidentiary hearing requested. Response requested in 15 
days. 

HOYLE,J.C. Office of the Secretary of the Commission. 87/04/15. ALEXANDER,D.T. 
Oil, Chemical & Atomic Workers International Union. 2pp. 40894:213-40894:214. 

8705010199 Forwards Insp Rept 70-0143/87-13 on 870302-0403,No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Office of Director. 87/04/16. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 40771:354-40771:361. 

-8705010201 Insp Rept 70-0143/87-13 on 870302-0403.No violations or deviations 
noted.Major areas inspected:licensee action on previous insp findings,facility 
operations,nuclear criticality safety & radiation protection. 

LEE,T.D., MCALPINE,E.J. Region 2, Office of Director. 87/04/16. 6pp. 40771:356- 
40771:361. 

8705110243 Responds to 870310 request to update scope of work submitted by Nucle- 
ar Fuel Svcs,lnc 781009 “Conceptual Plan & Financial Assurance for Decommission- 
ing U-235 Facilities at Nuclear Fuel Svcs Envin, Parts 1 & 2." Attachment II withheld. 
CLARK,J.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/16. Division of 
Fuel Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 13pp. 
40880:115-40880:126. 

8705120225 Forwards groundwater analytical results, per License Condition 48. 
LONG,J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/16. Region 2, 
Office of Director. 3pp. 40895:032-40895:034. 

8705120178 Recommends Commission approval of NFS Svcs, Ltd 870226 request for 
withholding (ref 10CFR2.790) of PF Schutt 870226 notification of NFS Svcs Intent to 
purchase stock & debt of NFS,lnc from Texaco Producing, Inc.W/draft approval. 
SH0MAKER,E.C. Office of the General Counsel. 87/04/17. SOONG,A. Office of Nu- 
clear Material Safety & Safeguards, Director. 4pp. 40894:209-40894:212. 

8705130048 Fonwards summary describing actions &/or evaluations proposed by NFS 
in response to NRC 870109 recommendations & comments.Tentative commitment 
dates established for completion of several items. 

LONG,J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/21. Office of 
Nuclear Material Safety & Safeguards, Director. 16pp. 40919:186-40919:200. 


-8705110207 Public version of “Long-Term Care Unit Radiation Contamination Proce- 
dures.” 

MCMACKIN,J., M0REFIELD,L.G. Unicoi County Hosp. Erwin.TN. 85/02/25. 6pp. 
40879:181-40879:186. 


8705270493 Ack receipt of 870313 Itr informing NRC of steps taken to correct violations 
noted In Insp Rept 70-0143/87-04. 

STOHR,J.P. Region 2, Office of Director. 87/03/27. LONG,J,A. Nuclear Fuel Services. 
Inc. (subs, of Getty Oil Co.). 1p. 41055:109-41055:113. 


-8705270517 Responds to violations noted in Insp Rept 70-143/87-04. Corrective 
actions:combinations to repositories identified by inspector changed & one secretary 
hired by Security Dept & eight documents ref by inspector properly marked. 

LONG,J.A. Nuclear Fuel Services, Inc, (subs, of Getty Oil 6o.). 87/03/13. STOHR.J.P. 
Region 2, Office of Director. 4pp. 41055:110-41055:113. 


8705120146 Application for amend to License SNM-124.Fee paid.Encl description of 
changes withheld (ref 10CFR2.790(d)). 

HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 87/03/31. 
BROWN.W.R. Material Licensing & International Activities Branch. 1p. 40894:020- 
40894:020, 


8705120133 Application for amend to License SNM-124.Fee paid.Encl description of 
change withheld (ref 10CFR2, 790(d)). 

HEN§LEY,K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/01. 
BROWN.W.R. Material Licensing & International Activities Branch. Ip. 40894:021- 
40894:021. 


8705130268 Forwards summary rept on status of company performance improvement 
program,updating 870224 rept.Rept & continuing efforts to improve reduction of radio- 
activity released to sanitary sewer will be discussed at Apr 1987 meeting. 

CLARK,J.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/22. 
STOHR,J.P. Region 2, Office of Director. 5pp. 40912:263-40912:268. 

8705120115 Submits suppi review of effect on NFS balance sheet of accelerated payoff 
of Getty notes.Accelerated schedule for payoff of Getty notes should not appreciably 
affect NFS ability to pay for decommissioning. 

WOOD.R.S. Policy Development & Technical Support Branch (Post 870411). 87/04/ 
24. ROUSE, LC. Fuel Cycle Safety Branch. 4pp. 40896:028-40896:031. 

8705270614 Response to 870401 Itr requesting comments on approval by new 
partnership.NFS Svc.Ltd to purchase Nuclear Fuel Svc. Inc. 

MCKEE.K.R. Navy, Dept. of. 87/04/24. THOMPSON.H.L. Office of Nuclear Material 
Safety & Safeguards.Director. 2pp. 41065:227-41065:229. 

8705040174 Fonwards "Radiological Characterization Survey of Sludge Spreading 
Area,Wastewater Treatment Plant, Erwin.TN," final rept.Recipient should reevaluate 
previously calculated environ dose projections. 

COLLINS.D.M. Region 2. Office of Director. 87/04/27. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.), Ip. 40781:257-40781:305. 

-8705040177 "Radiological Characterization Survey of Sludge Spreading 
Area, Wastewater Treatment Plant, Erwin.TN," final rept. 

BERGER, J.D. Oak Ridge Associated Univs. FIN A-9076-3. 87/04/30. Region 2, Office 
of Director. 48pp. 40781:258-40781:305. 
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S705050018 Forwards NFS 870119 Itr & ends for placement in PDR.per end 870416 
Itr. 

THARPE.G. Fuel Cycle Safety Branch. 87/04/29. HUYER.D. Technassociates. Inc. 
Ip, 40810:192-40810:202. 

-8705050023 Responds to 870310 request for updated info re scop^ of work for 
decommissioning.EncI 1 to NFS 870119 Itr re costs of decommissioning nmay be re- 
leased to pub!ic.End 2.containing detailed cost breakdown, should be withheld (ref 
10CFR2.790). 

ClJ\RK,J.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/16. Office of 
Nuclear Material Safety & Safeguards, Director. 4pp. 40810:193-40810:202. 

-8702100038 Forwards mods to Part 2, "Financial Assurance for Decommissioning U- 
235 Facilities at NFS Erwin,” per License Condition SO.Ref mods withheld (ref 
10CFR2.790). 

CONTI,P.L Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/01/19. 
CROW.W.T, Uranium Fuel Licensing Branch. 6pp. 40810:197-40810:202. 

8705130147 Forwards groundwater analytical results,per License Condition 48.Results 
received from lab on 870414. 

LONG,J.A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/04/29. Region 2, 
Office of Director. 3pp. 40913:046-40913:048. 

8705130160 Requests that no stock be transferred from NFS, Inc until full public hear- 
ings held in Envin.TN area.State of TN congressional delegation inquiry also request- 
ed to protect constituency interests. 

ALEXANDER, D.T. Oil. Chemical & Atomic Workers International Union. 87/04/29. 
CROW.W.T. Office of Nuclear Material Safety & Safeguards, Director. 5pp. 40919:293- 
40919:296. 

8705130205 Requests full public hearings held re transfer of NFS stock & assets to pro- 
tect interest of constituency & fully investigate effects of proposed stock transfer on 
significant community interests. 

ALEXANDER,D.T. Oil, Chemical & Atomic Workers International Union. 87/04/29. 
CROW.W.T. Office of Nuclear Material Safety & Safeguards, Director. 4pp. 40911:173- 
40911:176. 

8705130024 Confirms acceptability of revs to commitments suggested by J McKay 
870414 Itr. 

MCKAY, J. Shaw. Pittman. Potts & Trowbridge. 87/04/30. SOONG.A. Office of Nuclear 
Material Safety & Safeguards.Director. 3pp. 40919:250-40919:252. 

8705060224 Forwards Oll.Chemical & Atomic Workers Union (OCAW) 870429 request 
for full public hearing re NFS Svc.Ltd purchase of facility & NFS Svc.Ltd 870427 Itr to 
OCAW re meeting between NFS Svc.Ltd & OCAW.W/o ends. 

ROUSE, LC. Fuel C^de Safety Branch. 87/05/01. HOYLE, J.C. Commissioners. 2pp. 
40842:147-40842:148. 

8705060282 Ack receipt of 870429 Itr requestirra full public hearing re proposed pur- 
chase of stock of Nuclear Fuel Svcs by NFS Svcs. Ltd.Matters re request should be 
addressed directly to Ofc of Secretary for info & action. 

ROUSE.L.C. Fuel Cycle Safety Branch. 87/05/01. ALEXANDER, D.T. Oil. Chemical & 
Atomic Workers International Union. 2pp. 40842:159-40842:160. 

870528(K)10 Forwards brief demonstrating inadequacy of Oil.Chemical & Atomic Work- 
ers Inti Union 870429 request for hearing on proposed purchase of NFS, Inc stock 
from Texaco Producing, Inc. 

MCKAY,J. Shaw, Pittman, Potts & Trowbridge. MCKAY,J. NFS Services. Ltd, 87/05/ 
05. HOYLE, J.C. Office of the Secretary of the Commission. 2pp. 41098:042- 
41098:057. 

“8705280016 Response opposing Oil.Chemical & Atomic Workers Inti Union 870429 re- 
quest for hearing re proposed purchase of NFS, Inc stock from Texaco 
Producing, lnc.Union failed to raise relevant issues for public hearing.W/870427 Itr to 
union. 

MCKAY, J. NFS Services, Ltd. MCKAY, J. Shaw, Pittman, Potts & Trowbridge. 87/05/ 
05. Commissioners. 14pp. 41098:044-41098:057. 

8705130176 Advises that Condition 29 of License SNM-124 revised to incorporate 
changes made In radiological contingency plan, per 861020 & 0310 Itrs.SER end. 
ROUSE,L.C. Fuel Cycle Safety Branch. 87/05/07. KNIGHT.B, Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 40911:212-40911:215. 

“8705130177 Evaluation of util 861020 & 870310 submittals of changes to radiological 
contingency plan, per License Condition 29. Amend can be issued w/o undue ri^ to 
workers, public or environ.Recommends granting amend. 

SOONG.A.L, ROUSE.LC. Fuel Cycle Safety Branch. 87/05/07. Ip. 40911:214- 
40911:214. 

“8705130180 Informs of categorical exclusion for radiological contingency plan 
review.per NFS, Inc 861020 & 870310 submittals required by License Condition 
29.List^ changes, including site description, do not need environ assessment. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/05/07. Fuel Cycle Safety Branch. 2pp. 
40911:215-40911:215. 

8705180363 Forwards Insp Rept 70-0143/87-20 on 870420-24.No violations or devi- 
ations noted. 

CLINE,W.E. Region 2, Office of Director. 87/05/08. LONG,J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 40951:235-40951:237. 

-8705180370 Partially withheld Insp Rept 70-0143/87-20 on 870420-24 (ref 
10CFR95).No noncompliance noted.MaJor areas inspected: security organization & 
program auditrecords & repts, testing & maint & communications. 

GIBSON, G.F.. MCGU1RE.D.R. Region 2, Office of Director. 87/05/07. 1p. 40951:237- 
40951:237. 

8705280366 Ack receipt of end undated response (NFE-87-165) to 870407 notice of 
violation from Insp Rept 70-01 43/87-1 2.Response meets requirements of 
10CFR2.201 .Implementation of corrective actions will be examined during future insps. 
STOHR,J.P. Region 2, Office of Director. 87/05/19. LONG,J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 41094:322-41094:323. 

-8705290108 Undated Itr forwarding response to violations noted In insp Rept 70-0143/ 
87-12.End withheld, 

LONG,J.A. Nuclear Fuel Senrices, Inc. (subs, of Getty Oil Co.). 87/05/08. STOHR.J.P. 
Region 2, Office of Director. Ip. 41094:323-41094:323. 


DOCKET 70-0157 TEXAS, UNIV. OF, AUSTIN, TX 


8705270032 Forwards renewed License SNM- 180. License expires on 920531. 
BIDINGER, G.H. Fuel Cycle Safety Branch. 87/05/19. BAUER.T.L Texas. Univ. of. 
Austin, TX. Ip. 41049:316-41049:334. 

—8705270033 Renewed License SNM-180,authori2ing possession & use of 470 grams 
U-235 & 128 grams Pu. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/19. 2pp. 41049:317-41049:318. 

“8705270036 Recommends renewal of License SNM-180 for 5-yr term per 860116 ap- 
plication. 

PROVENCHER.R.B., BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/19. 11pp. 
41049:319-41049:334. 


DOCKET 70-0364 BABCOCK & WILCOX CO., APOLLO, PA 


8705070048 Responds to 87021 1 Itr to T Foerster of Allegheny County Commission re 
B&W proposal to install & operate low level radwaste voT reduction svcs facility at ex- 
isting site in Parks Township, PA. 

MARTIN.T.T. Region 1, Office of Director. 87/05/04. RICE.W.J. Affiliation Not As- 
signed. 2pp. 40849:214-40849:219. 

—8705070058 Forwards WJ Rice 870211 Itr identifying concerns re potential public 
health effects associated w/air-borne & water-borne discharge of nuclear matl at pro- 
posed B&W facility. 

BARRON, G.M. Allegheny County. PA. 87/03/24. MURLEY.T. Region 1. Office of Di- 
rector. 4pp. 40849:216-40849:219. 

8705200083 Responds to 870404 Itr to V Stello re archeological surveys at B&W 
sites.No expansion involving excavation taken place outside structural 
confines.therefore no reason for B&W to conduct archeological surveys. 
CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/05/11. TR02ZI,V. Affiliation Not Assigned. Ip. 41004:200- 
41004:204. 

-8705200104 Requests copy of archeological survey, If performed, in support of license 
renewals for facilities.Requests reason if no survey performed. 

TR0221,V. Affiliation Not Assigned. 87/04/04. STELLO, V. Office of the Executive Di- 
rector for Operations. Ip. 41004:201-41004:202. 

-8705200107 Requests direct response to V Trozzi 870404 concerns re archeological 
surveys performed to support renewal of licenses for facilities. 

MURTHA,J.P. House of Rep. 87/04/21. STELLO.V. Office of the Executive Director 
for Operations. 2pp. 41004:203-41004:204. 

8705210651 Forwards Insp Repts 70-0135/86-04 & 70-0364/86-03 on 861022- 24 in 
response to recipient 870421 Itr requesting info re actions on alleged trench under- 
neath facilities. No positive indication of trench noted. W/o repts. 

RUSSELL. W.T. Region 1, Office of Director. 87/05/11. DURITSA,C.A. Pennsylvania, 
CJommonwealth of. 3pp. 41010:304-41010:309. 

-6705210671 Requests info on alleged trench underneath facility, per recipient 860806 
Itr to Congressman Murtha.Offers assistance if needed. 

DURITSA,C.A. Pennsylvania, Commonwealth of. 87/04/21. STELLO.V. Office of the 
Executive Director for Operations. Ip. 41010:307-41010:309. 

8705270106 Supplemental decision (on remanded Issue).* Director of NMSS authorized 
to Issue amend to License SNM-41 4, allowing operation of incinerator at vol reduction 
svcs facility, provided listed conditions met.Served on 870519. 

PARIS.O.H. Atomic Safety and Licensing Appeal Panel. #287 3499. 87/05/18. Office 
of Nuclear Material Safety & Safeguards.Director. 10pp. 41042:200-41042:209. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

8705130206 Forwards marked-up proposed license conditions for license renewal.Encl 
provided to licensee during 870204-06 meetings. AddI conditions may be developed 
after application completely reviewed. 

BIDINGER.G.H. Uranium Fuel Ucensing Branch. 87/02/19. CROW.W.T. NRC - No 
Detailed Affiliation Given. 7pp, 40919:324-40919:330. 

8705270083 Forwards revised timetable for compliance re perimeter intrusion detection 
sys ^Y/o end Fee paid 

GIGUOTTI.R.J. UNC Nuclear Industries. 87/04/07. BROWN.W.B. Fuel Facility Safe- 
guards Ucensing Branch (Pre 850707). 2pp. 41049:279-41049:280. 

8705110278 Submits suppi to 870223 Itr requesting change to Page 4-10 of UNC Naval 
Products Fundamental Nuclear Matl Control Plan. End withheld (ref 10CFR2,790d). 
COLLOPY,T.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/04/15. 
BROWN.W.B. NRC - No Detailed Affiliation Given. Ip. 40879:192-40879:192. 

8705280150 Ack receipt of 870408 Itr documenting preventive actions, per NRC 870310 
Itr & Insp Rept 70-0371 /86-02.Memo issued on 870430 to mgt personnel instructing 
them on how to proceed whenever plans for addi bldgs contemplated. 

MARTIN,T.T. RMion 1. Office of Director. 87/05/19. KAUFMAN, N.C. United Nuclear 
Ooip. (subs, of UNC Resources, Inc.). 2pp. 41109:285-41109:297. 

—8705280160 Responds to NRC 870310 Itr re noncompliance noted In Insp Rept 70- 
0371/86-02.Correctiv6 actions:license will be amended for addition of fuel handling fa- 
cilities. 

KAUFMAN, N.C. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/04/08. 
MARTIN.T.T, Region 1 , Office of Director. 1 p. 41 1 09:28741 1 09:297. 


D(X?KET 70-0398 COMMERCE, DEPT. OF, WASHINGTON, DC 

8705280171 Forwards Safety Insp Rept 70-0398/87-02 on 870316-18.No violations 
noted. 

MARTIN.T.T. Region 1, Office of Director. 87/05/21. PEVEY.LE. Commerce. Dept of. 
National Bureau of Standards. 2pp. 41089:34741089:356. 
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—8705280178 Insp Rept 70-0398/87-02 on 87031 6-1 8. No violations noted. Major areas 
inspectediorganization, criticality safety, operations review, radiation protection,radwaste 
mat, transportation & nonroutine events. 

ROTH.J., KEIMIG,R.R. Region 1, Office of Director. 87/05/05. 8pp. 41089:349- 
41089:356. 


DOCKET 70-0687 CINTICHEM, INC.. TUXEDO, HY 


8705180497 Responds to 870123 request for addi info.Review of 2-yr period failed to 
identify tests not performed as required. Nuclear operations task assignment memo & 
nuclear stds review of 861001 operations Itr re surveillance tests end. 

RUZICKA,W.G. Cintichem, Inc. 87/01/26. HAVERKAMP.D. Region 1. Office of Direc- 
tor. 9pp. 40951:101-40951:109. 

8705270257 Application for amend to License SNM-639.changing fundamental nuclear 
matl control program to more closely correlate w/regulatory audit 
requirements.Summary of changes listed.W/o revised pages & organizational 
chnrt F©© p©id 

MCGOVERN, J.J. Cintichem. Inc. 87/04/24. JACKSON.R.L. Office of Nuclear Material 
Safety & Safeguards, Director. 4pp. 41049:285-41049:288. 


DOCKET 70-0698 WESTIMGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8705120159 Forwards “Rept 17 on Results of Quarterly Groundwater Monitoring Sam- 
ples Waltz Mill Site.’’ Concentration of Sr-90 in 2 of 37 monitoring wells exceeded 
maximum permissible concentration for unrestricted areas. 

GALM.D.T. Westinghouse Electric Corp. 87/04/02. VOLLMER.R. Region 1, Office of 
Director. 2pp. 40894:168-40894:205. 

-8705120163 “Rept 17 on Results of Quarterly Groundwater Monitoring Samples Waltz 
Mill Site." 

* Westinghouse Electric Corp. 87/04/02. 36pp. 40894:170-40894:205. 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, CA 


8705270604 Ack receipt of 870504 Itr informing NRC of steps taken to correct violations 
noted in insp Rept 70-0734/86-03. 

MONTGOMERY, J.L. Region 5. Office of Director. 87/05/13. ASMUSSEN.K.E. GA 
Technologies, Inc./General Atomic Co. Ip. 41085:135-41085:135. 

8705280184 Ack receipt of end 870507 response to comments & recommendations in- 
cluded in 870305 assessment team rept. 

MONTGOMERY, J.L. Region 5. Office of Director. 87/05/15. ASMUSSEN.K.E. GA 
Technologies, Inc./General Atomic Co. Ip. 41090:001-41090:026. 

-8705280196 Responds to recommendations identified from Insp Rept 70-0734/87- 
01. GA Technologies in process of implementing hazard communication & training pro- 
gram based on new company organization implemented in 1986. 

ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 87/05/07. 
MONTGOMERY. J.L. Region 5, Office of Director. 25pp. 41090:002-41090:026. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


8705120200 “Effluent Monitoring & Environ Surveillance Programs Annual Summary 
1986.” 

GEST.R.E. General Electric Co. 86/12/31. 58pp. 40894:222-40894:280. 

8705120114 Forwards revised pages for radiological contingency plan for Vallecitos Nu- 
clear Ctr.Changes in plan reflected In site organization structure & reductions in some 
site activities. 

CUNNINGHAM.G.E. General Electric Co. 87/04/06. CUNNINGHAM, R.E. Division of 
Fuel Cycle & Material Safety (Pre 870413). 63pp. 40894:041-40894:103. 

8705180194 Forwards Safety Insp Rept 70-0754/87-01 on 870407-10 & 21 .No viola- 
tions noted. 

MONTGOMERY.J.L. Region 5. Office of Director. 87/05/11. DARMITZEL.R.W. Gener- 
al Electric Co. 2pp. 40954:067-40954:080. 

-8705180200 Insp Rept 70-0754/87-01 on 870407-10 & 21. No violations noted.Maior 
areas inspected:mgt organization & controls, operator training & retraining, criticality 
safety, operations review, transportation/radwaste mgt & radiation protection. 
BROCK,B.L. ZURAKOWSKI.P.R.. THOMAS, R.D. Region 5, Office of Director. 87/05/ 
08. 12pp. 40954:069-40954:080. 


DOCKET 70-0820 UNITED NUCLEAR CORP., WOOD RIVER JUNCTION, Rl 

8705140045 Forwards briefing sheets provided by Gregg at 870204 meeting w/United 
Nuclear Corp (UNC) re cleanup operations based on Oak Ridge Associated Univs 
results.UNC will submit schedule for decommissioning actlvities.Agenda & attendees 
list end. 

BIDINGER, G.H. Office of Nuclear Material Safety & Safeguards, Director. 87/02/19. 
CROW.W.T. NRC - No Detailed Affiliation Given. 14pp. 40939:001-40939:013. 

8705120129 Forwards nitrate & radiological analysis for Nov 1986, per 870304 request 
for all well data for 1986.AII data not sent for reasons listed. 

HELGESON,K.A. UNC Resources, Inc. 87/04/13. BIDINGER,G. NRC - No Detailed 
Affiliation Given. 16pp. 40894:108-40894:123. 

8705120212 .Application for amend to License SNM-777, reflecting organizational 
cli©nQOS F ©0 psiici 

HELGESON.ICA. UNC Resources, Inc. 87/04/14. CROW.W.T. Office of Nuclear Mate- 
rial Safety & Safeguards, Director. 21pp. 40895:122-40895:141. 

8705180168 Forwards request for addI info based on review of 870130 application for 
amend to License SNM-777 & 870413 suppl. Response requested by 870615. 
SHUM,E.Y. Fuel Cycle Safety Branch. 87/05/12. HELGESON.K. UNC Resources, Inc. 
3pp. 40962:168-40962:170. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8705120158 Submits info re practice to consolidate contaminated soil in area surround- 
ing equalization pond within site boundaries. Results of routine samples from ground- 
water monitoring wells & map of monitoring well locations end. 

BOYD,C.C. Babcock & Wilcox Co. 87/04/03. SHUM.E. Division of Fuel Cycle & Mate- 
rial Safety (Pre 870413). 5pp. 40899:252-40899:256. 

8705130208 Forwards Rev 4 to application for renewal of License SNM-778 in response 
to NRC questions & changes to organization of Lynchburg Research Ctr.Lynchburg 
Research Ctr will change to Naval Nuclear Fuel Div Research Lab. 

OLSEN, A.F. Babcock & Wilcox Co. 87/04/27. ROUSE.LC. Fuel Cycle Safety Branch. 
6pp. 40919:001-40919:182. 

-8705130222 Rev 4 to application for renewal of License SNM-778, in response to NRC 
questions & reflecting changes to organization of Lynchburg Research Ctr. 

• Babcock & Wilcox Co. 87/04/30. 176pp. 40919:006-40919:182. 

8705190105 Forwards contractor rept “Radiological Monitoring of Stack 
Effluents: Lynchburg Research Ctr...,’’ for info.Rept characterizes stack release in 
terms of gross alpha concentrations & particle size distributions. 

COLLINS,D.M. Region 2, Office of Director. 87/05/05. AYRES,P.S. Babcock & Wilcox 
Co. Ip. 40967:280-40967:308. 

-8705190111 “Radiological Monitoring of Stack Effluents, Lynchburg Research 
Ctr,B&W,Lynchburg.VA,’’ final rept. 

DEMING,E.J. Oak Ridge Associated Univs. FIN A-9076-3. 87/04/30. Region 2. Office 
of Director. 28pp. 40967:281-40967:308. 


DOCKET 70-0893 FLORIDA INSTITUTE OF TECHNOLOGY, MELBOURNE, FL 

8705050146 Forwards SNM-844,as renewed & SER. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 87/05/01. JIN.R. Florida Institute of Tech- 
nology, Melbourne, FL. Ip. 40810:171-40810:181. 

-8705050161 Renewal of License SNM-844 for Florida Inst of Technology, authorizing 
use of U-235 & Pu. 

* Division of Fuel Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 
87/05/01. 3pp. 40810:172-40810:174. 

-8705050162 “Guidelines for Decontamination of Facilities & Equipment Prior to Re- 
lease for Unrestricted Use or Termination of Licenses for Byproduct, Source or SNM.’’ 

* Division of Fuel Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 
87/05/31. 4pp. 40810:175-40810:178. 

-8705050165 Safety evaluation supporting renewal of License SNM-844. 

LAROCHE,G., BIDINGER, G.H. Fuel Cycle Safety Branch. 87/05/01. 3pp. 40810:179- 
40810:181. 

8705280326 Forwards Insp Rept 70-0893/87-01 on 870409.No violations or deviations 
noted. 

CLINE, W.E. Region 2, Office of Director. 87/05/12. Florida Institute of Technology, 
Melbourne, FL Ip. 41109:195-41109:198. 

-8705280331 Insp Rept 70-0893/87-01 on 870409.No violation or deviation 
noted.Major areas lnspected:nuclear matl accounting procedures,records & repts & 
physical inventory. 

TODD,G.A.. NINH.S.Q., MCALPINE.E.J. Region 2, Office of Director. 87/05/12. 3pp. 
41109:196-41109:198. 


DOCKET 70-0895 ARKANSAS, UNIV. OF, FAYETTEVILLE, AR 

8705190022 Fonwards Endorsement 71 to NELIA Policy NF-163. 

SAMUELS,J. Marsh & McLennan, Inc. 87/05/11. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 40964:217-40964:218. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 

8705120004 Forwards application for renewal of License SNM-0910. 

RYAN,R.M. Rensselaer Polytechnic Institute, Troy, NY. 87/04/10. ROUSE,L. Division 
of Fuel Cycle & Material Safety (Pre 870413). Ip. 40895:242-40895:308. 

-8705120015 Application for renewal of License SNM-0910, authorizing use of 350 g U- 
235 foils & 477 g U-235 metal encapsulated in stainless steel in linear accelerator 
lab.Rev 1 to “Radiation Safety Regulations & Procedures, Part I...” end. 

JUDD.G, Rensselaer Polytechnic Institute, Troy, NY. 87/04/10, 25pp. 40895:243- 
40895:308. 

-8705120165 Rev 1 to “Radiation Safety Regulations & Procedures, Part I: Ionizing Ra- 
diation.” 

FEESER,H.J. Rensselaer Polytechnic Institute. Troy, NY. 86/01/01. 37pp. 40895:271- 
40895:308. 

8705150423 Ack receipt of 870410 application for renewal of License SNM-910.License 
will not expire until application for renewal determined by Commission. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/11, RYAN.R.M. Rensselaer Poly- 
technic Institute, Troy, NY. Ip. 40938:351-40938:352. 


DOCKET 70-1068 FLORIDA, UNIV. OF, GAINESVILLE, FL 

8705010067 Issues Amend 8 to License SNM-1 050, changing Condition 4 to revise expi- 
ration date to 871031 & adding Condition 11 to authorize recipient as responsible for 
direction & administration of SPERT assembly fadlity.SER end. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/04/29. VERNETSON.W.G. Florida, Univ. 
of. Gainesville. FL Ip. 40773:011-40773:014. 

—8705010071 SER recommending extension of license expiration date to 871031 & ad- 
dition of condition to license designating responsibility for facility to WG Vernetson. 
PENNINGTON.W.S., BIDINGER.G.H. Fuel Cycle Safety Branch. 87/04/29. 3pp. 
40773:012-40773:014. 
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DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8705190223 Informs that action on License SNM-1067 terminated, per Amend 30 to li- 
cense dtd 810629.Fee memo will be generated & forwarded. 

THARPE.G. Office of Nuclear Material Safety & Safeguards, Director. 87/05/11. 
WEISS,D. License Fee Management Branch. 2pp. 40966:122-40966:123. 


DOCKET 70-1113 GENERAL ELECTRIC CO.. WILMINGTON, NC 

8705110199 Requests permission to submit assessment of controls which prevent or 
detect hydrocarbons from being introduced into UF6 cylinders & sys during processing 
& transport & license amend applicat^c''. by 370S3Q,po.' NRC 870302 Itr. 

WINSLOW,!. General Electric Co. 6''/C-3'i3 CROv','-;. ' . Uranium Fuel Licensing 
Branch. 2pp. 40877:350-40877:35! 

8705040115 Informs that P Madden will be made available in event administrative hear- 
ing required re citations issued by State of NC to GE,per 870309 request for technical 
3.ssist3nc@ 

GRACE, J.N. Region 2, Office of Director. 87/03/27. OPPOLD.J.A. North Carolina, 
State of. 1p. 40786:279-40786:279. 

8705040164 '^nr/zarris p'-ocrietari.- response to NRC Itr re violations noted in Insp Rept 
70-ir3/36-2^.Rcsconsc- w.tnfieid (ref 10CFR2.790). 

WINSLOW,T.P. General Electric Co. 87/04/13. STOHR.J.P. Region 2, Office of Direc- 
tor. Ip. 40778:143-40778:143. 

8705270101 Forwards safeguards info re 870508 revs to fundamental nuclear matl con- 
trol plan for fuel fabrication facility in Wilmington, NC.Info withheld (ref 10CFR2.790). 
WINSLOW.T.P. General Electric Co. 87/05/08. GRACE.J.N. Region 2, Office of Direc- 
tor. Ip. 41064:346-41064:346. 

8705190199 Ack receipt of 870115 & 0413 responses informing NRC of corrective ac- 
tions taken re violations noted in Insp Rept 70-1113/86-24. 

STOHR.J.P. Region 2, Office of Director. 87/05/12. LEES.E.A. General Electric Co. 
Ip. 40968:324-40968:324. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 


8705120131 Forwards 10CFR74 fundamental nuclear matl control plan for License 
SNM-1107.Pai1 74 of plan should be made effective on 87040!Plan withheld (ref 
10CFR2.790(d)). 

NARDI,A.J. Westinghouse Electric Corp. 87/04/0! BROWN.W.B. Division of Safe- 
guards (Pre 870413). 1p. 40894:124-40894:124. 

8705120152 Provides status of addi facilities installed onsite, forwards revised Figure 
1.3.2. 1 showing locations of projects & clarifies improved fuel processing operations 
bldg design. Bldg redesigned based on economic considerations. 

NARDI,A.J. Westinghouse Electric Corp. 87/04/0! CROW.W.T. Uranium Fuel Licens- 
ing Branch. 3pp. 40894:164-40894:167. 

8705120172 Application for amend to License SNM-1 107, authorizing shipment of Model 
8A UF6 cylinders for recertification & changing stds for solids titration & gravimetric 
method.Fee paid.EncI withheld (ref 10CFR2.790(d)). 

NARDI,A.J. Westinghouse Electric Corp. 87/04/0! BROWN.W.B. Material Licensing 
& International Activities Branch. Ip. 40903:194-40903:194. 

8705120151 Application for amend to License SNM-1107,authorizing free release of in- 
dust.'ial cfoducts.specifically hydrofluoric acid soluticns.per proposed Condition 4.8.D 
Koczyr'.s'k- 8 ’041 5 !:r rioscnfcing sim! ar prcgMm e.ncl.i-co oaid. 

NARDi.A.v. 'vVesl-ngvousc: E'eciric Ccrp. a7/C4'20. CRO'A'.V/.T. Office of Nuclear Ma- 
terial Safety & Safeguards.Director. 11pp. 40895:160-40895:169. 

8705050056 Responds to NRC 870415 Itr re violations noted in Safeguards Insp Rept 
70-1151/87-0^ on G7C21 7-20. Corrective actions: licensee agrees w/described occur- 
rence & cor-eclivo ac:!cns d scussec w D'.V Jones on 870220. 

SANDERS, C.F. Westinghouse Electric Corp. 87/04/22. STOHR,J.P. Region 2, Office 
of Director. 1p. 40794:360-40794:360. 

8705180213 issues Amend 6 to License SNM-1107 for Westinghouse, authorizing dis- 
posal of industrial waste product, calcium fluoride containing enriched U. 

ROUSE.LC. Fuel Cvcic- Safe!’ Branch. 87/05/12. NARDI,A.J. Westinghouse Electric 
Corp. Ip. ^0S62:2?3-*-C3e2:?3.2. 

-8705180218 Safety evaluation supporting amend to License SNM-1107, authorizing re- 
lease of calcium fluoride containing trace quantitites of enriched U to briquette mfgs to 
be mixed w/ other steel flux forming metis. 

SHUM.E.Y.. ROUSE,LC. Fuel Cycle Safety Branch. 87/05/12. 2pp. 40962:229- 
40962:230. 

—8705180223 Discusses categorical exclusion for 870424 request for amend to License 
SNM-1107 to authorize release of calcium fluoride containing trace amounts of en- 
riched U.Amounts below 30 pCi/g limit for unrestricted release. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/12. Fuel Cycle Safety Branch. 1p. 
40962:231-40962:232. 

8705280039 Issues Amend 7 to License SNM-1 1 07, revising Item 9 to authorize disposal 
of hydrofluoric acid containing trace quantities of U.Safety evaluation end. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/20. NARD1,A.J. Westinghouse Electric 
Corp. 1 p. 41 1 00:353-41 1 00:359. 

-8705280047 Safety evaluation supporting Westinghouse 870420,0512 & 13 
applications, authorizing release of Industrial liquid products (spent hydrofluoric acid) 
for reuse at two designated facilities. 

SHUM,E.Y.. ROUSE, LC. Fuel Cycle Safety Branch. 87/05/20. 3pp, 41100:354- 
41100:356. 

-8705280061 Advises that environ assessment & EIS not warranted for Westinghouse 
request for amend to License SNM-1107, authorizing release of spent hydrofluoric 
acid for reuse under controlled conditions at two designated facilities. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/20. NRC - No Detailed Affiliation Given. 
3pp. 41100:357-41100:359. 


DOCKET 70-1201 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8705120201 Forwards addI info re request for amend to License SNM-1 168. Request 
reflects new organizational structure changing regulatory control to health safety listed 
in Attachment I. Original requests & conditions in Ref 4 still applicable. 

WATTERS,J.P. Babcock & Wilcox Co. 87/03/25. CROW.W.T. Uranium Fuel Licensing 
Branch. 5pp. 40894:012-40894:015. 

8705120194 Fon^rards response to NRC 861223 comments on licensee 860131 revised 
fundamental nuclear matls control (FNMC) plan & updated FNMC plan.W/o ends. 
WATTERS.J.P. Babcock & Wilcox Co. 87/04/15. BROWN.W.B. NRC - No Detailed Af- 
filiation Given. 2pp. 40894:220-40894:22! 


DOCKET 70-1207 NAVY, DEPT. OF, SILVER SPRING, MD 

8705120187 Forwards info re physical protection of SNM.per 870319 request. W/o end. 
SHELNUTT.E.H. Navy, Dept. of. 87/04/13. Navy, Dept, of. Naval Sea Systems Com- 
mand. 1 p. 40894:21 5-40894:21 5. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8705120232 Application for amend to License SNM-1 227, reflecting design changes 
which prevent introduction of hydrocarbons into UF6 cylinders & process sys, per NRC 
870302 request. Fee paid. 

MALODV.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
03/3! RCUSE.LC. NRC - No Detailed Affiliation Given. 9pp. 40896:142-40895:150. 

8705270073 Forwards response to 870406 request for addi environ info. Response to 
Comment II re incinerator will be forwarded in 2 wks. 

MALCDY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
04/30. HCRN.M. Cffice of Nuclear Material Safety & Safeguards.Director. 78pp. 
41049:201-41049:278. 

8705220092 Ack receipt of end 870430 response to comments & recommendations in- 
cluded in 870226 assessment team rept. Recipient conclusions & planned actions will 
be reviewed in subsequent insps. 

MCNTGCMERY.J.L. Region 5. Office of Director. 87/05/12. MCCULLUGH.R.W. Ad- 
vanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 41020:237- 
41020:252. 

-8705220105 Forwards responses to NRC Safety Assessment Team rept re 861103-07 
assessment of operational safety.Recommends that NRC reconsider use of geometry 
containers in U recovery operations. 

MCCULLUGH.R.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
87/04/30. MCNTGCMERY,J.L Region 5. Cffice of Director. 15pp. 41020:238- 
41020:252. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 

8705120150 Advises of fuel in storage at facility at end of First Quarter 1987. 
DAMM.R.G. General Electric Co. 87/04/06. RQBERTS.J.P. NRC - No Detailed Affili- 
ation Given. 2pp. 40896:032-40896:033. 

8705150414 Forwards Insp Repts 72-0001/87-01 & 30-29361/87-01 during Nov 1986 
through 870424 & notice of violation from 861006-10 insp.lnsp on 870210-13 & 18-20 
also discussed.No response required since corrective actions already taken. 

HIND,J.A. Region 3, Office of Director. 87/05/08. VAN HOOMISSEN General Electric 
Co. 2pp. 40928:019-40928:036. 

-8705150434 Notice of violation from insp on 86 1006- 10. Violation noted: nonfixed ra- 
dioactive contamination on external surfaces of three empty IF-300 series casks ex- 
ceeded limit. 

HIND,J.A. Region 3. Cffice of Director. 87/05/08. Ip. 40928:021-40928:02! 

-8705150439 Insp Repts 70-0001/87-01 & 30-29361/87-01 during Nov 1986 through 
870424.No noncompliance noted.Major areas inspected: fuel shipment & storage op- 
erations during normal shift & offshift hours. 

FRANCE.G.M., GRANT, W.B.. MILLER.D.E. Region 3, Cffice of Director. 87/04/28. 
15pp. 40928:022-40928:036. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 

8705060112 Requests review of end 860915 & 870402 changes to physical security 
plan.per 870428 discussion.W/o stated end. 

MONTGOMERY,J.L. Region 5, Office of Director. 87/05/0! BRACH.E.W. Licensing 
Branch. Ip. 40831:286-40831:286. 

8705060192 Ack receipt of 860915 & 870402 Itrs transmitting Rev 9 to IRT 4171-006, 
“Physical Security Plan for Protection of SNM of Low Strategic Significance.” 
Changes may have safety or policy implications & require action at headquarters level. 
MQNTGCMERY,J.L Region 6, Office of Director. 87/05/0! MASCHKA.P.R. IRT 
Corp. Ip. 40830:001-40830:003. 

-8705060200 Forwards Revs 8 & 9 to physical security plan, dtd Oct 1985 & Sept 
1986,respectively.W/o ends. 

MASCHKA,P.R. IRT Corp. 87/04/02. NORDERHAUG.L Region 6. Office of Director. 
Ip. 40830:002-40830:003. 


DOCKET 70-1374 IDAHO STATE UNIV., POCATELLO, ID 

8705110022 Fonwards renewed License SNM-1 373, reflecting addi conditions discussed 
between A Wilson & M Horn on 870501 .License renewed until 920630.Safety review 
supporting renewal also end. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/06. BROWN,R.L Idaho State Univ., 
Pocatello, ID. 1p. 40880:001-40880:015. 

—8705110034 Renewed License SNM-1 373 for Idaho State Univ, authorizing possession 
& use of U & Pu at Lilllbridge Engineering Lab. 

BIDINGER.G.H. Division of Fuel Cycle, Medical, Academic & Commercial Use Safety 
(Post 870413). 87/06/06. 2pp. 40880:002-40880:003. 
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-8705110045 Discusses safety review of 860304 application for renewal of License 
SNM-1373.Renewa! for 5-yr period recommended. 

HORN,M. Fuel Cycle Safety Branch. 87/05/06. Fuel Cycle Safety Branch. 7pp. 
40880:004-40880:015. 


DOCKET 70-1426 TRANSNUCLEAR, INC., FALLS CHURCH, VA 


8705110272 Confirms 870401 telcon re schedule of Category II shipments passing 
through US from France to Japan. Ltr constitutes acceptance of schedule unless 
notice to contrary received by 870402. License amend fee classification end. 
OSGOOD, S. Transnuclear, Inc. 87/04/01. HILLMAN, C. Office of Nuclear Material 
Safety & Safeguards, Director. 3pp. 40880:134-40880:136. 


DOCKET 70-1621 DUQUESNE LIGHT CO., PITTSBURGH, PA 


8705220253 Forwards Endorsement 83 to NELIA Policy NF-226 & Endorsement 71 to 
MAELU Policy MF-87. 

BARNETT, J.E. Conover & Associates, Inc. 87/06/07. DINIT2,I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41016:255-41016:257. 


DOCKET 70-1703 EASTMAN KODAK CO., ROCHESTER, NY 


8705190176 Forwards renewed License SNM-1513 & SER.License contains addi 
conditions,per J Heyer & A Soong 870430 & 0504 discussions. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/13. HEYER, J.H. Eastman Kodak 
Co. Ip. 40963:284-40963:298. 

-8705190187 Renewed License SNM-1513, authorizing use of 1,582.6 g U-235 for con- 
ditions ^ecified in 870310 application. 

BIDINGtR.G.H. Office of Nuclear Material Safety & Safeguards, Director. 87/05/13. 
3pp. 40963:285-40963:291. 

-8705190191 SER supporting renewal of License SNM-1513. 

SOONG,A.L.. BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/13. 7pp. 40963:292- 
40963:298. 


DOCKET 70-2958 JOHNSON, B.. STROME, ALBERTA, CN 


8705150285 Amend 2 to License SNM-1893 for B Johnson.terminating license. Record 
of 87031 1 telcon end. 

GLENN.J.E. Region 1, Office of Director. 87/03/27. 3pp. 40927:140-40927:142. 


DOCKET 70-2982 ROCHESTER, UNIV. OF, ROCHESTER, NY 


8705130265 Certificate of disposition of matls:178 g U-235 possessed under License 
SNM-1918 returned to Martin Marietta Energy Sys in Piketon.OH on 870423 & 182 g 
U-235 remains in waste & stocks. 

GREGORY.W.D. Rochester, Univ. of, Rochester. NY. 87/04/27. 2pp. 40912:281- 
40912:282. 


8705290202 Informs of termination of License SNM-1918,per License Condition 4 & 
870427 certificate of disposition of matls. Remainder of matl (182 g U-235) subj to 
requirements of State of NY License 436. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 87/05/26. GREGORY.W.D. Rochester. 
Univ. of, Rochester, NY. 2pp. 41117:065-41117:066. 


DOCKET 70-3008 DUQUESNE LIGHT CO., PITTSBURGH, PA 


8705110348 Rev 5 to application for amend to License SNM-1 954, updating Section 3.2 
to reflect changes made to primary source rods. 

CAREY, J.J. Duquesne Light Co. 87/04/13. DAVIES. J.G. Office of Nuclear Material 
Safety & Safeguards, Director. 5pp. 40884:268-40884:272. 


DOCKET 70-3016 HOUSTON LIGHTING & POWER CO., HOUSTON, TX 


8705150164 Issues Amend 1 to License SNM-1 972, authorizing increase in U enrich- 
ment & quantify of U-235 to 2,400 kg for use in unirradiated fuel assemblies.per 
870120 discussion w/ P Walker. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/01/22. GOLDBERG, J.H. Houston 
Lighting & Power Co. Ip, 40939:102-40939:105. 

-8705150338 SER accepting 870113 application to amend License SNM-1 972 to in- 
crease max enrichment & quantity of U-235 contained in unirradiated fuel assemblies. 
MCCAUGHEY.D.A. Uranium Fuel Licensing Branch. 87/01/22. 1p. 40939:103- 
40939:103. 

-8705150186 Informs that neither environ assessment nor EIS warranted for 870113 
application for amend to License SNM-1 972 to increase max enrichment & total quan- 
tity of U-235. 

CROW.W.T. Uranium Fuel Licensing Branch. 87/01/22. Uranium Fuel Licensing 
Branch. 2pp. 40939:104-40939:105. 


DOCKET 70-3041 INTERNATIONAL FREIGHT FORWARDERS. INC., ATLANTA, QA 


8705050288 Approves end 861229 spent fuel route from Garden City.GA to 
Aiken.SC.as amended. 

MACDONALD, C.E. Transportation Branch. 87/04/28. HALPAUS.P. International 
Freight Forwarders, Inc. 8pp. 40810:236-40810:243. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0003 EXXON NUCLEAR CO., INC. 

8705110203 Forwards Rev 6 to "Advanced Nuclear Fuels Corp QA Program for Nuclear 
Fuel Shipping Containers" for review.Change in name.current organizational titles & 
few editorial changes reflected in rev.Scope & commitment unchanged.Fee paid. 
MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
03/26. MACDONALD.C.E. Transportation Certification Branch. Ip. 40880:048- 
40880:083. 

—8705110210 Rev 6 to "Advanced Nuclear Fuels Corp QA Program for Nuclear Fuel 
Shipping Containers." 

PERRY, D.K., MALODY,C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear 
Co.. Inc.). 87/03/26. 35pp. 40880:049-40880:083. 

8705190035 Forwards QA program approval for radioactive matl package: 0003, Rev 6. 
MACDONALD.C.E. Transportation Branch. 87/05/13. MALODY.C.W. Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 40963:330-40963:331. 

-8705190040 QA program approval for radioactive matl package:0003,Rev 6. 
MACDONALD.C.E. Transportation Branch. 87/05/13, Ip. 40963:331-40963:331. 


DOCKET 71-0082 KERR-MCGEE NUCLEAR CORP. 


8705130217 Forwards Rev 3 to “Shipping Package QA Program Plan of Sequoyah 
Fuels Corp Kerr-McGee Ctr." Fee paid. 

STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/27. 
MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
40918:323-40918:354. 

-8705130221 Rev 3 to “Shipping Package QA Program Plan of Sequoyah Fuels 
Corp, Kerr-McGee Ctr." 

STAUTER,J.C., STILL, E.T., EMERSON, S. Sequoyah Fuels Corp. (subs, of Kerr-McGee 
Nuclear Corp.). 87/03/31. 30pp. 40918:325-40918:354. 

8705210523 Requests addI info to satisfy applicable requirements of Subpart H of Part 
71 re 870427 QA program. 

MACDONALD.C.E. Transportation Branch. 87/05/15. Sequoyah Fuels Corp. (subs, of 
Kerr-McGee Nuclear Corp.). 2pp. 41016:163-41016:164. 


DOCKET 71-0143 RANCHERS EXPLORATION & DEV. CO. 


8705270017 Provides commitments believed to meet concerns voiced at meeting re 

R urchase of stock of NFS Svcs.Inc by NFS Svc.Ltd. Urges support of application of 
IFS Svcs,Ltd to NRC for approval of purchase of stock. 

MCKAY, J. Shaw, Pittman, Potts & Trowbridge. 87/04/27. MCKENDREE.J.W. Oil, 
Chemical & Atomic Workers International Union. 4pp. 41049:341-41049:344. 


DOCKET 71-0393 ALLIS-CHALMERS CORP. 


8705110248 Advises that author applied for & received amend to License 37-16280-03 
previously issued to Allis-Chalmers Hydro, Inc. New organizational chart applicable to 
QA program for Voith Hydro.Inc encl.Fee paid. 

SPANGLER.R.C. Voith. inc. 87/02/24. Office of Nuclear Material Safety & 
Safeguards, Director. 3pp. 40879:251-40879:255. 

-8705110261 Requests fee for 870224 application for amend to QA program for radio- 
£ictiv 0 mditl O£icKeiq@'0393 

JACKSON, G. License Fee Managenment Branch (861123-870413). 87/03/16. 
SPANGLER.R.C. Voith. Inc. Ip. 40879:254-40879:254. 

-8705110264 Forwards fee per NRC 870316 request. 

SPANGLER.R.C. Voith, Inc. 87/03/31. JA(5 kSON,G. License Fee Managenment 
Branch (861123-870413). Ip. 40879:255-40879:255. 


DOCKET 71-0424 NAVY, DEPT. OF 

8705190120 Advises that QA program approval for radioactive matl package:0474 ex- 
pires on 870630. Renewal must be requested within 30 days of expiration. If renewal 
not desired.NRC should be so notified. 

MACDONALDiC.E. Transportation Branch. 87/05/13. Navy, Dept, of. Ip. 40966:108- 
40966:108. 


DOCKET 71-0426 NAVY, DEPT. OF 

8705120007 Forwards request to renew QA program for radioactive matl package:0426. 
DURFEE,P.J. Navy, Dept, of, Naval Sea Systems Command. 87/04/08. Transporta- 
tion Certification Branch. 3pp. 40898:352-40898:354. 

8705130099 Forwards QA program Mproval for radioactive matl package: 0426, Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/04/27, Navy. Dept of. Ip. 40918:299- 
40918:300. 

-8705130105 QA program approval for radioactive matl package:0426,Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/04/27. Ip. 40918:300-40918:300. 


DOCKET 71-0466 MINNESOTA MINING & MANUFACTURING CO. (3M CO.) 

8705110255 Requests QA program approval for radioactive matl package: 0466 be re- 
vised to permit use of speciaf & normal form radioactive matl. 

PETERS.M.R. Minnesota. Mining & Manufacturing Co., 3M Co. 87/03/19. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 40879:187-40879:189. 
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DOCKET 71-0468 EL PASO NATURAL GAS, INC. 

8705120016 Forwards revised personnel changes to E! Paso Natural Gas Co approved 
QA program:0468, implemented as part of License 42-03201 -02.Fee paid. 
MARCOUX.E.J. El Paso Natural Gas. 87/03/26. MACDONALD, C.E. NRC - No De- 
tailed Affiliation Given. Ip. 40911:001-40911:008. 

“8705120019 QA. orAQrsm for compliance W/10CFR71, Subpart H. 

* El Paso Katu-'a’ G?.s. 3./'.'C3/2S 7pp. 40911:002-40911:008. 


DOCKET 71-0473 PITTSBURGH-DES MOINES CORP. 

8705190011 Advises that QA program approval for radioactive matl package:0473 ex- 
pires on 870630. Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACDONALD, C.E. Transportation Branch. 87/05/13. PROSCH.A.A. Pitt-Des Moines, 
Inc. 1p. 40966:297-40966:297. 


DOCKET 71-0476 TEXAS, STATE OF 

8705110237 Forwards Page 1 to Issue 82 of Rev 0 to SP-QA-1, "QA Program for Indus- 
trial Radiography," correcting info in Item 3 re organization. 

EZZELL.R. Midwest Inspection Service, Ltd. 87/03/23. License Fee Managenment 
Branch (861123-870413). 3pp. 40877:355-40877:357. 


DOCKET 71-0477 WILSON INSPECTION SERVICE 

8705180503 Advises that QA program approval for radioactive matl package:0477 ex- 
pires on 870630.Renewal must be requested within 30 days of expiration date.lf re- 
newal net desired, NRC should bo so notified. 

MACDCNALD,C.E. Trar’-spertatior Branch. 87/05/13. WILSON.J.C. Wilson Inspection 
Sor\'!ces,lnc. Ip. 40962:29' -40962:231 . 


DOCKET 71-0499 KOKOMO TUBE CO. 

8705190043 Advises that QA program for radioactive matl package:0499. expires on 
870630.Request for renewal should be submitted 30 days prior to expiration. 
MACDONALD.C.E. Transportation Branch. 87/05/13. Kokomo Tube Co. 1p. 
40965:286-40965:286. 


DOCKET 71-0630 PROGRESS SERVICES, INC. 

8705120024 Requests registration as user of Type B packaging/containers for transpor- 
tation of sealed sources to temporary jobsites & shipping depleted sources back to 
mfg for disposal under License 34-19592-01 .Fee paid. 

BECKER, M.A. Progress Services, Inc. 87/03/30. Transportation Certification Branch. 
13pp. 40903:099-40903:112. 

8705130088 Forwards QA program approval for radioactive matl package: 0630, Rev 0. 
MACDONALD.C.E. Transportation Branch. 87/04/27. BECKER, M.A. Progress 
Services, Inc. Ip. 40912:261-40912:262. 

“8705130095 QA program approval for radioactive matl package:0630,Rev 0. 
MACDONALD.C.E. Transportation Branch. 87/04/27. 1p. 40912:262-40912:262. 


DOCKET 71-0631 WESTINGHOUSE ELECTRIC CORP. 

8705120108 Application for license for transportation QA program.QA program will be 
used under NRC License R-1 19 for Westinghouse Nuclear Training Reactor in Zion.lL. 
“QA Plan for Transportation of Radioactive Matl" encl.Fee paid. 

NARDLA.J. Westinghouse Electric Corp. 87/04/15. MACDONALD.C.E. Transportation 
Branch. 1p. 40903:285-40903:293. 

“8705120258 "QA Plan for Transportation of Radioactive Matl." 

* Westinghouse Electric Corp. 87/04/13. 8pp. 40903:286-40903:293. 

8705130220 Forwards QA program approval for radioactive mat! package: 0631, Rev 0. 
MACDONALD.C.E. Transportation Branch. 87/05/04. NARDI.A.J. Westinghouse Elec- 
tric Corp. Ip. 40920:108-40920:109. 

“8705130229 QA program approval for radioactive matl package:0631,Rev 0. 
MACDONALD.C.E, Transportation Branch. 87/05/04. Ip. 40920:109-40920:109. 


DOCKET 71-5787 MODEL: D-38, ENERGY, DEPT. OF 

8705190017 Advises that Certificate of Compliance 5787 for Model D-38 packaging ex- 
pires on 870731. Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACDONALD.C.E, Transportation Branch. 87/05/13. TORRES, J.L Energy, Dept of. 
Ip. 40966:298-40966:298. 


DOCKET 71-5796 MODEL 181375, 181361, ADVANCED MEDICAL SYSTEMS, INC. 

8705180400 Advises that application for renewal of Certificate of Compliance 5796 
should be submitted at least 30 days prior to expiration date (870731) to ensure con- 
tinued use of package. 

MACEXDNALD.C.E. Transportation Branch. 87/05/13. KELBLEY.N.D. Advanced Medi- 
cal Systems, Inc, Ip. 40962:268-40962:268. 


DOCKET 71-5874 MODEL WAPD-40, ENERGY, DEPT. OF 

8705260480 Application for rev to Certificate of Compliance 5874 for Model WAPD- 
40.Rev allows wrapping cask w/polyvinyl chloride cover during shipment & changes 
cask description for accuracy.Thermal analysis for wrapping & related info end. 
ENGEL,W.P. Energy, Dept. of. 87/05/06. MACDONALD.C.E. Transportation Branch. 
16pp. 41043:282-41043:297. 


DOCKET 71-5926 MODEL; GE-100, GENERAL ELECTRIC CO. 


8705110335 Requests registration as user of GE Model GE-100. 

MINECK.D.L Iowa Electric Light & Power Co. 87/04/13. MACDONALD.C.E. Office of 
Nuclear Material Safety & Safeguards.Director. 2pp. 40884:275-40884:276. 

8705110335 Requests registration as user of GE Model GE-100. 

MINECK.D.L Iowa Electric Light & Power Co. 87/04/13. MACDONALD.C.E. NRC - No 
Detailed Affiliation Given. 2pp. 40884:275-40884:276. 


DOCKET 71-6227 MODEL: DT-2, -5, -7, ENERGY, DEPT. OF 


8705130170 Advises that use of packages under general license of Subpart C of 
10CFR71 or provisions of 49CFR1 73.471 terminated since Rev 1 to Certificate of 
Compliance 6227 for Models DT-2,DT-5 & DT-7 expired on 870331. 

MACDONALD.C.E. Transportation Branch. 87/05/05. TORRES, J.L. Energy, Dept. of. 
Ip. 40919:297-40919:297. 


DOCKET 71-6574 MODEL HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. 


8705270384 Requests registration as user of Models HN-200, NUPAC 14D-2.0,HN- 
600.NUPAC 100.HN-100S.CNS 21-300,HN-100 (Series 3),NUPAC 14/190L,NUPAC 
14/210L.NUPAC 14/210H,CNS 8-120B & NUPAC 10-142. 

FARRAR.D.L. Commonwealth Edison Co. 87/04/27. THOMPSON, H.L Office of Nu- 
clear Material Safety & Safeguards.Director. 3pp. 41101:231-41101:233. 

8705210622 Notification of registration as user of Models HN-200, HN-200, NUPAC 14D- 
2.0.HN-100 Series 2.HN-100 2A,HN-600, NUPAC lOO.CNS 7-100.HN-100 Series 
1,HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD.C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


8705130169 Summary of 870409 meeting w/Chem-Nuclear Sys in Silver Spring, MD re 
several outstanding Itrs requesting addi info from licensee. 

ODEG/\ARDEN,R.H. Transportation Branch. 87/04/27. Transportation Branch. 2pp. 
40920:110-40920:111. 


DOCKET 71-9006 MODEL: Al 500 SU, TECH/OPS, INC. 


8705120035 Advises that command not listed as authorized user in Vol 1, Rev 9 or Vol 
2, Rev 9 to directory of certificates of compliance for radioactive matl packages. 
RUNDBERG.E.E. Navy, Dept. of. 87/04/06. Transportation Certification Branch. 2pp. 
40895:356-40895:357. 


DOCKET 71-9007 MODEL: 520, TECH/OPS, INC. 


8705120035 Advises that command not listed as authorized user in Vol 1, Rev 9 or Vol 
2,Rev 9 to directory of certificates of compliance for radioactive matl packages. 
RUNDBERG.E.E. Navy, Dept. of. 87/04/06. Transportation Certification Branch. 2pp. 
40895:356-40895:357. 

8705110239 Requests registration as user of Tech/Ops Model 520. 

ORDORICA.S.E. M.M.P. Quality Inspections. Inc. 87/04/10. MACDONALD.C.E Office 
of Nuclear Material Safety & Safeguards.Director. Ip. 40877:358-40877:361. 


DOCKET 71-9010 MODEL NLi-1/2, NUCLEAR ASSURANCE CORP. 


8705130151 Summary of 870429 meeting w/Nuclear Assurance Corp in Silver 
Spring, MD re design of new legal weight truck cask. 

ODEGAARDEN,R!h. Office of Nuclear Material Safety & Safeguards.Director. 87/05/ 
04. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 40913:049- 
40913:050. 


DOCKET 71-9023 MODEL: NLI-10/24, NUCLEAR ASSURANCE CORP. 


8705130151 Summary of 870429 meeting w/Nuclear Assurance Corp in Silver 
Spring, MD re design of new legal weight truck cask. 

ODEGAARDEN.RJH. Office of Nuclear Material Safety & Safeguards.Director. 87/05/ 
04. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 40913:049- 
40913:050. 


DOCKET 71-9032 MODEL 650, TECH/OPS, INC. 


87051 10338 Requests registration as user of Model 650. 

ORDORICA,S.E. M.M.P. Quality Inspections, Inc. 87/04/07. MACDONALD.C.E. Trans- 
portation Certification Branch. Ip. 40879:201-40879:204. 


DOCKET 71-9033 MODEL; 660 & 660E, TECH/OPS, INC. 


8705110260 Requests registration as user of Model 660. 

DICKSON, T.E. Smith-Bmery Co. 87/03/30. Office of Nuclear Material Safety & 
Safeguards.Director. 2pp. 40880:130-40880:131. 

8705110224 Requests that MMP Quality Insps.Inc be registered as user of Tech/Ops 
Model 660 Package Identification USA/9033 B(U), under terms of Certificate of Com- 
pliance 9033, rev 5. 

ORDORICA.S.E. M.M.P. Quality Inspections, Inc. 87/04/07. MACDONALD.C.E Trans- 
portation Certification Branch. 1 p. 40895:077-40895:080. 


DOCKETED ITEMS 195 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION a EQUIPMENT CO., INC. 

8705130150 Requests addi info re 860718 application for amend to Model C>1 
package.One copy of supplemental info & drawings submitted by 870331 Itr insuffi- 
cient for std distribution. Ltr returned unreviewed.Copies of application requested. 
MACDONALD.C.E. Transportation Branch. 87/04/24. DICHARRY.R.D. Source Pro- 
duction & Equipment Co., Inc. 1p. 40919:292-40919:292. 


DOCKET 71-9044 MODEL: GE-1600, GENERAL ELECTRIC CO. 

8705110273 Forwards “Rept on Evaluation of 1-1 3G Bottom Plate/Shell Weld," per li- 
censee 870303 Itr.Application for separate cask model, including cask drawing w/ 
modified baseplate, submitted under separate cover. 

ANDERSON.R.T. Chem-Nuclear Systems, Inc. 87/04/15. MACDONALD.C.E. Office of 
Nuclear Material Safety & Safeguards,Director. 2pp. 40877:275-40877:304. 

-8705110281 "Rept on Evaluation of 1-1 3G Bottom Plate/Shell Weld." 

• Chem-Nuclear Systems. Inc. 87/04/30. 28pp. 40877:277-40877:304. 

8705110229 Application for amend to Certificate of Compliance 9044 for Model CNS 1- 
13G.Submittal includes as-built engineering drawings & complete operating, maint & 
initial acceptance procedures. Fee paid. 

ANDERSON.R.T. Chem-Nuclear Systems, Inc. 87/04/24. MACDONALD.C.E. Office of 
Nuclear Material Safety & Safeguards, Director. 30pp. 40877:237-40877:266. 

8705130189 Summary of 870409 meeting w/Chem-Nuclear Sys in Silver Spring, MD re 
several outstanding Itrs requesting addI info from licensee. 

ODEGAARDEN.R.H. Transportation Branch. 87/04/27. Transportation Branch. 2pp. 
40920:110-40920:111. 


DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 

8705110249 Forwards SPEC 2-T exposure device operating procedures & Rev 1 to 
Drawing lOOO.providing basic dimensions of U shield.Each device mfg according to 
QA program for radioactive matl package:0102. 

DICHARRY,R.D. Source Production & Equipment Co., Inc. 87/03/31, 
MACDONALD.C.E. Transportation Certification Branch. 8pp. 40877:267-40877:274. 

8705130182 Forwards request for addi info re 860718 & 870331 applications for amend 
to Model SPEC 2-T.Response requested within 30 days of Itr date & should be sub- 
mitted as revised pages. 

MACDONALD.C.E Transportation Branch. 87/05/04. DICHARRY.R.D. Source Pro- 
duction & Equipment Co., Inc. 2pp. 40919:301-40919:302. 


DOCKET 71-9070 MODEL: N-SS, NUCLEAR PACKAGING, INC. 

8705110341 Rev 1 to application for renewal of Certificate of Compliance for Model N- 
55,upgrading package from Type B to Type B(U).Affidavit, release memo & Rev 1 to 
SAR for NUPAC N-55 packaging encl.Fee paid. 

TEMUS.C.J. Nuclear Packaging, Inc. 87/02/27. MACDONALD.C.E. Transportation 
Certification Branch. 13pp. 40891:222-40892:074. 

“8705110366 Rev 1 to "SAR for NUPAC N-55 Packaging (Nonproprietary).’' 

* Nuclear Packaging, Inc. 87/02/28. 188pp. 40891:247-40892:074. 

8705220148 Part 21 rept re NuPac Model N-55 package.Units in svc or mfg awaiting 
delivery will be retrofitted w/statement by each of four lift lugs prohibiting use as tie- 
down point. 

OLIVADOTI.J.R. Nuclear Packaging, Inc. 87/03/03. TAYLOR, J. Office of Inspection & 
Enforcement. Director (820201-870411). 5pp. 41017:176-41017:180. 

8705110344 Requests company be removed as registered user of Nuclear 
Packaging, Inc Model N-55. 

MILLER.D.B. Connecticut Yankee Atomic Power Co. 87/03/28. MACDONALD.C.E. 
Transportation Certification Branch. 2pp. 40879:205-40879:206. 

8705190102 Requests addi info re 870227 application to amend Model N-55 package in 
form of revised pages.Date info will be provided requested within 30 days of Itr date. 
MACDONALD.C.E. Transportation Branch. 87/05/13. TEMUS.C.J. Nuclear Packaging, 
Inc. 4pp. 40963:240-40963:243. 


DOCKET 71-9073 MODEL: OH-142 SERIES, NUCLEAR PACKAGING, INC. 

8705120204 Requests registration as user of Model NuPac OH-142 Type B. Future cor- 
respondence for CNS 14-195H,CNS 14-170.CNS 21-300, CNS 14-215A & NuPac OH- 
142 should be forwarded to KA Smith at listed address. 

SORENSEN, G.C. Washington Public Power Supply System. 87/04/10. 
MACDONALD.C.E, Transportation Certification Branch. 3pp. 40895:027-40895:029. 


8705210622 Notification of registration as user of Models HN-200. HN-200.NUPAC 14D- 

2.0.HN-100 Series 2.HN-100 2A,HN-600. NUPAC 100.CNS 7-100,HN-100 Series 
1.HN-100S.CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD.C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9086 MODEL HN-100, SERIES 1, HITTMAN NUCLEAR & 

DEVELOPMENT 


8705270384 Requests registration as user of Models HN-200, NUPAC 14D-2.0,HN- 
600, NUPAC 100.HN-100S,CNS 21-300, HN-100 (Series 3),NUPAC 14/190L,NUPAC 
14/210L.NUPAC 14/210H,CNS 8-1 20B & NUPAC 10-142. 

FARRAR,D.L. Commonwealth Edison Co. 87/04/27. THOMPSON,H.L Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 41101:231-41101:233. 

8705210622 Notification of registration as user of Models HN-200. HN-200, NUPAC 14D- 

2.0,HN-100 Series 2,HN-100 2A.HN-600, NUPAC 100.CNS 7-100.HN-100 Series 
1,HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD,C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9089 MODEL HN-100S, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8705270384 Requests registration as user of Models HN-200, NUPAC 14D-2.0,HN- 
600,NUPAC 100.HN-100S.CNS 21-300.HN-100 (Series 3), NUPAC 14/190L.NUPAC 
14/210L, NUPAC 14/210H,CNS 8-120B & NUPAC 10-142. 

FARRAR,D.L. Commonwealth Edison Co. 87/04/27. THOMPSON, H.L. Office of Nu- 
clear Material Safety & Safeguards.Director. 3pp. 41101:231-41101:233. 

8705210622 Notification of registration as user of Models HN-200, HN-200.NUPAC 14D- 

2.0, HN-100 Series 2, HN-100 2A.HN-600. NUPAC lOO.CNS 7-100,HN-100 Series 
1,HN-100S.CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD.C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9094 MODEL CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


8705110250 Requests registration as user of Model CNS 14-195-H shipping cask, 
AGOSTI.F.E. Detroit Edison Co. 87/04/02. MACDONALD.C.E. Transportation Certifi- 
cation Branch. 3pp. 40880:127-40880:129. 

8705110353 Requests registration as user of Chem-Nuclear Sys, Inc Model CNS 14-175- 

GRABER.W.E. General Dynamics Corp. 87/04/07. MACDONALD.C.E. Transportation 
Certification Branch. 2pp. 40884:273-40884:274. 


DOCKET 71-9096 MODEL CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 


8705270384 Requests registration as user of Models HN-200,NUPAC 14D-2.0,HN- 
600,NUPAC 100,HN-100S,CNS 21 -300, HN-100 (Series 3), NUPAC 1 4/1 90L, NUPAC 
14/21 OUNUPAC 14/210H,CNS 8-1 20B & NUPAC 10-142. 

FARRAR, D.L Commonwealth Edison Co. 87/04/27. THOMPSON.H.L. Office of Nu- 
clear Material Safety & Safeguards.Director. 3pp. 41101:231-41101:233. 

8705210622 Notification of registration as user of Models HN-200, HN-200,NUPAC 14D- 

2.0,HN-100 Series 2.HN-100 2A,HN-600, NUPAC 100,CNS 7-100.HN-100 Series 
1,HN-100S.CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD.C.E. Transportation Branch. 87/05/15, Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9098 MODEL: UCC-20WC-2 & 2A, CINTICHEM, INC. 


8705190141 Returns 870413 application for amend to Models CI-20WC-2 & CI-20WC- 
2A packages.Complete (consolidator^ application demonstrating that package meets 
requirements of 10CFR71 requested.Draft Reg Guide 7.9 also encl.W/o ends. 
MACDONALD.C.E. Transportation Branch. 87/05/13. RUZICKA.W.G. Cintichem, Inc. 
1p. 40963:269-40963:269. 


DOCKET 71-9099 MODEL ATR, EXXON NUCLEAR IDAHO CO. 


DOCKET 71-9079 MODEL NUPAC 14D-2.0, WESTINGHOUSE-HITTMAN NUCLEAR 

8705270384 Requests registration as user of Models HN-200,NUPAC 14D-2.0,HN- 
600,NUPAC 100.HN-100S,CNS 21-300, HN-100 (Series 3), NUPAC 14/190L,NUPAC 
14/21 OUNUPAC 14/210H.CNS 8-1 20B & NUPAC 10-142. 

FARRAR, D.L Commonwealth Edison Co. 87/04/27. THOMPSON,H.L. Office of Nu- 
clear Material Safety & Safeguards.Director. 3pp. 41101:231-41101:233. 

8705210622 Notification of registration as user of Models HN-200, HN-200,NUPAC 14D- 

2.0,HN-100 Series 2,HN-100 2A,HN-600, NUPAC 100,CNS 7-100,HN-100 Series 
1,HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD,C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


8705270476 Notifies that recipient registered as user of Model ATR for Package Identifi- 
cation USA/9099/AF,per 870507 request 

MACDONALD.C.E. Transportation Branch. 87/05/21. REGAN.N.A. Babcock & Wilcox 
Co, Ip. 41065:143-41065:143. 


DOCKET 71-9100 MODEL KKP-20-4950. KERR-MCGEE NUCLEAR CORP. 


8705110321 Requests replacement copy of 830906 Rev 3 to Certificate of Compliance 
9100. 

STAUTER.J.C. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 87/04/13. 
MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 
40884:303-40884:304. 


DOCKET 71-9080 MODEL: HN-600 & NUPAC 100, WESTINGHOUSE-HITTMAN 
NUCLEAR 


DOCKET 71-9102 MODEL NPI-20WC-6, NEUTRON PRODUCTS, INC. 


8705270384 Requests registration as user of Models HN-200,NUPAC 14D-2.0,HN- 
600,NUPAC 100,HN-100S.CNS 21-300.HN-100 (Series 3), NUPAC 14/190L, NUPAC 
14/21 OUNUPAC 14/21 OH, CNS 8-1 20B & NUPAC 10-142. 

FARRAR,D.L. Commonwealth Edison Co. 87/04/27. THOMPSON.H.L. Office of Nu- 
clear Material Safety & Safeguards.Director. 3pp. 41 1 01 :231 -41 1 01 :233. 


8705110263 Advises that addi info re 860805 request for approval of Model NPI-20WC- 
6 Mk II will be submitted by 870520. 

SCHWOERER.F. Neutron Products, Inc, 87/04/15. MACDONALD.C.E. NRC - No De- 
tailed Affiliation Given. 2pp. 40879:190-40879:191. 
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DOCKET 71-9103 MODEL NLI-0S02, NUCLEAR ASSURANCE CORP. 


8705130151 Summary of 870429 meeting w/Nuclear Assurance CJorp in Silver 
Spring, MD re design of new legal weight truck cask. 

ODEGAARDEN.R.H. Office of Nuclear Material Safety & Safeguards, Director. 87/05/ 
04. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 40913:049- 
40913:050. 


DOCKET 71-9133 MODEL C-10, GAMMA INDUSTRIES, INC. 


8705120117 Application for renewal of Certificate of Compliance 9133. Fee paid. 
PATTERSON, A.R. Gamma Industries, Inc. 87/04/15. MACDONALD.C.E. Office of Nu- 
clear Material Safety & Safeguards,Dlrector. 2pp. 40897:128-40897:129. 

8705130233 Forwards Rev 3 to Certificate of Compliance 9133 for Model C-10 shipping 
package. 

MACDONALD.C.E. Transportation Branch. 87/05/04. Gamma Industries, Inc. 2pp. 
40919:317-40919:321. 

-8705130247 Certificate of Compliance 9133.Rev 3,for Model C-10. Approval record 
end. 

MACDONALD.C.E. Transportation Branch. 87/05/04. 3pp. 40919:319-40919:321. 


DOCKET 71-9141 MODEL 900, TECH/OPS, INC. 


8705110308 Requests registration as user of Tech/Ops Model 900. 

ORDORICA.S.E. M.M.P. Quality Inspections. Inc. 87/04/10. MACDONALD.C.E. Trans- 
portation Certification Branch, ip. 40884:313-40884:316. 


DOCKET 71-9147 MODEL 850, TECH/OPS, INC. 


8705120118 Requests registration of Model 850 Package Identification USA/ 9 147 B(U) 
under terms of Certificate Compliance 9147 (Rev 1). 

ORDORICA.S.E. M.M.P. Quality Inspections. Inc. 87/04/07. MACDONALD.C.E. Trans- 
portation Certification Branch. Ip. 40894:104-40894:107. 

8705270041 Responds to 870324 request for schedule for providing addi info re amend 
to Model 850 source changer.Certificate of Compliance 9147.Adol Info will be submit- 
ted by 870612. 

ROUGHAN.OM. Amersham-Tech/Ops RPD. 87/04/23. MACDONALD.C. Office of 
Nuclear Material Safety & Safeguards. Director. 2pp. 41049:345-41049:346. 


DOCKET 71-9151 MODEL HN-100 SERIES 3, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8612100244 Advises that, due to London Nuclear Svcs 860930 purchase of all outstand- 
ing stock of NUS Process Svcs Cotp.editorial changes must be made to cask certifi- 
cate of compliance.EncI proprietary drawings withheid.Fee paid. 

FRAZER.W.H. LN Technologies Corp. (formerly NUS Corp.). 86/11/20. 
MCDONALD, C.E. Transportation Certification Branch. Ip. 38926:272-38926:324. 

-8612100249 Rev G to "Soap Bubble Leak Test,LN Technologies Corp Type A Ship- 
ping Casks." 

BUSH.F. LN Technologies Corp. (formerly NUS Corp.). 86/11/24. 7pp. 38926:274- 
38926:280. 

-8612100253 Rev H to "LN 14-170 Series I Ceisk Maint." 

BUSH.F. LN Technologies Corp. (formerly NUS Corp.). 86/11/24. 13pp. 38926:281- 
38926:293. 

-8612100255 Rev F to “Gamma Scanning of Lead Shielding for LN Type Casks." 
BUSH.F. LN Technologies Corp. (formerly NUS Corp.). 86/11/24. 7pp. 38926:294- 
38926:300. 

-8612100261 Rev K to "Operating Instructions for Loading & Unloading LN 14-170 
ScnQS I OdsKs 

BUSH.F. LN Technologies Corp. (formerly NUS Corp.). 86/11/24. 24pp. 38926:301- 
38926:324. 

8705270384 Requests registration as user of Models HN-200,NUPAC 14D-2.0,HN- 
600.NUPAC 100,HN-100S,CNS 21-300, HN-100 (Series 3),NUPAC 14/190L,NUPAC 
14/210L,NUPAC 14/210H.CNS 8-120B & NUPAC 10-142. 

FARRAR,D.L. Commonwealth Edison Co. 87/04/27, THOMPSON.H.L. Office of Nu- 
clear Material Safety & Saf6guards.Dlrector. 3pp. 41101:231-41101:233. 

8705120138 Application for renewal of Certificate of Compliance 9151 for Model LN-14- 
170, Series I packaging.Fee paid.W/six oversize drawings. 

FRAZER.W.H. LN Technologies Corp. (former^ NUS Corp,). 87/04/28. 
MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards, Director. 4pp. 
40903:113-40903:191. 

-8705120168 "Engineering Analysis NUS-14-170 Series 1,29-Inch Secondary Lid 
Option." 

DANESHCAR,F., GHOSH, T. LN Technologies Corp, (formerly NUS Corp.). 85/01/08. 
11pp. 40903:128-40903:165. 

-8705130191 Procedure Change Request K-1 to WM-014, “Operating Instructions for 
Loading & Unloading NUS-14-170 Series I Casks." 

FRAZ&1,W.H. LN Technologies Corp. (formerly NUS Corp.). 86/12/12. 2pp. 
40903:166-40903:191. 

8705210822 Notification of registration as user of Models HN-200, HN-200, NUPAC 14D- 

2.0, HN-100 Series 2.HN-100 2A.HN-600, NUPAC lOO.CNS 7-1 00, HN-100 Series 
1,HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD,C.E, Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9156 MODEL IR-50, INDUSTRIAL NUCLEAR CO. 


8705180408 Advises that application for renewal of Certificates of Compliance 
9156,9157 & 9185 should be submitted at least 30 days prior to 870731 expiration 
date to ensure continued use of Models IR-50,IR-100 & OP- 100 packages. 
MACDONALD.C.E. Transportation Branch. 87/05/13. GAINS, T. Industrial Nuclear Co, 
Ip. 40962:269-40962:269. 


DOCKET 71-9157 MODEL IR-100, INDUSTRIAL NUCLEAR CO. 


8705180408 Advises that application for renewal of Certificates of Compliance 
9156,9157 & 9185 should be submitted at least 30 days prior to 870731 expiration 
date to ensure continued use of Models IR-50,1R-100 & OP-1 00 packages. 
MACDONALD,C.E. Transportation Branch. 87/05/13. GAINS,T. Industrial Nuclear Co. 
Ip. 40962:269-40962:269. 


DOCKET 71-9159 MODEL: NUPAC 14/190L, M & H, NUCLEAR PACKAGING, INC. 


8705270384 Requests registration as user of Models HN-200,NUPAC 14D-2.0,HN- 
600.NUPAC 100,HN-100S,CNS 21-300, HN-100 (Series 3),NUPAC 14/190L, NUPAC 
14/210L, NUPAC 14/210H,CNS 8-120B & NUPAC 10-142. 

FARRAR,D.L. Commonwealth Edison Co. 87/04/27. THOMPSON,H.L. Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 41101:231-41101:233. 

8705210622 Notification of registration as user of Models HN-200, HN-200,NUPAC 14D- 

2.0, HN-100 Series 2,HN-100 2A,HN-600, NUPAC lOO.CNS 7-100,HN-100 Series 
1,HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD,C.E. Transportation Branch, 87/05/15, Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9168 MODEL: CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 


8705120135 Requests registration as user of Model CNS 8-1 20B Package Identification 
USA/91 68/B(U). 

PLIML,G. Commonwealth Edison Co. 87/03/20. MACDONALD,C.E. Transportation 
Certification Branch. 2pp. 40894:125-40894:126. 

8705110192 FonA^ards revised drawings of Model CNS 8-1 20B shipping package, p^er 
NRC request for addI info re 870316 request for amend application.Revs satisfy NRC 
comments.W/o end. 

ANDERSON, R.T. Chem-Nuclear Systems, Inc. 87/04/13. MACDONALD.C.E. Office of 
Nuclear Material Safety & Safeguards, Director. 6pp. 40879:256-40879:261. 

8705130169 Summary of 870409 meeting w/Chem-Nuclear Sys in Silver Spring.MD re 
several outstanding itrs requesting addi info from licensee. 

ODEGAARDEN.R.H. Transportation Branch. 87/04/27. Transportation Branch. 2pp. 
40920:110-40920:111. 

8705270384 Requests registration as user of Models HN-200, NUPAC 14D-2.0,HN- 
600,NUPAC 100,HN-100S,CNS 21-300,HN-100 (Series 3).NUPAC 14/190L.NUPAC 
14/210L,NUPAC 14/210H,CNS 8-1 20B & NUPAC 10-142. 

FARRAR,D.L. Commonwealth Edison Co. 87/04/27. THOMPSON,H.L. Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 41101:231-41101:233. 

8705270368 Requests registration as user of Model CNS 8-1 20B. 

BIRCH.M.L. Duke Power Co. 87/04/28. MACDONALD,C.E. Transportation Branch. 
2pp. 41101:229-41101:230. 

8705130197 Forwards request for addi info re 860316 & 870413 applications for amend 
to Model CNS 8-1 20B package. Response requested within 30 days of Itr date & 
should be submitted as revised pages. 

MACDONALD.C.E. Transportation Branch. 87/05/04. ANDERSON.R.T. Chem-Nuclear 
Systems, Inc. 2pp. 4091 1 :205-4091 1 :206. 

8705210622 Notification of registration as user of Models HN-200, HN-200, NUPAC 14D- 

2.0,HN-100 Series 2.HN-100 2A.HN-600. NUPAC lOO.CNS 7-100.HN-100 Series 
1,HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD.C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 

8705220123 Notification of registration as user of Model CNS 8-120 B in response to 
870428 request, 

MACDONALD.C.E. Transportation Branch. 87/05/15. TUCKER.H.B. Duke Power Co. 
Ip. 41023:139-41023:139. 


DOCKET 71-9176 MODEL: NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC. 


8705270060 Requests registration as user of Model 14/210L shipping cask. 

AKINS.D.W. Arkansas Power & Light Co. 87/04/08. MACDONALD.C.E. Division of 
Fuel Cycle & Material Safety (Pre 870413). 2pp. 41049:199-41049:200. 

8705270384 Requests registration as user of Models HN-200, NUPAC 14D-2.0,HN- 
600.NUPAC 100,HN-100S,CNS 21-300.HN-100 (Series 3).NUPAC 14/190L, NUPAC 
14/210L.NUPAC 14/21 OH.CNS 8-120B & NUPAC 10-142. 

FARRAR, D.L Commonwealth Edison Co. 87/04/27. THOMPSON.H.L. Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 41101:231-41101:233. 

8705110204 Requests registration as user of NuPac Models 10-142 & 14-21 OH radioac- 
tive shipping casks. 

GUCWA,L.T. Georgia Power Co. 87/04/30. Office of Nuclear Material Safety & 
Safeguards, Director. 2pp. 40881:082-40881:083. 

8705180467 Notification of registration as user of Models NUPAC 1 4/21 OL, NUPAC 14/ 
210H,CNSI 14-216H A, NUS 14-195L,NUS 14-195H & 10-142. 

MACDONALD.C.E. Transportation Branch. 87/05/13. AKINS.D.W. Arkansas Power & 
Light Co. 1 p. 40959:1 37-40959:1 37. 
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8705210622 Notification of registration as user of Models HN-200, HN-200,NUPAC 14D« 
2.0,HN-100 Series 2.HN-100 2A,HN-600, NUPAC 100.CNS 7-100.HN-100 Series 
1,HN-100S.CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD, C.E. Transportation Branch. 87/05/15, Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 


DOCKET 71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE CORP. 

8705130151 Summary of 870429 meeting w/Nuclear Assurance Corp in Silver 
Spring, MD re design of new legal weight truck cask. 

ODEGAARDEN,R.H, Office of Nuclear Material Safety & Safeguards, Director, 87/05/ 
04. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 40913:049- 
40913:050. 


DOCKET 71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, INC. 

8705110330 Requests registration as user of Nuclear Packaging, Inc Model PAS-1. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/04/16. MACDONALD,C.E. Office of 
Nuclear Material Safety & Safeguards, Director. 2pp. 40884:277-40884:278. 

8705110330 Requests registration as user of Nuclear Packaging.lnc Model PAS-1. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/04/16. MACDONALD,C.E. NRC - 
No Detailed Affiliation Given. 2pp. 40884:277-40884:278. 

8705190019 Notification of registration as user of Model PAS-1 in response to 870416 
request. 

MACDONALD,C.E. Transportation Branch. 87/05/13. CURTIS, N.W. Pennsylvania 
Power & Light Co. Ip. 40966:299-40966:299. 

8705220118 Advises that util registered user of Model PAS-1 .Unnecessary to register 
each plant separately as user. 

MACDONALD,C.E. Transportation Branch. 87/05/15. NIX,H.C. Georgia Power Co. Ip. 
41023:138-41023:138. 


DOCKET 71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 

8705180408 Advises that application for renewal of Certificates of Compliance 
9156,9157 & 9185 should be submitted at least 30 days prior to 870731 expiration 
date to ensure continued use of Models IR-60,IR-100 & OP-1 00 packages. 
MACDONALD, C.E. Transportation Branch. 87/05/13. GAINS.T. Industrial Nuclear Co. 
1p. 40962:269-40962:269. 


—8705270647 Non-proprietary version of Rev 4 to “SAR for NUPAC 10-142 Cask to 
10CFR71 Packaging Requirements.” 

* Nuclear Packaging, Inc. 87/04/30. 10pp. 41048:349-41048:359. 

8705270384 Requests registration as user of Models HN-200,NUPAC 14D-2.0,HN- 
600,NUPAC 100,HN-100S,CNS 21-300,HN-100 {Series 3), NUPAC 14/190L,NUPAC 
14/210L.NUPAC 14/210H,CNS 8-1 20B & NUPAC 10-142. 

FARRAR, D.L Commonwealth Edison Co. 87/04/27. THOMPSON,H.L. Office of Nu- 
clear Material Safety & Safeguards,Director. 3pp. 41101:231-41101:233. 

8705110204 Requests registration, as user of NuPac Models 10-142 & 14-21 OH radioac- 
tive shipping casks. 

GUCWA,L.f. Georgia Power Co. 87/04/30. Office of Nuclear Material Safety & 
Safeguards,Dlrector. 2pp. 40881:082-40881:083. 

8705180467 Notification of registration as user of Models NUPAC 14/210L, NUPAC 14/ 
210H,CNSI 14-215H A,NUS 14-195L,NUS 14-195H 6 10-142. 

MACDONALD,C.E. Transportation Branch. 87/05/13. AKINS, D.W. Arkansas Power & 
Light Co. Ip. 40959:137-40959:137. 

8705210622 Notification of registration as user of Models HN-200, HN-200,NUPAC 14D- 
2.0, HN-100 Series 2,HN-100 2A.HN-600. NUPAC 100,CNS 7-1 00, HN-100 Series 
1.HN-100S,CNS 21-300 & HN-100 Series 3 in response to 870427 request. 
MACDONALD,C.E. Transportation Branch. 87/05/15. Commonwealth Edison Co. 2pp. 
41016:191-41016:192. 

8705210662 Forwards Rev 2 to Certificate of Compliance 9208 for Model 10-142. 
MACDONALD, C.E. Transportation Branch. 87/05/15. TEMUS.C.J. Nuclear Packaging, 
Inc. 3pp. 41016:156-41016:162. 

-8705210668 Certificate of Compliance 9208.Rev 2,for Model 10-142. Approval record 
end. 

MACDONALD, C.E. Transportation Branch. 87/05/15. 4pp. 41016:159-41016:162. 


DOCKET 71-9210 MODEL: NUS 10-135, NUS CORP. 

8705110262 Informs of current status for submitting complete SAR for 10-135.New rev 
to SAR will be submitted on or about 87041 5. 

MCCOY, S.B. LN Technologies Corp. (formerly NUS Corp.). 87/04/01. 
MACDONALD, C.E. Transportation Certification Branch. Ip. 40880:132-40880:133. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 71-9200 MODEL: 125-B, ENERGY, DEPT. OF 

8705270188 Forwards Rev 4 to SAR for Model 125-B packaging. 

JOHNSON.R.A. Nuclear Packaging, Inc. 87/04/29. MACDONALD, C.E. Office of Nu- 
clear Material Safety & Safeguards.Director. 3pp. 41065:046-41065:056. 

-8705270190 Rev 4 to “SAR for NUPAC 125-B Fuel Shipping Cask.” 

• Nuclear Packaging, Inc. 87/04/30. 9pp. 41065:048-41065:056. 

8705210653 Fonvards Rev 2 to Certificate of Compliance 9200 for Model 125-B. 
MACDONALD.C.E. Transportation Branch. 87/05/15. TORRES,J.L Energy. Dept. of. 
Ip. 41016:150-41016:155. 

-8705210657 Certificate of Compliance 9200,Rev 2,for Model 125-B. Approval record 
MACDONALD.C.E. Transportation Branch. 87/05/15. 5pp. 41016:151-41016:155. 


DOCKET 71-9203 MODEL: DHTF, BABCOCK & WILCOX CO. 

8705220130 Notification of registration as user of packages previously listed under 
Exxon Nuclear Co & Model DHTF in response to 870123 & 29 requests.respectively. 
MACDONALD.C.E. Transportation Branch. 87/05/15. GERRALD,L.D. Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 41023:140-41023:140. 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

8705120150 Advises of fuel in storage at facility at end of First Quarter 1987. 
DAMM.R.G. General Electric Co. 87/04/06. ROBERTS.J.P. NRC - No Detailed Affili- 
ation Given. 2pp. 40896:032-40896:033. 

8705150414 Forwards Insp Repts 72-0001/87-01 & 30-29361/87-01 during Nov 1906 
through 870424 & notice of violation from 861006-10 insp.lnsp on 870210-13 & 18-20 
also discussed.No response required since corrective actions already taken. 

HIND,J.A. Region 3, CWice of Director. 87/05/08. VAN HOOMISSEN General Electric 
Co. 2pp. 40928:019-40928:036. 

-8705150434 Notice of violation from insp on 861 006-1 0.Violation noted: nonfixed ra- 
dioactive contamination on external surfaces of three empty IF-300 series casks ex- 
ceeded limit. 

HIND,J.A. Region 3, Office of Director. 87/05/08. Ip. 40928:021-40928:021. 

-8705150439 Insp Repts 70-0001/87-01 & 30-29361/87-01 during Nov 1986 through 
870424.No noncompliance noted.Major areas inspected: fuel shipment & storage op- 
erations during normal shift & offshift hours. 

FRANCE,G.M., GRANT, W.B., MILLER,D.E. Region 3, Office of Director. 87/04/28. 
16pp. 40928:022-40928:036. 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


DOCKET 71-9204 MODEL CNS 10-160B, CHEM-NUCLEAR SYSTEMS, INC. 

8705130169 Summary of 870409 meeting w/Chem-Nuclear Sys in Silver Spring,MD re 
several outstanding Itrs requesting addi info from licensee. 

ODEGAARDEN.R.H. Transportation Branch. 87/04/27. Transportation Branch. 2pp. 
40920:110-40920:111. 


DOCKET 71-9208 MODEL: NUPAC 10-142, NUCLEAR PACKAGING, INC. 


8705270187 Requests registration as user of NUPAC Model 10-142 radioactive matls 

AKINS.?).w!^*Ar^an3^*'power & Light Co. 87/04/08. MACDONALD,C.E. Division of 
Fuel Cycle & Material Safety (Pre 870413). 2pp. 41049:335-41049:336. 


8705270637 Forwards Rev 4 to “Non-Proprietary SAR for NUPAC 10-142 Cask to 
10CFR Packaging Requirements” & responses to NRC 870331 request for addI 
info.Proprietary Drawing X-1 03-11 0-SP withheld. 

TEMUS.C.J. Nuclear Packaging. Inc. 87/04/23. MACDONALD.C.E. Transportation 
Branch. 5pp. 41048:344-41048:359. 


8705070053 Informs that, by submittals & affidavits dated 840118,850128, 
860131,0325,0815,0930 & 87'0205,llsted matls will be held from public disclosure per 
10CFR2.790.App 12 of Rev 0 to "Topical SAR for..." declassified & released to PDR. 
CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/05/01. BARNHART, V.J. General Nuclear Systems, Inc. 3pp. 
40835:357-40835:359. 

8705130203 Lists mailing & express address & telephone numbers for new Innsbrook 
Technical Ctr.. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/01. NRC - No Detailed Affili- 
ation Given. 2pp. 40919:322-40919:323. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 

8705200057 Discusses J Ko 2 yra 870413 telcon re author 670407 Itr to util,commenting 
on procedural errors w/respect to canister weld check tests.Ko 2 yra stated actual pro- 
cedures correct.SAR will be corrected in next update in Aug. 

ROBERTS, J.P. Fuel Cycle Safety Branch, 87/04/15. Fuel Cycle Safety Branch. Ip. 
41004:197-41004:197. 
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10CFR COMMISSION MEETING RECORDS 


870S010072 Transcript of 870423 affirmation/discussion & vote (public meeting) in 
Washington, DC. Pp 1-3. 

* Commissioners. 87/04/28. 7pp. 40773:149-40773:155. 

8705040025 Staff requirements memo re Commission 870416 meeting w/ Advisory 
Panel for Decontamination of TMl-2 in Washington, DC concerning util three disposal 
alternatives for removal of accident-generated water from plant. 

CHILK,S.J. Office of the Secretary of the Commission, M870416A. 87/04/30. 
STELLO.V. Office of the Executive Director for Operations. 2pp. 40789:354- 
40789:355. 

8705060080 Transcript of 870430 meeting in Washington, DC re briefing on Advanced 
BWR review.Pp 1-61. Meeting viewgraphs end. 

* Commissioners. 87/04/30. 90pp. 40837:108-40837:197. 

8705060120 Transcript of Commission 870430 affirmation/discussion & vote in 
Washington, DC.Pp 1-5. 

* Commissioners. 87/04/30. 9pp. 40842:194-40842:202. 

8705060223 Staff requirements memo re 870423 affirmation/discussion & vote In 
Washington,DC approving publication of SECY-87-065 concerning NRC policy state- 
ment, "Guidelines for NRC Review of Agreement State Radiation Control Programs." 
CHILK,S.J. Office of the Secretary of the Commission. M870423. 87/05/01. 
DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 1p. 40842:146- 
40842:146. 

8705120012 Staff requirements memo re Commission 870430 briefing by GE In 
Washington,DC on efforts to certify advanced BWRs. 

CHILK.S.J. Office of the Secretary of the Commission. M870430A. 87/05/07. Office of 
the Secretary of the Commission. 1 p. 40895:355-40895:355. 

8705120184 Staff requirements memo re Commission 870430 affirmation/ discussion & 
vote in Washington, DC on SECY-87-68A concerning order to rescind 861020 order 
directing licensee to show why OL should not be modified.Order signed on 870501. 
CHILK.S.J. Office of the Secretary of the Commission. M870430B. 87/05/07. 
PARLER.W.C. Office of the General Counsel. 2pp. 40903:192-40903:193. 

8705140005 Transcript of 870507 briefing in Washington, DC on state of nuclear 
industry.Pp 1-62,Related documentation end. 

* Commissioners. 87/05/07. 99pp. 40920:255-40920:353. 

8705220252 Transcript of Commission 870513 briefing by INPO in Washington, DC.Pp 1- 
61. 

* Commissioners. 87/05/13. 65pp. 41027:267-41027:331. 

8705260035 Transcript of 870513 affirmation/discussion & vote in Washington, DC re 
SECY 87-104.PP 1-5. 

* Commissioners. 87/05/13. 9pp. 41030:300-41030:308. 

8705260258 Staff requirements memo re 870507 briefing in Washington, DC concerning 
state of nuclear industry. 

CHILK,S.J. Office of the Secretary of the Commission. M870507. 87/05/18. Office of 
the Secretary of the Commission. 2pp. 41030:026-41030:027. 

8705280045 Staff requirements memo re Commission 870513 affirmation/ discussion & 
vote in WashiiTgton,DC on SECY-87-104 concerning proposed agreement between 
State of IL & NRC.NRC will retain iurisdiction over Allied-Chemical Corp. 

CHILK,S.J. Office of the Secretary of the Commission. M870513D. 87/05/21, 
DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). STELLO.V. 
Office of the Executive Director for Operations. Ip. 41100:350-41100:350. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8705080162 Transcript of ACRS Subcommittee on AC/DC Power Sys Reliability 870506 
meeting in Washington.DC.Pp 1-180. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/06. 245pp. 40846:032- 
40846:276. 

8705080164 Transcript of ACRS Subcommittee on Thermal Hydraulic Phenomena 
870428 meeting in Idaho Falls.lD.Pp 1-295, Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/28. 391pp. 40845:001- 
40846:031. 

8705080167 Transcript of ACRS Subcommittee on Thermal Hydraulic Phenomena 
870429 meeting in Idaho Falls.lD.Pp 296-520. Viewgraphs end, 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/29. 329pp. 40844:033- 
40844:361. 

8705140123 Transcript of ACRS 325th general meeting on 870507 In 

Washington.DC.Pp 1-212.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/07. 250pp. 40908:245- 
40909:147. 

8705140147 Transcript of ACRS 325th general meeting on 870508 in 

Washington.DC.Pp 1 -1 72,Supportlng documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/08, 248pp. 40908:001- 
40908:244. 

8705190451 Comments on BNL Panel summary of NUREG/CR-4883,per ACRS Severe 
Accidents Subcommittee 870422 meeting.More effort should be put into assessing 
corresponding uncertainties or limitations in determining overall risk of severe acci- 
dents. 

LEE,J,C. Michigan, Univ. of, Ann Arbor, Ml. 87/04/27. HOUSTON, D. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 40980:094-40980:095. 

8705190455 Minutes of ACRS 319th meeting on 861106-08 in Washington, DC. List of 
attendees & viewgraphs end. ^ . 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/15. ACRS - Advisory 
Committee on Reactor Safeguards. 173pp. 40980:096-40980:250. 


8705190461 Minutes of ACRS 320th meeting on 861211-13 in Washington, DC. List of 
attendees & viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/15. ACRS - Advisory 
Committee on Reactor Safeguards. 337pp. 40979:123-40979:346. 

8705190464 Minutes of ACRS 322nd meeting on 870205-07 in Washington, DC. List of 
attendees & viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/15. ACRS - Advisory 
Committee on Reactor Safeguards. 57pp. 40979:347-40980:039. 

8705190471 Summary of ACRS Human Factors Subcommittee 870218 meeting in 
Washington, DC re safety conscience of nuclear industry. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/10. ACRS - Advisory 
Committee on Reactor Safeguards. 40pp. 40980:040-40980:079. 

8705190492 Comments on workshop meeting of PG&E geology/seismoiogy/ geophys- 
ics group in San Luis Obispo, CA.Hosgri controlling fault w/respect to Diablo Canyon 
plant, implications of Los Osos fault will have to be studied. 

PAGE,B.M. Stanford Univ., Stanford, CA. 87/05/08. SIESS.C.P. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 40980:080-40980:080. 

8705190505 Summary of ACRS Subcommittee on Waste Mgt 870219-20 meetings in 
Washington,DC re listed nuclear waste mgt topics, including rulemaking for definition 
of high level waste. 

* ACRS - Advisory Committee on Reactor Safeguards, 87/04/23. ACRS - Advisory 
Committee on Reactor Safeguards. 36pp. 40980:336-40981:010. 

8705190517 Comments on BNL "Research Plan for Resolution of Source Term Uncer- 
tainty Areas," per ACRS Severe Accidents Subcommittee 870422 meeting. NUREG- 
1150 points to areas on uncertainty that should be addressed.including direction of 
accident. 

CATTON,!. ACRS - Advisory Committee on Reactor Safeguards. 87/04/25. 

HOUSTON, D. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 40981:011- 
40981:012. 

8705190534 Forwards ACRS documents for listing on accessions list. 

BARNARD, E. ACRS - Advisory Committee on Reactor Safeguards. 87/05/15. 
MCKNIGHT, J, Document Control Branch (Document Control Desk). 2pp. 40981:013- 
40981:021. 

—8705190566 Comments on EPRI 860709-10 workshop on water hammer in nuclear 
power plants. Industry seems to recognize importance of water hammer & gives im- 
pression that NRC does not recognize implications of water hammer issue. 

CATTON,!. ACRS - Advisory Committee on Reactor Safeguards. 86/08/02. 

BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguardfs. 7pp. 40981:015- 
40981:021. 

8705190543 Minutes of ACRS 323rd meeting on 870305-07 in Washington, DC. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/15. ACRS - Advisory 
Committee on Reactor Safeguards, 49pp. 40981:071-40981:116. 

8705190565 Summary of ACRS Subcommittee on Metals Components 870326 meeting 
in Washington,DC re unit WHIPJET program, Rev 2 to NUREG-0313 concerning long- 
term fix to IGSCC on BWRs & status rept on hydrogen water chemistry in BWRs. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/10. ACRS - Advisory 
Committee on Reactor Safeguards. 21pp. 40981:025-40981:045. 

8705190572 Summary of ACRS Regional & IE Programs Subcommittee 870312 meeting 
in Washington, DC re activities under preview oflE headquarters ofc. Viewgraphs encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/08. ACRs - Advisory 
Committee on Reactor Safeguards. 25pp. 40981:046-40981:070. 

8705190582 Proposed summary of ACRS Subcommittee on Advanced Reactor Designs 
870424 meeting in Washington, DC re draft NUREG-1226, "Development & Utilization 
of NRC Policy Statement on Regulation of Advanced Nuclear Power Plants." 

* ACRS - Advisory Committee on Reactor Safeguards- 87/05/07. ACRS - Advisory 
Committee on Reactor Safeguards. 9pp, 40965:287-40965:295. 

8705190590 Discusses ACRS 324th meeting on 870409-11 in Washington, DC re 
method & schedule for reporting to Commissioners on NRC research program & 
SECY-87-091 concerning proposed Nuclear Waste Advisory Committee, 

KERR,W. ACRS - Advisory Committee on Reactor Safeguards. 87/04/23. ZECH,L.W. 
Commissioners. 3pp. 40981:022-40981:024. 

8705220164 Transcript of ACRS Subcommittee on Nuclear Plant Chemistry 870519 
meeting in Washington.DC.Pp 1-83.Supporting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/19. 115pp. 41014:287- 
41015:040. 

8705220165 Transcript of ACRS Subcommittee on Waste Mgt 870518 meeting in 
Washirwton,DC.Pp 1-246.Supporting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/18. 373pp. 41013:001- 
41014:014. 

8705220180 Transcript of ACRS Subcommittee on Waste Mgt 870519 meeting in 
Washington.DC.Pp 247-371 .Supporting documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/19. 302pp. 41015:041- 
41015:339. 


COMMISSION NRC COMMISSIONERS 


8704240161 Responds to request for rept re legal & institutional aspects under NRC 
jurisdiction on possible conversion of Unit 1 to defense matls production reactor.CP 
still In effectUtil plans to mothball reactor by June 1 988. 

ZECH.LW. Commissioners. 87/04/17. EVANS, D.J. Senate. 3pp. 41162:182- 
41162:185. 

-8704240177 Requests info re legal & institutional issues concerning conversion of Unit 
1 into defense matls production reactor & related NRC licenses & permits, 

EVANS, D.J. Senate. 87/02/24. ZECH.LW. Commissioners. Ip. 41162:185-41162:185. 
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8704240205 Responds to end redpient 870304 Itr urging NRC to investigate & correct 
alleged generic problems at B&W power plants described in recent UCS petition.NRC 
acting on 870210 petition, per 10CFR2.206. 

ZECH.LW. Commissioners. 2.206. 87/04/17. CELESTE.R.F. Ohio. State of. 2pp. 
41162:179-41162:181. 

-8704240217 Urges NRC to investigate & correct alleged generic problems at B&W nu- 
clear plants described in recent UCS petition. Author concerned about design prob- 
lems that may affect public safety. 

CELESTE.R.F. Ohio. State of. 87/03/04. ZECH.L Commissioners. 35pp. 41162:181- 
41162:181. 

8705060115 Forwards status rept for First Quarter CY87.per Rept 97-850. Licensing ac- 
tivity during rept period discussed.Regulatory delays in rept not impacted by schedules 
for resolving offsite emergency preparedness issues w/listed exceptions. 

ZECH.L.W. Commissioners. 87/04/27, BE\/ILL,T. House of Rep.. Appropriations. 
21pp. 41162:144-41162:164. 

8705060190 Responds to 870318 Itr re current investigation of TVA 
matters.Commission recognizes responsibility to conduct ail regulatory activities In 
manner to enhance public health & safety & resist outside adverse influences. 
ZECH.LW. Commissioners. 87/04/27. LLOYD.M. House of Rep. 2pp. 41162:106- 
41162:110. 

-8705060194 Requests assurance that NRC conducting affairs as regulator of nuclear 
program at TVA in manner free of political influence. 

LLOYD.M. House of Rep. 87/03/18. ZECH.LW. Commissioners. 3pp. 41162:108- 
41162:110. 

8705110051 Weekly Info rept for wk ending 870507. 

REHM,T.A. Office of the Executive Director for Operations. 87/05/07. 34pp. 
40877:316-40877:349. 

8705 110110 Weekly info rept for wk ending 870424. 

REHM,T.A. Office of the Executive Director for Operations. 87/04/29. 32pp. 
40879:210-40879:241. 

8705190247 Ack receipt of 870409 Itr re 870416 emergency response planning 
forum.Commission regrets inability to attend forum. Written questions resulting from 
forum may be addressed to WT Russell, Region I, for response. 

CARR.K.M. Commissioners. 87/05/11. MOYER.H. Hampton. NH. 1p. 41162:074- 
41162:089. 

-8705190314 Notifies of RA Komasiewicz planned attendance at Federal Interagency 
Coordinating Committee on Digital Cartography 870520 meeting re spatial data use & 
coordination, per invitation. 

CARR.K.M, Commissioners. 87/05/11. PECK.D.L. Interior, Dept, of, Geological 
Survey. 1p. 41162:075-41162:075. 

-8705190257 Expresses disappointment w/NRC inability to attend 870416 emergency 
response plan forum for school.per end Invitation to NRC & FEMA.Response to writ- 
ten questions resulting from forum requested. 

MOYER.H. Hampton, NH. 87/04/09. ZECH.L. Commissioners. 1p. 41162:076- 
41162:076. 

-8705190321 Extends invitation to attend & participate in Federal Interagency Coordi- 
nating Committee on Digital Cartography 870520 meeting in Reston.Va to discuss 
spatial data use & coordination.Proposed agenda end. 

PECK,D.L Interior, Dept, of, Geological Survey. 87/05/11. ZECH.LW. Commission- 
ers. 9pp. 41162:077-41162:078, 

-8705190306 Notifies of inability to attend “Forum on Radiological Emergency Re- 
sponse & Seabrook Nuclear Power Plant: Safety Issues & Concerns for Mucational 
Insts," per invitation transmitted by H Moyer 870320 Itr. 

BELLAMY, R.R. Region 1, Office of Director. 87/04/03. JAMES, H.P. Phillips Exeter 
Academy, Exeter, NH. 2pp. 41162:079-41162:081. 

-8705190283 Forwards program for upcoming forum, per 870320 telcon. 

MOYER.H. Hampton. NH. 87/03/20. SCHUMACHER.J. Region 1. Office of Director. 
8pp. 41 1 62:082-41 1 62:089. 

8705190338 Responds to 870430 Itr expressing concerns re alleged NRC 
misconduct.NRC in process of securing svcs of insp general or special counsel to 
ensure independent review of issues raised in itr. 

ZECH,L.W. Commissioners. 87/05/05. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. DINGELL.J.D., SHARP, P.R. House of Rep., Energy & Commerce. 8pp, 
41162:133-41162:142, 

-8705190356 Expresses concerns re events involving possible NRC misconduct,per 
870409 hearing before Senator Glenn.Matters should be referred to insp general of 
other govt agency or special counsel retained by NRC, for resolution. 

UDALL,M.K. House of Rep., Interior & insular Affairs. DINGELLJ.D., SHARP.P.R. 
House of Rep., Energy & Commerce. 87/04/30. ZECH,L.W. Commissioner. 2pp. 
41162:141-41162:142. 

8705190388 Concurs w/870430 concerns re alleged NRC misconduct,per 870409 hear- 
ing before Senate Committee on Governmental Affairs.Coordination of planning efforts 
w/DOJ to identify & address addi concerns should be given first priority. 
ASSELSTINE.J.K. Commissioners. 87/05/06. UDALL,M.K, House of Rep., Interior & 
Insular Affairs. SHARP.P.R., DINGELL,J. House of Rep,, Energy & Commerce. 8pp. 
41162:125-41162:132. 

8705190503 Forwards responses to 870409 questions re proposed federal indemnifica- 
tion of persons producing or using radiopharms. NRC does not have data to accurate- 
ly assess budgetary impact of broad program of federal indemnity on federal g^ovt. 
ZECH,LW. Commissioners- 87/05/05. UDALL,M.K. House of Rep., Interior & Insular 
Affairs. 30pp. 41 1 62:001-41 1 62:056. 

-8705190521 Forwards questions re proposed amend requiring NRC to indemnify nu- 
clear pharmacies & nuclear medicine depts of hosps & clinics from public liability in 
excess of stated amountExpedited response requested, 

UDALLM.K. House of Rep., Interior & Insular Affairs. 87/04/09. ZECH.L Commis- 
sioners. 3pp. 41 162:054-41 162:056. 

8705190538 Responds to 861218 Itr calling NRC attention to constituent concerns re 
proposed changes to 1OCFR20 concerning stds for protection against radiation.FR 
notice of proposed rule for public comment,dtd 860109,encl. 

ZECH.LW. Commissioners. 87/05/04. MATSUNAGA,S. Senate. 16pp. 41162:057- 
41162:073. 


-8705190553 Requests assistance in responding to constituent concerns re proposal to 
raise radiation limits for various bodily organs.including supporting medical info. 
MATSUNAGA,S. Senate. 86/12/18. ZECH.LW. Commissioners. 1p. 41162:073- 
41162:073. 

8705190573 Requests advisory panel advice on appropriate time frame for final Com- 
mission decision re disposal of accident-generated water at TMI-2,per 870416 meet- 
ing. 

ZECH.LW. Commissioners. 87/05/04. MORRIS.A.E. Lancaster, PA. 1p. 41162:143- 
41162:143. 

8705200369 Responds to 870331 Itr re need for DOE monitored retrievable storage 
(MRS) facility as contained in provisions of Nuclear Waste Policy ActMRS not essen- 
tial for safety. 

ZECH.LW. Commissioners. 87/04/27. SASSER, J., GORE.A. Senate. 6pp. 41162:090- 
41162:105. 

-8705200388 Requests detailed.substantive assessment of need for DOE proposed 
monitored retrievable strorage (MRS) facility, per provisions of Nuclear Waste Policy 
ActNeed must be clearly established before MRS can be authorized & funded. 
SASSER.J., GORE.A. Senate. 87/03/31. ZECH.L Commissioners. 10pp. 41162:096- 
41162:105. 

8705200403 Comments on proposed recommendations re federal user fees, per recipi- 
ent 870402 hearing.Commission agrees that fairness & program considerations should 
be taken into account in application of user fees. 

ZECH.L. W. Commissioners. 87/04/21. BREQER.M.J. Administrative Conference of 
the U.S. 11pp. 41162:198-41162:211. 

-8705210399 Provides invitation to participate in 870402 public hearing in 
Washington, DC re user fees.Notice of participation requested by 870320. 

BREGER,M.J. Administrative Conference of the U.S. 87/03/17. ZECH,LW. Commis- 
sioners. 2pp. 41162:209-41162:210. 

-8705200488 Responds to 870313 Itr to J Axelrad soliciting comment re draft recom- 
mendations proposing uniform treatment for private sector whistleblowers protected 
by federal statutes. Addition of uniform stds Abractices may be beneficial. 

ZECH.L. W. Commissioners. 87/04/21. BREQER.M.J. Administrative Conference of 
the U.S. Ip. 41162:211-41162:211. 

-8704200012 Requests comments on end draft recommendations proposing uniform 
treatment of all covered private sector whistleblowers.Comments due by 870406. 
BREGER,M.J. Administrative Conference of the U.S. 872074. 87/03/13. 

AXELRAD, J. A. Office of Inspection & Enforcement, Director (820201-870411). 7pp. 
41162:212-41162:218. 

8705200536 Forwards twelfth annual rept on domestic safeguards for period 851001- 
860930, per NSDM-254, “Domestic Safeguards." Rept discusses safeguards sys at 
commercial nuclear facilities under regulatory purview of NRC. 

ZECH.LW. Commissioners. 87/04/17. President of U.S. & Executive Offices. 7pp. 
41162:189-41162:195. 

8705200556 Submits status rept on efforts to implement Executive Order 12564, per 
870317 meeting.Draft guidelines for administering drug screening 
program, incorporating listed elements, now before Commission for consideration & ap- 
roval. 

ECH.L.W. Commissioners. 87/04/17. MACDONALD,D.I. President of U.S. & Execu- 
tive Offices. 2pp. 41162:186-41162:188. 

-8705200573 Extends Invitation to attend or send representative to 870317 meeting to 
review status of departmental efforts to implement drug testing programs, per 860916 
Executive Order 12564 & 0PM 861128 guidelines. 

MACDONALD.D.I. President of U.S. & Executive Offices. 87/03/04. ZECH.LW. Com- 
missioners. 1p. 41162:188-41162:188. 

8705220089 Responds to D Bumpers 870404 Itr re NRC ongoing reassessment of nu- 
clear reactors designed by B&W. NRC confident that B&W Owners Group reassess- 
ment plan (BAW-1919) responsive to concerns re B&W plants. 

CARR,K.W. Commissioners. 87/05/11. BUMPERS.D. Senate, Small Business. 8pp. 
41022:351-41022:359. 

-8705220103 Requests that NRC keep authors apprised of developments re UCS peti- 
tion, “For Immediate Action to Relieve Undue Risk Posed by Nuclear Power Plants 
Designed by B&W” & NRC reassessment of B&W reactors. 

PRYOR.D., BUMPERS.D. Senate. Small Business. 87/04/04. ZECH.LW. Commission- 
ers. 1p. 41022:359-41022:369. 

8705260179 Weekly info rept for wk ending 870508. 

REHM.T.A. Office of the Executive Director for Operations. 87/05/13. 31pp. 
41043:199-41043:229. 

8705270107 Weekly info rept for wk ending 870515. 

REHM,T.A. Office of the Executive Director for Operations. 87/05/20. 31pp. 
41064:347-41065:018. 

8705270652 Expresses appreciation for 870401 Itr supporting NRC actions at plant re 
reactor operators. 

ZECH.LW. Commissioners. 87/05/15. SCHULZE.R.T. House of Rep. 3pp. 41101:154- 
41101:157. 

-8705270661 Commends NRC for steps taken to ensure public safety at plant. 
SCHULZE.R.T. House of Rep. 87/04/01. ZECH.LW. Commissioners. 1p. 41101:157- 
41101:157. 

8705280085 Responds to recipient 870402 Itr expressing support for NRC shut down of 
Peach Bottom Atomic Power Station & concern re emergency planning issues at 
Seabrook.Commission unable to comment on issues before Commission or adjudica- 
tory boards, 

ZECH.LW. Commissioners. 87/05/15. HUMPHREY, G.J. Senate. 3pp. 41101:136- 
41101:140. 

-8705280094 Commends Commission on shut down of Peach Bottom plant due to 
plant operators sleeping at controls.Maint of safety stds & concern re Seabrook EPZ 
also discussed. 

HUMPHREY.C.J. Senate. 87/04/02. ZECH.LW. Commissioners. 2pp. 41101:139- 
41101:140. 
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CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8705010003 Notification of contract execution, Mod 3, to "Advanced Health Physics 
Training Course." ContractoriGeneral Physics Corp. 

EDGEWORTH, P. Contract Administration Branch. FIN B-8720. NRC-05-84-163. 87/ 
04/28. BARNOLD,A. Office for Analysis & Evaluation of Operational Data, Director. 
HASSELBERG.F.W. NRC - No Detailed Affiliation Given. Ip. 40774:167-40774:169. 

-8705010009 Mod 3,converting to no-cost cancellation & decreasing contract amount & 
amount obligated,to "Advanced Health Physics Training Course." 

GOSLINE.R.B. General Physics Corp. WIGGINS,E.J, Division of Contracts (Post 
870413). FIN B-8720. NRC-05-84-163. 87/04/28. 2pp. 40774:168-40774:169. 

8705010053 Corrected notification of contract execution, Mod 2, to "Telecommunication 
Svcs." ContractonGTE Telecommunications, Inc. 

VITALE,P. NRC - No Detailed Affiliation Given. NRC- 10-86-260. 87/04/08. 
EYSYMONTT,G., RICKERT,H.F. NRC - No Detailed Affiliation Given. Ip. 40774:182- 
40774:183. 

-8705010061 Corrected Mod 2, recognizing administrative changes due to NRC 
reorganization, to "Telecommunication Svcs."^’ 

* GtE Telecommunications, Inc. WIGGINS, E.J. Division of Contracts (Pre 870413). 
NRC-1 0-86-260. 87/04/08. Ip. 40774:183-40774:183. 

8705010058 Notification of contract execution,Mod 17, to "Document 

Registration, Announcement, Marketing & Purchases.” ContractonDept of 

Commerce, NTIS. 

PAGE.M. Contract Administration Branch. NRC-1 0-75-1 06. 87/04/28. MASON, E.B. 
Policy & Program Management Staff (Post 870413). SCOTT,R.S. NRC - No Detailed 
Affiliation Given. Ip. 40774:207-40774:209. 

-8705010063 Mod 1 7,correcting error made on Mod 16,executed on 870210, to "Docu- 
ment Registration,Announcement,Marketing & Purchases.” 

WIRT.R. Commerce, Dept, of, National Technical Information Services. WIGGINS.E. 
NRC - No Detailed Affiliation Given. NRC-1 0-75-1 06. 87/04/28. 2pp, 40774:208- 
40774:209. 

8705010086 Notification of contract execution,Mod 7, to "Telecommunication Svcs.” 
Contractor: AT&T Communications. 

VITALE.P. NRC - No Detailed Affiliation Given. NRC-1 0-85-251. 87/04/08. 
MASON,E.B., RICKERT,H. NRC - No Detailed Affiliation Given. Ip. 40774:144- 
40774:145. 

-8705010107 Mod 7, recognizing administrative changes due to NRC reorganization, to 
"Telecommunication Svcs.” 

* AT&T Communications. WIGGINS, E.J. Division of Contracts (Pre 870413). NRC-1 0- 
85-251. 87/04/08. Ip. 40774:145-40774:145. 

8705010127 Notification of contract execution, Mod 1,to “Correlation of Radioiodine Re- 
suspension W/Temp at TMi-2." ContractonDaniel & Assoc, Inc. 

VITALE.P. Division of Contracts (Post 870413). FIN D-1647. NRC-04.85-138. 87/04/ 
23. MORRIS.B. Office of Nuclear Regulatory Research, Director (Post 860720). 
CHAN.L. NRC - No Detailed Affiliation Given. Ip. 40773:156-40773:158. 

-8705010132 Mod 1, extending contract completion date to 870530 & modifying NRC 
billing address, to “Correlation of Radioiodine Resuspension W/Temp at TMI-2.” 
DANIEL, J.A. Daniel & Associates. Inc. WIGGINS.E.J. Contract Administration Branch. 
FIN D-1647. NRC-04-85-138. 87/04/23. 2pp. 40773:157-40773:158. 

8705010157 Notification of contract execution, Mod 5, to "Radiation Monitoring Program 
Requirements.” ContractonState of DE. 

DORSEY, M. NRC - No Detailed Affiliation Given. NRC-28-83-602. 87/04/08. 
MCOSCAR,J. Region 1, Office of Director. KOTTAN.J. NRC - No Detailed Affiliation 
Given. Ip. 40773:185-40773:186. 

—8705010166 Mod 5, changing billing address as listed due to NRC reorganization.to 
"Radiation Monitoring Program Requirements.” 

* Delaware. State of. WIGGINS.E.J. Division of Contracts (Pre 870413). NRC-28-83- 
602. 87/04/08. Ip. 40773:186-40773:186. 

8705010164 Notification of contract execution.Mod 27, to "Support Svcs for Research & 
Evaluation of Severe Accident Phenomenon & Mitigation.” ContractonBMI. 

FIELDS, J. NRC - No Detailed Affiliation Given. NRC-04-84-127. 87/04/08. 
GUSTAVE, R. Office of Nuclear Regulatory Research, Director (Post 860720). 
SCOTT.H. NRC - No Detailed Affiliation Given. Ip. 40773:191-40773:192. 

-8705010167 Mod 27, recognizing administrative changes due to NRC reorganizatlon,to 
"Support Svcs for Research & Evaluation of Severe Accident Phenomenon & Mitiga- 
tion.” 

* Battelle Memorial Institute, Columbus Laboratories. WIGGINS.E.J. Division of Con- 
tracts (Pre 870413). NRC-04-84-127. 87/04/08. Ip. 40773:192-40773:192. 

8705010185 Notification of contract execution: "Data Entry/ Processing FBI 
Cards.Criminal History Rule,” awarded to SBA & Kenrob & Assoc.Inc. 

HAWKINS.D.A. NRC - No Detailed Affiliation Given. FIN D-1433. NRC-33.87-225. 87/ 
04/12. BRADY,R.. BRADSHAW.B. NRC - No Detailed Affiliation Given. Ip. 
40773:225-40774:102. 

-8705010189 Contract “Data Entry/Processing FBI Cards.Crimial History Rule,” award- 
ed to SBA & Kenrob & Assoc,lnc. 

* Small Business Administration. THOMAS,M.E. Kenrob & Associates. Inc. 
THOMPSON, R.D. NRC - No Detailed Affiliation Given. FIN D-1433. NRC-33-87-225. 
87/04/12. 236pp. 40773:227-40774:102. 

8705040002 Notification of contract execution: "Demountable Wall Sys for NRC Con- 
solidation,” awarded to Transwall Corp. 

FLYNN,M.J. Contract Negotiation Branch-1. FIN B-4160. NRC-1 0-87-203. 87/04/15. 
MONTGOMERY. J.M. Office of Consolidation (Post 870413). ISELIN.R. NRC - No De- 
tailed Affiliation Given. 13pp. 40790:251-40790:313. 

-8705040005 Contract: "Demountable Wall Sys for NRC Consolidation,” awarded to 
Transwall Corp. 

‘ Transwall Corp. HAGAN.T.F. Division of Contracts (Post 870413). FIN B-4160. NRC- 
10-87-203. 87/04/15. 50pp, 40790:264-40790:313. 


8705040015 Notification of contract execution.Mod 6,to “QA Congressional Study.” 
ContractonNC Kist & Assoc.Inc. 

BRENNAN.P.A. NRC - No Detailed Affiliation Given. FIN B-8726. NRC-05-84-155. 87/ 
04/15. BOYD.S.M., MALLOY.M. NRC - No Detailed Affiliation Given. Ip. 40789:339- 
40789:341 . 

-8705040018 Mod 6,deobligating excess funds while closeout process continues.to 
"QA Congressional Study.’’^ 

HEIDENREICH,J. N.C. Kist & Associates. Inc. BELL.S.A. Division of Contracts (Post 
870413). FIN B-8726. NRC-05-84-155. 87/04/15. 2pp. 40789:340-40789:341. 

8705040051 Notification of contract execution: "Cost Analyses of Proposed Changes in 
NRC Requirements Having Economic Consequences,” awarded to Science & Engi- 
neering Assoc.Inc. 

HAWKINS.D.A. Office of Administration & Resources Management, Director (Post 
870413). FIN D-1216. NRC-33-87-223. 87/04/29. RABIDEAU.P. Division of Budget & 
Analysis (Post 870413). FOWLER.G. NRC - No Detailed Affiliation Given. Ip. 
40791:022-40791:149. 

-8705040057 Contract: "Cost Analyses of Proposed Changes in NRC Requirements 
Having Economic Consequences,” awarded to Science & Engineering Assoc.Inc. 
FLEMTnG.P.B. Science & Engineering Associates, Inc. THCjMPSON.R.D. NRC - No 
Detailed Affiliation Given. FIN D-1216. NRC-33-87-223. 87/04/24. 127pp. 40791:023- 
40791:149. 

8705050123 Notification of contract execution.Mod 1,to “Career Counseling.” 
ContractonCareer Development Svc. 

VITALE.P. Contract Administration Branch. NRC-1 0-87-1 73. 87/04/30. 

GOLDMAN.P.J. Office of Personnel (Post 870413). VANSANTEN.L. NRC - No De- 
tailed Affiliation Given. Ip. 40810:163-40810:165. 

-8705050131 Mod 1 .transferring responsibility of contract to Ofc of Personnel due to 
NRC reorganization.to “Career Counseling.” 

* Career Development Sen/ice. WIGGINS.E.J. Division of Contracts (Post 870413). 
NRC-1 0-87-1 73. 87/04/30. 2pp. 40810:164-40810:165. 

8705050136 Notification of contract execution.Mod 2, to “Independent Assessment of 
Advanced LWR Requirements Document.” 

Contractor:SBA.Subcontractor:Scientech,lnc. 

LITTLE,M. Division of Contracts (Pre 870413). FIN D-1751. NRC-03-86-057. 87/04/ 
07. SPEIS.T.P. Division of Safety Review & Oversight (851125-870411). MORAN.D. 
NRC - No Detailed Affiliation Given. Ip. 40810:166-40810:170. 

-8705050140 Mod 2,adding requirement for Chapter 2 review.extending period of 
performance.increasing contract ceiling & providing addi funding, to "Independent As- 
sessment of Advanced LWR Requirements Document.” 

BAKER.L.J. Small Business Administration. YBARRONDO.L.J. Scientech, Inc. 
WIGGINS, E.J. Division of Contracts (Pre 870413). FIN D-1751. NRC-03-86-057. 87/ 
04/07. 4pp. 40810:167-40810:170. 

8705050201 Notification of contract execution.Mod 6,to "Radiation Monitoring Program 
Requirements.” ContractonState of LA. 

DORSEY.M. NRC - No Detailed Affiliation Given. FIN B-8503. NRC-31 -83-669. 87/04/ 
29. MEYER, D.M. Region 4, Office of Director. NICHOUS.J.G. NRC - No Detailed Af- 
filiation Given. Ip. 40810:230-40810:235. 

-8705050208 Mod 6,providing CY87 funds, changing appropriation number & revising 
statement of work.to "Radiation Monitoring Program Requirements.” 

* Louisiana, State of. HAGEY.H. Division of Contracts (Post 870413). FIN B-8502. 
NRC-31 -83-669. 87/04/29. 5pp. 40810:231-40810:235. 

8705070126 Notification of contract execution: “Access to INPO NPRDS,” awarded to 
INPO. 

MEEHAN.B. Contract Negotiation Branch-1. FIN D-1894. NRC-33.87-229. 87/04/22. 
MCDONALD, W.G. Office of Administration & Resources Management, Director (Post 
870413). SCOTT, S. NRC - No Detailed Affiliation Given. Ip. 40851:343-40852:011. 

-8705070133 Contract: "Access to INPO NPRDS,” awarded to INPO. 

CONWAY, W.F. Institute of Nuclear Power Operations. HAGAN.T.F. Division of Con- 
tracts (Post 870413). FIN D-1894. NRC-33-87-229. 87/04/22. 29pp. 40851:344- 
40852:011. 

8705080074 Notification of contract execution.Mod 5,to "Translation Svcs.” 
ContractonFischer Translation Svc. 

BRENNAN, P.A. NRC - No Detailed Affiliation Given. NRC-1 0-84-227-01. 87/04/27. 
PHILLIPS,J.D. Division of Publication Services (Post 870413). SZULMAN.S. NRC - No 
Detailed Affiliation Given. Ip. 40863:209-40863:210. 

-8705080080 Mod 5,deobligating excess funds remaining under contract,to “Translation 
Svcs.” 

FISCHER, E. Fischer Translation Service. BELL, S. A. Division of Contracts (Post 
870413). NRC-1 0-84-227-01. 87/04/27. Ip. 40863:210-40863:210. 

8705080328 Rev 1 to notification of contract execution: "Local Telephone Svc In Sup- 
port of HPN & ENS,” awarded to Southern Bell Telephone Co.Corrected dollar 
amount reflected. 

FLYNN.M.J. Contract Negotiation Branch 1 (860421-870413). FIN D-1851. NRC-33- 
87-230. 87/03/30. EYSYMONTT.G. Division of Computer & Telecommunications 
Services (Pre 870413). COHEN,S. NRC - No Detailed Affiliation Given. Ip. 40870:195- 
40870:195. 

8705080333 Notification of contract execution: “Purchase of Electronic Telephone In- 
struments,” awarded to Data Telecom. 

MCLEAREN.T. NRC - No Detailed Affiliation Given. FIN D-1883. NRC-33-87-236. 87/ 
05/05. CORLEY, J.H. Division of Facilities & Operations Support (Post 870413). 
SHAVERS,M. NRC - No Detailed Affiliation Given. Ip. 40870:198-40870:234. 

-8705080341 Contract “Purchase of Electronic Telephone Instruments," awarded to 
Pflitst T"0l0corn 

* Data Telecom. HAGAN,T.F. NRC - No Detailed Affiliation Given. FIN D-1883. NRC- 
33-87-236. 87/05/05. 36pp. 40870:199-40870:234. 

8705110084 Notification of contract execution,Mod 8,to “Automated Data Processing 
Sys Maint.” Contractor.SBA.Subcontractor: Technassociates.Inc. 

LITTLE, M. Contract Administration Branch (860421-870413). NRC-33-86-266. 87/04/ 
01. EYSYMONTT.G., BURTON.J. NRC - No Detailed Affiliation Given. Ip. 40879:358- 
40879:361. 
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“■870S11OO88 Mod 8, providing modified list of govt-furnished property & changing key 
personnel.to "Automated Data Processing Sys Maint" 

HOLLOWAY, R. Small Business Administration. MOWERY.E.C. Technassociates, Inc. 
WIGGINS.E.J. Division of Contracts (Pre 870413). NRC-33-86-266. 87/04/01. 3pp. 
40879:059-40879:361. 

8705110100 Notification of contract execution, Mod 10, to “Geophysical- Geological 
Studies of Possible Extensions of New Madrid Fault Zone." ContractonPurdue Re- 
search Foundation. 

BELL.S. NRC - No Detailed Affiliation Given. NRC-04-81 -195-01. 87/04/08. 
FOREHAND, W. Office of Nuclear Regulatory Research, Director (Post 860720). 
ZURFLUEH.E. NRC - No Detailed Affiliation Given. Ip. 40879:207-40879:209. 

-8705110105 Mod 10, extending period of performance to 870619 at no addi cost, to 
"Geophysical-Geological Studies of Possible Extensions of New Madrid Fault Zone." 
GREENHORN, R.A. Purdue Research Foundation. WIGGINS,E.J. Division of Contracts 
{Pre 870413). NRC-04-81 -195-01. 87/04/08. 2pp. 40879:208-40879:209. 

8705110318 Notification of contract execution,Mod 36,to “Technical Assistance in Sup- 
port of NRC Reactor Licensing Action - Program 2." Contractor: Franklin Research 
Ctr.Div of Arvin/ Calspan. 

FIELDS. J. A. NRC - No Detailed Affiliation Given. NRC-03-81-130. 87/05/08. 
BLAHA.J.L. Planning, Program & Management Support Branch (Post 870411). 
BAJWA,S. NRC - No Detailed Affiliation Given. Ip. 40879:196-40879:200. 

-8705110333 Mod 36.incorporating award fee earned for 11th period.to “Technical As- 
sistance in Support of NRC Reactor Licensing Action - Program 2." 

* Calspan Corp. (subs. Arvin tndustries/Franklin Research Center). WIGGINS.E.J. Di- 
vision of Contracts (Post 870413). NRC-03-81-130. 87/05/08. 4pp. 40879:197- 
40879:200. 

8705120053 Notification of contract execution.Mod 6,to “Stochastic Analysis of Solute 
Transport in Unsaturated Soils." ContractonMIT. 

BELL.S. NRC - No Detailed Affiliation Given. FIN B-8956. NRC-04-83-1 74. 87/04/30. 
GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 860720). 
NICHOLSON.T. NRC - No Detailed Affiliation Given. Ip. 40894:038-40894:040. 

-8705120082 Mod 6, increasing contract ceiling amount & total obligated amount of 
funding to “Stochastic Analysis of Solute Transport in Unsaturated Soils." 

KEOHAN.P.J. Massachusetts Institute of Technology. Cambridge, MA. WIGGINS.E.J. 
Division of Contracts (Post 870413). FIN B-8956. NRC-04-83-1 74. 87/04/30. 2pp. 
40894:039-40894:040. 

8705130133 Notification of contract execution.Mod 2.to "Provision of Seismographic Cir- 
cuitry Within Kansas." Contractor: Southwestern Bell Telephone Co. 

VITALE, P. Contract Administration Branch. NRC-33-87-232. 87/05/11. 
EYSYMONTT.G. Division of Computer & Telecommunications Services (Post 870413). 
RICKERT.H.F. NRC - No Detailed Affiliation Given. Ip. 40919:278-40919:279. 

-8705130137 Mod 2, correcting contractors name in Block 8, to "Provisions of Seismo- 
graphic Circuitry Within Kansas." 

^ Southwestern Bell Telephone Co. WIGGINS, E.J. Division of Contracts (Post 
870413). NRC-33-87.232. 87/05/11. Ip. 40919:279-40919:279. 

8705150444 Notification of contract execution.Mod 3,to “Micrographic Svcs of Source 
Drawing Documents." Contractor:Microform,lnc. 

VITALCP-A. Contract Administration Branch. FIN D-1859. NRC-1 0-85-252. 87/05/11. 
MAGEE, W. A. Division of Information Support Services (Post 870413). 
NEMECHECK.H.R. NRC - No Detailed Affiliation Given. 1p. 40938:353-40938:355. 

-8705150451 Mod 3,increasing funding.to “Micrographic Svcs of Source Drawing Docu- 
ments." 

* Microform, Inc. WIGGINS,E.J. Division of Contracts (Post 870413). FIN D-1859. 
NRC-1 0-85-252. 87/05/11. 2pp. 40938:354-40938:355. 

8705150457 Notification of contract execution.Mod 12,to “Radionuclide Migration 
Around U Ore Bodies - Analogue of Radwaste Repositories." Contractor:AAEC. 
FIELDS. J. A. NRC - No Detailed Affiliation Given. NRC-04-81 -172. 87/03/16. 
GOLLER.K. Office of Nuclear Regulatoiy Research, Director (Post 860720). 
BIRCHARD, G. NRC - No Detailed Affiliation Given. Ip. 40962:292-40962:293. 

—8705190448 Mod 12, extending period of performance.to "Radionuclide Migration 
Around U Ore Bodies - Analogue of Radioactive Waste Repositories." 

. RATCLIFF, W.H. Australia, Govt. of. WIGGINS.E.J. Division of Contracts (Pre 870413). 
NRC-04-81 -172. 87/03/16. Ip. 40962:293-40962:293. 

8705150463 Notification of contract execution.Mod 3, to “Telecommunication Svcs to 
Support Emergency Notification Sys & Health Physics Network at Three Sites." Con- 
tractor: Southern New England Telephone Co. 

VITALE, P. Contract Administration Branch. 87/05/12. EYSYMONTT.G. Division of 
Computer & Telecommunications Services (Post 870413). ALEXANDER.C., COHEN.S. 
NRC - No Detailed Affiliation Given. Ip. 40938:356-40938:357. 

-8705150465 Mod 3,recogni2ing administrative changes due to NRC reorganization, to 
“Telecommunication Svcs to Support Emergency Notification Sys & Health Physics 
Network at Three Sites." 

* Southern New England Telephone Co. WIGGINS, E.J. Division of Contracts (Post 
870413). NRC-1 0-86-259. 87/05/12. I p. 40938:357-40938:357. 

8705180006 Notification of contract execution.Mod 13, to "Degraded Piping Program 
Phase n.”ContractonBMI. 

HAGEY,H. NRC - No Detailed Affiliation Given. FIN B-8134. NRC-04-84-103. 87/05/ 
12. GUSTAVE,R. Program Management, Policy Development & Analysis Staff (Post 
870413). MAYFIELD, M. NRC - No Detailed Affiliation Given. 1p. 40943:357- 
40943:362. 

-8705180009 Mod 13,providing scope changes, involving deletions & revs to some con- 
tract requirements.to “Degraded Piping Program Phase II.” 

SEWELL, H.M. Battelle Memorial Institute, Columbus Laboratories. EDGEWORTH,P.J. 
Division of Contracts (Pre 870413). FIN B-8134. NRC-04-84-103. 87/05/12. 5pp. 
40943:358-40943:362. 

8705180426 Notification of contract execution: “Operating Reactor Plant Specific Re- 
views," awarded to SBA.Subcontractor:Viklng Sys Inti. 

MEEHAN, B. Division of Contracts (Post 870413). FIN D-1792. NRC-03-87-028. 87/04/ 
20. FUNCHES.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
POSLUSNY.C. NRC - No Detailed Affiliation Given. Ip. 40960:163-40960:196. 


-8705180444 Contract; “Cp.-rrJi-r Rea-ctc" Plant Specific Reviews,” awarded to 
SBA.SubcontractonVi;;.::.', £ys 

STEWART, R. Small Ljjsir.oss Aor.ii-ii.st.ciicii SALUJA.J. Viking Systems International. 
HAGAN, T.F. Division of Contracts (Post 870413). FIN D-1762. NRC-03-87-028. 87/ 
04/20. 33pp. 40960:164-40960:196. 

8705190310 Notification of contract execution, Mod 3,to "Data Base Mgt Sys & Support- 
ing Integrated Software Packages W/Related Support." Contractor:(I)ullinet 
3oftw3r0 Inc 

PAGE,M.’ Contract Administration Branch. NRC-33-85-312. 87/05/13. MAGEE, W. A. 
Division of Informatio." Support Sor.'iccs (Post 870413). DIEHL, D. NRC - No Detailed 
Affiliation Given. Ip. 403.66: !33-'.C33;3 ‘ 35. 

-8705190326 Mod 3,clarifying duration period by modifying Section F.3, to “Data Base 
Mgt Sys & Supporting Integrated Software Packages W/Related Support.” 

* Cullinet Software, Inc. WIGGINS.E.J. Division of Contracts (Post 870413). NRC-33- 
85-312. 87/05/13. 2pp. 40966:134-40966:135. 

8705190647 Notification of contract execution: “Investigation of Quaternary Structural & 
Tectonic Character of Meers Fault (Southwestern Oklahoma),” awarded to Geomatrix 
Consultants. 

HAWKINS.D. Contract Negotiation Branch-2. FIN D-1681. NRC-04-87-077. 87/05/01. 
ARLOTTO.G.A. Office of Nuclear Regulatory Research, Director (Post 860720). 
MCMULLEN.R. NRC - No Detailed Affiliation Given. Ip. 40965:296-40966:071. 

-8705190649 Contract: “Investigation of Quaternary Structural & Tectonic Character of 
Meers Fault (Southwestern Oklahoma).” awarded to Geomatrix Consultants. 

POWER, M.S. Geomatrix Consultants, Inc. THOMPSON, R.D. Division of Contracts 
(Post 870413). FIN D-1681. NRC-04-87.077. 87/05/01. 135pp. 40965:297-40966:071. 

8705200132 Notification of contract execution: “Cost Analyses of Proposed Changes in 
NRC Requirements Having Economic Consequences” awarded to Science & Engi- 
neering Assoc.Inc. 

HAWKINS.D. A. NRC - No Detailed Affiliation Given. FIN D-1216. NRC-04-87-086. 87/ 
04/29. GUSTAVE.R. Program Management, Policy Development & Analysis Staff 
(Post 870413). FOWLER, G. NRC - No Detailed Affiliation Given. 1p. 40987:256- 
40987:256. 


8705210663 Notification of contract execution.Mod 5, to “Development of NRC Reactor 
Operator Licensing Exam Specs." Contractor: Prof Exam Svc. 

BELL.S. Contract Administration Branch. FIN D-1315. NRC-03-85-052. 87/05/08. 
RUSSELL.W.T. Division of Licensee Performance & Quality Evaluation (Post 870411). 
SHANKMAN.S. NRC - No Detailed Affiliation Given. Ip. 41016:143-41016:146. 

-8705210666 Mod 5,adding Subtask 7.g & funds.to “Development of NRC Reactor Op- 
erator Licensing Exam Specs." 

GREENBERG, S. Professional Examining Service. WIGGINS.E.J. Division of Contracts 
(Post 870413). FIN D-1315. NRC-03-85-052. 87/05/08. 3pp. 41016:144-41016:146. 

8705210679 Notification of contract execution.Mod 7, to “Review & Analysis of Selected 
Topics in Nuclear Safety Regulatory." Contractor: NAS. 

BELL.S. Contract Administration Branch. FIN B-8686. NRC-03-84-069. 87/05/05. 
DENTON, H. Office of Nuclear Reactor Regulation, Director (Post 870411). SPEIS.T. 
NRC - No Detailed Affiliation Given. 1p. 41016:147-41016:149. 

-8705210683 Mod 7, extending period of performance at no addI cost, to “Review & 
Analysis of Selected Topics in Nuclear Safety Regulatory." 

METZGER, N. National Academy of Sciences. WIGGINS.E.J. Division of Contracts 
(Post 870413). FIN B-8686. NRC-03-84-069. 87/05/05. 2pp. 41016:148-41016:149. 

8705220005 Notification of contract execution.Mod 2, to “Presentation of Course 
’NRC:What It Is & What It Does’.” ContractorThe Graduate School.USDA. 

PAGE.M. Contract Administration Branch. NRC-1 0-86-250. 87/05/15. GOLDMAN.P.J. 
Office of Personnel (Post 870413). VAN SANTEN.L. NRC - No Detailed Affiliation 
Given. Ip. 41023:247-41023:254. 

-8705220007 Mod 2, changing contract statement of work to incorporate agency reorga- 
nization changes & to develop two-day orientation for employees, to “Presentation of 
Course ’NRC: What It Is & What It Does’.” 

POOLE, G.R. Agriculture. Dept, of, Graduate School, Washington, DC. WIGGINS.E.J. 
Division of Contracts (Post 870413). NRC-1 0-86-250. 87/05/15. 7pp. 41023:248- 
41023:254. 


8705220013 Notification of contract execution.Mod 5,to "Analysis & Development of 
Recommendations re QA.Safety & Reliability.” Contractor; Mgt & Technical Consulting. 
BRENNAN.P.A. Division of Contracts (Post 870413). FIN D-1014-5. NRC-02-84-007. 
87/05/13. BROWNING, R.E. Division of High Level Waste Management (Post 
870413). DECLICATTI.M. NRC - No Detailed Affiliation Given. Ip. 41023:255- 
41023:257. 


-8705220021 Mod 5, decreasing amount obligated.to “Analysis & Development of Rec- 
ommendations re Safety & Reliability.” 

BLAND, W.M. Management & Technical Consulting. BELL.S. A. Division of Contracts 
(Post 870413). FIN D-1014-5. NRC-02-84-007. 87/05/13. 2pp. 41023:256-41023:257. 

8705270018 Notification of contract execution.Mod 7, to “Tech Specs Review & Data 
Bank Input.” Contractor:SBA.Subcontractor: Scientech.Inc. 

FIELDS, J. Contract Administration Branch. NRC-03-85-051. 87/04/24. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 
THROM.E. NRC - No Detailed Affiliation Given. Ip. 41049:312-41049:315. 

“8705270026 Mod 7, changing project officer & billing address & extending period of 
performance to 870529,to “Tech Specs Review & Data Bank Input.” 

BAKER, L.J. Small Business Administration. YBARRONDO.L.J. Scientech, Inc. 
WIGGINS.E.J. Division of Contracts (Post 870413). NRC-03-85-051. 87/04/24. 3pp. 
41049:313-41049:315. 


8705270155 Notification of contract execution: “Review & Evaluation of Design Fea- 
tures of VVER-440 Reactor,” awarded to SBA/IntI Technical Svcs, Inc. 

BAZIN.J.P. Contract Negotiation Branch-2. FIN D-1756. NRC-03-87-026. 87/04/14. 
SPEIS.T.P. Office of Nuclear Reactor Regulation, Director (Post 870411). SHERON.B. 
NRC - No Detailed Affiliation Given. Ip. 41065:019-41065:044. 
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—8705270164 Contract: “Review & Evaluation of Design Features of WER-440 Reac- 
tor." awarded to SBA/IntI Technical Svcs.Inc. 

ROMAIN.A.C. Small Business Administration. KOMORIYA,H. International Technical 
Services, Inc. THOMPSON.R.D. Division of Contracts (Post 870413). FIN D-1756. 
NRC-03-87-026. 87/04/14. 25pp. 41065:020-41065:044. 

8705270458 Notification of contract execution, Mod 4, to "ADP Sys Development." 
ContractorSys Automation Corp. 

BELL,S. Contract Administration Branch. FIN B-8166- NRC-33-87-224. 87/05/19. 
SYSYMONTT.G.P. Division of Computer & Telecommunications Services (Post 
870413). SCATTOLINI.L NRC - No Detailed Affiliation Given. Ip. 41063:241- 
41063:242. 

-8705270465 Mod 4, providing incremental funding, to "ADP Sys Development." 

* System Automation Corp. WIGGINS.E.J. Division of Contracts (Post 870413). FIN B- 
8166. NRC-33-87.224. 87/05/19. Ip. 41063:242-41063:242. 

8705270484 Notification of contract execution, Mod 2,to “Conventional Sys Develop- 
ment.” Contractor: Mathtech, Inc. 

VITALE, P. Office of Administration & Resources Management, Director (Post 870413). 
FIN D-1403. NRC-33-86-263. 87/05/05. EYSYMONTT.G. Division of Computer & 
Telecommunications Services (Post 870413). DOLLECK.A. NRC - No Detailed Affili- 
ation Given. Ip. 41063:249-41063:250. 

-8705270491 Mod 2, adding incremental funding, to “Conventional Sys Development." 

• Mathtech, Inc. WIGGINS.E.J. Division of Contracts (Post 870413). FIN D-1403. 
NRC-33-86-263. 87/05/05. 1 p. 41 063:250-41 063:250. 

8705270524 Notification of contract execution, Mod 2.to “Cognitive Modling Behavior of 
Nuclear Power Plant Personnel." ContractonWestInghouse. 

HAGEY.H. NRC - No Detailed Affiliation Given. FIN D-1167. NRC-04-85-103. 87/05/ 
05. GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). RYAN.T.G. NRC - No Detailed Affiliation Given. 1p. 41065:213-41065:215. 

-8705270543 Mod 2,establishin9 rights to use technical data & computer software de- 
veloped under contract,establishing title rights & recognizing ownership of EAGOL 
sys, to "Cognitive Modling Behavior of Nuclear Power Plant Personnel." 

NOGA,D.M. Westinghouse Electric Corp. WIGGINS.E.J. Division of Contracts (Post 
870413). FIN D-1167. NRC-04-85-103. 87/05/05. 2pp. 41065:214-41065:216. 

8705270534 Notification of contract execution,Mod 3,to “Region I Data Entry Support 
Svcs." ContractonSuperior Keypunch/Pace Data Sys, Inc. 

BRENNAN,P.A. Contract Administration Branch. FIN D-1206. NRC-33-84-384. 87/05/ 
11. MAGEE, W. A. Division of Information Support Services (Post 870413). 
MCOSCAR.J. NRC - No Detailed Affiliation Given. Ip. 41048:340-41048:342. 

-8705270567 Mod 3,deobligating excess funds while closeout process continues, to 
“Region I Data Entry Support Svcs." 

WIL§ON,L.R. Superior Keypunch & Service Co. BELL,S.A. Division of Contracts (Post 
870413). FIN D-1206. NRC-33-84-384. 87/05/11. 2pp. 41048:341-41048:342. 

8705270540 Notification of contract execution, Mod 2,to “Demonstration of Laser Disc 
Technology for Licensing Records." ContractonSmithsonian Institution. 

PAGE,M. Contract Administration Branch. FIN D-1 046-7. NRC-02-86-006. 87/05/04. 
SURMEIER,J.J. Office of Nuclear Material Safety & Safeguards, Director. BENDER,A. 
NRC - No Detailed Affiliation Given. Ip. 41065:216-41066:220. 

—8705270549 Mod 2,revislng std order of work to add work & extending period of per- 
formance to 871 231, to Demonstration of Laser Disc Technology for Licensing 
Records." 

HURLBUTT.E.O. Smithsonian Institution. WIGG1NS,E.J. Division of Contracts (Post 
870413). FIN D-1 046-7. NRC-02-86-006. 87/05/04. 4pp. 41065:217-41065:220. 

8705270650 Notification of cooperative agreement: “Maint & Operation of LPDR,” 
awarded to Rockford Public Library. 

NIEMEYER,E. Contract Negotiation Branch-1. NRC-1 0-87-347. 87/05/19. 
GR1MSLEY,D.H- Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. Ip. 41065:241-41065:243. 


8705280347 Notification of contract execution: “NRC Comanche Peak Ofc Complex," 
awarded to Texas Utilities Electric Co. 

SMITH.P.A. NRC - No Detailed Affiliation Given. FIN B-8516. NRC-35-87.341. 87/04/ 
01. KEPPLER,J.G. Office of Special Projects. GRIMES,C. NRC - No Detailed Affiliation 
Given. Ip. 41114:023-41114:031. 

-8705280355 Informs that definitization date will be extended to 870605, per terms of 
Ltr Contract NR035-87-341 , “NRC Comanche Peak Ofc Complex.” 

THOMPSON,R.D. NRC - No Detailed Affiliation Given. NRC-35-87-341. 87/04/30. 
HALL,M. TU Electric (formerly Texas Utilities Generating Co.). Ip. 41114:024- 
41114:024. 

—8705280363 Advises that util authorized & directed to provide svcs & items listed in 
encls,pending negotiation of formal contract NRC-35-87-341. Requests ack of accept- 
ance of ltr contract by 870401. 

THOMPSON.R.D. Division of Contracts (Pre 870413). NRC-35-87-341. 87/03/27. 
HALL,M. TU Electric (formerly Texas Utilities Generating Co.). 7pp. 41114:025- 
41114:031. 

8705280411 Notification of contract execution,Mod 2,to “New Madrid Geological & Seis- 
mological Research Program." Contractor: Univ of Michigan. 

HAGEY,H. Contract Administration Branch. FIN D-1695. NRC-04-86-122. 87/05/22. 
GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). ZURFLUEH.E. NRC - No Detailed Affiliation Given. Ip. 41097:252- 
41097:254. 

-8705280420 Mod 2,exercising first 1-yr option, incorporating contractor 
proposal, increasing ceiling amount & revising period of performance.to “New Madrid 
Geological & Seismological Research Program." 

• Michigan, Univ. of, Ann Arbor, Ml. WIGGINS.E.J. Division of Contracts (Post 
870413). FIN D-1695. NRC-04-86-122. 87/05/22. 2pp. 41097:253-41097:254. 

8705280415 Notification of contract execution, Mod 7,to “Career Counseling Svcs." 
ContractonBEMW.Inc. 

BRENNAN, P.A. Contract Administration Branch. NRC-1 0-85-21 4. 87/05/19. 
GOLDMAN.P.J. Office of Personnel (Post 870413). VAN SANTEN.L. NRC - No De- 
tailed Affiliation Given. Ip. 41097:163-41097:164. 

—8705280417 Mod 7,deobligating excess funds while closeout process continues.to 
"Career Counseling Svcs." 

MENDELSON.I.N. BEMW, Inc. (formerly Binder, Elster, Mendelson & Wheeler, Inc.). 
BELL.S.A. Division of Contracts (Post 870413). NRC-1 0-85-21 4. 87/05/19, Ip. 
41097:164-41097:164. 

8705280452 Notification of contract execution.Mod 3, to “Facilities Mgt of P-634 & Mary- 
land Natl Bank Bldg Computer Facilities." Contractor:SBA.Subcontractor:Kenrob & 
y\ssoo I no 

PAGE,’m. Contract Administration Branch. NRC-33.86-279. 87/05/15. MAGEE, W.A., 
KING.M. NRC - No Detailed Affiliation Given. Ip. 41097:170-41097:172. 

—8705280455 Mod 3,increasing ceiling authorized for payment of overtime premiums,to 
"Facilities Mgt of P-634 & Maryland Natl Bank Bldg Computer Facilities." 
THOMAS,M.E. Small Business Administration. ROBINSON, K.W. Kenrob & Associates, 
Inc. WIGGINS.E. Division of Contracts (Post 870413). NRC-33-86-279. 87/05/15. 2pp. 
41097:171-41097:172. 

8705290236 Notification of contract execution, Mod 5, to “Fuel Cycle Licensing Technical 
Assistance." ContractonScience Applications Inti Corp. 

LITTLE, M. Division of Contracts (Post 870413). FIN D-1 062-7. NRC-02-87-004. 87/ 
05/26. SURMEIER,J.J. Office of Nuclear Material Safety & Safeguards, Director. 
LOYSEN,P. NRC - No Detailed Affiliation Given. Ip. 41115:029-41115:031. 

-8705290248 Mod 5,providing funds in amount of $25,000,to "Fuel Cycle Licensing 
TochiniCHl Assistfiinco ** 

WINEGARDNER.L. Science Applications International Corp. (formerly Science Appli- 
cations, Inc.). WIGGINS, E.J. Division of Contracts (Post 870413). FIN D-1 062-7. NRC- 
02-87-004, 87/05/26. 2pp. 41115:030-41115:031. 


—8705270658 Cooperative agreement: “Maint & Operation of LPDR,” awarded to Rock- 
ford Public Libraiy. 

ROSENFELD,J. Rockford, IL. NIEMEYER.E. Division of Contracts (Post 870413). 
NRC-1 0-87-347. 87/05/19. 2pp. 41065:242-41065:243. 

8705270716 Notification of cooperative agreement: "Maint & Operation of LPDR” 
awarded to Jacobs Memorial Library. 

SMITH, P. NRC - No Detailed Affiliation Given. NRC-1 0-87-344. 87/05/07. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. Ip. 41065:341-41065:343. 

-8705270719 Contract: “Maint & Operation of LPDR” awarded to Jacobs Memorial 
Library, Illinois Valley Community College. 

ANDERSON, E.H. Illinois Valley Community College, Oglesby, IL SMITH,P. NRC - No 
Detailed Affiliation Given. NRC-1 0-87-344. 87/05/07. 2pp. 41065:342-41065:343. 

8705280025 Notification of cooperative agreement "Maint & Operation of LPDR," 
awarded to Scottsboro Public Library,Soottsboro,AL 

NIEMEYER.E. Contract Negotiation Branch-1. NRC-1 0-87-21 4. 87/05/21. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. 1 p. 41 1 01 :1 27*41 1 01 :1 29. 

-8705280036 Cooperative agreement “Maint & Operation of LPDR," awarded to 
Scottsboro Public Library.Scottsboro.AL 

MCCUTCHEN.P. Scottsboro, AL NIEMEYER.E. Contract Negotiation Branch-1. NRC- 
10-87-214. 87/05/21. 2pp. 41101:128-41101:129. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

8705010035 FOIA request for all matls made available in accordance w/ FOIA 87-40 & 
all matls produced to either plaintiffs in Zimmer litigation &/or GE. 

JONES.W.M. McDermott.Will & Emery. 87/03/27. GRIMSLEY.D. Division of Rules & 
Records (Pre 870413). 2pp. 40774:173-40774:174. 

8705010037 Partial response to FOIA request.Forwards NRC response to FOIA 87- 
40.W/O end. 

GRIMSLEY.D.H, Division of Rules & Records (Post 870413). 87/04/28. JONES.W.M. 
McDermott, Will & Emery. Ip. 40774:175-40774:175. 

8705010104 Partial response to FOIA requesLForwards NRC response to FOIA 87- 
40,W/o end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. HUTCHINS.H. 
Mayer, Brown & Platt. Ip. 40774:150-40774:151. 

8705010108 FOIA request for Commissioner TM Roberts memo sent to util re flaws at 
plant. 

HALAPATZ,J. Affiliation Not Assigned. 87/04/24. Division of Rules & Records (Post 
870413). Ip. 40774:152-40774:151 

8705010115 Final response to FOIA request re plantApp A document available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. HALAPATZ.J. 
Affiliation Not Assigned, 2pp. 40774:153-40774:154. 


8705280034 Notification of contract execution, Mod 1.to “Maint & Operation of LPDR." 
Contractor:Jacobs Memorial Library, Illinois Valley Community College. 

SMITH.P. Contract Negotiation Branch-1. NRC-1 0-87-344. 87/05/19. GRIMSLEY.D.H. 
Division of Rules & Records (Post 870413). SOUDER.J. NRC - No Detailed Affiliation 
Given. 1p. 41100:351-41100:352. 


-8705280038 Mod 1, changing cooperative agreement number, to "Maint & Operation of 


* Illinois Valley Community College, Oglesby, IL. SMITH.P. Contract Negotiation 
Branch-1. NRC-1 0-87-344. 87/05/19. Ip, 41100:352-41100:352. 


8705010130 Partial response to FOIA request for documents re INPO accreditation of 
training programs-Forwards App B document Document also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project 2pp. 40773:159-40773:164. 

-8705010140 Summarizes INPO 861210 accreditation meeting in Atlanta, GA. Listed 
plants presented training programs for nonticensed operators, reactor operators,senior 
reactor operators & shift technical advisors. 

PAPERIELLO.CJ. Region 3, Office of Director. 86/12/22. RUSSELL.W.T. Division of 
Human Factors Technology (851125-870411). 2pp. 40773:161-40773:164. 
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8705040021 Responds to app^ai re denial of FOIA request for documents re insps con- 
ducted at GE facility in Wiimington.NC.Info withheld (ref FOIA Exemption 4). 

STELLO.V. Office of the Executive Director for Operations. 87/04/30. BAUMAN, L 
Government Accountability Project 2pp. 40789:343-40789:344. 


8705040086 Final response to FOIA request re Seabrook hearing.Forwards App Q 
documents.App F & G documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. SHOLLY.S.C. 
MHB Technical Associates. 3pp. 40790:224-40790:243. 


8705040026 Appeals denial of FOIA request for documents.Response within 20 days 
requested. 

BAUMAN, L Government Accountability Project. 87/03/26. STELLO.V Office of the 
Executive Director for Operations. Ip. 40789:345-40789:352. 

8705040040 Responds to FOIA request.Ap>p A documents end & available in PDR.App 
B documents withheld (ref FOIA Exemption 4). Westinghouse reviewing App B docu- 
ments to determine whether portions may be released. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. 
ADELMAN.M.O. Shanley & Fisher. 4pp. 40790:212-40790:223. 

-8705040054 Recommends consideration of listed actions to insure proper licensee 
vendor info distribution.Vendor interface & NRC program vendor insp program 
changes recommended due to Westinghouse & util confusion re reactor trip breaker 
maint. 

STAROSTECKI.R. Region 1. Office of Director. 83/05/23. MATTSON.R.J. Division of 
Systems Integration (811005-851124). TAYLOR, J.M.. Office of Inspection & Enforce- 
ment. Director (820201-870411). COLLINS, J.T. Region 4, Office of Director. 2pp. 
40790:216-40790:217. 

-8705040058 Assist to Insp Rept A-1 -83-003 re facility 830222 & 25 ATWS 
events. Events may have been caused by improp>er maint on Westinghouse DB-50 cir- 
cuit breakers.Encl stated Westinghouse bulletin & Itr absent from facility records.W/o 
ends. 

MATAKAS,R.A.. CHRISTOPHER, R. Region 1. Office of Director. 83/04/14. 6pp. 
40790:218-40790:223. 

8705040062 FOIA request for matls re interview w/util employee H Chomiak concerning 
.AT.^/S events on 830222 & 25. 

ADELMAN.M.O. Shanley & Rsher. ADELMAN.M.O. Westinghouse Electric Corp. 86/ 
11/05. GRIMSLEY.D.H. Division of Rules & Records (Pre 870413). 2pp. 40790:210- 
40790:211. 

8705040064 FOIA request for Nuclear Util Rre Protection Group Aug 1982 Itr re fire pro- 
tection & W Dircks 82091 7 response. 

WILLIAMS, O.G. JRA Associates. OGW-87-027. 87/02/20. GRIMSLEY.D.H. Division of 
Rules & Records (Pre 870413). Ip. 40789:275-40789:275. 

8705040067 Final response to FOIA request for documents, including Counsil 820825 Itr 
& Dircks 820917 Itr re fire protection. Forwards App A documents.Documents also 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. 

WILLIAMS, O.G. JRA Associates. 2pp. 40789:276-40789:285. 

-8208010004 Expresses concerns re fire protection exemption request review process 
in light of overwhelming vol of submittals to be considered by 830101 target comple- 
tion date. 

COUNSIL,W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Nuclear Utility Fire Protection Group. 82/08/25. DIRCKS, W.J. Office 
of the Executive Director for Operations. 4pp, 40789:278-40789:281 . 

-8210210528 Informs that concerns expressed In 820825 Itr & at 820902 meeting re 
fire protection exemption request review process unfounded.Target completion date of 
830101 will not be met at expense of in-depth review of each request. 

DIRCKS.W.J. Office of the Executive Director for Operations. 82/09/17. 

COUNSIL, W.G. Northeast Utilities Service Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Nuclear Utility Fire Protection Group. 4pp. 40789:282-40789:285. 

8705040073 FOIA request for Std Nuclear Consultants, Ltd current NRC license & 
applications,inciuding amends, amend applications & supporting documentation, 

HUBER, S.A. Stan A. Huber Consultants, Inc. 87/04/06. Region 3, Office of Director. 
Ip. 40790:001-40790:001. 

8705040079 Final response to FOIA request for Std Nuclear Consultants. Ltd current 
NRC license & applications.Forwards App A & B documents.Documents also available 
in PDR.Certain App B documents completely withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/29. HUBER,S.A. 
Stan A. Huber Consultants, Inc. 4pp. 40790:002-40790:184. 

-8705040088 Amend 4 to License 12-20362-01 for Std Nuclear Consultants, 

Ltd, authorizing possession of Cs-137 sealed source incident to recovery, transport & 
disposal of lost source. 

MALLETT.B.S. Region 3, Office of Director. 84/03/28. 2pp. 40790:015-40790:016. 

-8705040092 Amend 3 to License 12-20362-01 for Std Nuclear Consultants, 

Ltd.amending Condition 19 re conduct of program. 

ADAM,W.J. Region 3, Office of Director. 84/01/25. 1p. 40790:017-40790:017. 


-8705040090 Forwards partial response to questions in recipient 860915 Itr re emer- 
gency planning issues. Responses to Questions 1,5, 10c,1 1,12,13,14,15 & 16 will be 
forwarded under separate cover.W/o end. 

KAMMERER.C. Office of Congressional Affairs. 86/09/29. MARKEY.E.J. House of 
Rep., Energy & Commerce. Ip. 40790:229-40790:229. 

-8705040094 Forwards responses to prehearing questions re emergency planning 
issues. Hearing date of 861006 postponed. Subcommittee requested that testimony & 
remaining responses to questions be provided by 861002.W/O end. 

KAMMERER,C. Office of Congressional Affairs. 86/09/30. ZECH, ROBERTS. ASSEL- 
STINE Commissioners. 1 p. 40790:230-40790:230. 

-8705040099 Fonwards remaining responses to questions in recipient 860915 Itr re 
emergency planning issues at plant.Responses to Questions 1,5,10c, 11,12,13,14,15 & 
16 included in package. W/o stated responses to listed questions. 

KAMMERER.C. Office of Congressional Affairs. 86/10/02. MARKEY.E.J. House of 
Rep., Energy & Commerce. 13pp. 40790:231-40790:243. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
subj to request end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS.P. 
Simpson, Thatcher & Bartlett. Ip. 40839:055-40840:169. 

-8705040203 Forwards addi info re relief valve blowdowns at facility, per 740307 
request. Info suppis data previously submitted on 740118 & 0207. 

F1NFROCK.I.R. Jersey Central Power & Light Co. 0443. 74/04/15. ZIEMANN.D.L. 
Atomic Energy Commission, Directorate of Licensing. 2pp. 40839:065-40839:066. 

-8705040223 Discusses topical rept evaluation of NEDO-10739, "Methods for Calculat- 
ing Safe Test Intervals & Allowable Repair Times for Engineered Safeguard Sys." 
Rept unacceptable.Apprc^riate failure analysis not developed & justified. 

BUTLER,W.R. Atomic Energy Commission. Directorate of Licensing. 74/05/07. 
HINDS,J.A. General Electric Co. 2pp. 40840:025-40840:026. 

-8705040224 Paper entitled, ‘‘Dynamic Loads on Pressure Suppression Containments," 
presented at Second Inti Conference on Structural Mechanics in Reactor Technology 
on 730910-14 in Berlin.Germarw. 

KOCH.E.H., FRENKEL,E., SLEGERS,L. Germany, Federal Republic of. 73/09/10. 
16pp. 40839:067-40839:088. 

-8705040235 Forwards Part 2 of answers to AEC questions re NEDO-10859, ‘‘Steam 
Vent Clearing Phenomena & Structural Response of BWR Torus," per 731115 Itr. 
BENSON.J.L. General Electric Co. 2077. 74/02/26. ZIEMANN,D.L. Atomic Energy 
Commission, Directorate of Licensing. 14pp. 40839:089-40839:102. 

-8705040241 Topical rept evaluation of nonproprietary NEDO 10859, "Steam Vent 
Clearing Phenomena & Structural Response of BWR Torus," issued Apr 1 973.Portion 
re structural response/stress analysis unacceptable. 

* Atomic Energy Commission - Deputy Director for Reactor Projects. 87/04/28. 8pp. 
40840:027-40840:034. 


-8705040259 Topical rept evaluation of NEDO 10859, "Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Licensee committed 
to respond to remaining outstanding problems by 740214. 

* Atomic Energy Commission. 74/01/21. Ip. 40839:103-40839:103. 

-8705040266 Notifies that analytical model of torus-ring header sys ref in NEDO-10859, 
“Steam Vent Clearing Phenomena & Structural Response of BWR Torus," 
inadequate.Program to address inadequacy should be submitted within 60 days. 
BUTLER,W.R. Atomic Energy Commission, Directorate of Licensing. 74/03/07. 
HINDS, J.A. General Electric Co. 4pp. 40840:035-40840:038. 

-8705040271 Forwards summary of electromagnetic relief valve operation at facility 
from Jan-Dec 1969,per Item 1 of 731219 request. Future relief valve operation will be 
reported in facility semiannual operating repts. 

FINFROCK,I.R. Jersey Central Power & Light Co. 654. 74/01/18. ZIEMANN,D.L. 
Atomic Energy Commission, Directorate of Licensing. 6pp. 40839:104-40839:109. 

-8705040281 Forwards details on relief valve operation at facility in response to Part 1 
of 731219 Itr.Relief valves equipped w/separate discharge line to torus terminating in 
rams-head as discussed in 730718 telcon. 

HEIDER,L.H. Vermont Yankee Nuclear Power Corp. 565. 74/01/16. ZIEMANN.D L 
Atomic Energy Commission, Directorate of Licensing. 3pp. 40839:110-40839:112. 


-8705040098 Amend 2 to License 12-20362-01 for Std Nuclear Consultants 
Ltd.amending Conditions 10 & 19 re location of matl & conduct of program. 
WHiSTON,P.J. Region 3. Office of Director, 83/12/15. Ip. 40790:018-40790:027. 

-8705040102 Responds to request for add! info re proposed use of Cs-137 sealed 
source for instrument caIibr.JL Shephard Model 6810 Series 28 calibrator will be 
transported to temporary job sites in vehicle trunk, 

MIKOWSKl,J.J. Affiliation Not Assigned. 75888. 83/11/08. ADAM.B. Region 3. Office 
of Director- 2pp. 40790:028-40790:029, 

-8705040127 Application lor amend to License 12-20362-01, authorizing deletion of pro- 
cedures for performing leak tests of sealed sources. 

MIKOWSKI,J. Standard Nuclear Consultants, Ltd. 76129. 84/01/04. ADAM.B. Reoion 
3, Office of Director. 7pp- 40790:030-40790:036, 


-8705040136 Aralication for amend to License 12-20362-01 .authorizing recovery & 
possession of Cs-137 sealed source from dty of Kalamazoo, Ml sewer pipe.Fee paid. 
MIKOWSKW.J. Standard Nuclear Consultants, Ltd. 76521. 84/03/26. Region 3 Office 
of Director. Ip. 40790:037-40790:177. ^ 


-8705040285 /^notated memo re proposed program for verification of BWR torus 
capability.per GE plant-specific analytical model for Quad Cities Unit 2.Mean8 of verlfi- 
needed, based on tests at Browns Ferry Unit 1. 
RIESLIND.J.i. Atomic Energy Commission. 74/02/21. GIAMBUSSO.A. Atomic Energy 
Commission. 2pp. 40840:039-40840:040. 


nesponos lo raizi9 request for addI info re dynamic effects of relief 
valve blowdowns in torus chamber.Summary of all electromatic relief valve actuations 
®P®® changes will be submitted by 740219. 

RAYMOND.P.D. Niagara Mohawk Power Corp. 602. 74/01/18. ZIEMANN.D.L. Atomic 
Energy Commission, Directorate of Licensing. 3pp. 40839:113-40839:115. 

-8705040300 Forwards info re relief valve operation at facility.per Item 1 of 731219 
request. In response to Itern 2, licensee has proposed Tech Specs change re refueling 
'^®P'P®fiding, therefore.no addi changes necessary. ^ 

K?'^h®rn States Power Co. 1016. 74/01/30. ZIEMANN.D. Atomic Energy 
Commission, Directorate of Licensing. 5pp. 40839:116-40839:120. 


-87050502S9 Requests clarification of Items 6.N,.7.N..8.N. & 9.N..per Amend 7 to Li- 
cense 12-20362-01. 

MIKOWSKU Stan A. Huber Consultants, Inc. 85/11/11. ADAM.B. Reqion 3 Office of 
Director. Ip. 40790:178-40790:184. ^ 


Browns Ferry Unit 2 Torus Experience," per 
in five listed areas. Validity of method employed in de- 
structure, present or modified.not justified. 

mtStIc 9 A • Conrimission, Directorate of Licensing. 927. 74/06/26. 

MOORE.V.A. Atomic Energy Commission. 4pp. 40840:057-40840:063. • 
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“8705050052 Topical rept evaluation of NEDO-10859, "Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Portion of rept re 
structural response & stress analysis unacceptable & should not be ref. 
MACCARY.R.R. Atomic Energy Commission, Directorate of Licensing. 74/02/28. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 3pp. 
40840:045-40840:046. 

“8705050062 Submits summary of safety/relief valve operation for period Jul 1970 - 
Dec 1973, in response to Part 1 of 731219 Itr. 

SWITZER,D.C. Millstone Point Co. 733. 74/01/21. SKOVHOLT,D. Atomic Energy 
Commission. Directorate of Licensing. 2pp. 40840:064-40840:065. 

“8705050073 Forwards summaries of operating history of electromagnetic relief 
valves, per 731219 request.Summaries include date,type of operation & circumstances 
for each valve listed. Response to second request will be submitted by wk of 740218. 
ABEL.J.S. Commonwealth Edison Co. 927. 74/01/21. ZIEMANN.D.L. Atomic Energy 
Commission, Directorate of Licensing. 7pp. 40840:066-40840:072. 

“8705050082 Submits Technical Request ORB-2-42 for review of end draft, “Torus 
Ring Header Rept." On 720529, four hanger bolts for torus section header on Unit 2 
failed during startup tests. Corrective actions not adequate to prevent header failure. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 72/10/13. 
HENDRIE.J.M. Atomic Energy Commission, Directorate of Licensing. 38pp. 
40839:121-40839:158. 

“8705050089 Documents 740104 telcon between util & FJ Williams & JF Stolz of NRC 
re history & present status of torus problem & steps being taken.Drawing of torus & 
torus ring header end. 

GILLAND.J.E.. SESSIONS.K.L Tennessee Valley Authority. 370. 87/04/28. 

MOORE, V.A. Atomic Energy Commission, Directorate of Licensing. 9pp. 40840:073- 
40840:081. 

“8705050106 Discusses licensees responses to Operations Bulletin 72-1 re hangar fail- 
ure on torus suction header.AEC action should be deferred until util submits rept on 

R ost-repair tests performed on facility torus & header sys. 
lENDERSON.J.B. Atomic Energy Commission, Directorate of Regulatory Operations. 
72/09/20. ENGELKEN,R.H. Atomic Energy Commission, Directorate of Regulatory 
Operations, Ip. 40839:159-40839:159, 

“8705050109 Lists plant-specific info needed to suppi GE NEDO-10859. "Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet.lnfo re Items 1 & 2 requested within 30 & 60 
days.respectively. 

ZIEMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK,I.R. Jersey Central Power & Light Co. BAUER, E.G. Philaddphia Electric 
Co. ABEL.J.S. Commonwealth Edison Co. 7pp. 40840:082-40840:088. 

“8705050120 Discusses event re loss of ECCS suction header support bolts at 
facili^.Final evaluation will be performed after Technical Review examines util test 
reptRelated info end. 

RIESLAND.J.I. Atomic Energy Commission. 72/08/29. SKOVHOLT.D.J. Atomic 
Energy Commission. 5pp. 40839:160-40839:164. 

“8705050126 Bimonthly status summary of topical report review of NEDO-10859, 
“Steam Vent Clearing Phenomena & Structural Response of BWR Torus (Mark I Con- 
tainment)." Rept incomplete based on analyis of available data & ommissions of info. 
* Atomic Energy Commission. 73/11/26. Ip. 40840:089-40840:089. 

“8705050133 DC-98 DRFT Draft “Failure of Hanger Bolts on Suppression Chamber 
Suction Header at Quad Cities Nuclear Station Unit 2...,” preliminary investigation 
reptRelated info end. 

LOFY.R.A., FOLEY.W.J. Parameter. Inc, AT(11-1)-1658. 72/06/22. Atomic Energy 
Commission, Directorate of Regulatory Operations. 75pp. 40839:165-40839:239. 

“8705050134 Suggests method of sequential response to 730928 request for addi info 
re NEDO-10859, “Steam Vent Clearing Phenomena & Structural Response of BWR 
Torus," per discussion between JL Riesland & RE Engle. 

HINDS, Xa. General Electric Co. 8336. 73/11/15. ZIEMANN.D.L Atomic Energy Com- 
mission, Directorate of Licensing. Ip. 40840:090-40840:090. 

“8705050138 Bimonthly status summary for topical rept review of NEDO-10859, 
"Steam Vent Clearing Phenomena & Structural Response of BWR Torus (Mark I Con- 
tainment)." Rept appears incomplete & analysis inadequate based on lack of test 
data. 

* Atomic Energy Commission. 73/09/17. Ip. 40840:091-40840:091. 

“8705050141 Discusses format of AEC Itrs that approve/accept licensees topical 
repts.Ltrs should specically indicate what approval means & how rept will be 
used.Technical Review should agree w/intended use.Related info end. 

BOYD.R.S. Atomic Energy Commission, Directorate of Licensing. 73/06/21, 
BUTLER, W.R.. STOLZ. J., CLARK, R. Atomic Energy Commission. 10pp. 40839:240- 
40839:249. 

“8705050144 Forwards request for addi info re NEDO-10869, “Steam Vent Clearing 
Phenomena & Structural Response of BWR Torus (Mark I Containment)." Main con- 
cerns involve assumption of exit velocity conditions & use of heat transer model. 
TEDESCO.R.L. Atomic Energy Commission, Directorate of Licensing. 73/09/14. 
SKOVHOLT.D.J, Atomic Energy Commission, Directorate of Licensing. 2pp. 
40840:092-40840:093. 

“8705050147 98A R03 Rev 3 to startup test Instruction, “Torus Transient Pressure 
Wave Test." Related Info end. 

* General Electric Co. 72/10/17. 66pp. 40839:250-40839:315. 

“8705050154 Forwards evaluation of Topical Repts WCAP-8082 (proprietary) & WCAP- 
8172 (nonproprietary), "Pipe Breaks for LOCA Analysis of Westinghouse Primary 
Coolant Loop." Westinghouse should Issue revised repts to incorporate all changes & 

VASSALLO.D.B. Atomic Energy Commission, Directorate of Licensing. 74/05/22. 
SALVATORI.R. Westinghouse Electric Corp. 2pp. 40839:316-40839:317. 

“8705050159 Bimonthly status summary of topical rept review of NEDO-10859, “Steam 
Vent Clearing Phenomena & Structural Response of BWR Torus (Mark I Contain- 
ment)." Rept appears incomplete & analysis inadequate based on early discussions. 
* Atomic Energy Commission. 73/08/24. Ip. 40840:094-40840:169. 


“8705050163 Topical rept evaluation of WCAP-8082 & WCAP-8172. “Pipe Breaks for 
LOCA Analysis of Westinghouse Primary Coolant Loop.” Rept WCAP-8172 acceptable 
nonproprietary version of WCAP-8082.Related info end. 

* Atomic Energy Commission. 74/05/22. 16pp. 40839:318-40839:333. 

“8705050169 Forwards request for addi info re dynamic & stress analysis of torus ring 
header sys sub] to relief valve discharge forces.Response required before completion 
of topical rept evaluation of “Steam Vent Clearing Phenomena...BWR Torus." 
MACCARY,R.R. Atomic Energy Commission, Directorate of Licensing. 73/08/23. 
SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 3pp. 
40839:334-40839:336. 

-870505021 1 Provides estimation of main steam electromatic relief valve operations at 
operating conditions for listed facilities, per 730718 request. Histories of relief valve op- 
eration at pressure & temp & related info end. 

DANCE,H.C, Region 3, Chicago, Office of the Director. 73/07/31, BRYAN,S. Region 
3, Chicago, Office of the Director. 13pp. 40839:337-40839:349. 

“8705050215 Topical rept evaluation of NEDO-10859, "Steam Vent Clearing Phenom- 
ena & Structural Respsonse of BWR Torus (Mark I Containment)." Containment sys 
questions will not be available until middle of Sept. 

* Atomic Energy Commission. 73/07/24. Ip. 40839:350-40839:350. 

“8705050219 Responds to AEC 721213 questions re torus ring header & forwards Spe- 
cial Rept 31, “Torus Ring Header Support Mod," describing ring header insps & re- 
pairs. 

ABEL.J.S. Commonwealth Edison Co. 5566, 73/07/11. SKOVHOLT.D.J. Atomic 
Energy Commission, Directorate of Licensing. 4pp. 40839:351-40839:354, 

“8705050224 31 Special Rept 31, “Torus Ring Header Support Mod." 

* Commonwealth Edison Co. 73/07/31. 18pp. 40839:355-40840:012. 

“8705050229 Topical rept evaluation of NEDO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Structural engineer- 
ing questions expected during wk of 730709. 

* Atomic Energy Commission. 73/07/06. Ip. 40840:013-40840:013. 

“8705050233 Topical rept evaluation of NEDO-10859. “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Structural Engineer- 
ing questions expected by 730629. 

* Atomic Energy Commission. 73/05/21. Ip. 40840:014-40840:014. 

“8705050242 Forwards request for addi info needed to complete evaluation of “Quad 
Cities Station Special Rept 5, Torus Ring Header Support Failure,” including summary 
of dynamic analysis of torus ring header sys subjecteo to blowdown forces. 
MACCARY.R.R, Atomic Energy Commission, Directorate of Licensing. 72/11/09. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 2pp. 
40840:043-40840:044. 

“8705050249 Forwards outline for rept re torus suction header.per commitment made 
at 721 102 meeting. 

HINDS, J.A. General Electric Co. 72/12/18. SKOVHOLT.D.J. Atomic Energy Commis- 
sion. 4pp. 40840:047-40840:050. 

“8705050253 Forwards technical assistance request for review of Topical Rept NEDO- 
10859, “Steam Vent Clearing Phenomena & Structural Response to BWR Torus 
(Mark I Containment)." Results & bimonthly status rept should be provided to Jl Ries- 
land. 

BUTLER, W.R. Atomic Energy Commission, Directorate of Licensing. 73/05/17. 
HENDRIE.J.M. Atomic Energy Commission, Deputy Director for Technical Review 
(Pre-1975). 2pp. 40840:015-40840:016. 

“8705050257 Requests comments on end rept re torus ring header hanger failure by 
721127. 

SKOVHOLT,D,J. Atomic Energy Commission, Directorate of Licensing. 72/11/06. 
HENDRIE.J.M. Atomic Energy Commission, Directorate of Licensing. Ip. 40840:051- 
40840:051. 

“8705050263 Forwards Topical Rept NEDO-10859, “Steam Vent Clearing Phenomena 
& Structural Response to BWR Torus," for review. W/o reptRelated info end. 

HINDS, J.A. General Electric Co. 3172. 73/05/10. SKOVHOLT.D.J. Atomic Energy 
Commission - Deputy Director for Reactor Projects. 2pp. 40840:017-40840:018. 

“8705050265 Notification of 721102 & possible 721103 meeting w/GE to discuss torus 
ring header hangers failure, design descriptions, test program, design alteration consid- 
erations & program schedule.Proposed agenda end. 

RIESLAND,J.I. Atomic Energy Commission, Directorate of Licensing. 72/10/27. 
SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 2pp, 

40840:052-40840:053. 

“8705050275 Trip rept of 721019 visit to plant to investigate ring header problem & ob- 
serve GE blowdown tests. 

CHAN,S.P. Atomic Energy Commission, Directorate of Licensing. 72/10/25. 
MACCARY,R.R. Atomic Energy Commission, Directorate of Licensing. 2pp. 

40840:054-40840:055. 

“8705050276 Informs that rept on relief valve blowdown test program will be transmit- 
ted by 73051 4.Static & dynamic analysis performed to determine behavior of torus 
during relief valve piping clearing transient & conclusions discussed. 

HINDS, J.A. General Electric Co. 2976. 73/04/30. SKOVHOLT,D.J. Atomic Energy 
Commission. 2pp. 40840:019-40840:020. 

“8705050282 Notifies that tests to verify adequacy of torus suction header supports 
during relief valve blowdown into torus will start on 721019 & terminate on 
721020.Branch participation in observing tests requested. 

SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 72/10/10. 
HENDRIE,J.M. Atomic Energy Commission, Directorate of Licensing. Ip. 40840:056- 
40840:056. 

“8705050290 Informs of progress on analysis of torus & suction header response to 
relief valve discharge phenomena.Task of defining suitable models for describing fluid 
structure interaction & applied loading conditions completed. 

HINDS, J.A. General Electric Co. 1496. 73/02/26. SKOVHOLT.D.J. Atomic Energy 
Commission. Ip. 40840:021-40840:021. 
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-^705050301 Trip rept of 721218 site visit re jet pump assembly & torus ring header 
sys.Dynamic analysis & measured data not available. Results & findings will be de- 
scribed in rept scheduled for 730302. 

CHAN.SP, Atomic Energy Commission, Directorate of Licensing. 72/12/29. 
LANGE, D.F. Atomic Energy Commission, Directorate of Licensing. Ip. 40840:022- 
40840:022. 

-8705050314 Discusses AEC 721213 request for addi info re facility torus header sup- 
port design.ltems 1-3 will be available in Mar 1973 when GE analysis 
completed.Ust6d repairs corrected deficiencies in sys as reported in 720705 & 1206 
Itrs. 

MAYER, LO. Northern States Power Co. 363. 73/01/12. SKOVHOLT,D.J. Atomic 
Energy Commission. 2pp. 40840:023-40840:024. 

“8705070132 Topical rept evaluation re NEDO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Rept unacceptable. 

* Atomic Energy Commission. 74/03/26. 2pp. 40840:041-40840:042. 

8705050093 FOIA request for any SECY documents issued between 740930- 0212 re 
10CFR50.55a concerning codes & stds for nuclear power plants. 

FRANTZ, S.P. Newman & Holtzinger. 87/03/03. Office of Administration (Pre 870413). 
Ip. 40861:293-40861:293. 

8705050101 Rnal response to FOIA request for documents, including SECY-75-283 re 
amends to 10CFH50 concerning codes & stds for nuclear power pIants.Forwards App 
A documents.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/01. Newman & 
Holtzinger. 2pp. 40861:294-40862:037. 

—8705050114 SECY-75-283 Recommends that Commission approve subj amends to 
10CFR50 re codes & stds for nuclear power plants & technical info. 

* Office of the Executive Director for Operations. 75/06/16. 55pp. 40861:296- 
40862:002- 

-8705050132 SECY-76-283A Requests that revised SECY-75-283 re proposed amend 
to 10CFR50 concerning codes & stds for nuclear power plants & technical info be 
scheduled for affirmation at policy session. 

MINOGUE.R.B. NRC - No Detailed Affiliation Given. 75/08/18. 9pp. 40862:003- 
40862:011. 

—8705050148 SECY-75-283B Recommends that Commission approve publication of 
sub] amends to 10CFR50 re codes & stds for nuclear power plants & technical info in 
effective form (End D of SECY-75-283). 

MINOGUE.R.B. NRC - No Detailed Affiliation Given. 75/11/03. 26pp. 40862:012- 
40862:037. 

8705050137 FOIA Truest for documents re alleged transmittal or delivery of Westing- 
house NSD Technical Bulletin 74-1 &/or Westinghouse NSD Data Ltr 74-2 concerning 
trip breaker failures occurring after 830225 failures. 

MIRARCHI.S. Bishop, Liberman, Cook, Purcell & Reynolds. 86/11/13. 
(3RlMSLEY,D.H. Division of Rules & Records (Pre 870413). 2pp. 40810:001- 
40810:002. 

8705050150 Rnal response to FOIA request for documents re alleged transmittal or de- 
livery of Westinghouse NSD Technical Bulletin 74-1 .App A documents available in 
PDR & forwarded. App B documents withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/04/30. MIRARCHI.S. 
Bishop, Liberman, Cook, Purcell & Reynolds. 4pp. 40810:003-40810:014. 

8705050378 FOIA request for documents re NRC standardization policy statement. 
WILLIAMS, O.G. JRA Associates. OGW-87-028. 87/02/20. GRIMSLEY.D.H- Division of 
Rules & Records (Pre 870413). Ip. 40810:185-40810:185. 

8705050383 Final response to FOIA request re NRC Standardization Policy 
StatementApp A documents completey withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/04. 
WILLIAMS.O-G. JRA Associates. 3pp. 40810:186-40810:188. 

8705070083 FOIA request for all documentation re NRC 860811-15 insp of Ebasco 
Svcs.Inc New York ofc & discusions of findings. 

RUBINTON.D, Government Accountability Project. 87/03/24. Division of Rules & 
Records (Pre 870413). 2pp. 40855:187-40855:188. 

8705070090 FOIA request for all records re util “mock disaster” drill on 87031 1 as re- 
ported in end Daily Tribune 870313 article. 

BAUMAN, L Government Accountability Project 87/04/10. Office of Administration 
(Pre 870413). 4pp. 40860:017-40860:020. 

8705070101 Final response to FOIA request Forwards App A documents.Apps A & B 
documents also avatlabie in PDR. 

* Division of Rules & Records (Post 870413). 87/05/05, RUBINTON.D. Government 
Accountability Project. 3pp. 40855:189-40855:192. 

-8705070122 Package of documentation including vendor 851105-07 QA audit.'bable 
tray design, computer program errors & vendor audit response evaluation for cable tray 
hariger & conduit supports engineering QA audit file for plant 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 85/11/22. Ip. 40855:192- 
40855:192. 

8705070129 Final response to FOIA request for documents.App A documents available 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. BAUMAN.L 
Government Accountability Project 2pp. 40860:021-40860:022. 

8705070130 Sbcth partial response to FOIA request for documents re 
allegatfons-Forwards App C & D documents.App B documents also available in PDR. 
GRImSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project. 14pp. 40860:023-40861:292. 

-8009190562 Forwards request for addI info based on TMt Lessons Learned & “Design 
Review of Plant Shielding & Environ Qualification of Equipment for Spaces/Sys Which 
May Be Used in Post-Accident Operations." Related documentation end. 
KRtGER,W.E. Assistant Director for Radiation Protection. 80/09/04. TEDESCX),R.L 
Assistant Director for licensing. 13pp. 40860:058-40860:074. 

-8103040765 Forwards request for add! info for review of radiation protection program. 
I^EGER.W.E. Assistant Director for Radiation Protection. 81/02/02. TEDESCO.R.L. 
Assistant Director for Licensing. 2pp. 40860:056-40860:057. 


-8705070140 Annotated Board Notification 83-164:forwards allegations re certain QA/ 
QC actIvities.Source of allegations confidential. Related documentation encl. 
EISENHUT,D.G. Division of Licensing (800428-851124). 83/10/27. PALLADINO, Gl- 
LINSKY, ROBERTS Commissioners. 35pp. 40860:075-40860:110. 

-8705070149 Submits results of LLL exam of facility raceway support bolted 
connections. Exams conducted due to allegations re adequacy of anchor bolts & feed- 
back from LLL that adequacy of bolting might be safety issue. 

MORRILL, P.J. Region 5, Office of Director. 87/05/07. BISHOP,T.W. Division of 
Resident,Reactor Project & Engineering Programs. 2pp. 40860:111-40860:112. 

-8705070155 Provides Info re insp status of 1982 mods to IDVP & data re raceway 
bolts,per D Kirsh 831130 request 

WADE.R.O. EG&G, Inc. FIN B-8552. 83/12/05. KIRSH.D. NRC - No Detailed Affili- 
ation Given. 11pp. 40860:113-40860:235. 

-8705070156 Forwards Info re engineering waikdown info & accuracy of info as used as 
input In facility verification effort,per NRC 831206 request Related documentation end. 
HOCH.J.B. Pacific Gas & Electric Co. 83/12/08. BISHOP,T.W. Region 5, Office of Di- 
rector. 33pp. 40860:236-40860:300. 

—8705070170 Discusses NRC response to author 810820 allegations re operation of 
facility.NUREG-0675 agrees w/allegatlons but only responds by doing nothing to cor- 
rect situation until first refueling outage. 

COOPER,J.H. Affiliation Not Assigned. 84/02/05. BISHOP, T.W. Region 5, Office of 
Director. 203pp. 40860:301-40861:143. 

—8705070175 Rev 1 to Radiation Control Procedure RCP G-4, “Personnel Contamina- 
tion Control." Related documentation end. 

• Pacific Gas & Electric Co. 82/09/22. 28pp. 40861:144-40861:170. 

-8705070178 Rev 1 to Radiation Control Procedure RCP G-9, “Use of Respiratory 
Equipment for Protection Against Airborne Radioactive Matls.” Related documentation 

• Pacific Gas & Electric Co. 82/11/22. 19pp. 40861:171-40861:189. 

-8705070180 Rev 2 to Radiation Control Procedure RCP G-5, “Control of Access for 
Radiation Protection Purposes.” Related documentation end. 

• Pacific Gas & Electric Co. 83/02/07. 96pp. 40861:190-40861:285. 

8705070138 Partial response to FOIA request for documents re special physical security 
insp on 860718,0806 & 07. Forwards document listed in App B.App B & C documents 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/04. FLASCH.J.D. 
Post-Crescent Appleton, Wl. 3pp. 40854:110-40854:117. 

8705080262 Appeals denial of FOIA request for records & info requested on 841001. 
GARDE.B.P. Government Accountability Project 86/10/29. STELLO.V. Office of the 
Executive Director for Operations. Ip. 40878:001-40878:008. 

8705080296 Responds to appeal re denial of FOIA request for records concerning repts 
listed in Board Notification 84-149. Documents identified on end app & forwaroed will 
continue to be partially withheld (FOIA Exemptions 6 & 7). 

STELLO.V. Office of the Executive Director for Operations. 87/05/05. GARDE.B.P. 
Government Accountability Project. 2pp. 40878:009-40878:342. 

-8705080324 Partially deleted transcript of CA Allen interview on 831121 in 

Houston, TX. 

ALLEN, C.A. Region 3. Office of Director. 83/11/21. 114pp. 40878:011-40878:124. 

-8705080332 Partially deleted transcript of JJ Lipinsky sworn statement on 840104 in 
Chicago.lL. 

• NRC - No Detailed Affiliation Given. 84/01/04. 71pp. 40878:125-40878:195. 

-8705080339 Partially deleted transcript of WA Dunham sworn statement on 840303 in 
Bay CIty.TX. 

• NRC - No Detailed Affiliation Given. 84/03/03. 147pp. 40878:196-40878:342, 

-8705080324 Partially deleted transcript of CA Allen Interview on 831121 in 

Houston,TX. 

ALLEN,C.A. Region 3, Office of Director. 83/11/21. 114pp. 40878:011-40878:124. 

-8705080332 Partially deleted transcript of JJ Lipinsky sworn statement on 840104 in 
Chicago,IL 

• NRC - No Detailed Affiliation Given. 84/01/04. 71pp. 40878:125-40878:195. 

-8705080339 Partially deleted transcript of WA Dunham sworn statement on 840303 in 
Bay City,TX. 

• NRC - No Detailed Affiliation Given. 84/03/03. 147pp. 40878:196-40878:342. 

8705110016 FOIA request for SECY-85-399 & Ofc of Secretary 861020 memo to V 
Stello re rulemaking activity for 10CFR21 & 50.55(e). 

BUCKLES.R.K. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-193. 87/02/ 
27. Division of Rules & Records (Pre 870413). 1p. 40880:140-40880:140. 

8705110026 Final response to FOIA request for documents.indudlng SECY-85-399 & SJ 
Chilk 861020 memo to V Stello re SECY-85-399. App A documents completely with- 
held (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. 
BUCKLES, R.K. LN Technologies Corp. (formerly NUS Corp.). 3pp. 40880:141- 
40880:143. 

8705110042 FOIA request fqr documents re import of food.beverages & other goods 
that may have been contaminated by radiation resulting from 860426 accident at 
Chernobyl. 

BOSSONG.K. Public Citizen’s Critical Mass Energy Project 87/03/13. GRIMSLEY.D. 
Division of Rules & Records (Pre 870413). 2pp. 40880:144-40880:145. 

8705110050 Responds to FOIA request for four categories of records re importation of 
products into US which may have been contaminated due to 860426 accident at 
Chemobyl.Forwards App A documents.Documents & NUREG-1250 available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project 2pp. 40880:146-40880:151. 
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“8705110069 Partially deleted response to recipient 861017 Itr forwarding constituent 
request for info re potential impact of Chernobyl accident on dried apricot crop of 
Turkey. G Stokes 860818 Itr & J Swift 861028 transmittal note end. 

STELLO.V. Office of the Executive Director for Operations. 86/11/06. CRANSTON, A. 
Senate. 4pp. 40880:148-40880:151. 


8705180015 Partial response to FOIA requests for documents re plant. App H docu- 
ments available in PDR. Documents also responsive to FOIA Requests 84-743 & 84- 
744. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. DEVINE. 
DIXON Government Accountability Proiect. 6pp. 40962:107-40962:116. 


8705110065 Partial response to FOIA request for documents re Sequoyah Fuels protest 
of civil penalties & petition for remission or mitigation.App C documents available in 
PDR.App D documents withheld (ref FOIA Exemptions 5 & 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. HENSHAW.E. 
Henshaw, E. 4pp. 40879:011-40879:137. 

“8611180005 Discusses objections to licensee expansion of fertilizer program. Suggests 
response to E Henshaw 860718 complaint indicting that only issue of plant security 
has requisite specificity to be considered per 10CFR2.206. 

LIEBERMAN.J. Assistant General Counsel for Enforcement. 2.206. 86/10/29. 
TAYLOR.J.M. Office of Inspection & Enforcement, Director (820201-870411). 10pp. 
40879:012-40879:072. 

“8705110097 Comments on comprehensive waste disposal plan.Mountain of paperwork 
on program spells out obvious discrepancies. License should be suspended & dump- 
ing stopped immediately. 

BURTNER.D.S. Affiliation Not Assigned. 86/09/23. Associate General Counsel for Li- 
censing & Regulation. 9pp. 40879:073-40879:137. 

8705110077 FOIA request for documents re each agency FY87 Civil Rights Implementa- 
tion Plan updates submitted to DOJ after 861029. 

GOLDSTEIN, B.L National Association for the Advancement of Colored People. 87/ 
01/09. HERMILLA.N.D. Justice, Dept. of. 3pp. 40880:024-40880:026. 

8705110090 Responds to 870109 FOIA request to DOJ for FY87 Civil Rights Implemen- 
tation Plan update.Update end S. also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. 

GOLDSTEIN, B.L. National Association for the Advancement of Colored People. Ip. 
40880:027-40880:033. 

“8705110096 Forwards NRC FY87 Civil Rights Implementation Plan update required by 
Section 1-403 of Executive Order 1 2250. 

KERR.W.B. Ofc of Small & Disadvantaged Bus. Utilization & Civil Rights. 86/12/19. 
ONEGLIA,S.B. Justice, Dept. of. 6pp. 40880:028-40880:033. 

8705110114 FOIA request for all calculations, analyses &/or estimates of pressure & 
temp loadings on secondary containment during severe accidents at plants of GE 
Mark I design. 

WEISS.E.R. Harmon & Weiss. 87/03/06. FELTON,J. Division of Rules & Records (Pre 
870413). Ip. 40879:242-40879:242. 

8705110119 Final response to FOIA requesLApp A documents including severe acci- 
dent risk evaluation, containment event analysis & reactor risk ref document already 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. WEISS.E.R. 
Harmon & Weiss. 2pp. 40879:243-40879:244. 


8705180023 FOIA request for documents re cost of operating license review for facility 
from 851203 to present. 

RUBINTON.D.S. Government Accountability Project. 87/04/14. Office of Administra- 
tion & Resources Management, Director (Post 870413). 2pp. 40961:107-40961:108. 

8705180027 Responds to FOIA request for documents re Insp Repts 50-280/86-42 & 
50-281/86-42 concerning Unit 2 861209 accidentForwards App B documents.App A 
& B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. SACKS.S.E. 
Sacks & Sacks. 3pp. 40959:343-40959:355. 

-8705180048 Package, including morning rept re plant 861209 rupture of suction line on 
main feedwater Unit A & drawings. 

* NRC - No Detailed Affiliation Given. 87/05/18. 10pp. 40959:346-40959:355. 

8705180029 Final response to FOIA request for documents re cost of operating license 
review for facility from 851203 to present.Forwards documents listed in App B.App A 
documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. 
RUBINTON.D.S. Government Accountability Project. 3pp. 40961:109-40961:251. 

“8604080494 Forwards summary of OL review costs & supporting documentation for 
840624-1 222. AddI fees could be assessed if ceiling for OL review costs raised prior to 
plant licensing. 

HOLLOWAY.C.J. License Fee Management Branch (Pre 861123). 86/04/04. License 
Fee Management Branch (Pre 861123). 3pp. 40961:190-40961:196. 

“8604240358 Forwards summary of OL review costs by program ofc for 841223- 
850622.Actual cost exceeds 10CFR170 limits. 

HOLLOWAY, C.J. License Fee Management Branch (Pre 861123). 86/04/18. License 
Fee Management Branch (Pre 861123). 2pp. 40961:197-40961:203. 

“8705180042 Submits prof staff hours expended by ACRS during 6-month period from 
840624-1 222.Related documentation end. 

NEWSOM, A.L. ACRS - Advisory Committee on Reactor Safeguards. 87/05/12. 
MILLER, W.O. License Fee Managenment Branch (861123-870413). 40pp. 40961:112- 
40961:154. 

“8705180060 Forwards NRR third submission of license fee info for fee recovery 
purposes.including computer printout of fee- recoverable time charges & nonfee-re- 
coverable hours. 

FUNCHES.J.L Planning & Program Analysis Staff (851125-870411). 86/01/17. 
HOLLOWAY.C.J. License Fee Management Branch (Pre 861123). 17pp. 40961:155- 
40961:156. 


8705130183 Partial response to FOIA request re facility.App E documents withheld (ref 
FOIA Exemption 5). 

GRIMSLEY,D.H, Division of Rules & Records (Post 870413). 87/05/08. HENSHAW.E. 
Henshaw, E. 3pp. 40919:303-40919:312. 

8705130250 Final response to FOIA request for documents re plant. Forwards docu- 
ments listed in App B.Documents also available in PDR. 

GRIMSLEY.D.H. (Division of Rules & Records (Post 870413). 87/05/08. BAUMAN.L. 
Government Accountability Project. 2pp. 4091 1 :21 6-4091 1 :237. 

“8705130257 Submits daily highlightOn 870311, while Unit 1 cooled down from hot 
functional test, severe water hammer event occurred in RHR sys HX.Caused by opera- 
tor apparently missing step in procedure. News release & related info end. 
KADAMBI.N.P. PWR Project Directorate 5. 87/03/13. DENTON.H.. VOLLMER.R., 
LYONS,J. NRC - No Detailed Affiliation Given. 17pp. 40911:221-40911:237. 

8705140079 Further response to appeal re denial of FOIA request for documents re 
facility.Portions of five documents continue to be withheld (ref FOIA Exemption 4). 
STELLO.V. Office of the Executive Director for Operations. 87/05/08. 
PUNTENNEY,J.E. Safe Energy Coalition of Michigan, Ip. 40920:062-40920:067. 

8705140095 Final response to FOIA request for documents re License 45-09963- 
01 .Documents listed in App D withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/11. WARD.O.W. 
Met Lab, Inc. 5pp. 40920:071-40920:076. 


“8705180093 Forwards license fee memos & backup matls for 841223-850622. Monthly 
Itr status repts should not be released w/o prescreening by NMSS due to sensitive 
info contained in repts.W/o ends. 

BROWN, R.S. License Fee Management Branch (Pre 861123). 85/12/20. 
MILLER.W.O. Deputy Director of Policy & Planning (Pre 870413). 2pp. 40961:157- 
40961:158. 

“8705180100 Submits contract costs incurred & manhours used in reviewing 850508 
OL application. 

GASKIN, C.. MCCORKLE,G. Reactor & Transportation Licensing Branch. 85/12/07. 
MILLER.W.O. License Fee Management Branch (Pre 861123). 2pp. 40961:159- 
40961:160. 

“8705180109 Forwards license fee data, including hours worked during insp & contrac- 
tor costs for 841 223-850622. 

GREHER.E.A. Program Support & Analysis Staff (Pre 870411). 85/09/09. 
MILLER.W.O, License Fee Management Branch (Pre 861123). 29pp. 40961:161- 
40961:189. 

“8705180111 Submits professional staff hours expended by ACRS during 841223- 
850630. 

NEWSOM,A.L. Office of the Executive Director for Operations. 86/01/22. 
MILLER.W.O. License Fee Management Branch (Pre 861123). 3pp. 40961:204- 
40961:209. 


8705140144 Appeals denial of FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984. Author advises that 850508 agreement w/NRC to pro- 
tect allegers does not apply to interviewees. 

GARDE, B.P. Government Accountability Project. 86/06/23. STELLO.V. Office of the 
Executive Director for Operations. Ip. 40920:077-40920:077. 


“8705180240 Forwards info on license fee billable efforts & costs associated w/ 
facility.from 850623-1221. 

GREHER.E.A. Program Support & Analysis Staff (Pre 870411). 86/04/16. 
HOLLOWAY, J. License Fee Management Branch (Pre 861123). 4pp. 40961:210- 
40961:213. 


8705140159 Further response to appeal re denial of FOIA request for documents re Co- 
manche Peak Task Force.Documents listed in App H concern potential 
violatlons.Portions of 85 App H documents continue to be withheld (ref FOIA Exemp- 
tion 5), 

STELLO.V. Office of the Executive Director for Operations. 87/05/08. GARDE, B.P, 
Government Accountability Project. 1 p, 40920:078-40920:098. 


8705150219 Appeals denial of FOIA 85-59 re Comanche Peak Task Force. Agreement 
reached at 850508 meeting concerned only confidentiality of allegers,not interviewees 
& other individuals as stated in Grimsiey 860528 Itr. , « x/ 

GARDE,B.P. Government Accountability Project. 86/06/26. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 40939:108-40939:141. 

8705150227 Further response to appeal of denial of FOIA 85-59 re Comanche Peak 
Task Force.Documents T-34 & U-42 will continue to be withheld (ref FOIA Exemption 
5).Orlalnator of Document U-12 document contacted for further info re release. 
STELLO.V. Office of the Executive Director for Operations. 87/05/08, GARDE, B.P, 
Government Accountability Project, 2pp. 40939:106-40939:107. 


8705180011 FOIA request for documents supporting Insp Repts 50-280/86-42 & 50- 
281/86-42 re Unit 2 861209 accident. * 

SACKS.S.E. Sacks & Sacks. 87/04/13. Division of Rules & Records (Post 870413), 
2pp. 40959:341-40959:342. 


“8705180243 Forwards licensing fee data, including hours worked during insp & contrac- 
tor costs for 850623-1221. 

GREHER,E.A, Program Support & Analysis Staff (Pre 870411). 86/03/21, 

HOLLOWAY, J. License Fee Management Branch (Pre 861123). 21pp. 40961:214- 
40961:235. 

“8705180249 Submits prof staff hours expended by ACRS during 850623- 1221, 
NEWSOM.A.L. Office of the Executive Director for Operations. 86/03/11. 
HOLLOWAY, C.J. License Fee Management Branch (Pre 861123). Ip. 40961:236- 
40961:236. 

“8705190488 Forwards license fee data, including hours worked during insp & contrac- 
tor costs for 841223-850622. 

GREHER,E.A. Program Support & Analysis Staff (Pre 870411). 85/09/09. 

MILLER.W.O. License Fee Management Branch (Pre 861123). 15pp. 40961:237- 
40961:251. 

8705180040 Final response to FOIA request re Investigation Case A4-86-003.Encl App 
B & D documents also in PDR.App D documents partially withheld (ref FOIA Exemp- 
tions 6 & 7).App E documents completely withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/13. BAUMAN.L 
Government Accountability Project 1 0pp. 40960:307-40960:340. 
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“8705180052 Advises that B Griffin assigned to review Region (V Allegation 4-85-A-123 
investigation & write independent rept evaluating adequacy of util investigation,per 
860214 telcon. Case chronology end. 

HERR.R.K. Office of Investigations. 86/02/14. MARTIN, R.D. Region 4, Office of Di- 
rector. 5pp. 40960:319-40960:323. 

-8705180053 Forwards Ofc of Investigations status rept opening Case A4-86-003.W/O 
end. 

HERR.R.K. Office of Investigations. 86/02/14. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 40960:324-40960:324. 

“8705180057 Fonwards Ofc of Investigations assist in review of util Investigation A4-86- 
003.Partially deleted allegation case input end. 

HERR.R.K. Office of Investigations. 86/03/07. MARTIN.R.D. Region 4. Office of Di- 
rector. 6pp. 40960:325-40960:330. 

“8705180066 Partially deleted memo discussing util investigation of anonymous Allega- 
tion 85-A-123 re cable tray waikdowns & potential intimidation issues.Ofc of Investiga- 
tions should provide assist investigation re adequacy of util review. 

WESTERMAN.T.F. Region 4. Office of Director. 85/12/17. EMERSON.M. Region 4. 
Office of Director. Ip. 40960:331-40960:331. 

“8705180076 Partially deleted memo requesting that author assist T Westerman & Co- 
manche Peak Group w/upcoming review of util investigation & corrective action re Al- 
legation 4-85-A-123. Allegation 4-85-A-123 review end. 

MARTIN.R.D. Region 4, Office of Director. 86/01/31. HERR.R.K. Office of Investiga- 
tions. 2pp. 40960:332-40960:333. 

“8705180082 Partially deleted memo discussing 851202 anonymous call by male 
making allegations re plant.Caller stated that several errors & deficiencies not being 
dispositioned or reported. Details of assist re util investigation end. 

EMERSON.M. Region 4, Office of Director. 87/05/18. Region 4. Office of Director. 
7pp. 40960:334-40960:340. 

8705180047 Partial response to FOIA requestForwards App F document & weld 
allegations.App G documents partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/08. GARDE.B.P. 
Government Accountability Project. 4pp. 40948:056-40948:180. 

“8705180063 Documents 810302 contact w/E Kent re welding allegations. Kent main- 
tained socket weld size concern generic to plant & identified deficient welds in Q 
piping in lowest level of auxiliary bldg.Welds 91,90 & 89 identified as unacceptable. 
FOSTER, J.E. Region 3, Office of Director. 82/03/05. Region 3, Office of Director. 
83pp. 40948:060-40948:180. 

8705180128 FOIA request for correspondence between V Stello & persons outside 
agency from 870101 to present. 

KNAPIK.M. McGraw-Hill Publications Co. 87/04/20. NRC - No Detailed Affiliation 
Given. Ip. 40981:170-40981:170. 

8705180135 Final response to FOIA request. App A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40982:209. 

“8701140121 Ack receipt of 861210 Itr re implementation of NRC Safety Goal Policy 
Statement (51 FR28044). Offer to interact positive step in assuring successful 
implementation. M Taylor will ensure that NRC staff participate in AIF Working Group. 
STELLO, V. Office of the Executive Director for Operations. 87/01/05. 
BUCKMAN.F.W. Atomic Industrial Forum. Ip. 40981:176-40981:176. 

“8701140432 Ack productive meeting on 861229 w/State of NY re economic regulation 
& nuclear safety.Use of economic incentives to improve safety performance deserves 
careful consideration. 

STELLO, V. Office of the Executive Director for Operations. 87/01/02. STU2IN,L.M. 
New York, State of. Ip. 40981:175-40981:175. 

—8701300616 Responds to 861210 Itr re motor-operated valve performance. NRC will 
be advised of plans re matter after upcoming meeting w/NRC & INPO. 

OWEN.W.H. Nuclear Utility Management & Resources Committee (NUMARC). 87/01/ 
07. STELLO.V. Office of the Executive Director for Operations. Ip. 40981:195- 
40981:196. 

“8701300624 Forwards final AEOD case study on safety-related motor-operated valve 
performance.Study demonstrates that significant attention needs to be given to 
issue.Suggests staff & appropriate representatives discuss plans. 

STELLOy. Office of the Executive Director for Operations. 86/12/10. OWEN.W.H. 
Nuclear Utility Management & Resources Committee (NUMARC). Ip. 40981:196- 
40981:196. 

“8702120630 Responds to 870114 Itr re possibility of NRC discontinuing funding for . 
contractual arrangement whereby State of GA provides certain environ monitoring QA 
efforts at selected plants. No decisions made to reduce funding. 

STELLO.V. Office of the Executive Director for Operations. 87/02/09. 

LEDBETTER, J.L Georgia, State of. 1p. 40981:190-40981:192. 

“8702120641 Comments on plans to discontinue funding for environ monitoring QA ef- 
forts conducted for nuclear power generating facilities.Proposal viewed as giving im- 
pression to public of abrogation of responsibility to protect health & safety. 

LEDBETTER. J.L Georgia, State of. 87/01/14. STELLO.V. Office of the Executive Di- 
rector for Operations. 2pp. 40981:191-40981:192. 

“8703020105 Responds to 870116 Itr expressing concerns re 870104 Newsday article 
on plant emergency plan.Given unwillingness of state & local govts to participate in 
development of plan, approved util offsite emergency plan only such plan available. 
STELLO.V. Office of the Executive Director for Operations. 87/02/20. 

LOGRANDE,M.A. Suffolk County. NY. 2pp. 40981:197-40981:209. 

“8703020364 Agrees to participate in poll of NRC personnel on application of PRA in 
mgt of safety & regulatory issues w/ understanding that results will not be attributed 
to Individuals intenrlewed & do not constitute NRC policy. 

STELLO.V. Office of the Executive Director for Operations. 87/02/24. WALL,!, Electric 
Power Research Institute. 1 p. 40981 :21 0-40981 :21 0. 

“8703020396 Requests NRC participafion in project assessing NRC attitude toward util 
use of probabilistic/reliability methods. Draft summary of survey results of industry ex- 
perience w/PRA end. 

WALLI.B. Electric Power Research Institute. IBW:EJC-3703. 87/02/12. STELLO.V. 
Office of the Executive Director for Operations. 18pp. 40981:211-40981:227. 


“8703120123 Advises that NRC will provide comments on draft proposal to use finan- 
cial incentives to improve nuclear util performance. 

STELLO.V. Office of the Executive Director for Operations. 87/03/03. KELLIHER.J.J. 
New York. State of. 23pp. 40981:233-40981:261. 

“8705180148 Supports NRC recent promulgation of approved set of safety goals & em- 
phasis on implementation guidance.AlF Subcommittee on PRA established working 
group to interact w/NRC in development of safety goal implementation guidance. 
BUCKMAN.F.W. Atomic Industrial Forum. 86/12/10. STELLO.V. Office of the Execu- 
tive Director for Operations. 2pp. 40981:177-40981:185. 

“8705180183 Responds to Shenwood 861105 Itr re fee schedule for advanced BWR 
certification program.Rev of 10CFR170 to include new provision for approval & certifi- 
cation of std designs under consideration.Current fees applicable until revised. 
STELLO.V. Office of the Executive Director for Operations. 87/02/05. ARTIGAS.R. 
General Electric Co. Ip. 40981:186-40981:186. 

—8705180190 Recommends fee schedule for advanced BWR certification program to be 
docketed in mid-1 987.Commission would apply fee deferral approach in 
10CFR 170. 12(e), pending enactment of any legislation. 

SHERWOOD.G.G. General Electric Co. MFN# 110-86. 86/11/05. STELLO.V. Office of 
the Executive Director for Operations. 3p. 40981:187-40981:189. 

“8705180253 Lists actions being considered for addressing motor-operated valve 
issues, per NRC 861210 Itr & AEOD/C603.Mid-Apr 1987 suggested for first periodic 
meeting. 

OWEN,W.H. Nuclear Utility Management & Resources Committee (NUMARC). 87/02/ 
19. STELLO.V. Office of the Executive Director for Operations. 2pp. 40981:193- 
40981:194. 

“8705180270 Informs of points discussed w/AEOD personnel re use of contractor to 
evaluate NPRDS participation.Furnishing copies of NPRDS data base tapes for con- 
tractors discontinued. 

CONWAY.W.F. Institute of Nuclear Power Operations. 87/02/24. STELLO.V. Office of 
the Executive Director for Operations. 2pp. 40981:228-40981:229. 

“8705180275 Advises that all steps necessary to ensure that reorganizational efforts do 
not adversely impact restart schedule taken.per 870205 request. 

STELLO.V. Office of the Executive Director for Operations. 87/02/26. WARD, J.E. 
Sacramento Municipal Utility District. Ip. 40981:230-40981:230. 

“8705180281 Expresses concern re pending massive NRC reorganization & impact 
upon intense NhC review schedule for facility restart program.Urges many key review- 
ers assigned to restart review be kept. 

WARD.lE. Sacramento Municipal Utility District. JEW 87-107. 87/02/05. STELLO.V. 
Office of the Executive Director for Operations. 2pp. 40981:231-40981:232. 

“8705180304 Reaffirms position that ample evidence exists to support prompt closure 
of USI A-17, "Sys Interactions in Nuclear Power Plants.” 

BUCKMAN.F.W. Atomic Industrial Forum. 87/03/20. STELLO.V. Office of the Execu- 
tive Director for Operations. 8pp. 40981:262-40981:269. 

“8705180320 Submits comments re legislation proposing placement of nuclear safety 
inspector at facility.MOU may not be necessary due to precision & detail of legislation. 
STELLO.V. Office of the Executive Director for Operations. 87/03/26. SILKMAN.R.H. 
Maine, State of. 2pp. 40981:270-40981:271. 

“8705180341 Requests timely review of end draft legislation creating onsite monitoring 
presence for State of ME at facility & MOU between NRC & State of OR. 
SILKMAN.R.H. Maine, State of. 87/03/12. MURLEY.T. Region 1, Office of Director. 
7pp. 40981:272-40981:278. 

“8705180352 MOU between NRC & State of OR expressing desire to cooperate in reg- 
ulation of nuclear activities. 

GOSSICK.LV. Office of the Executive Director for Operations. ATIYEH.V., FRANK, L. 
Oregon, State of. 80/01/04. 10pp. 40981:279-40981:288. 

“8705180361 Grants exemption from requirements of 10CFR20.408(b) while participat- 
ing in NRC pilot program for electronic transmission of personnel termination data,per 
860221 request. 

STELLO.V. Office of the Executive Director for Operations. 87/04/13. WITHERS, B.D. 
Portland General Electric Co. Ip. 40981:289-40981:289. 

“8705180369 Responds to 870331 order to show cause.Multiple team approach institut- 
ed to assess situation, implement corrective actions & develop recovery 
plan.Assistance team formed to perform independent analysis of operations & investi- 
gation. 

EVERETT, J.L. Philadelphia Electric Co. 87/04/20. STELLO.V. Office of the Executive 
Director for Operations. 2pp. 40981:290-40981:291. 

“8705180387 Recommendations given in ‘‘PWR Steam Generator Insp Guidelines” rep- 
resent Improvement in basis for developing insenrice insp sampling plan.Concurs w/ 
recommendation that independent review of eddy current data needed. 

STELLO.V. Office of the Executive Director for Operations. 87/05/04. 
MCDONALD.R.P. Alabama Power Co. 4pp. 40981:292-40981:295. 

“8705180399 Forwards detailed discussion of industry activities being taken to address 
steam generator insp strategies & diagnostic capabilities. “PWR Steam Generator 
NDE” end. 

MCDONALD.R.P. Alabama Power Co. 87/03/16. STELLO.V. Office of the Executive 
Director for Operations. 7pp. 40981:296-40982:209. 

8705180230 Appeals denial of J Deerinwater 861217 FOIA request. 

DEERINWATER.J. Native Americans for a Clean Environment. 87/02/27. STELLO.V. 
Office for Analysis & Evaluation of Operational Data, Director, ip. 40962:233- 
40962:233. 

8705180244 Rnal response to appeal re denial of FOIA request. Vol I already 
released. Vol II contains descriptions of UF6 fuel handling process & will continue to 
be withheld (ref FOIA Exemption 4). 

STELLO.V. Office of the Executive Director for Operations. 87/05/11. 
DEERINWATER.J. Native Americans for a Clean Environment. 3pp. 40962:234- 
40962:248. 
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8705180255 FOIA request for all AEOD semiannual staff evaluations of status of 
NPRDS repts after fourth rept dtd Jan 1984, contained in SECY-85-056.SECY-85- 
056A.SECY-86-035 & later SECY papers. 

JOHNSON, M. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-198. 87/03/ 
02. Division of Rules & Records (Pre 870413). Ip. 40961:252-40961:252. 

8705180259 Final response to FOIA request for SECY papers on NPRDS. Forwards 
App A documents.Documents also available in PDR. Plant-specific proprietary data 
excluded, per 870326 telcon w/N Brown. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/13. JOHNSON,M. 
LN Technologies Corp. (formerly NUS Corp.). 2pp. 40961:253-40962:002. 

—8408090367 SECY-84-044A Provides Commission w/info on current status of NPRDS. 
DIRCKS,W.J. Office of the Executive Director for Operations. 84/08/01. 26pp. 
40961:255-40961:280. 

—8502200475 SECY-85-056 Forwards sixth semiannual staff evaluation of status of 
NPRDS. Improvements in NPRDS first seen in Third Quarter CY83 maintained through 
Second Quarter CY84. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/02/08. 22pp. 
40961:281-40961:302. 

-8705180265 SECY-85-056A Provides Commissioners w/info on current status of 
NPRDS. Seventh semiannual staff evaluation of current status of sys end. 
DIRCKS,W.J, Office of the Executive Director for Operations. 85/08/20. 30pp. 
40961:303-40961:332. 

“8705180288 SECY-87-054 Partially withheld SECY-87-054 providing Commissioners 
w/ info on status of NPRDS for Second & Third Quarters 1986. 

STELLO,V. Office of the Executive Director for Operations. 87/02/24. 31pp. 
40961:333-40962:002. 


—8703260558 Forwards rept re expected performance parameter changes in research 
reactors converting to reduced enrichment fuels,in response to 861209 request for 
quantitative generic assessment of changes in performance parameters. 

TRAVELLl.A. Argonne National Laboratory. 87/03/20. CARTER, R.E. Standardization 
& Special Project Directorate. 10pp. 40981:140-40981:149. 

—8705190088 Responds to 870113 Itr re inquiry from D Brinegar expressing concern 
about potential downgrading of U fuel enrichment at Missouri Univ research 
reactor.Conversion requirement part of Commission effort to reduce use of highly en- 
riched U. 

STELLO.V. Office of the Executive Director for Operations. 87/02/04. VOLKMER.H. 
House of Rep. 5pp. 40981:128-40981:136. 

—8705190156 Forwards "Technical Evaluation Rept For Evaluation of Low Enriched U 
Triga Fuel," informal rept. 

OBENCHAIN,C.F. Idaho National Engineering Laboratory. OBENCHAIN.C.F. EG&G, 
Inc. 87/03/20. CARRINGTON, M. Orifice of Nuclear Reactor Regulation, Director 
(851125-870411). Ip. 40981:150-40981:150. 

—8705190198 EGG-NTA-7534 "Technical Evaluation Rept For Evaluation of Low En- 
riched U Triga Fuel." 

HOBBINS,R.R., CARPENTER, W.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D- 
6010. 87/03/31. NRC - No Detailed Affiliation Given. 18pp. 40981:151-40981:168. 

—8705190232 Informs of expected schedule for conversion from highly enriched U fuel 
to low enriched fuel.Grant awarded from DOE to evaluate effects of conversion on 
performance of reactor. 

WALLACE,T.J. Lowell, Univ. of, Lowell, MA. 87/04/01. MICHAELS.T. Special Projects 
Branch. Ip. 40981:169-40981:169. 


-8705190296 SECY-86-216 Partially withheld SECY-86-216 providing Commissioners 
w/ info on current status of NPRD sys.Ninth semiannual staff evaluation of status of 
sys end. 

STELLO.V. Office of the Executive Director for Operations. 86/07/24. 19pp. 
40962:003-40962:043. 

8705180386 FOIA request for documents re EAD Metallurgical, Inc from 850807 to 
present. 

CONNOR, L. Doc-Search Associates. 87/04/30. Division of Rules & Records (Post 
870413). 1p. 40959:125-40959:125. 

8705180393 FOIA request for documents re scope of work for Mitre Corp task on exten- 
sion of OLs. 

CONNOR, L. Doc-Search Associates. 87/04/15. Division of Rules & Records (Post 
870413). Ip. 40962:044-40962:044. 


8705190051 FOIA request for agency records of all investigations of kickbacks or other 
improprieties re ex-NRC employees now working for TERA consulting firm. 
RUBINTON.D.S. Government Accountability Project. 87/04/14. Office of Administra- 
tion & Resources Management, Director (Post 870413). 2pp. 40963:332-40963:333. 

8705190056 Response to FOIA request. App A document re alleged conflict of interest 
withheld (ref FOIA Exemption 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. 
RUBINTON.D.S. Government Accountability Project. 3pp. 40963:334-40963:336. 

8705190117 Requests that memoranda & other documents re calculations which sup- 
port regulatory analysis included in NUREG-1211, "Regulatory Analysis for Resolution 
of USI A-46...," be made available in PDR. 

KURT2.E.F. Impell Corp. 87/03/26. GRIMSLEY.D.H. Division of Rules & Records (Pre 
870413). Ip. 40966:324-40966:324. 


8705180394 Final response to FOIA request for documents.No agency records subj to 
request have been located. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. CONNOR.L 
Doc-Search Associates. Ip. 40959:126-40959:126. 

8705180398 Final response to FOIA request for documents re scope of work of Mitre 
Corp task.Forwards App A documentDocument available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. CONNER.L. 
Doc-Search Associates. 2pp. 40962:045-40962:052. 

-8705180403 Package consisting of “Task 3,Scope of Work for Mitre Corp Contract 
NRC-85-060, Plant License Extension." 

* NRC - No Detailed Affiliation Given. 87/05/12. 6pp. 40962:047-40962:052. 

8705180482 FOIA request for proposed Reg Guide 1.XYZ, “Nuclear Power Plant 
Structures, Sys, Components & Activities Subj to QA Program" to be placed in 
PDR.Document is Ref 2 in NUREG/CR-4678. 

JOHNSON.M. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-302. 87/04/ 
16. Division of Rules & Records (Post 870413). Ip. 40962:288-40962:288. 


8705180489 Final response to FOIA request.No records subj to request located. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. JOHNSON.M. 
LN Technologies Corp. (formerly NUS Corp.). Ip. 40962:289-40962:290. 

8705190005 Partial response to FOIA request for documents. App F documents avail- 
able in PDR. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/14. TROSTEN.LM. 
LeBoeuf, Lamb, Leiby & MacRae. 2pp. 40967:032-40967:035. 

8705190014 FOIA request for documents re Feb 1986 rule to limit use of highly en- 
riched U in research & test reactors. 

AFTERGOOD, S. Committee to Bridge the Gap. 87/03/27. Division of Rules & 
Records (Pre 870413). Ip. 40981:117-40981:117. 

8705190030 Final response to FOIA request for documents re new rule. Forwards docu- 
ments listed in App B.App A documents already available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. 

AFTERGOOD.S. Committee to Bridge the Gap. 6pp. 40981:118-40981:169. 


-8612290004 Requests addi info re unique purpose exemptions for nonpower 
reactors, including quantitative estimate of changes in listed neutron parameters result- 
ing from conversion from highly enriched to low enriched U. 

CARTER, R.E. Standardization & Special Project Directorate. 86/12/09. TRAVELLI,A. 
Argonne National Laboratory. 2pp. 40981:124-40981:125. 


-8701130208 Discusses 1 0CFR50.64, limiting use of highly enriched U in NRC-licensed 
research & test reactors.Misinterpretation of unique purpose exemption from conver- 
sion to low enriched U causes concern. 

AFTERGOOD.S. Committee to Bridge the Gap. 87/01/09. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (851125-870411). 2pp. 40981:126-40981:127. 


8705190168 Partial response to FOIA request for documents re USI A-46, “Seismic 
Qualification of Equipment in Operating Plants." Fonwards App B documents.App A & 
B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ.E.F. 
Impell Corp. 3pp. 40966:325-40967:031. 

-8403210190 Requests review of end regulatory analysis for Unresolved Safety Issue 
A-46, “Seismic Qualification of Equipment in Operating Plants." W/o end. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 84/03/07. TRINER,E. Di- 
vision of Budget & Analysis (Pre 870413). 4pp. 40966:328-40966:331. 

-8611190076 Forwards “Engineering Evaluation of Seismic Anchors for Electrical & 
Control Panels" re several recent events involving inadequate anchorage of electrical 
& control panels. USI A-46 nearing resolution. 

HEBDON.F.J. Planning & Program Analysis Staff (851125-870411). AEOD/E611. 86/ 
10/16. VOLLMER,R.H. Office of Nuclear Reactor Regulation. Director (851125- 
870411). STAROSTECKI.R. Office of Inspection & Enforcement, Director (820201- 
870411). 16pp. 40966:359-40967:031. 

-8705190228 Fonvards USI A-46 value/impact analysis for clarification & addI info to 
860728 example regulatory analysis. Part D, “Seismic Qualification Cost Estimating 
Task,” to NUREG/CR-3875 also end. 

RIGGS, R. Safety Program Evaluation Branch. 86/07/31. ANDERSON, N.. CHANG, T.Y. 
NRC - No Detailed Affiliation Given. 27pp. 40966:332-40966:358. 

8705190435 Seventh partial response to FOIA request.Forwards portions of 
documents. Portions of App E documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. GARDE, B.P. 
Government Accountability Project. 3pp. 40966:146-40966:167. 

-8705190463 Partially deleted memo re resolution of nonconformance repts & intimida- 
tion issue. Related info end. 

KIRSCH.D.F. Region 5, Office of Director. 84/03/07. Region 5, Office of Director. 4pp. 
40966:151-40966:154. 

-8705190495 Partially deleted memo re recommendation for Diablo Canyon board noti- 
fication concerning 831019 allegations. 

BISHOP, T.W. Region 5. Office of Director. 87/05/14. EISENHUT.D.G. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 3pp. 40966:155-40966:157. 

8705190485 Partial response to FOIA request for documents re safeteam at 
fadlity.Forwards documents listed in App C.Portions of Document 2 in App C withheld 
(ref hOIA Exemption 6).App D documents completely withheld (ref FOIA Exemption 
4). 

GRIMSLEY.D.H. Division of Rules 6 Records (Post 870413). 87/05/15. 
PUNTENNEY,J.E. Safe Energy Coalition of Michigan. 4pp. 40966:163-40966:213. 


-8703030774 Discusses Sept 1986 petition for unique purpose exemption from low en- 
riched U (LEU) conversion per 10CFR50.64c(1). Licensee required to submit LEU con- 
version schedule by 870327.DOE 870211 Itr denying 1987 conversion funding end. 
RUZICKA.W.G. Cintichem, Inc. 87/02/24. Office of Nuclear Reactor Regulation, Direc- 
tor (851125-870411). 2pp. 40981:138-40981:139. 


—8705190501 Forwards memo rept documenting Ofc of Inspector & Auditor investiga- 
tion into performance of Region III personnel after premature criticality occurred at fa- 
cility on 850701-02. Recommendations discussed.W/partially deleted related info. 
EDLES.G.J. Office of the Executive Director for Operations. 86/02/13. STELLO.V. 
Office of Inspector & Auditor. 4pp. 40966:168-40966:171 . 


-8703040549 Submits info re DOE plans for development & availability of fuels w/inter- 
mediate enrIchments.Current plan is to make available only 20% enriched fuel for 
conversion of univ owned research reactors consistent w/recent NRC rule. 
TRIVELPIECE,A. Energy, Dept. of. 87/02/24. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (851125-870411). Ip. 40981:137-40981:137. 


-8705190519 Submits memo rept of Region III performance re premature criticality at 
facility on 850701 .Investigation indicates that ME Parker not informed of event until 
85071 5. Procedures should be developed to document reporting of similiar event 
LOGAN, K.G. Office of Inspector & Auditor. 86/02/13. Office of Inspector & Auditor. 
7pp. 40966: 1 72-40966: 178. 
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-4705190557 Forwards PNO-lll-85-058,PNO-lli-8S-058A & PNO-lll-85-070 re 850702 
criticality incident at faci!it\'Ofc of Insoector & Auditor 'nvest'qation of Region ill per- 
formance re event roques!ou.W/c siatec or.c s.Rolstod info one: 

KEPPLErj.G. Region 3, Office of Director. 85/08/09. CONNELLY.S.R. Office of In- 
spector & Auditor. 35pp. 40966:179-40966:213. 

8705190624 FOIA request for NRC 830714 interna! memo on interpretation of require- 
ments re interna! flooding. 

JOHNSON, M. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-311. 87/04/ 
16. Division of Rules & Records (Post 870413). Ip. 40966:075-40966:075. 

8705190634 Final response to FOIA request for documents. Forwards App A 
documentDocument also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. JOHNSON.M. 
LN Technologies Corp. (formerly NUS Corp.). 2pp. 40966:076-40966:077, 

“8307200562 Requests concurrence w/interpretation of requirements for compliance 
w/GDC 2 & 4 protection of safety-related structures.sys & components from internal 
flooding & internal missiles.Interpretation challenged by utils. 

PARR.O.D. Auxiliary Systems Branch. TAG 52656. 83/07/14. MATTSON.R.J. Division 
of Systems Integration (811005-851124). 2pp. 40966:078-40966:079. 

8705200162 Partial response to FOIA request for documents re plant. Forwards App 1 
documents.Documents also available In PDR. Documents also responsive to FulA 
Requests 84-743 & 84-744. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/14. DEVINE, DIXON 
Government Accountability Project. 2pp. 41006:164-41006:249. 

-8705200194 Package of documents in response to FOIA requests.including affidavit of 
PJ Morrill,830114 Insp Rept 50-275/82-42, TW Bishop 830119 Itr & undated RHR 
pump common mode failure & suction line design repts. 

* NRC - No Detailed Affiliation Given. 87/05/14. 73pp. 41006:170-41006:249. 

8705200370 Partial response to FOIA request for documents re plant anti-drug & alco- 
hol program.Encl App C documents also available in PDR.App D & E documents par- 
tially & completely withheld (ref FOIA Exemption 6),respectiveiy. 

ROBINSON.L. Division of Rules & Records (Post 870413). 87/05/14. BAUMAN, L. 
Government Accountability Project. 7pp. 40987:258-40989:1 15, 

-8705200399 NOP-1-640. “Fitness for Duty." 

O’REILLY, J.P. Georgia Power Co. 86/09/05. 4pp. 40987:267-40987:270. 

-8705200404 NOI-1-641. “Drug & Alcohol Abuse." 

MCHENRY, T.J., O'REILLY. J.P. Georgia Power Co. 86/09/05. 8pp. 40987:271- 
40987:278. 

-8705200408 Corporate guidelines re conduct of employees.Related documentation 
encl.including supervisory guidelines for administering company policy on drug & alco- 
hol abuse. 

* Georgia Power Co. 85/05/15. 103pp. 40987:279-40988:017. 

-8705200473 Partially deleted package of documents consisting of completed fitness 
for duty forms & related mat! re anti-drug & alcohol abuse program at plant. 

* Georgia Power Co. 87/05/14. 400pp. 40988:018-40989:115. 

8705200675 Partial response to FOIA request for documents.App G records available in 
PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/15. MORIARTY.P. 
KYW-TV3. Philadelphia. PA. 3pp. 41004:180-41004:186. 

8705210129 FOIA request for all info pertaining to safety violations at plant, including 
background info re violations uncovered in 1983 & 1984. Documents used by NRC in 
making decision to shut down plant operations of particular interest. 

MORIARTY.P. KYW-TV3. Philadelphia. PA. 87/04/01. Division of Rules & Records 
(Post 870413). 4pp. 41003:190-41003:193. 

8705210151 Partial re^nse to FOIA request for documents re facilities.App D docu- 
ments available in PDR.App E documents forwarded & placed in PDR.App F records 
totally withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. MORIARTY.P. 
KYW.TV3, Philadelphia. PA. 7pp. 41003:194-41003:249. 

-8705210179 Forwards listed appraisal plans to be implemented by util in response to 
RC Young 840618 order modifying license effective immediately, including plan for 
review of plant & sys operating procedures. 

■ DALTROF%.S.L. Philadelphia Electric Co. EA-84-039. 84/08/15. MURLEY.T.E. Region 
1. (Office of Director. 17pp. 41003:201-41003:217. 

-8705210198 Agrees to listed provisions re appraisal plans, |:^r 840904 agreement In 
response to 840618 order modifying license effective immediately. Resumes of individ- 
uals involved in appraisals end. 

DALTROFF.S.L Philadelphia Electric Co. 84/09/07. MURLEY.T.E. Region 1. Office of 
Director. 22pp. 41003:218-41003:239. 

-8705210216 Responds to NRC 860902 Itr re violations noted in Insp Repts 50-277/86- 
12 & 50-278/86-1 S.CorrectIve actions:memo directing that all reactor & senior reactor 
operators review 10CFR55.4(e) concerning chief operator issued on 861 03l. 
DALTROFF.S.L Philadelphia Electric Co. 86/10/20. KANE.W.F. Region 1.' Office of 
Director. 10pp. 41003:240-41003:249. 

8705220001 FOIA reguest for list of addressees from NRC 870108 memo entitled, 
"Guidance on Definition & Identification of Commercial Mixed Low Level Radioactive 
& Hazardous Waste & Answers...," located in States of NY A NJ & Caribbean. 
KATZ,S.L Environmental Protection Agency. 87/05/04. NRC - No Detailed Affiliation 
Given. Ip. 41023:243-41023:243, 

8705220004 Final response to FOIA request. Forwards list of NRC licensees in States of 
NY & NJ & Caribbean.State of NY is NRC Agreement State & may be contacted for 
addi licenses that issued directly by state. W/o end. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/18. KATZ.S. Envi- 
ronmental Protection Agency. Ip. 41023:244-41023:244. 

8705220012 FOIA request for PRAs for listed plants be placed In PDR. 

CONNOR,L Affiliation Not Assigned, 87/04/16. Division of Rules & Records (Post 
870413). Ip. 41023:245-41023:245. 

870522^14 Final FOIA response to FOIA request for documents re 860516 & 19 tel- 
cons between NRC & FBLApp E documents partially withheld (ref FOIA Exemption 7), 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/18. ARERGOOD.a 
Committee to Bridge the Gap. 3pp. 41 023:268-41 023:264. 


-8705220024 Partially withheld record of 860516 telcon re FBI investigation of facility 
power lines.Partially withheld record of 860519 telcon also end. 

* NRC - No Detailed Affiliation Given. 86/05/16. 4pp. 41023:261-41023:264. 

8705220026 Final response to FOIA request.No PRAs on file for McGuire 1,Bellefonte 1 
& GASSAR.PRAs for Susquehanna 1 & Oyster Creek available in PDR. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/18. CONNOR,L. Af- 
filiation Not Assigned. Ip. 41023:246-41023:246. 

8705220036 FOIA request for documents since 870330 re License SMB-911. 
SPERLING, LI. McKenna, Conner & Cuneo. 87/04/28. NRC - No Detailed Affiliation 
Given. 2pp. 41023:265-41023:266. 

8705220043 Final response to FOIA request for documents re Fansteel,lnc under Li- 
cense SMB-91 1 .App A documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. 

SPERLING.LI. McKenna, Conner & Cuneo. 2pp. 41023:267-41023:268. 

8705220051 FOIA request for documents prepared by or for IDCOR or IDCOR contrac- 
tors re severe accident analysis.risk assessment, source term analysis & estimation. 
SHOLLY.S.C. MHB Technical Associates. 87/01/26. GRIMSLEY.D.H. Division of 
Rules & Records (Pre 870413). Ip. 41023:273-41023:273. 

8705220057 FOIA request for documents re IDCOR repts on individual plant evalua- 
tions. 

SHOLLY.S.C. MHB Technical Associates. 87/02/16. GRIMSLEY.D.H. Division of 
Rules & Records (Pre 870413). 2pp. 41023:269-41023:272. 

8705220071 Partial response to FOIA request for documents re IDCOR evaluations of 
plants.App A documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. SHOLLY.S. 
MHB Technical Associates. 3pp. 41023:274-41023:276. 

8705220084 FOIA request for two categories of documents re 870331 decision to order 
suspension of operations & correspondence between NRC & util involved in operation 
of plants preceding order. 

BOSSONG.K. Public Citizen Litigation Group. 87/04/04, GRIMSLEY.D, Division of 
Rules & Records (Post 870413). 2pp. 41023:110-41023:111. 

8705220099 Partial response to FOIA request for documents re facility. App A docu- 
ments available in PDR.App B documents being made available in PDR & encl.W/o 
stated apps for FOIA 87-185. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. BOSSONG.K. 
Public Citizen Litigation Group. 4pp. 41023:112-41023:130. 

-8705220107 Press release re util plan to investigate reasons for NRC order suspend- 
ing plant operation. 

* Philadelphia Electric Co. 87/04/06. 3pp. 41023:116-41023:130. 

8705220134 FOIA request for documents re 810305 meeting between NRC & LILCO. 
PALAST,G.A. Union Associates. 87/04/21. GRIMSLEY.D.H. NRC - No Detailed Affili- 
ation Given. 2pp. 41023:141-41023:142. 

8705220142 Final response to FOIA request.No records subj to request located. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/18. PAUST.G.A. 
Union Associates. Ip. 41023:143-41023:143. 

8705220243 Final response to FOIA request.No addI records subj to request located. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/18. KURTZ, E.F. 
Impell Corp. Ip. 41023:001-41023:002. 

8705260094 Final response to FOIA request.App C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study.AddI records 
available in PDR in Folder FOIA-87- 10. Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:341. 

“8405260445 Requests reallocatipn of technical assistance funds & approval of new 
projects.Project identification summaries & contract mods encl.Prompt action request- 
ed so contract actions can be initiated prior to 840601 . 

MATTSON.R.J. Division of Systems Integration (811005-851124), FIN B-2951. 84/05/ 
16. FUNCHES.J.N. Planning & Program Analysis Staff (pre-851125). 5pp. 41045:168- 
41045:172. 

—8705260124 Fonvards list of questions re plant PRA.per 850512 telcon. Statement of 
work, “Review of PRA for Seabrook Nuclear Power Plant,” end, 

KHATIB-RAHBAR Brookhaven National Laboratory. 85/03/13. LYON.W. Reactor Sys- 
tems Branch. 8pp. 41045:013-41045:021. 

-8705260141 Provides follow up to 861121 Itr discussing recommendation to develops 
regulatory requirement for timely depressurization of LWRs under all possible severe 
accident conditions. 

THEOFANOUS.T.G. California, Univ. of. Santa Barbara. CA. 86/12/08. SPEIS.T. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 2pp. 41045:022- 
41045:023. 

—8705260147 Advises that flexibility of depressurization sys for PWRs should minimize 
inadvertent actuation consequences.per author 861208 Itr specifying timing & duration 
of depressurization operation.Related info end. 

THEOFANOUS.T.G. California, UnIv. of, Santa Barbara, CA. 86/12/11. SPEIS.T. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 71pp. 41045:025- 
41045:100. 

-8705260161 Forwards details of reprogramming & redirection actions requested for ef- 
ficiently funding of contracts through remainder of FY85, 

BERNERO.R.M. Division of Systems Integration (811005-851124). FIN A-3753. 85/ 
08/06. FUNCHES.J. Planning & Program Analysis Staff (pre-851125). 7pp. 41045:101- 
41045:107. 

-8705260170 Forwards std order for DOE work, “Review of PRA for Seabrook Nuclear 
Power Plant," authorizing extension of period of performance from 850930 to 860930 
due to NRC request to meet w/applicant prior to issuance of final rept. 
BERNERO.R.M. Division of Systems Integration (811005-851124). FIN A-3778. 85/ 
09/19. OGEKA,G.J. Energy. Dept of. 5pp. 41045:108-41045:112. 
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—8705260176 Forwards std order for DOE work for FIN A-3778. ‘‘Review of PRA for 
Seabrook Nuclear Power Plant,” authorizing funds for end statement of work mod. 
BERNERO.R.M. Division of Systems Integration (811005-851124). FIN A-3778. 85/ 
08/30. OGEKA.G.J. Energy, Dept. of. 4pp. 41045:113-41045:163. 

—8705260201 Responds to 840516 memo re proposed redirection of technical assist- 
ance funds & new projects for FY84.Approved changes to FIN plan listed.Request for 
new projects reduced. 

PUNCHES, L. Planning & Program Analysis Staff (pre-851125). FIN N-3008. 84/06/13. 
MATTSON, R.J. Division of Systems Integration (811005-851124). 4pp, 41045:164- 
41045:167. 

-8705260225 Informs of expiration of DOE work order on FIN A-377, “Review of PRA 
for Seabrook." Initiation of appropriate paperwork requested. 

MCGRATH,K. Planning & Resource Analysis Branch. FIN A-3778. 85/07/29. 
LYON,W. Reactor Systems Branch. 2pp. 41045:173-41045:174. 

-8705260253 Informs of extension of DOE work order: “Review of PRA for Seabrook 
Nuclear Power Plant,” from 850930 to 851015. 

MCGRATH,K. Office of Nuclear Reactor Regulation, Director (851125-870411). FIN A- 
3778. 87/05/15. LYON.W. Reactor Systems Branch. 2pp. 41045:175-41045:176. 

—8705260265 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Aug 1985. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 85/09/20. LYON,W. Reac- 
tor Systems Branch. 4pp. 41045:177-41045:180. 

—8705260274 “Review of PRA for Seabrook Nuclear Power Plant," monthly progress 
rept for Sept 1985. 

I^TO,W.Y. Brookhaven National Laboratory. FIN A-3778. 85/10/18. LYON,W. Reac- 
tor Systems Branch. 4pp. 41045:181-41045:184. 

-8705260301 “Safety Evaluation of Core-Melt Accidents:CESSAR-FDA, Westinghouse 
Std Plant-FDA," “Safe^ Evaluation of Core-Melt Accidents: Indian Point...& Zion-Oper- 
ating Reactor" & “Review of PRA for Seabrook.,.," monthly repts for Oct 1984. 
KAfO,W.Y. Brookhaven National Laboratory. FIN A-3705. 84/11/16. LYON,W. Reac- 
tor Systems Branch. 9pp. 41045:185-41045:193. 

—8705260390 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Nov 1984. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 84/12/17. LYON,W. Reac- 
tor Systems Branch. 4pp. 41045:194-41045:197. 

-8705260397 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Dec 1 984. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 85/01/18. LYON,W. Reac- 
tor Systems Branch. 7pp. 41045:198-41045:204. 

—8705260399 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Jan 1 985. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 85/02/19. LYON,W. Reac- 
tor Systems Branch. 5pp. 41045:205-41045:209. 

—8705260401 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Oct 1985. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 85/11/21. LYON,W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:210-41045:213. 

—8705260403 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Nov 1 985. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3778. 85/12/18. LYON.W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:214-41045:217. 

—8705260406 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Dec 1985. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 86/01/20. LYON,W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:218-41045:221. 

“8705260424 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Jan 1 986. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 86/02/20. LYON,W. Office 
of Nuclear Reactor Regulation, Director (851125-870411). 4pp. 41045:222-41045:225. 

—8705260427 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Feb 1986. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3778. 86/03/18. LYON,W. Reac- 
tor Systems Branch (PWR-B). 4pp. 41045:338-41045:341. 

—8705260437 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Sept 1 984. 

KATO,W.Y. Brookhaven National Uboratory. FIN A-3778. 84/10/19. LYON,W. Reac- 
tor Systems Branch. 5pp. 41045:226-41045:230. 

—8705260444 “Review of PRA for Seabrook Nuclear Power Plant,” monthly highlights 
for Feb 1986. 

* Brookhaven National Laboratory. FIN A-3778. 85/02/28. NRC - No Detailed Affili- 
ation Given. 4pp. 41045:231-41045:234. 

—8705260450 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Mar 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/03/31. NRC - No Detailed Affili- 
ation Given. 4pp. 41045:235-41045:237. 

-8705260453 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Apr 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/04/30. NRC - No Detailed Affili- 
ation Given. 3pp. 41045:238-41045:240. 

-8705260456 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for May 1 985. 

* Brookhaven National Laboratory. FIN A-3778. 85/05/31 . NRC - No Detailed Affili- 
ation Given. 3pp. 41045:241-41045:243. 

-8705260457 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for June 1985. 

* Brookhaven National Laboratory. FIN A-3778. 85/06/30. NRC - No Detailed Affili- 
ation Given. 3pp. 41045:244-41045:246. 


-8705260461 “Review of PRA for Seabrook Nuclear Power Plant," monthly highlights 
for Jul 1985.Related info, including transmittal of vouchers for svcs rendered, end. 

* Brookhaven National Laboratory. FIN A-3778. 85/07/31. NRC - No Detailed Affili- 
ation Given. 89pp. 41045:247-41045:337. 

8705260475 FOIA request for documents re pumps in RHR sys used at facility. 
WEISS,E.R. Harmon & Weiss. 87/05/01. FELTON, J. Division of Rules & Records 
(Post 870413). Ip. 41039:102-41039:102. 

8705260481 Final response to FOIA request. Documents listed in end App A re pumps 
in RHR sys available In PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/20. WEISS, E.R. 
Harmon & Weiss. 2pp. 41039:103-41039:104. 

8705270447 Appeals denial of FOIA requests for documents. Documents previously with- 
held (ref FOIA Exemption 5). 

BAUMAN, L. Government Accountability Project. 87/04/16. STELLO,V. Office of the 
Executive Director for Operations. Ip. 41065:287-41065:287. 

8705270451 Final response to appeal of denial of FOIA request. Withheld info will con- 
tinue to be withheld (ref FOIA Exemption 5). 

STELLO,V. Office of the Executive Director for Operations. 87/05/21. BAUMAN.L. 
Government Accountability Project. Ip. 41065:288-41065:295. 

8705280008 Final response to FOIA request for documents re insps of PermaGrain 
Product,lnc.Requested records for Items 1 & 2 of request do not exist.Forwards legi- 
ble copy of record requested in Item 4. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/21. 

8UFFINGTON,K. Bradford Era, Bradford. PA. Ip. 41065:307-41065:317. 

-8509190470 Forwards Safety Insp Rept 30-13573/85-01 on 850601. No violations 
noted. 

KINNEMAN.J.D. Region 1, Office of Director. 85/09/16. WITT.A.E. Permagrain Prod- 
ucts. Inc. 2pp. 41065:308-41065:317. 

—8509190478 Insp Rept 30-13573/85-01 on 850601. No violations noted. Major areas 
inspected:licensee response to tornado which struck facility on 850531. 

COSTELLO.F. Region 1, Office of Director. 85/09/11. 3pp. 41065:310-41065:317. 

8705280014 FOIA request for documents re PermaGrain Products, Inc 1980 & 1982 
annual insp repts.NRC 830510 Itr re radiation safety program & legible copy of 1985 
insp rept re tornado in May 1 985. 

BUFFINGTON.K. Bradford Era, Bradford, PA. 87/05/04. TOMS,N. NRC - No Detailed 
Affiliation Given. Ip. 41065:306-41065:306. 

8705280460 Final response to FOIA request re Diablo Canyon.App S documents end & 
available in PDR.App T documents totally withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/22. HOLMES.G.A. 
MHB Technical Associates. 4pp. 41 127:258-41 128:002. 

-8303160642 Forwards Commission testimony before Subcommittee on Energy & Envi- 
ron on 830308 re licensing concerns of plant.in response to 830202 Itr. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/03/01. 
PALLADINO,N.J., GILINSKY, AHEARNE Commissioners. Ip. 41127:321-41127:333. 

-8303160646 Testimony before Subcommittee on Energy & Environ re plant licensing 
concerns. 

PALLADINO,N.J. Commissioners. 83/03/08. 11pp. 41127:323-41127:333. 

-8311080106 Responds to 830920 Commission info request re extent of sampling in 
Region V insp program w/respect to const activities,schedule for public comments 
after next SSER & addi SSER to close out remaining open items. 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/10/26. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 41127:351-41127:353. 

-8312230075 Forwards input for Section 3.5 of SSER 20 re independent design verifi- 
cation program based on review of listed refs. Concurs w/RL Cloud Assoc that intake 
structure stable under Hosgri loadings. 

HELLER, LW. Structural & Geotecnnical Engineering Branch. 83/12/15. KUO,P.T. 
Structural & Geotechnical Engineering Branch. 5pp. 41127:359-41128:002, 

-8705280467 Board Notification 82-119;forwards repts re design verification program - 
Phase I for Diablo Canyon Unit 1 . 

EISENHUT,D.G. Division of Licensing (800428-851124). 82/11/16. PALUDINO, GI- 
LINSKY, AHEARNE Commissioners. 44pp. 41127:263-41127:306. 

—8705280470 Informs that rept re deviations from Pullman Power Products weld proce- 
dure codes & QA/QC discrepancies forwarded to B Hayes, Director of Ofc of Investi- 
gations. 

50LDSMITH,R. Commissioners. 83/12/06. HUDSON,H, Affiliation Not Assigned. Ip. 
41127:307-41127:308. 

-8705280473 Forwards prepared testimony for use by Commission re facilities hearing 
before Subcommittee on Energy & Environ on 830308.Testlmony responds to Repre- 
sentative Udall 830202 Itr. 

DIRCKS,W.J. Office of the Executive Director for Operations. 83/02/28. PALLADINO, 
GILINSKY, AHEARNE Commissioners. Ip. 41127:309-41127:309. 

—8705290018 Advises that during subsequent review of allegations re plant, at least 
one,re containment structure tilting,would if true warrant initiation of investigation.Ofc 
interest lies in whether util/Bechtel attempted to conceal info from NRC. 

HAYES, B.B. Office of Investigations. 83^4/07. DENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 41127:334-41127:334. 

-8705290024 Requests views on whether util/Bechtel actions constitute violation of 
NRC requirements, per Board Notificaton 83-48, 

HAYES,B.B. Office of Investigations. 83/07/06. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 41127:335-41127:335. 

—8705290029 Forwards SSER 18 re seismic design.Document presents safety evalua- 
tion & addresses issues called for by Commission 811119 memorandum & order (CLI- 
81-30). 

D1RCKS,W.J. Office of the Executive Director for Operations. CLI-81-30. 83/08/05. 
PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 41127:336-41127:350. 
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—8705290044 Advisss that court granted temporary stay of fuel toadif^ license to pee- 
serve status quo pending court decision on merits of Joint Interveners 831 109 errw- 
gency motion.Further decision anticipated eaily in wk 

CHOPKO.M.E. Office of the General Counsel. 83/11/14. PALIADJNO, GILINSKY, 
ROBERTS Commissioners, Ip. 41127:354-41127:354. 


8705290135 Partial re^nse to FOiA request for documents re 
B'lterrg influence of alcohc^. Forwards App A & B RRrf 

cccumlms pan.= y -^-.toheld (ref FOIA Exemption f - App A g‘ 

GP-MSLE'-' G Ovse* of Rules & Records (Post 870413). 87/05/27. MAXWELL,B- 
A«;::a‘.vcr, \c1 AsS-’-grec. 4pp. 41143:225-41143:249. 


— 870529CK)48 Responds to 8311 14 Itr re Commisston schedule & procedures for future 
licensing decisions for faci!ity.ASILAB holding healings on desjgr. QA h State of 
CA.Hearir:gs should be completed by 831 123 w/decision :n „ar. 1984. 

MALSCH.M.G. Office of the General Counsel. 83/11/17. THOMAS, W.M. House of 
Rep. 2pp. 41 127:355-41 127:356. 

-8705290052 Forwards itr to Chairman Palladino .'■equesting cfa.rrficatier' of Comrmsskxi 
planned schedule for hearings/decissons on low cower operation at facSty.Reqoests 
written response by 8311 16. 

THOMAS. W.M. House of Rep. 83/11/15. KAMMERER,C. Office of Corwessional Af- 
fairs. ip.. 41127:357-41127:357. 

-8705290058 Advises that H Hudson rept forwarded by cour^ c« 831214. Two per^ 
nent memos encI.Rept contains no info relevant to Ofe of fnvesl^tions charter.W/o 
end. 

HAYES, B.B. Office of Investigations. 83/12/16. DENTTON.H. Office of N:ociear R«Etotor 
Regulation. Director (pre-851125). Ip. 41127:358-41127:358. 

8705290025 FOIA request for documents re identtfscation & resoiutkxs of problems w/ 
LPSf pumps & RCS Dumps at plant 

HOLMES.G.A. MHB Technical Associates. 87/05/04. GRfMSL0/,D.H. C^viskto of 
Rules & Records (Post 870413). Ip. 41 127:149-41127:149. 

8705290036 Partial response to FOIA Truest for docurrwits re planl Fawads A|:^ A 
documents. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). B7/05f22. HOLMES.G.A 
MHB Technical Associates. 2pp. 41 127:150-41127:155. 

-8705290192 Package consisting of undated LER sequence & corirra & se^ch ^ 
data run.data from NRC ES7 actuation data base & handwritten sian notes re LER 
87-071. 

• NRC - No Detailed Affiliation Given. 87/05/22. 4pp. 41127:15241127:155. 


8705290038 Partial response to FOIA request fer docurrer'ts Hc’udng AHegatian Case 
File Rll-86-A-0093J\pp C document completely withhe'd (ref FC ..A Exempt on 7). 
GRIMSLEY.D. Division of Rules & Records (Pest 37C413}. e7,-G5‘27. KATZ,S. CosM- 
tion for Alternatives to Shearon Harris. 3pp. 41 115:167-4-: - 15:172 


8705290060 Final response to FOIA request for info re 8a5303 order suspenc&to Li- 
cense 29-1 361 3-02.Forwards App C documents. Af^ B & C docarments avaiatw m 
PDR.App D documents withheld (ref FOIA Exemption 7). 

GRIWSLE's'.D.H. Division of Rules & Records (Post 870413). 87/05/22. WOLFE, S.M. 
Health Research Group. 5pp- 41116:258-41116:265. 


-87052^140 Surnrrjar/ of 8701 14 allegation review board meeting to discuss Allegation 
RIH-aT-A-OOOt .Meeting participants listed. , ^ 

GREENMAN.E.G. Reoon 3, Office of Director. 87/01/16. Region 3. Office of weetor. 
2pp. 41143:22941143:231. 



-6705290154 rnemo summarizing 870109 discussion w/ CT Pawiik of 

Fecicr. •: Dfc C" '.nvestigaticnsvOi^Ri:!') re A.l!egation ■Ril:,:-87-A-0001.01:Rlll investiga- 
tive etf on rcrwa.'-'am&d cue to wrorgdcir.g r^ot caing alieged . 

WEi'^,C.H. Regic.-^ 3 Cff.es of Director. 87.-^01/09. .NCRELiUS.C.E. Region 3. Office of 
D;rectc'. 2?p. 4^ '42.233-41 145:234, 


-8705290160 Partially withheW menw discussing reactor operator comments on behav- 
ior c* indIvHdua* :r oenfo* 'com arte' dhriking alcohcrf. ^ _ _ 

5yRb.S,?..M. Rsg c- 3 C^ ce cf Dirseto'. 87/01/C». DEFAYETTE.R. Region 3. Office 
of DiriM:W. 3pp. 4 '‘43:235-41 14.3:235. 


-8705290166 P»tialfy w#ihald summary of allegation re c^stracting behavior of iftdivid- 
ual in centre* roc-n arter drirrkmg alcohol offsite on 861231 . 

• Regon 3. Crtice c‘ Director. 87/01/29. Ip. 41143:24041143:240. 

-S70529C172 =art.£ ■’ witoheW package of Itrs discussing actions being taken as re^lt 
c*' a.’eca! C" c‘ conting to facility & acting in loud manner after consumir^ 

WElL.cf.H. Re^ 3. Office of Director. 87/02/03. 6pp. 41143:24141143:246. 


-8705290176 Partiaiy vi^held Itr forwarding results of investigation of allegation re fit- 
ness for duty of empk^ee.per Region ill 870129 request. Allegation could not be sub- 
stantiated. _ 

SMART,P.M. Toledo Edison Co. 1-711. 87/02/19. Document Control Branch (Docu- 
Control Desk). 3pp. 41143:24741143:249. 


8705290138 Resoonds to FOIA request for GE Repts NEDE-10182 & GEAP-3143.For- 
wards R^t GEAP-3143, “Test Rept for Pressure Suppression.Development Pro- 

o^ASLEY.D.H. Dwision of Rules & Records (Post 870413). 87/05/26. MENZ,J.R. 
Smpscrt, Thatohsr & Bartlett Ip. 41126:22241127:016. 


-8705290070 Press Release 1-86-32 re suspension of ftoense of Raefetion 
Technology, Inc due to personnel bypassing required safety interlocks to rradiator 
room 8 disabled interlock sys for conveyor c^rtir^ to irracfialor room. 

ABRAHAM, K., OVERTON.A. Region 1. Office of Director. 86/03/04. 2pp. 41116:264- 
41116:265. 


8705290069 Partial response to FOIA request for documents re safe^ issu^ at nro 
listed nuclear reactors which include similar design ch^acter sties to u.nerrcry. r.uc.e- 
ar power reactor. Forwards documents ijstsd :.n App V.Cocjrrs.ms 2 
GRIMSLEY.D.H. Division of Rules & Records (Post S7C413;. 57/C=.'>t:. 

Dallas Times Hwaid, Dallas, TX. 2pp. 4111 5:303-41 1 1 5:321 , 


8705290179 FOIA request for documents re NRC (FBI Senator Percy ofc) insp & irwes- 
tigation conducted by representatives of Region HI on plant . 

i^KAY.J. Affiatior. Not .Assigned. 86/12/22. Office of Administration (Pre 870413). 
3pp. 41127:15541127:158. 


8705290181 Final response to FOIA request re plant proposed dvil penalty.Forwards 
App B & D documents.App B & C documents partially & comp^ely 
wmbeW/e^jectively (rd FOIA Bcemptions 5 & 7).App B,D s. E dctouments availdqle 

GrS.EY,D.H. Envision of Rules & Records (Post 870413). 87/05/26. 

VARRKXJHIO.M. Govaronent Accountability Project. 6[^. 41 1 15:05741 1 1 5:1 14. 


-8705290091 Urges US assistance in Soviet Unkm doe to castastre^shk accicteit ad 
major nuclear power p!ant.Assistanc© would further opportunity for cfecovery & teid 
experience & expertise to Soviet Union. ^ ^ » r- 

MURPHY,A.J. House of Rep- 86/04/29. President of U-S. & Executive Offices. 3pp. 
41115:00941115:011. 

-8705290250 Discusses telcon w/Senator Proxmire ofc forwarcing dfer from Nudw 
Safety Research Ctr at Univ of Wisconsin, offering eM in Chernobyl {teaste.Requests 
that written response be forwarded to Professor Corrttw. . 

GORN,J. Office of Congressional Affatirs, 86/05/01. ^ Nieto- 

Reactor Regulation, CHrector (851125-870411). Ip. 41 11 5.-0124111 5.-01 3. 

-8705290268 Forwards list of Unw of Wisconsin personnel lor ratoto pddy rese^di 
ctr.Reguests that names be forwarded to papper EPA ofc for Chemdayl ruKdear pottm 

GORNX^ffce^^of^Sngressiona! Affairs. 86/05/01. SHERON.B. NRC - No Delved 
Affiliation Given. 7pp. 41 1 1 5:01 441 1 1 5:020. 

-8705290268 Notifies of Russian govt refusal of assi^anoe ^ 
byl nuclear plant cfisaster.Offer forwarded to EPA in event of cfange m po^xi or 
other countries request assfetance. ««/ 

DENT0N.H.R. Office of Nuclear Re^itw R^ijtion. 

05/06. CORR!D!NI,M. Wisconari, Univ. of, klkSscxi, Wi, ^pp. 411 15.021 41 115di21, 

87052^071 FOIA request for documents re safety Issues 1^ i^ed nu^^r ro- 
tors which include ®nrtilar design ebarateris^ 

TAYL0R.J.H. Dallas Times Herald, Daflas/JX 

clear Reactor Regulation. Director (Post 87041 1). 41115.-00141115^502. 

87052^100 Frnal response to FOIA r^ue^ tot 860522 

order.Fofwards App F documents-Docomer^ wpisi< 5 Waw f 

GRIMSLEY.D.H. Division of Rules & Recorefe (Pc^t 870413). 87/C»/27. He«WAW,E. 
Henshaw. E. 2pp. 41143:18841143:213. 

870529012^5 FOIA request for GE Rept NEDE-101^ “Atfcfifen !i*> Presses Siwres- 
sbn (Ik)fK^ Test Data Rept” & GEAP>3143. ocen, r* a ft asms a 

MENZ.J.RSimpson, Thatcher & Bartlett. 87/04/06. REEO,CA DWtom of & 
Records (Pm 870413). 2pp. 41126:22041126:221. 

870a290121 FOIA request for documents re rfleg^ intmdca&m ftet man^®- L 

Storz on 861231 or 870101 'While on 'Site. n-r in.Mt.tc Kior* Mn rv-t nirtrf Afiffiaiirm 
mXWELL,B. Cosmos Broadcasting Corp. 87/04/15. mC - m EMatod AWattei 

Given. Ip. 41143:22441143:224. 


-8705290187 Partaaliy deleted m^emo re response to Asselstine 841004 request author- 
ise NRC to issue Iti povw license amend for plant 

KEH^R. J.G, Hegkm 3, Office of Director. 84/10/16, DIRCKS.W.J. Office of the Ex- 
ec-Jtive Director for Operations. 1p. 41115:06641115:066. 


-87CS290281 Parirfly mwtWteW iromo forwarding evaluation of GAP 840928 late allega- 
tions re safety defcendes affecfeig q?erafton of plant at power levels greater than 
5% 

KFKXS,W.J. Office of toe Executive Director for Operations. 84/10/16. ASSELSTINE 
Ctxwnstows. 11f^. 41115:06741115^577. 


-87051290285 Partifiy v^lhheld memo fCMwardlng disotoon of ftoit readiness for full 
power ficense-Lisfed Hem reviewed & d^enwed safefactoi% corroleted. 
i^J^FLER J G Regicr: 2, Office of Director. 84/10/16. DENTON, H.R. Office of Nucle- 
ar Reactor .Regu'.ation Direclcr (pre-S51125). 10^3. 41115:078411 15:087. 


—870529028# Parliaffy memo forwardt^ evaluation of <3AP late allegations re 

safety deficiencies affecting ope,'ation of plart at powfflr levels greater than 5%.Full 
powa' license shou'd be issued on 841017. 

D:.RCKS;W.J. office of the Executive Director for Operations. 84/10/17. ASSELSTINE 
Cemnissiorrers. tOpp, 4-; 115:088411 15:1 14. 


87052901:94 FCMA 'reepa^ for doarmente re townee of Lfoense STB-l^ & operations 
erf Watfi di^ CW' F'^rtawfL'NJ. 

^RLIW3,lI lyfcKerww, Corew A Omeo. 87/04/28. Office Adimmstratiora & Re- 
sowces |Po«t 870413). 41 1 15:14041 1 15:141. 


870529C195 Part’ia! response to FCfA requesLApp A documents re issuance 0# License 
STB-665 end A also avaiiable £.n PDR. 

GRIMSLEY.D. Division of Rufes A Records (Post 870413). 87/05/27. SPERLING.L. 
McKenna, Cfonrrer S Cuneo. 2pp. 411 15:14241 115:166. 


-8705290212 App!icat»n fex renewal of License STB-0665,authoiizing possession of 70 
ftj toorksm odd© to tungsten tor welding electirodes. 

X>HNSON,J.P. Teledi^ Wah Chang Huntsville (formerly Wah Chang Corp., Hunts- 
ville C^.). 3393. 65/10/12. 3pp. 41115:14441115:146. 

-8705290232 Appficaion lor amend to license SMB-1 35, authorizing possession & use 
of tungsten pev^er (rontato'irto 2% by weight thorium oxide for welduig electrodes. 
HADIEY.C. Teledyne Wah Chang HuntswHe (formerly Wah Chang Corp.. Huntswile 
CSV.). 7740. 62/07/20. 2pp. 41115:14741115:148- 
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'"8705290239 Reguests add! info supporting 620720 application for amend to License 
SMB-1 35, including flow plan of facility operation, description of ventilation equipment & 
procedures for monitoring alpha contamination. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/08/01. HADLEY.C. Teledyne 
Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:149- 
41115:149. 

“0705290253 Responds to NRC request for addi info supporting application for amend 
to License SMB-1 35.Exemption from 10CFR40, "Control of Source Matl," 
requested.Thorium additions made at Glen Cove facility.Roof ventilation described. 
HADLEY,C. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville 
Div.). 8265. 62/08/13. NUSSBAUMER.D.A. Atomic Energy Commission. 2pp. 
41115:150-41116:151. 

“8705290260 Application for amend to License SMB-1 35, changing address to reflect 
tranfer of operations involving use of thoriated matls to new plant in Huntsville, AL. 
GOW.C. Teledyne Wah Chang Albany (formerly Wah Chang Corp.), 8418. 62/08/17. 
Atomic Energy Commission. Ip, 41115:152-41115:152. 

“8705290271 Discusses licensee 620813 response to AEC 620801 request for addI info 
supporting application for amend to License SMB-1 35.Exemptlon from AEC licensing 
requirements denied. Addi info required to process application. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/08/28. HADLEY.C. Teledyne 
Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:153- 
41115:153. 

“8705290278 Responds to AEC 620829 request for addi info re application for amend 
to License SMB-1 35.Resuits of smear test so low no decontamination steps 
required.Industrial Labs,lnc will conduct radiation surveys. 

HADLEY,C. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville 
Div.). 62/10/26. NUSSBAUMER.D.A. Atomic Energy Commission. 2pp. 41115:154- 
41115:155. 

“8705290282 Informs of employment by Wah Chang, Inc to conduct surveys of alpha 
particle count in connection w/processing of sintered metal products containing 
thorium.Portion of Title 10 indicating acceptable radiation levels requested. 

COOK.E.L. Industrial Laboratories, Inc. 10191. 62/10/29. Atomic Energy Commission. 
Ip. 41115:156-41115:156. 

<-41705290284 Provides addi info requested in telcon w/AEC.Procedures for testing for 
airborn alpha radioactivity described. 

HADLEY.C. Teledyne Wah Chang Huntsville (formerly Wah Chang Corp., Huntsville 
Div.). 10192. 62/10/31. LAYFIELD.B. Atomic Energy Commission. 2pp. 41115:157- 
41115:168. 

“8705290287 Insp Findigs & Licensee Ack on 630828 of License STB-665. Insp 
findinas:Form AEC-3 not properly posted, 

GUINN, P.R. Atomic Energy Commission. JOHNSON, J.P. Teledyne Wah Chang Hunts- 
ville (formerly Wah Chang Corp., Huntsville Div.). 63/08/28. Ip. 41115:159-41115:159. 

“8705290290 Insp Findings & Licensee Ack on 650621 of License STB-665. Insp 
findings:no noncompliance noted. 

GUINN.P.R. Atomic Energy Commission. * Teledyne Wah Chang Huntsville (formerly 
Wah Chang Corp., Huntsville Div.). 65/06/21. Ip. 41115:160-41115:160. 

“8705290294 Notifies of expiration of License STB-665 on 651130.Renewal application 
must be received 30 days before expiration date. 

NUSSBAUMER,D.A. Atomic Energy Commission. 65/10/08. Teledyne Wah Chang 
Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:161-41115:161. 

“8705290299 Forwards amend renewing License STB-665. 

HARMON, D.F. Atomic Energy Commission. 65/10/21. JOHNSON.J.P. Teledyne Wah 
Chang Huntsville (formerly Wah Chang Corp., Huntsville Div.). Ip. 41115:162- 
41115:162. 

“8705290302 License STB-665 for Wah Chang,lnc,authorlzing possession & use of 70 
lb thorium contained in 2% thoriated tungsten. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/11/16. 1p. 41115:163- 

41116:163. 

“8705290307 Informs that AEC entered into agreements w/States of AL & NE for 
transfer of regulatory authority over byproduct matls, source matls & SNM in quantities 
below critical mass. Agreements will become effective 661001. 

MCBRIDE, J.A. Atomic Energy Commission. 66/09/01. Teledyne Wah Chang Hunts- 
ville (formerly Wah Chang Corp., Huntsville Div.). 2pp. 41115:164-41115:165. 

“8705290313 Renewed License STB-665 for Wah Chang,lnc,authorizing use of 70 lb 
thorium, contained in 2% thoriated tungsten. 

HARMON,D.F. Atomic Energy Commission. 65/10/21. Ip. 41115:166-41115:166. 

8705290286 Final response to FOIA request for documents, including plant investiga- 
tion/insp of physical security program.EncI App A, B,C & D documents also available 
in PDR.App C documents partially withheld (ref FOIA Exemptions 3,4,6 & 7). 
GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/27. MCKAY.J. Affili- 
ation Not Assigned. 10pp. 41127:159-41127:229. 

“8012160444 Advises that investigation initiated by Region 3 on 770426 has not yet 
been completed. 

DIRCKS.W.J. Office of the Executive Director for Operations. 77/05/23. PERCY.C.H. 
Senate. Ip. 41127:230-41127:231. 

“8705290300 Partially deleted suppi to 77031 1 memo re complaints made by contract 
guard re activities at plant $ite.Anatysis of guard complaints do not indicate major 
problems. Licensee recommended to conduct physical security insp. 

DONAHUE, J.F. Region 3. Office of Director. 77/03/25. Region 3, Office of Director. 
2pp. 41127:169-41127:170. 

“8705290308 Partially deleted Itr discussing security & safety-related allegations by 
plant contract security guard.JE McKay initially provided info by 770&1 & 24 
telcons.Encl rept of investigation requested by 770314.W/O end. 

BOLGER,R.L. Commonwealth Edison Co. 77/03/10. KEPPLER.J.G. Region 3. Chica- 
go, Office of the Director. 2pp. 41127:171-41127:172. 

“8705290312 Partially deleted Itr informing that Pinkerton, Inc has assigned investigator 
as guard at station to observe activities of JE McKay & determine if allegations previ- 
ousiy close ribod crocJfblo 

BOLGER,R.L. Commonwealth Edison Co. 77/03/25. KEPPLER.J.G. Region 3, Chica- 
go. Office of the Director. 1p. 41127:173-41127:173. 


-8705290318 Partially deleted Itr re 770321-0407 investigation to determine if allega- 
tions by JE McKay credible.AII station guards & many employees of util disliked 
McKay. Investigator believed McKay to be troublemaker. Related info end. 
BOLGER.R.L. Commonwealth Edison Co. 77/04/28. KEPPLER.J.G. Region 3, Chica- 
go. Office of the Director. 56pp. 41127:174-41127:229. 

-8706010117 Partially deleted Insp Repts 50-254/77-14 & 50-265/77-14 on 770426- 
0526.No noncompliance or deviations noted in 2 areas. Infractions noted re guards 
not properly trained,deviation repts not made & physical barrier inadequate. 
BELANGER.J.L., CARLSON.D.M., CREED,J.R. Region 3, Chicago, Office of the Direc- 
tor. 50-265/77-14. 77/06/27. 26pp. 41127:232-41127:257. 
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8705040227 Informs that schedule for implementation of seismic verification program 
following guidance of Generic Ltr 87-02, “Verification of Seismic Adequacy of Me- 
chanlcaf & Electrical Equipment...,” to be provided by 870612. 

SIEBER.J.D. Duquesne Light Co. GL-87-02. 87/04/20. Document Control Branch 
(Document Control Desk). 2pp. 40775:240-40775:241. 

8705050183 Notification of CRGR Meeting 115 on 870527 to discuss proposed final 
resolution of USI A-44, “Station Blackout" & rule amends to 10CFR30.40, 50,51 ,70 & 
72 re general requirements for decommissioning of facilities.W/o ends. 

JORDAN,E.L. Committee to Review Generic Requirements. 87/05/01. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. MARTIN, T.T. 
Region 1. Office of Director. ROSS,D.F. Office of Nuclear Regulatory Research, Direc- 
tor (Post 860720). 2pp. 40812:210-40812:21 1. 

8705060182 Forwards “Interfacing Sys LOCA at PWRs, Tasks IB & 2B," draft Itr rept re 
Generic Issue 105.Comments requested within 3 wks. 

MCNEIL,S.A. Project Directorate 1-1. 87/04/27. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 40841:193-40842:056. 

8705070302 Forwards draft of “Interfacing Sys LCXDA at PWRs Task IB & 2B." Com- 
ments requested, particularly in area of cost estimates of various possible corrective 
fictions discussfidl 

PASTIS,H.N. Project Directorate 11-3. 87/05/01. TUCKER, H.B. Duke Power Co. 2pp. 
40852:155-40852:245. 

8705080001 Forwards NRC 870428 Itr granting extension to 871201 for providing 
schedule of plant-specific implementation re USI A-46, "Equipment Seismic Adequacy 
Verification Requirements." 

LONG.W.O. Project Directorate IV. TAC 64912. 87/05/05. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 40863:151-40863:153. 

“8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 
Requirements.” Response to generic Itr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
87/04/28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153. 

8705080002 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, "Equipment Seismic Adequacy Verification Require- 
ments,” Response to generic Itr extended to 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
87/04/28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 41049:281-41049:284. 

8705180135 Final response to FOIA request.App A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

“8705180304 Reaffirms position that ample evidence exists to support prompt closure 
of USI A-17, “Sys Interactions in Nuclear Power Plants.” 

BUCKMAN.F.W. Atomic Industrial Forum. 87/03/20. STELLO.V. Office of the Execu- 
tive Director for Operations. 8pp. 40981:262-40981:269. 

8705180185 Requests extension of time for responding to Generic Ltr 87-02, “Verifica- 
tion of Seismic Adequacy...USI A-46,” until 60 days after guidance re generic imple- 
mentation of program availabte.Applicability to Unit 1 to be reviewed. 

MCDONALD,R.P. Alabama Power Co. GL-87-02. 87/05/12. Document Control Branch 
(Document Control Desk). 2pp. 40955:066-40955:067, 

8705180410 Responds to 870219 request for schedule for implementation of facility 
seismic verification program,per Generic Ltr 87-02 re USI A-46.lmplementation pro- 
gram will be provided by 871201. 

5HELT0N,D.C. Toledo Edison Co. GL-87-02. 87/05/11. Document Control Branch 
(Document Control Desk). 1 p. 40956:086-40956:086. 

8705190117 Requests that memoranda & other documents re calculations which sup- 
port regulatory analysis included in NUREG-1211, "Regulatory Analysis for Resolution 
of USI A-46...," be made available in PDR, 

KURTZ, E.F. Impell Corp. 87/03/26. GRIMSLEY.D.H. Division of Rules & Records (Pre 
870413). 1p. 40966:324-40966:324. 

8705190168 Partial response to FOIA request for documents re USI A-46, "Seismic 
Qualification of Equipment in Operating Plants.” Fonwards App B documents.App A & 
B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ,E.F. 
Impell Corp. 3pp. 40966:325-40966:327. 

“8403210190 Requests review of end regulatory analysis for Unresolved Safety Issue 
A-46, "Seismic Qualification of Equipment in Operating Plants." W/o end. 

SPEIS.T.P. Division of Safety Technology (800428-851124). 84/03/07. TR1NER,E. Di- 
vision of Budget & Analysis (Pre 870413). 4pp. 40966:328-40966:331. 

“8611190076 Forwards "Engineering Evaluation of Seismic Anchors for Electrical & 
Control Panels" re several recent events involving inadequate anchorage of electrical 
& control panel8.USI A-46 nearing resolution. 

HEBDON.F.J. Planning & Program Analysis Staff (851125-870411). AEOD/E611. 86/ 
10/16. VOLLMER.R.H. Office of Nuclear Reader Regulation, Director (851125- 
87041 1 ). 1 6pp. 40966:359-40967:031 . 
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-S705190228 Forwards USl A-46 value/impact analysis for clarification & addi info to 
86072b example regulatory analysis.Part D, “Seismic Qualification Cost Estimating 
Task,” to NUREG/CR-3875 also end. 

RIGGS, R. Safety Program Evaluation Branch. 86/07/31. ANDERSON.N., CHANG, T.Y. 
NRC - No Detailed Affiliation Given. 27pp. 40966:332-40966:358. 

8705210604 Responds to Generic Ltr 87-02, “Verification of Seismic Adequacy of Me- 
chanical & Electrical Equipment in Operating Reactors," NUREG-1030 & NUREQ- 
11 21 .Updated response will be submitted by 871001. 

WOODY.C.O. Florida Power & Light Co. L-87-217. 87/05/15. Document Control 
Branch (Document Control Desk). 2pp. 41012:163-41012:164. 

8705220352 Requests schedule for implementation of requirements of USl A-46, "Seis- 
mic Qualification of Equipment in Operating Plants” no later than 871 201, per end 
NRC 870428 ltr granting 870410 request for schedular relief. W/o end. 

CAPRA.R.A. Project Directorate 1-1. GL-87-02. 87/05/12. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 3pp. 41023:100-41023:103. 

8705220422 Requests schedule for implementation of requirements of US! A-46, “Seis- 
mic Qualification of Equipment in Operating Plants" no later than 871 201, per end 
870428 ltr granting 870410 request for schedular relief. W/o end. 

CAPRA.R.A. Project Directorate 1-1. GL-87-02. 87/05/14. BRONS,J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 41021:256- 
41021:259. 

8705220429 Requests schedule for implementation of requirements of USl A-46, “Seis- 
mic Qualification of Equipment in Operating Plants” no later than 871 201, per end 
870428 ltr granting 870410 request for schedular relief. W/o end. 

CAPRA.R.A. Project Directorate 1-1. GL-87-02. 87/05/12. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 4pp. 41021:260- 
41021:264. 

8705220450 Reguests schedule for Implementation of requirements of USl A-46, “Seis- 
mic Qualification of Equipment in Operating Plants” no later than 871 201, per end 
870428 ltr granting 870410 request for schedular relief. W/o end. 

CAPRA, R.A. Project Directorate 1-1. GL-87.02. 87/05/12. MANGAN.C.V. Niagara 
Mohawk Power Corp. 3pp. 41021:265-41021:268. 

8705260048 Ack receipt of 870428 ltr re Seismic Qualification Util Group requests for 
extension for submittal of plant specific implementation schedule for resolution of USl 
A-46.per Generic Ltr 87-02. 

BREY.H.L. Public Service Co. of Colorado. P-87182. 87/05/14. CALVO.J.A. Document 
Control Branch (Document Control Desk). 2pp. 41048:157-41048:159. 

870S260094 Final response to FOIA request.App C documents available in 
PDR.Forwards App D documents re Seabrook probabilistic safety study.AddI records 
available in PDR In Folder FOIA-87-10.Records referred to another agency for review. 
GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

-8705260201 Responds to 840616 memo re proposed redirection of technical assist- 
ance funds & new projects for FY84.Approved changes to FIN plan iisted.Request for 
new projects reduced. 

PUNCHES, L. Planning & Program Analysis Staff (pre-851125). FIN N-3008. 84/06/13. 
MATTSON, R.J. Division of Systems Integration (811005-851124). 4pp. 41045:164- 
41046:167. 

8705260203 Requests schedule for implementation of requirements of USl- 46, “Seis- 
mic Q ualification of Equipment in Operating Plants," per Generic Ltr 87-02. Extension 
of time to respond to generic ltr granted on 870428. 

CAPRA.R.A. Project Directorate 1-1. GL-87-02. 87/05/12. TIERNAN,J.A. Baltimore 
Gas & Electric Co. 3pp, 41030:057-41030:060. 

8705270499 Requests schedule for implementation of seismic verification program,per 
Generic Ltr 87-02 by 871 201. TE Murley 870428 ltr granting extension of 60-day re- 
porting requirement per 870410 request end. 

SYLVESTER, E.D. Project Directorate 11-1. GL-87-02. 87/05/20. UTLEY.E.E. Carolina 
Power & Ught Co. 1p. 41065:140-41065:142. 

8705280143 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USl A-46 equipment seismic adequacy verification require- 
ments. Response extended to 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
87/04/28. SMITH, N.P. Seismic Qualification Utility Group. 2pp. 41065:347-41065:350. 

8705280352 Informs that util participates in Seismic Qualification Util Group (SQUG) 
program & Intends to follow SQUG program approach for resolution of USl A-46 re 
verification of seismic adequacy of mechanical & electrical equipment. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. GL-87-02. 87/05/19. 
Document Control Branch (Document Control Desk). 1p. 41107:359-41107:359. 

8705290064 Requests extension of time for response to Generic Ltr 87-02 until 60 days 
after availability of guidance re generic implementation of seismic verification program, 
including issuance of NRC generic SER. 

COCKFIELD.D.W, Portland General Electric Co. GL-87-02. 87/05/22. Document Con- 
trol Branch (Document Control Desk). 2pp. 41117:238-41117:239. 
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8704160063 Supp1 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp. 40769:102-40769:203. 

8705010048 PNO-lll-87-060:on 870424, util authorized permanent shutdown of plant due 
to economic reasons-PIant will be put in cold shutdown mode within next 2 wks.No 
organizational changes will be made but plant staff will be reduced. 

JACKIW.I.N., RIDGWAY,K.R. Region 3. Office of Director. 87/04/27. Ip. 40772:176- 
40772:176. 

8705010066 EN-87-037:notlce of violation & proposed imposition of civil penalty in 
amount of $50,000 vwll be issued on or about 870429 to utiLAction based on failure to 
follow procedures, evaluate test results & perform adequate radiation sun/ey. 
MILANO.P., UEBERMAN,J. Office of Enforcement (Post 870413). 87/04/24. Ip. 
40772:100-40772:100. 


8705010083 PNO-IV-87-021:on 870424.licensee introduced depleted UF6 as feed mat! 
in initial startup phase of newly constructed processing plant. Minor difficulties associ- 
ated w/process equipment encountered during testing. 

EVERETT.R.J., HOLLEY, L. Region 4, Office of Director. 87/04/27. Ip. 40771:332- 
40771:332. 

8705040185 PNO-l-87-038;on 870429, licensee learned that control room operator 
tested positive for use of controlled substance. Employee will be terminated.lndividual 
acceptance into rehabilitation program under consideration. 

NORRHOLM.L, LINVILLE.J. Region 1, Office of Director. 87/04/29. 1p. 40779:213- 
40779:213. 

8705040279 PNS-V-87-003:on 870427,two safety-related wires inside 480- volt west 
switchgear room controlling sys for Train A suction valve from borated water tank to 
low pressure safety injection/ containment spray sys discovered cut. 

SCHAEFER, D., NORDERHAUG,L. Region 5, Office of Director. 87/04/27. Ip. 
40779:360-40779:360. 

8705050235 PNO-V-87-031A:on 87041 7.licensee reported potential foot exposure of 
plant worker exceeding 18.75 rem limit.Staff retrained in precautions to minimize expo- 
sure from radioactive matl & appropriate radiological control started. 

YUHAS,G.. WENSLAWSKI,F. Region 5, Office of Director. 87/04/29. 2pp. 40800:358- 
40800:359. 

8705050297 PNO-IV-87-024:on 870429, licensee announced intent to sell nuclear 
operations.No time frame for divestiture of holdings specified. 

BANGART.R.L Region 4, Office of Director. 87/04/30. Ip. 40812:003-40812:003. 

8705060040 NRC Info Notice 87-021, “Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). IEC-81-02. 87/ 
05/11. Consolidated Edison Co. of New York, Inc. 106pp. 40961:001-40961:106. 

8705060075 Forwards NUREG/CR-4524 re closeout of IE Bulletin 80-24, “Prevention of 
Damage Due to Water Leakage Inside Containment.” NRR reviewed NUREG/CR- 
4524 & concurs in contractor conclusion that bulletin now closed.W/o end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). IEB-80-24. 87/ 
05/01. KANE.W.F. Region 1, Office of Director. GIBSON.A.F. Region 2. Office of Di- 
rector. NORELIUS.C.E. Region 3, Office of Director. 3pp. 40831:344-40831:346. 

8705060281 PNO-TMI-87-003:on 870503,4-inch diameter reinforced rubber pump dis- 
charge hose ruptured on defueling water cleanup sys spilling approx 150 gallons of 
unfiltered reactor coolant. Three persons sprayed w/water decontaminated. 
COLLINS.D., TRAVERS.W. NRC - No Detailed Affiliation Given. 87/05/04. 1p. 
40820:122-40820:122. 

8705060407 PNO-II 1-87-061 :on 870425,generator shutdown to reduce frame vibrations 
& repair hydrogen leak into stator water cooling sys.lnspectors monitoring licensee 
actIvities.Reactor will be kept critical to support generator balance runs. 

FORNEY,W., WARN1CK,R. Region 3. Office of Director. 87/04/28. Ip, 40839:026- 
40839:026. 

8705070042 PNO-lll-87-060A:on 870427, reactor entered 72 h Tech Spec action 
statement.Caused by inoperable shutdown condenser inlet valve 1 B.Licensee plans to 
reduce power from 98% on 870429 & complete permanent shutdown on 870430. 
JACKIW,l.N.. GULDEMOND.W.G. Region 3, Office of Director. 87/04/28. Ip. 
40849:001-40849:001. 

8705070047 PNO-lll-87-056A:on 87041 3,operators manually scrammed unit from 3% 
power due to steam leak from drain line in condenser bay.Caused by weld failure 
during excessive turbulence.Parts of line replaced, rerouted & secured w/addi sup- 
ports. 

KNOP,R.C., WARNICK.R.F. Region 3, Office of Director. 87/04/28, 1p. 40849:296- 
40849:296. 

8705070091 PNO-IH-87-062:on 870423, two pressure switches for auxiliary feedwater 
pump turbine failed.Caused by foreign matl on diaphrams & 0-ring seating 
surfaces.Testing frequency of switches increased. Vendor plans to issue Part 21 
notice. 

DEFAYETTE,R., GULDEMOND,W. Region 3, Office of Director. 87/04/29. 1p. 
40849:295-40849:295. 

8705070151 EN-87-038:on 870504, notice of violation & proposed imposition of civil pen- 
alty in amount of $500 will be issued.Action based on unauthorized storage of mois- 
ture density gauge & failure to secure matl against removal. 

FLACK, E., UEBERMAN,J. Office of Enforcement (Post 870413). 87/04/29. Ip. 
40849:336-40849:336. 

8705080010 PNO-IV-87-023:on 870430.const craftsman fell 30 ft from ladder & suffered 
broken elbow & concusslon.Another man onsite found dead of heart attack. 
CONSTABLE, G.L Region 4. Office of Director. 87/04/30. Ip. 40872:247-40872:247. 

8705080012 PNO-l-87-039:on 870430,licensee identified potential circuit failure prevent- 
ing automatic start of auxiliary feedwater pumps by loss of main feedwater or lo-lo 
steam generator signals.Circuit modified for independent relays. 

NORRHOLM.L, LINVILLE.J. Region 1, Office of Director. 87/05/01. 1p. 40872:245- 
40872:245. 

8705080045 PNO-OSP-87-004:on 870429, approx 11,000 gallons of primary coolant 
water spilled into containment sump.Caused by pressurizer spray line vent valve which 
had been left open. Water pumped from sump to radwaste sys. 

MCCOY,F., BRADY, J. Office of Special Projects. 87/05/04. Ip. 40862:219-40862:219. 

8705080156 PNO-lV-87-025:on 870427, received permission to take reactor at power 
levels above 10%.On 870430, generator synchronized w/ grid- Licensee will conduct 
operations at less than 35% power until certain technical issues resolved. 
JAUDON,J.P. Region 4. Office of Director. 87/05/01. Ip. 40872:203-40872:203. 

8705080349 PNO-lll-87-063:on 870501, Region Ilf issued amend to License 39-23004- 
03, authorizing operation of low level radwaste supercompactor. Licensee intends to 
compact low level waste & ship to waste disposal site. 

MALLETT.B., AXELSON.W. Region 3. Office of Director. 87/05/01. 1p. 40872:052- 
40872:052. 
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8705110220 EN-86-081A:on 870507.order imposing civil penalty in amount of $388 
issued.After consideration of licensee response, staff concluded that two of nine viola- 
tions did not occur. 

FLACK.E.. LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/07, Ip. 
40884:325-40884:325. 

8705110325 EN-86-089A:on 870507, order imposing civil penalty in amount of $1,250 
issued to licensee, based on licensee 870106 response to 861208 notice of violation 
re failure to conduct appropriate radiological surveys during experiment. 

FLACK.E., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/07. Ip. 
40883:178-40883:178. 

8705120270 PNO-V-87-034:on 870502.w/plant in cold shutdown for 16 months.licensee 
began planned 7-day dual train decay heat sys outage.Steam generators operable & 
available for DHR. Resident inspectors monitoring outage. 

D’ANGELO, A.. MILLER, L. Region 5, Office of Director. 87/05/05. Ip. 40906:207- 
40906:207. 

8705120298 PNO-V-87-035:on 870507.individual w/contamination level of 160,000 
dpm/square centimeters on knees became ill while removing protective clothing worn 
for decontaminating equipment. Individual transported to hosp & decontaminated. 
HOOKER.C., YUHAS.G. Region 5, Office of Director. 87/05/08. Ip. 40907:130- 
40907:130. 

8705130195 Forwards draft info notice, "Environ Qualification Test Failures of Marathon 
1600 Terminal Blocks,” for review & comment. Comments received by 870520 will be 
considered in final rev. 

BERLINGER.C.H. Generic Communications Branch. 87/05/11. CAMPISI.J. Marathon 
Special Products Corp. 5pp. 40911:207-40911:211. 

8705130258 EN-87-039:on 87051 2,notice of violation & proposed imposition of civil pen- 
alty in amount $50,000 for licenses will be issued.Action based on failure to ensure 
integrity of protected area barrier. 

ROBINSON.P.. LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/07. 1p. 
40910:028-40910:028. 

8705140111 EN-87-006A:on 87051 2,notice of violation & proposed imposition of civil 
penalty in amount of $250 issued based on licensee 870302 submittal of corrective 
actions for listed violations, including failure to store matl properly. 

ROBINSON.P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/12. Ip. 
40918:049-40918:049. 

8705150365 PNO-lll-87-065:on 870505.contract security guard fired as results of blood 
alcohol test showing intoxication.Guard observed talking loudly & using profanity on 
870502.Security locks will be changed. 

CREED, J.R., AXELSON.W.L. Region 3, Office of Director. 87/05/07, Ip. 40926:360- 
40926:360. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
Nonpower Reactors." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison (jo. of New York. Inc. 106pp. 41031:324-41032:068. 


8705220434 PNO-lll-87-066A:on 870509,piping elbows & hangers damaged by alleged 
water hammer.Piping elbows on each end of 200-ft run of main steam line 
dropped 7 inches. Indication found on pipe-to-elbow weld downstream of MSIv 
B.Cause unknown. ^ ^ ^ ^ _ 

FORNEY, W.L, WARNICK.R.F. Region 3, Office of Director. 87/05/14. Ip. 41020:145- 
41020:145. 

8705260012 PNO-HI-87-071:on 87051 9,patient crushed to death when 2,800 lb Co-60 
housing on teletherapy unit snapped off holder & landed on head.Cause not 
established.Two inspectors & div director will be sent to hosp. 

WIEDEMAN.D.G., AXELSON.W.L Region 3. Office of Director. 87/05/19. 2pp. 
41033:183-41033:184. 

8705260022 PNO-lll-87-068:on 87041 S.patient received therapeutic radiation exposure 
30% greater than prescribed.Caused by error in recording intended treatment 
duration. Patient examined by physician & case will be reviewed by NRC. 
WIEDEMAN.D., AXELSON.W. Region 3, Office of Director. 87/05/15. Ip. 41033:008- 
41033:008. 

8705260304 PNO-IV-87-027:on 87051 8,reactor shut down due to high conductivity in re- 
actor coolant due to condenser tube leaks. Shut down expected to exceed 48 h. 
BENNETT.W.R. Region Director. 87/05/19. Ip. 41032:125-41032:125. 

8705260476 PNO-lll-87-070:on 8705 14, shipment of 20 mCi I-125 sealed sources found 
to be leaking.Caused by damage to sources when removed from holders prior to 
shipment.Radiation surveys performed & no outside contamination noted. 
SRENIAWSKl.D., AXELSON.W. Region 3. Office of Director. IEIN-86-095. 87/05/18. 
Ip. 41038:114-41038:114. 

8705270024 PNO-l-87-043:on 87051 4,during reactor trip breaker response time 
testing.reactor trip occurred.Steam generator feedwater isolation pressure transient re- 
sultedr in failure of two lines to thermal relief valves.Cause under investigation. 
SHEDLOSKY,J., MCCABE.E. Region 1, Office of Director. 87/05/15. Ip. 41043:360- 
41043:360. 

8705270046 PNO-l-87-042a:licensee updated NRC re sleeping nonlicensed operator 
discovered on 870513 in radwaste control room. Operator not "on shift" but extra op- 
erator performing blocking & permit writing duties.Operator disciplined. 

COWGILLC., GALLO, R. Region 1, Office of Director. 87/05/19. Ip. 41044:222- 
41044:222. 

8705270332 PNO-l-87-042:on 87051 3.nonlicensed operator found sleeping while on 
duty during ’Z’ shift.Licensee suspended individual pending investigation.State of MD 
& ijommonwealth of PA informed. 

JOHNSON, T., COWGILLC. Region 1. Office of Director. 87/05/14. 2pp. 41049:197- 
41049:198. 

8705270610 PNO-V-87-038:on 87051 3, female air lock operator received injury to neck 
while opening air lock door to transfer matl from containment.Operator transported 
offsite for medical attention.No serious injuries or contamination found. 

HOOKER.C., YUHAS.G. Region 5, Office of Director. 87/05/14. Ip. 41085:133- 
41085:133, 


8705180165 PNO-l-87-040:on 870506,30 g of suspected marijuana found onsite when 
substance fell out of jacket of Catalytic laborer.Caused by employee accidentally 
bringing substance onsite.Employee terminated. 

JOHNSON.T., LINVILLE.J. Region 1, Office of Director. 87/05/08. Ip. 40954:129- 
40954:129. 


8705180233 PNO-lll-87-067:on 87051 0.suction valve to motor-driven feedwater pump 
closed by operator while pump in operation. Caused by transition from one sys to 
another.Pump will be examined for damage.State of OH notified, 

DEFAYETTE.R., GULDEMOND.W. Region 3, Office of Director, 87/05/11. Ip. 
40951:322-40951:322. 

8705180248 PNO-l-87-041:on 870508,util terminated employment of subcontractor 
Hines performing CRD exchange work.Caused by poor work performance. Workers es- 
corted offsite.Media contacted by worker re 870505-08 facial contaminations. 
LINVILLE.J., GALLO, R. Region 1, Office of Director. 87/05/11. Ip. 40951:317- 
40951:317. 


8705180476 PNO-lll-87-066:on 870509,during process of heating up unit following refu- 
eling outage.water hammer damaged main steam line 1 B outside contaInment.Cause 
unknown.MSIVs & bypass valves taken out of svc & repairs started. 

FORNEY, W.L, WARNICK.R.F. Region 3, Office of Director, 87/05/11. Ip. 40951:116- 
40951:116. 


8705190236 PNO-ll-87-026:on 870507, mobile radwaste compactor sys impounded in 
Vicksburg.MS due to lack of State of MS or NRC license.Trailer being retained at nu- 
clear laundry until decontamination completed. 

WOODRUFF, R.L. Region 2, Office of Director. 87/05/07. Ip. 40967:228-40967:228. 


8705190242 PNO-ll-87-028:on 87051 3, device suspected of being bomb was 
identified. Licensee declared security alert & FBI notified. Device determined by bomb 
squad to be nonexplosive. 

TILLMAN,A., MCGUIRE, D. Region 2, Office of Director. 87/05/13. 1p. 40967:036- 
40967:036. 


8705190329 PNO-ll-87-027:on 870508, Troxler 341 IB density gauge stolen from 
ofc.Police rept not filed in hopes of licensee catching thief.Onsite visit scheduled for 
870518.State of WV notified. ^ 

BROWN.R. Region 2, Office of Director. 87/05/08. 1p. 40974:359-40974:359. 


8705190641 EN-87-040:on 87051 4, notice of violation & proposed imposition of civil pen- 
alty in amount of $100,000 will be issued to util.Action based on significant deficien- 
cies in implementation of surveillance testing program. ^ . 

WONG.H., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/11. Ip. 
40970:204-40970:204. 


8705280024 PNO-V-87-037:on 87051 2, fatigue fracture occurred on 1-inch safety injec- 
tion fill line on accumulator tank A & 2,000 gallons of 2,000 ppm borated water 
drained onto containment floor.By 87051 4,two addi accumulator tanks found w/ 
crdcks 

PEREIRA.D., MENDONCA,M. Region 5, Office of Director. 87/05/14. Ip. 41094:192- 
41094:192. 

8705280046 EN-87-001A:on 870522,notice of violation & proposed imposition of civil 
penalty In amount of $4,000 issued. Action based on violations re overexposure & in- 
adequate radiation hazard evaluation during pellet handling. 

FLACK.E, LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/22. Ip. 
41088:340-41088:340. 

8705280059 PNO-l-87-044:on 87051 6, receipt insp of two radioactive mails shipping 
packages showed external radiation levels of 2,000 & 1,500 mrem/h.exceeding NRC 
& DOT limit of 200 mrem/h. Cause being Investigated.States of NY & NC will be in- 
formed. 

BICEHOUSEH., PASCIAK.W. Region 1, Office of Director. 87/05/20. Ip. 41094:177- 
41094:177. 

8705280096 PNO-ll-87-029:on 87051 6,unit tripped on low reactor coolant flow rate in 
Loop A.Caused by partial closure of hot loop isolation valve.Outage of 12 days 
planned to correct problem.Resident inspector will provide followup. 

CROTEAU.R., CANTRELL, F. Region 2. Office of Director. 87/05/18. Ip. 41092:150- 
41092:150. 

8705280261 PNO-V-87-032A:licensee investigations into manner in which small stones 
introduced into hot leg side of steam generator 1 determined that stones carried into 
generator during erection of work platform.Tubes in generators to be plugged. 
ZIMMERMAN, R., RICHARDS,S. Region 5, Office of Director. 87/04/29. 1p. 
41095:022-41095:022. 

8705280305 PNO-V-87-033:on 870429, C Wilcox announced during press conference 
that C Andognini had been selected as util new chief executive officer reporting direct- 
ly to util board of directors,effective 870504. 

MILLER, L Region 5, Office of Director. 87/04/30. Ip. 41107:223-41107:223. 

8705280360 EN-87-041:notice of violation & proposed imposition of civil penalty in 
amount of $5,000 will be issued on 870521 .Action based on failure to maintain direct 
surveillance of high radiation area at temporary field site. 

FUCK,E., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/18. 1p. 
41088:322-41088:322. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8705220011 PNO-V-87-086:on 87051 0,reactor shutdown due to inoperable Channel C 
120-volt ac vital inverter.Outage tasks will include surveillance tests, insp & repair of 
leaking low pressure feedwater heater & equipment problem repairs. 

RICHARDS.S., FIORELLI,G. Region 5, Office of Director. 87/05/13. Ip. 41021:192- 
41021:192. 


8705050130 Requests that future filings re JA Corder be forwarded to listed new 
stdciross ©ff©ctiv© 87041 5 

GARDe!b.P. Government Accountability Project. 87/04/22. MARTIN, R.D. Region 4, 
Office of Director. Ip, 40800:360-40800:360. 
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8705070104 Responds to end 870402 !tr re constituent concern about funding for con- 
tracted inspectors. Sufficient funding available. B Marini experience confined mainly to 
const stage facilities.Constituent request & related info also end. 

STELLO.V. Office of the Executive Director for Operations. 87/04/28. PROXMIRE,W. 
Senate. 7pp. 40850:077.40850:083. 


8705040193 Forwards info for resolution of open items re SEP Topic III-6, "Seismic 
Design Considerations,” including Rev 0 to 87137.01-0-001, "Response to Palisades 
Integrated Plant SAR, Palisades Nuclear Plant” re Motor Control Ctrs 1 & 2. 
KuiMIN,J.L Consumers Power Co. 87/04/30. Document Control Branch (Document 
Control Desk). 13pp. 40779:214-40779:257. 


8705130271 Summary of 870330 meeting w/DOE.Div of Naval Reactors in Siver 
Spring, MD re design of Model M-140 rail shipping cask. Plans for drop testing dis- 
cussed. 

ODEGAARDEM.R.H. Transportation Branch. 87/04/24. Transportation Branch. 2pp. 
40911:073-409:1:077. 


8705040239 Forwards portion of Bechtel Engineering Corp Calculation EC-SOOO, voltage 
regulation study per FSAR Question 430.20N & SER (NUREG.0781), Section 
8.3.1, Page 8-6. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2128. 87/04/29. Docu- 
ment Control Branch (Document Control Desk). 356pp. 40776:054-40777:049. 


8705190233 Transcript of V Stello prepared testimony before Senate Subcommittee on 
Surface Transportation re reauthorization of Hazardous Matl Transportation 
Act. Commission Policy Statement on transportation & MOU between NRC & DOT 
end. 

STELLO.V. Office of the Executive Director for Operations. 87/05/12. 12pp. 
41162:111-41162:122. 

8705220388 Ack receipt of 870331 Itr fonvarding T Marini Itr re release of funding for 
NRC insp work.NRC cannot guarantee employment for technical assistance special- 
ists due to nature & number of plants experiencing need for insps. 

STELLO.V. Office of the Executive Director for Operations. 87/05/05. ROTH.T. House 
of Rep. 6pp. 41 021 :246-41 021 :253. 

-8705220391 Requests exam of end constituent Itr re funding of nuclear plant insps. 
ROTH.T. House of Rep. 87/03/31. NRC - No Detailed Affiliation Given. 2pp. 
41021:252-41021:253. 

8705220444 Requests all ofcs designate internal control coordinator to work w/Internal 
control committee.End form should be returned by 870522.NRC Manual Chapter 
0801, “Internal Controls" end to assist in selection. 

HILLER, L. NRC - No Detailed Affiliation Given. 87/05/13. CONNELLY.S.R. Office of 
Inspector & Auditor. PARLER.W.C. Office of the General Counsel. TAYLOR, J.M. 
Deputy Executive Director for Regional Operations (Post 870413). 8pp. 41025:070- 
41025:077. 

8705270172 Informs of new address & telephone number.effective 870502. 
WILLINGHAM, T. Associated Power Systems, Inc. 87/05/18. NRC - No Detailed Affili- 
ation Given. Ip. 41055:142-41055:142. 

8705280040 Responds to 870420 Itr re telcon from T Marini concerning use of outside 
inspectors to inspect nuclear power plants. Contract technical assistance used for 
specialized areas in which NRC lacks expertise. 

STELLO.V. Office of the Executive Director for Operations. 87/05/15. PETRt.T.E. 
House of Rep. 5pp. 41097:072-41097:078. 

“8705280044 Requests response to end constituent Itr re use of outside inspectors to 
inspect nucler power plants. 

PETRI.T.E. House of Rep. 87/04/20. ZECH.L Commissioners. 2pp, 41097:077- 
41097:078. 


8705040299 Advises of completion of reactor vessel water level sys (RVWLS) preopera- 
tional testing.per License Condition 1 in SER (NUREG-0781).Results of preoperational 
testing indicate that RVWLS expected to function as designed. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2124. 87/04/29. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40779:201-40779:203. 

8705040308 Forwards Rev 0 to Station Procedure OPGP3-CN-0006. "Nonsafety-Relat- 
ed (NON Q) Communications Sys Testing Program,” submitted per Confirmatory Item 
19 of SER, NUREG-0781. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2121. 87/04/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40780:288-40780:298. 

-8705040228 Rev 0 to Station Procedure OPGP3-CN-0006, “Nonsafety-Related (NON 
Q) Communications Sys Testing Program.” 

WISENBURG.M.R. Houston Lighting & Power Co. 87/04/24. 9pp. 40780:290- 
40780:298. 

8705050206 Application for amend to License NPF-49, changing License Condition 
2.C.{6), "Instrumentation for Monitoring Post- Accident Conditions Reg Guide 1,97, Rev 
2...” re schedule for installation of instrumentation.Fee paid, 

MROCZKA,E,J.. WERNER.R.P. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). MROCZKA.E.J. Northeast Utilities. B12500. 87/05/01. Document Control 
Branch (Document Control Desk). 5pp. 40810:244-40810:251, 

8705050287 Advises that chemical & vol control sys included in inservice leakage test 
program administered by util.per SSER 2 (NUREG-0781) & ASME Section Xl.Util con- 
siders confirmatory item closed. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2001. 87/05/01, Docu- 
ment Control Branch (Document Control Desk). 2pp. 40800:150-40800:151. 

8705060018 NRC staff response to intervenors motion to strike portions of LILCO testi- 
mony.* Portion of testimony which refers to precursor document to NUREG-0654 
irrelevant, immaterial & prejudicial to Intervenors.Certificate of Svc end. 
BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3317. OL-3. 87/04/ 
29. Atomic Safety and Licensing Board Panel. 5pp. 40809:255-40809:259. 

8705060051 NUREG-0450 V03 REPORT OF THE MATERIAL CONTROL AND MATERI- 
AL ACCOUNTING TASK FORCE.BIueprint For The Future. 

* Test & Evaluation Branch. 78/04/30. 153pp. 40836:014-40836:166. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

870^270073 MUREG-1256 ORFT EVAlU.ATION PROCEDURE FOR SIMUUTION FA- 
CIJT'.ES CERTIFiED UNDER 10CrR55.Draft Report. 

l.A'jGHERY,K.R., PLOTT.C., WACHTEL.J. Division of Human Factors Technology 
lS51 125-870411). 87/:3/31. I^lpp-. 40682:096-40682:233. 

8704270093 NUREG/CR-2000 V06 N2 LICENSEE EVENT REPORT (LER) 
COMPILATION:For Month Of February 1987. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-2000. 87/03/31. Office 
for Analysis & Evaluation of Operational Data. Director, 123pp. 40678:297-40679:057. 

8704270202 NUREG/CR-4802 AN EVALUATION OF TRAC-PF1 /MODI COMPUTER 
CODE PERFORMANCE DURING POSTTEST SIMUUTIONS OF SEMISCALE MOD- 
2C FEEDWATER LINE BREAK TRANSIENTS. 

HALL.D.G.. WATK1NS.J.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6038. EQG- 
2486. 87/02/28. Office of Nuclear Regulatory Research, Director (Post 860720). 
204pp. 40681 ;1 73-40682:01 5. 

8704300307 Forwards "Emergency Operating Procedures Generation Package Imple- 
mentation Audit ReptRiver Bend Station." No response required based on commit- 
ment to submit revised procedures generation package to reflect development of flow- 
chart. 

STERN, S.M. Project Directorate IV. GL-82-33. 87/04/24. DEDDINS.J.C. Gulf States 
Utilities Co. 2pp. 40757:159-40757:213. 

8705010091 Reviews status of inadequate core cooling instrumentation sys design.Staff 
& consultants agree w/util that preliminary design of sys meets requirements of 
NUREG-0737,ltem II.F.2. 

SEARS, P.M. Project Directorate 1-3. 87/04/27. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 40774:146-40774:147. 


8705060075 Forwards NUREG/CR-4524 re closeout of IE Bulletin 80-24, "Prevention of 
Damage Due to Water Leakage Inside Containment.” NRR reviewed NUREG/CR- 
4524 & concurs in contractor conclusion that bulletin now closed.W/o end. 
ROSSi,C.E. Division of Operational Events Assessment (Post 870411). IEB-80-24. 87/ 
05/01. KANE,W.F. Region 1, Office of Director. GIBSON, A.F. Region 2, Office of Di- 
rector. NORELIUS,C.E. Region 3, Office of Director. 3pp. 40831:344-40831:346. 

8705060097 Forwards response to SALP rept.per 870312 request.Info provided in 
870406 meeting summarized or expanded. Measures taken to reduce number of per- 
sonnel errors re plant operations discussed. 

CLARK,P,R, General Public Utilities Corp. - GPU Service Corp. 87/04/28. Document 
Control Branch (Document Control Desk). 21pp. 40816:216-40816:236. 

8705060197 Forwards documents to be placed in PDR & Central Files on regulatory 
history for final rules 1 0CFR70 & 74 re reporting of SNM physical inventory summary 
results. 

HUFF,D.A. NRC - No Detailed Affiliation Given. AB26-2 01. 87/05/04. Document Con- 
trol Branch (Document Control Desk). Ip. 40842:161-40842:186. 

-8705060217 Forwards signed 870427 approved for publication notice, FR notice 
amending 10CFR70 & 74 re SNM physical inventory summary rept & regulatory analy- 
sis. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (820201-870411), AB26-2 
02. 87/04/06. STELLO.V. Office of the Executive Director for Operations. 8pp, 
40842:162-40842:169. 

-8705060239 "Reporting of SNM Physical Inventory Summary Results,” 10CFR70 & 74 
final rules,Amended regulations will assure that licensees provide timely & reliable info 
to public & NRC.Undated HL Thompson Itr & regulatory analysis end. 

STELLO.V. Office of the Executive Director for Operations. AB26-2 03. 87/04/27. 
1 7pp. 40842:1 70-40842: 1 86. 


8705010128 Discusses apparent inconsistency in guidance issued by NRC re criteria for 
declaring general emergency per Commission emergency planning regulations. 
SPANGENBERG.F. Illinois Power Co. U-600896. 87/04/28. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 5pp. 40770:143-40770:147. 

8705010135 Forwards revs to FSAR App 7A.S re suppi to NUREG-0737, incorporating 
editorial corrections & technical clarifications to provide consistency w/emergency 
plan. Conclusions previously reached in SER remain valid. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2113. 87/04/23. Docu- 
ment Control Branch (Document Control Desk). 10pp. 40770:128-40770:137. 

8705010171 Forwards draft environ protection plan (EPP).EPP not transmitted w/pro- 
posed OL on 870312.EPP based on FES (NUREG-1094) requirements.Comments re- 
quested by 870508. 

tAM,P.S, Project Diredorate 1-4. TAG 64802. 87/04/27. CAREY,J.J. Duquesne Light 
Co. 15pp. 40773:200-40773:214. 


8705060201 Forwards request for addi info re response to NUREG-0737, Item II.D.1, 
“Performance Testing of Relief & Safety Valves.” Response requested by 
870901. Meeting or telcon to clarify questions suggested. 

MCNEIL, S.A. Project Directorate 1-1. 87/04/30. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 8pp. 40836:167-40836:174. 


8705060216 Responds to NRC request for addI Info re NUREG-0737, Item II.D.1, “Per- 
iPJ'rtjance Testing of BWR & PWR Relief & Safety Valves.” Results from series of 
EPRI tests indicate need for insp & maint program to assure continual operability. 
SCHNELLD.F. Union Electric Co. ULNRC-1500. 87/04/24. Document Control Branch 
(Document Control Desk). 7pp. 40818:230-40818:236. 


8705060234 Forwards Tech Specs (NUREG-1235) issued In connection w/ issuance of 
full power License NPF-62.W/0 end. 

MULLER, p.R. Project Directorate III-2. 87/04/28. SPANGENBERG,F, Illinois Power 
Co. 2pp. 40842:155-40842:156. 


8705040163 Responds to 870312 SALP rept of util performance.Rept fair & comprehen- 
^ evaluatioaOperations supervisor undergoing licensing training in preparation for 
JuMicensIng exam. 

MURPHY, W.R Vermont Yankee Nuclear Power Corp. FVY 87-44. 87/04/24. Region 
1. Office of Director. 6pp. 40779:284-40779:289. 


Comments on proposed rule 10CFR50 re revs to acceptance criteria for 
ECCS.Stearn generator Integrity safety issues should be fully resolved so as not to 
lessen margin of safety offered to general public. 

JOHNSON, D.L. Affiliation Not Assigned. 52FR6334 001. 87/04/20. Docketing & Serv- 
ices Branch. 152pp. 40819:329-40820:120. ^ 
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8705060338 Comments on NUREG-0683, “Programmatic EIS re Decontamination & 
Disposal of Radwastes Resulting From 790328 Accident, TMI-2.’’ Recommends 
against two alternatives involving direct discharge to Susquehanna River. 
MCCLELLAN, M.M. Pennsylvania, Commonwealth of. 87/05/01. MASNIK,M. TMI-2 
Cleanup Project Directorate. 1 p. 40838:358-40838:358. 

8705070006 Ack receipt of 870213 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-361/86-25 & 50-362/86-26.Util responses re application of 
lessons learned at other plants discussed. 

KIRSCH.D.F. Region 5, Office of Director. 87/04/30. BASKIN, K.P. Southern California 
Edison Co. 3pp. 40849:200-40849:212. 

8705070014 Reconfirms that Unit 1 post accident sampling sys (PASS) meets or ex- 
ceeds requirements established by NUREG-0737, II.B.3.FSAR will be updated to re- 
flect differences between Unit 1 & Units 2 & 3 PASS. Fee paid. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
161-00170-JGH/D. 87/04/24. Document Control Branch (Document Control Desk). 
2pp. 40849:285-40849:286. 

8705070130 Sixth partial response to FOIA request for documents re 
allegations.Forwards App C & D documents.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/05. GARDE.B.P. 
Government Accountability Project. 14pp. 40860:023-40860:055. 

“8009190562 Forwards request for addi info based on TMI Lessons Learned & “Design 
Review of Plant Shielding & Environ Qualification of Equipment for Spaces/Sys Which 
May Be Used in Post-Accident Operations.” Related documentation end. 
KREGER.W.E. Assistant Director for Radiation Protection. 80/09/04. TEDESCO.R.L. 
Assistant Director for Licensing. 13pp. 40860:058-40860:074. 

“8705070170 Discusses NRC response to author 810820 allegations re operation of 
facility.NUREG-0675 agrees w/allegations but only responds by doing nothing to cor- 
rect situation until first refueling outage. Related documentation end. 

COOPER.J.H. Affiliation Not feigned. 84/02/05. BISHOP, T.W. Region 5, Office of 
Director. 201pp. 40860:301-40861:143. 

8705070193 Forwards request for addI info re Generic Ltr 83-28,ltem 2.2, “Vendor Inter- 
face (Programs for All Safety-Related Components)," to determine conformance w/ 
SRP, Sections 7.2 & 17.2.ltem will not impact licensinaper SSER (NUREG-0781). 
KADAMBI.N.P. Project Directorate IV. GL-83-28. 87/05/04. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 40854:052-40854:054. 

8705070218 Forwards safety evaluation re final design description of instrumentation to 
detect inadequate core cooling (ICC) sys. Actions to implement ICC sys & response to 
end milestone implementation schedule requested. 

PASTIS.H.N. Project Directorate 11-3. GL-82-28. 87/05/01. TUCKER, H.B. Duke Power 
Co. 2pp. 40850:040-40850:041. 

“8705080222 Safety evaluation supporting final design description of instrumentation to 
detect inadequate core cooling for facility, per Generic Ltr 82-28 & NUREG-0737,ltem 
II.F.2. Milestone schedule end. 

* NRC - No Detailed Affiliation Given. GL-82-28. 87/05/01. 5pp. 40850:042- 
40850:046. 

8705070238 Forwards NRC 870303 Itr to PG&E re results of evaluation of natural 
circulation, boron mixing & cooldown test.Util must discuss differences between facili- 
ties in analysis to demonstrate conformance to "Design Requirements of RHR Sys.” 
2WOLINSKI,J.A. Office of Special Projects. 87/04/27. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 40855:001-40855:079. 

8705070250 Forwards EGG-NTA-7477, "Review of Tech Spec Changes Supporting 
NUREG-0737 Accident Instrumentation, St Lucie Plant Units 1 & 2,” informal technical 
evaluation rept.for review.Work authorized by Task 5-4 complete. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. TAC 59356. 87/02/10. CARRINGTON,M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 40854:314- 
40854:326. 

“8703030696 EGG-NTA-7477 "Review of Tech Spec Changes Supporting NUREG- 
0737 Accident Instrumentation, St Lucie Units 1 & 2,” technical evaluation rept 
STOFFEUJ.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). STOFFEL.J.W. Idaho National 
Engineering Laboratory. FIN D-6023. GL-83-37. 87/01/31. NRC - No Detailed Affili- 
ation Given. T 1pp. 40854:315-40854:326. 

8705070267 Discusses findings of 861201-05 control room habitability survey performed 
by NRR & ANL.Three findings re flow data require prompt attention.Summary & 
schedule of actions to address items requested within 30 days of Itr receipt. 
ENGLE,L.B. Project Directorate 11-2. 87/05/04. STEWART,W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 32pp. 40854:282-40854:313. 

8705070336 Forwards technical evaluation rept, “TMI Action-NUREG-0737 (II.D.1) 
Relief & Safety Valve Testing, Indian Point.Unit 2," informal rept. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6492. EWR-26-87. 87/02/09. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). ip. 40851:207- 
40851:234. 

“8705070342 EGG-NTA-7500 "TMI Action-NUREG-0737 (II.D.1) Relief & Safety Valve 
Testing, Indian Point Unit 2,” informal rept. 

MILLER, G.K., NALEZNY,C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MILLER, G.K. 
Idaho National Engineering Laboratory. FIN A-6492. 87/02/28. NRC - No Detailed Af- 
filiation Given. 27pp. 40851 :208-40851 :234. 

8705080084 Forwards listed documents,including Ford Amend Study.Pages 3-6,3-7,3-8 
& 3-9 & Ofc of Geologic Repositories presentation, "Applying Lessons Learned from 
Nuclear..,," for review.Group discussion re subj scheduled for 870424. 

KNIGHT,J. Energy, Dept of. 87/04/02, KENNEDY, J. NRC - No Detailed Affiliation 
Given. LANGSf6N,M.E., STEINBERG.H. Energy, Dept of 21pp. 40871:044- 
40871:064. 

8705080212 Forwards Safety Insp Rept 50-219/87-08 on 870309-0419 & notice of vio- 
lation. 

COLUNS,S.J. Region 1, Office of Director. 87/05/01. FIEDLER,P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 40871:339-40871:357. 


“8705080236 Insp Rept 50-219/87-08 on 870309-041 9.Violations noted: failure to de- 
velop & implement formal surveillance procedure for ensuring operability of contain- 
ment leakage rate flow integrators. 

BLOUGH.A.R. Region 1, Office of Director. IEB-86-002. 87/04/28. 16pp. 40871:342- 
40871:357. 

8705080216 Submits addi info re mods to post-accident sampling sys in effort to im- 
prove sys reliability & provide alternate analyses for boron, chlorides & reactor bldg at- 
mosphere radioisotopes.Criterion 10 of NUREG-0737 satisfied. 

WARD.J.E. Sacramento Municipal Utility District. JEW 87-750. 87/05/04. 

MIRAGLIA,F.J. NRC - No Detailed Affiliation Given. 3pp. 40862:092-40862:094. 

8705080227 Responds to Confirmatory Item 41 A re approval of NUREG-0737 Item 
III.D.1.1, "Integrity of Sys Outside Containment Likely to Contain Radioactive Matl," 
per facility test program.ltem closed per 870415 Inspector Exit Interview 87-18. 
CAREY,J.J. Duquesne Light Co. 2NRC-7-097. 87/04/29. Document Control Branch 
(Document Control Desk). Ip. 40871:293-40871:293. 

8705080317 Forwards SER input on util SPDS.Successful resolution of issues based on 
NRC site audit & sys evaluation should result in display sys meeting requirements of 
Supp1 1 to NUREG-0737.lmplementation schedule requested by 870930. 

LICITRA,E.A. Project Directorate V, TAC 62796. 87/05/05. VAN BRUNT,E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 40863:029- 
40863:061. 

“8705080322 SER re plant SPDS based on NRC site audit & sys evaluation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/05. 31pp. 
40863:031-40863:061. 

8705110036 Responds to SER Confirmatory Item 41 B re completion & approval of 
NUREG-0737, Items II.K.I.S & II.K.I.IO per 870415 Inspector Exit Interview 87-18. 
CAREY,J,J. Duquesne Light Co. 2NRC-7-096. 87/04/29, Document Control Branch 
(Document Control Desk). Ip. 40877:194-40877:194. 

8705110047 Responds to NRC 860507 Itr & updates implementation schedule for mod 
to comply w/NUREG-0737,ltem II.E.4.2/7.Util considers high radiation isolation signals 
for lines 2 inches in diameter or smaller unnecessary. 

GALLAGHER,J.W. Philadelphia Electric Co. 87/04/28. BUTLER,W.R. Project Director- 
ate 1-2. 5pp. 40877:214-40877:218. 

8705110050 Responds to FOIA request for four categories of records re importation of 
products into US which may have been contaminated due to 860426 accident at 
Chernobyl.Forwards App A documents. Documents & NUREG-1250 available in PDR. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/07. BOSSONG,K. 
Public Citizen's Critical Mass Energy Project. 2pp. 40880:146-40880:151. 

8705110167 Clarifies util position w/respect to implementing requirements presented in 
SA Varga 870304 Itr re removal of control room chlorine detectors.Proposed changes 
to Tech Specs (NUREG-1223) end. 

HUNSADER.S.C, Commonwealth Edison Co. 3044K. 87/05/06. MURLEY.T.E. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 40882:011-40882:014. 

8705110357 Informs that submittal of control room habitability Tech Specs (NUREG- 
0737,ltem lll.D.3.4) anticipated by 870731, per 870331 request. 

TUCKER, H.B. Duke Power Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). Ip. 40875:082-40875:082. 

8705120010 NUREG-0020 V10 N11 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of October 31,1986.(Gray Book I) 

ROSS,P.A., BEEBE, M.R. Division of Computer & Telecommunications Services (Post 
870413). 87/04/30. 471pp. 40901:348-40903:098. 

8705120020 Application for amends to Licenses NPF-2 & NPF-8, revising Tech Specs to 
add surveillance requirement for containment purge supply & exhaust valve 
penetrations.Tech Specs reflect editorial changes to NRC proposed Tech Specs.Fee 
paid. 

MCDONALD,R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40891:203-40891:219. 

8705120069 NUREG-1235 TECHNICAL SPECIFICATIONS FOR CLINTON POWER 
STATION,UNIT 1. Docket No. 50-461 .(Illinois Power Company) 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 562pp. 
40897:147-40898:348. 

8705120074 NUREG-1244 PLAN FOR INTEGRATING TECHNICAL ACTIVITIES WITHIN 
THE U.S. NRC AND ITS CONTRACTORS IN THE AREA OF THERMAL HYDRAU- 
LICS. 

* Office of Nuclear Regulatory Research, Director (Post 860720). 87/04/30, 42pp. 
40896:152-40896:195. 

8705120086 NUREG-1271 GUIDELINES AND PROCEDURES FOR THE INTERNA- 
TIONAL CODE ASSESSMENT AND APPLICATIONS PROGRAM. 

TING.P,, BESSETTE,D., HANSON, R. Division of Reactor & Plant Systems (Post 
870413). 87/04/30. 80pp. 40896:073-40896:151. 

8705120087 NUREG/CR-4889 ZIRCALOY-4 OXIDATION AT 1300 TO 2400 DEGREES 
C. 

PRATER, J.T., COURTRIGHT,E.L. Battelle Memorial Institute, Pacific Northwest Lab- 
oratories. FIN B-2455, PNL-6166. 87/04/30. Office of Nuclear Regulatory Research, 
Director (Post 860720). 41pp. 40896:034-40896:072. 

8705120091 NUREG/CR-4890 HEAT OF REACTION OF MOLTEN ZIRCONIUM WITH 
U02. 

BRIMHALL,J.L., PRATER,J.T. Battelle Memorial Institute, Pacific Northwest Laborato- 
ries. FIN B-2455. PNL-6165. 87/04/30. Division of Reactor Accident Analysis (Post 
870413), 32pp. 40896:225-40896:255. 

8705120092 NUREG/CR-4918 V01 CONTROL OF WATER INFILTRATION INTO NEAR 
SURFACE LLW DISPOSAL UNITS.Annual Report, October 1985 - September 1986. 
SCHULZ, R.K., RIDKY.R.W., O’DONNELUE. Cfalifornia, Univ. of, Berkeley, CA. 87/04/ 
30. Division of Engineering (Post 870413). 30pp. 40896:196-40896:224. 

8705120101 NUREG/CR-4623 IN-SITU STRESS MEASUREMENTS IN THE EARTH’S 
CRUST IN THE EASTERN UNITED STATES. 

RUNDLE,T.A.. SINGH,M.M., BAKER, C.H. Engineers International, Inc. FIN B-8292. 
87/04/30. Office of Nuclear Regulatory Research, Director (Post 860720). 609pp. 
40900:099-40901:347. 
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8705120103 NUREG/CR-4307 V03 LWR PRESSURE VESSEL SURVEILLANCE DO- 
SIMETRY IMPROVEMENT PROGRAM. 1986 Annual Report, October 1985 - Septem- 
ber 1986. 

MCELRC j'.W.N. Hanford Engineering Development Laboratory. FIN B-5988. HEDL- 
TME 86-2. 87/04/30. Office of Nuclear Regulatory Research, Director (Post 860720). 
232pp. 40896:256-40897:127. 

8705120121 NUREG-1300 ENVIRONMENTAL STANDARD REVIEW PLAN FOR THE 
REVIEW OF A LICENSE APPLICATION FOR A LOW-LEVEL RADIOACTIVE WASTE 
DISPOSAL FACILITY. 

PANGBURN.G.C. Office of Nuclear Material Safety & Safeguards, Director. 87/04/30. 
251pp. 40899:001-40899:251. 

8705120123 NUREG-0750 V24 N04 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR OCTOBER 1986.Pages 489-679. 

• Division of Publication Services (Post 870413). 87/04/30. 202pp. 40899:257- 
40900:098. 

8705120261 Submits addi info re NUREG-0737,ltem II.E.1.1, “Emergency Feedwater 
Sys Review,” per NRC 870331-0402 meeting request. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0587-02. 87/ 
05/06. Document Control Branch (Document Control Desk). 2pp. 40886:181- 
40886:182. 

8705120281 Forwards "Crystal River Unit 3 Control Room Habitability Supplemental As- 
sessment Due to Sulfur Dioxide Release at Units 1 & 2," summary repLRept updated 
from 861218 submittal. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0687-11. 87/ 
05/07. Document Control Branch (Document Control Desk). 1p. 40906:217- 
40906:235. 

8705120355 Provides addI info re insp of pressurizer safety relief vah/es.per NRC 
requestSafety relief valves will be inspected after each lift involving loop seal or water 
discharge,under Procedure OPMP04-RC-0024. 

WISENBURG.M.R. Houston Ughting & Power Co. ST-HL-AE-2032. 87/05/08. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40910:002-40910:003. 

8705130014 Forwards FES on decommissioning of facility. Comments on DES & re- 
sponses to comments incorporated in FES.W/o FES. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/06. 
WOOD,J.M. Commerce, DepL of, National Oceanic & Atmospheric Administration. 
5pp. 40919:255-40919:261. 

8705130044 Forwards consolidated listing of all comments received on draft program- 
matic EIS SuppI 2 dealing w/disposal or accident-generated water. 

MASN1K,M. TMI-2 Cleanup Project Directorate. 87/05/07. NRC - No Detailed Affili- 
ation Given. 3pp. 4091 1:255-4091 1:306. 

-8705130123 Comments on draft SuppI 2 to programmatic EIS for disposal of radloac- 
tlvely contaminated water stored at TMt.Util should demonstrate expertise at monitor- 
ing safe storage of contaminated water. 

HOSSLER.D.E. Affiliation Not Assigned. 87/03/03. MASNIK.M. TMI-2 Cleanup Project 
Directorate. 2pp. 40911:312-40911:318. 

8705130080 Forwards safety evaluation re util 840831 addendum to plant unique analy- 
sis rept detailing analytical approach used to resolve safety/ relief valve second lift 
loading concerns. Mods proposed in 821111 Itr need not be implemented. 
SYLVESTER,E.D. Project Directorate II-1. TAG 55584. 87/05/07. UTLEY, E.E. Carolina 
Power & Light Co. Ip. 40919:183-40919:185. 

-8705130090 Safety evaluation re util 840831 submittal of addendum to plant unique 
analysis rept on Mark I containment mod program.Safety/relief valve load Cases C3.2 
& C3.3 adequately addressed & resolved. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 2pp. 
40919:184-40919:185. 

8705130103 Advises that emergency response facilities & meteorological data upgrade 
will be audited against requirements of SuppI 1 to NUREG-0737 & NUREG- 
0654,respectively.Insp will be arranged prior to restart of Unit 2. 

ZWOLINSKI.J.A. Office of Special Projects. TAG 45928. 87/05/04. WHITE.S.A. Ten- 
nessee Vall^ Authority. 2pp, 4091 1:044-40911:045. 

8705130112 Forwards safety evaluation re SPDS.No serious safety questions 
posed.Recommends human factors review of display format conducted & necessary 
correction made & data sample rate within SPDS reevaluated. 

SEARS, P.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/06. 
RANDA22A,J.B. Maine Yankee Atomic Power Co. 4pp. 40911:046-40911:059. 

—8705130186 Safety evaluation re SPDS.Parameter selected for display & evaluation of 
critical safety functions acceptable but measured status of containment isolation 
should also be displayed. 

• Office of Nuclear Reactor Regulation, Director (Post 870411), 87/05/06. 10pp. 
40911:050-40911:059. 

8705140044 Advises that util 840601 procedures generation package not 
acceptable.PackMe does not adequately address requirements of Generic Ltr 82-33 
^^pl 1 to NURK-0737).Requests util review end comments & revise package.Draft 

WAGNER.D.H. Project Directorate 111-3. GL-82-33. 87/05/05. FAY.C.W. Wisconsin 
Electric Power Co. 19pp. 40919:332-40919:350. 

8705150245 Comments on draft NUREG-1150,Vol 1, “Reactor Risk Ref Document.” 
NRC deviated from listed ideal procedure in develojjment of risk assessment of reac- 
tor accidents. Comparison of TMl-2 & Chernobyl accidents provided. 

CHUBB.W. Affiliation Not Assigned. 52FR7950. 87/03/05. ROSS.D.F. Office of Nucle- 
ar Regulatory Research, Director (Post 860720). 3pp. 40934:359-40934:362. 

87(^150251 (Comments on draft NUREG-1150 over-estimation of activity releases 
based on TMI-2 data.Based on ChemofayI-4 data,NRC estimates of human risk from 
max credible accident over- estimated by factor of 50. 

CHUBB.W. Affiliation Not Assigned. 52FR7950. 87/03/16. ZECH.L, Commissioners. 
3pp. 40929:166-40929:168. 

8705180001 NUREG-0750 V23 NUCLEAR REGULATORY COMMISSION ISSUANCES 
FOR JANUARY-JUNE 1986.Pages 1-883. 

• Divfeion of Technical Information & Document Control (Pre 870120). 87/03/31. 
950pp. 40945:176-40948:030. 


8705180018 Comments on recent issuance of NUREG-1150, summarizing four specific 
concerns, including no credit for equipment not required or for actions for which no 
written procedures exist & major contributor to calculated risks, 

LEVENSON,M. Bechtel Western Power Corp. 52FR7950. 87/04/09. ZECH,L. Com- 
missioners. 7pp. 40940:016-40940:022. 

8705180044 Comments on NUREG-1150. “Reactor Risk Ref Document." Method of 
characterizing & displaying risk uncertainty emphasized much more than traditional al- 
tern£itiv0S* 

WARMAN.E.A. Stone & Webster Engineering Corp. 52FR7950. 87/04/15. ROSS.D.F. 
Office of Nuclear Regulatory Research, Director (Post 860720). 7pp. 40940:009- 
40940:015. 

8705180290 Submits response to Sections 4.21.2 & 4.21.5 to SEP Integrated Plant 
Safety Assessment Rept Topic VI-7.C.1 , “App K-Electrical Instrumentation & Control 
(EIC) Re-Reviews." Related info, including Rev 7 to DOP 6900-E2 end. 

JOHNSON.I.M. Commonwealth Edison Co. 3069K. 87/05/12. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 4pp, 40963:344-40963:360. 

8705180321 Forwards info re valid & non-valid diesel generator failures updated sum- 
mary of Diesel Generator 1 DG01 KB performance since successful completion of pre- 
operational testing, per NUREG-1223. 

HUNSADER.S.C. Commonwealth Edison Co. 2992K. 87/04/22. DAVIS, A.B. Region 3, 
Office of Director. 11pp. 40952:107-40952:117. 

8705180372 Informs that 841001 initial response to “SuppI 1 to NUREG-0737, Require- 
ments for Emergency Response Capability" contains items that need to be 
addressed. Response requested within 60 days.Draft SER encl,W/o end. 

MCDONALD, D.G. Project Directorate II-2. GL-82-33. 87/05/08. WOODY.C.O. Florida 
Power & Light Co. 1p. 40960:029-40960:029. 

8705180374 Ack receipt of 870430 response to 870331 notice of violation based on 
Insp Rept 40-8027/87-01. NRC disagrees that licensee in full compliance w/CPIP-11 
on 870206, per NUREG-0762 re classification sys.Listed add! info requested. 

FISHER, W.L Region 4, Office of Director. 87/05/12. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp,), 2pp. 40958:078-40958:082, 

8705180406 Re^onds to end 870330 Itr forwarding RJ Rohland 861025 Itr expressing 
concerns w/NRC decision to remove AM-FM radio from plant control room.Decision In 
best interest of safe plant operation. 

STELLO.V. Office of the Executive Director for Operations. IEC-81-02. 87/05/11. 
DURENBERGER.D. Senate. 2pp. 40969:127-40959:136. 

8705180475 Assigns PJ Morrill to evaluate licensed operator requallfication program at 
facility using alternate approach to requallfication exams outlined in WT Russell 
860522 memo. Evaluation will be based on NUREG-1021,ES-601 requirements. 
ELIN,J.O. Region 5, Office of Director. 87/05/08. MORRILL,P.J. Region 5 , Office of 
Director. 1p. 40958:165-40958:165. 

8705180482 FOIA request for proposed Reg Guide 1.XYZ, "Nuclear Power Plant 
Structures, Sys, Components & Activities Subj to QA Program” to be placed in 
PDR.Document is Ref 2 in NUREG/CR-4678. 

JOHNSON, M. LN Technologies Corp. (formerly NUS Corp.). CD-LIS-87-302. 87/04/ 
16. Division of Rules & Records (Post 870413). 1p. 40962:288-40962:288. 

8705190052 Forwards safety evaluation re implementation of Inadequate cooling Instru- 
mentation sys (ICCI). Design acceptable.Tech Specs should be amended in accord- 
ance w/Generic Ltr 83-37 to reflect installation of ICCI. 

TAM.P.S. Project Directorate 1-4. TAG 95114. 87/05/12. SIEBER.J.D. Duquesne Light 
Co. 2pp. 40963:337-40963:340. 

-8705190068 Safety evaluation re implementation of inadequate core cooling instru- 
mentation (ICCI) sys.Proposed design for ICCI sys satisfies requirements of NUREG- 
0737, Item II.F.2.Revised Tech Specs will be required, per Generic Ltr 83-37. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-37. 87/04/24. 
2pp. 40963:339-40963:340. 

8705190055 Requests that util respond to listed open items identified in end EG&G 
rept, “Conformance to Reg Guide 1 .97, Sequoyah Nuclear Plant Units 1 & 2," within 
120 days of Itr date. Safety evaluation will be provided once items resolved. 
ZWOLINSKI,J.A. Office of Special Projects. TAG 51134. 87/05/11. WHITE, S.A. Ten- 
nessee Valley Authority. 3pp. 40966:305-40966:323. 

“8705190101 “Conformance to Reg Guide 1.97 Sequoyah Nuclear Plant.Units 1 & 2." 
UDY,A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6483. GL-82-33. 87/05/11. 
NRC - No Detailed Affiliation Given. 1 6pp. 40966:308-40966:323, 

8705190071 Advises that,due to limited resources.addi time required to complete review 
of responses to Generic Ltr 86-05, “Automatic Trip of Reactor Coolant Pumps," per 
TMI Action Item II.K.3.5.lnfo will be submitted by 871201. 

GRIDLEY.R.L. Tennessee Valley Authority. GL-86-05. 87/05/08. Document Control 
Branch (Document Control Desk). 2pp. 40968:217-40968:218. 

8705190117 Requests that memoranda & other documents re calculations which sup- 
port regulatory analysis included in NUREG-1211, “Regulatory Analysis for Resolution 
of USI A-46...,” be made available in PDR. 

KURTZ.E.F. Impell Corp. 87/03/26. GRIMSLEY,D.H. Division of Rules & Records (Pre 
87041 3). 1 p. 40966:324-40966:324. 

8705190168 Partial response to FOIA request for documents re USI A-46, “Seismic 
Qualification of Equipment in Operating Plants.” Forwards App B documents. App A & 
B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/14. KURTZ.E.F. 
Impell Corp. 3pp. 40966:325-40967:031 . 

“8611190076 Forwards "Engineering Evaluation of Seismic Anchors for Electrical & 
Control Panels” re several recent events Involving inadequate anchorage of electrical 
& control panels.USI A-46 nearing resolution. 

HEBDON.FJ. Planning & Program Analysis Staff (851125-870411). AEOD/E611. 86/ 
10/16. VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (851125- 
870411). STAROSTECKI,R. Office of Inspection & Enforcement, Director (820201- 
87041 1 ). 1 6pp. 40966:359-40967:031 . 
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-8705190228 Forwards USI A-46 value/impact analysis for clarification & add! info to 
860728 example regulatory analysis.Part D, “Seismic Qualification Cost Estimating 
Task,’' to NUREG/CR-3875 also end. 

RIGGS.R. Safety Program Evaluation Branch. 86/07/31. ANDERSON, N., CHANG.T.Y. 
NRC - No Detailed Affiliation Given. 27pp. 40966:332-40966:358. 

8705190343 NUREG/CR-2000 V06 N3 LICENSEE EVENT REPORT (LER) 
COMPILATION:For Month Of March 1987. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-2000. 87/04/30. Office 
for Analysis & Evaluation of Operational Data, Director. 1 07pp. 40975:324-40976:070. 

8705190355 NUREG/CR-4878 ANALYSIS OF EXPERIMENTS ON STAINLESS STEEL 
FLUX WELDS. Topical Report. 

WILKOWSKI.G., AHMAD,J., BRUST.F. Battelle Memorial Institute, Columbus Labora- 
tories. FIN 8-8134. BMI-2161. 87/04/30. Office of Nuclear Regulatory Research, Di- 
rector (Post 860720). 200pp. 40975:137-40975:323. 

8705190451 Comments on BNL Panel summary of NUREG/CR-4883.per ACRS Severe 
Accidents Subcommittee 870422 meeting.More effort should be put into assessing 
corresponding uncertainties or limitations in determining overall risk of severe acci- 
dents. 

LEE,J.C. Michigan. Univ. of. Ann Arbor, Ml. 87/04/27. HOUSTON.D. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 40980:094-40980:095. 

8705190499 NUREG-1166 FINAL ENVIRONMENTAL STATEMENT FOR DECOMMIS- 
SIONING HUMBOLDT BAY POWER PLANT, UNIT 3.Docket No. 50-133.(Pacific Gas 
And Electric Company) 

* Division of Reactor Projects - IIUV,V & Special Projects (Post 870411). 87/04/30. 
390pp. 40978:319-40979:122. 

8705190502 NUREG-1239 ENVIRONMENTAL ASSESSMENT FOR RENEWAL OF 
SOURCE MATERIAL LICENSE NO. STB-401.Columbium-Tantalum Division, Docket 
No. 40-6563.(Mallinckrodt,lnc.) 

* Division of Fuel Cycle, Medical. Academic & Commercial Use Safety (Post 870413). 
87/04/30. 69pp. 40980:267-40980:335. 

8705190513 NUREG/CR-4615 V02 MODELING STUDY OF SOLUTE TRANSPORT IN 
THE UNSATURATED ZONE. Workshop Proceedings. 

SPRINGER, E.P., FUENTES.H.R. Los Alamos National Laboratory. FIN A.7150. LA- 
1 0730-MS. 87/04/30. Office of Nuclear Material Safety & Safeguards, Director. 251pp. 
40976:191-40977:080. 

8705190517 Comments on BNL “Research Plan for Resolution of Source Term Uncer- 
tainty Areas," per ACRS Severe Accidents Subcommittee 870422 meeting.NUREG- 
1150 points to areas on uncertainty that should be addressed.including direction of 
accident. 

CATTON.I. ACRS - Advisory Committee on Reactor Safeguards. 87/04/25. 
HOUSTON.D. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 40981:011- 
40981:012. 

8705190524 NUREG/CR-4883 REVIEW OF RESEARCH ON UNCERTAINTIES IN ESTI- 
MATES OF SOURCE TERMS FROM SEVERE ACCIDENTS IN NUCLEAR POWER 
PLANTS. 

KOUTS.H. Brookhaven National Laboratory. FIN A-3303. BNL-NUREG-52061. 87/04/ 

30. Division of Reactor Accident Analysis (Post 870413). 108pp. 40977:081- 
40977:186. 

8705190537 NUREG/CR-4912 DATING GROUNDWATER AND THE EVALUATION OF 
REPOSITORIES FOR RADIOACTIVE WASTE. 

DAVIS, S.N., MURPHY, E. Arizona. Univ. of, Tucson, A2. FIN B-6628. 87/04/30. Divi- 
sion of Engineering (Post 870413). 196pp. 40977:315-40978:151. 

8705190565 Summary of ACRS Subcommittee on Metals Components 870326 meeting 
in Washington.DC re unit WHIPJET program, Rev 2 to NUREG-0313 concerning long- 
term fix to IGSCC on BWRs & status rept on hydrogen water chemistry in BWRs. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/10. ACRS - Advisory 
Committee on Reactor Safeguards. 21pp. 40981:025-40981:045. 

8705190577 NUREG/CR-4766 MXS CROSS-SECTION PREPROCESSOR USER'S 
MANUAL 

PARKER,F., LUCK.L Los Alamos National Laboratory. ISHIKAWA.M. FBR Safety Ub- 
oratory, IbarakI Prefecture. Japan. FIN A-7015. LA-10856-M. 87/03/31. Office of Nu- 
clear Regulatory Research, Director (Post 860720). 58pp. 40966:217-40966:273. 

8705190582 Proposed summary of ACRS Subcommittee on Advanced Reactor Designs 
870424 meeting in Washington.DC re draft NUREG-1226, "Development & Utilization 
of NRC Policy Statement on Regulation of Advanced Nuclear Power Plants." 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/07. ACRS - Advisory 
Committee on Reactor Safeguards. 9pp. 40965:287-40965:295. 

8705190595 NUREG/CR-4739 RAMONA-3B CALCULATIONS FOR BROWNS FERRY 
ATWS STUDY. 

SAHA,P. Brookhaven National Laboratory. FIN A-3273. BNL-NUREG-52021. 87/02/ 
28. Office of Nuclear Regulatory Research, Director (Post 860720). 117pp. 40976:071- 
40976:190. 

8705190623 NUREG/CR-4872 EXPERIMENTAL AND ANALYTICAL ASSESSMENT OF 
CIRCUMFERENTIALLY SURFACE-CRACKED PIPES UNDER BENDING. 

SCOTT.P.M., AHMAD, J. Battelle Memorial Institute, Columbus Laboratories. FIN B- 
8134. BMI-2149. 87/04/30. Office of Nuclear Regulatory Research. Director (Post 
860720). 176pp. 40978:152-40978:318. 

8705190631 NUREG/CR-4841 FRACTURE EVALUATION OF SURFACE CRACKS EM- 
BEDDED IN REACTOR VESSEL CLADDING.Unirradiated Bend Specimen Results. 
MCCABE.D.E, Materials Engineering Associates, Inc. FIN B-8900. MEA-2200. 87/05/ 

31. Division of Engineering (Post 870413). 70pp. 40977:187-40977:255, 

8705190636 NUREG/CR-4814 SOURCES OF CORRELATION BETWEEN 
EXPERTS.Empirical Results From Two Extremes. 

MEYER, M.A., BOOKER, J.M. Los Alamos National Laboratory. FIN A-7225. LA-1 0918- 
MS. 87/04/30. Office of Nuclear Regulatory Research, Director (Post 860720). 61pp. 
40977:256-40977:314. 

8705200003 NUREG-1125 V08 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS. 1986. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/04/30. 400pp. 40987:013- 
40987:229. 


8705200087 NUREG-0800 06.5.5 ER Errata to "SRP for Review of SAR for Nuclear 
Power Plants. LWR Edition. Proposed Rev 0 to New SRP Section 6.5.5, ‘Pressure Sup- 
pression Pools as Fission Product Cleanup Sys,'" correcting pages as listed in end. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/08. 3pp. 
40987:230-40987:232. 

8705200197 NUREG/CR-4700 V2 DRF CONTAINMENT EVENT ANALYSIS FOR POS- 
TULATED SEVERE ACCIDENTS: SEQUOYAH POWER STATION, UNIT 1. Draft Report 
For Comment. 

BEHR,V.L., BENJAMIN,A.S„ KUNSMAN.D.M. Sandia National Laboratories. FIN A- 
1322. SAND86-1135. 87/02/28. Division of Reactor System Safety (860720-870413). 
214pp. 40986:165-40987:012. 

8705200221 NUREG/CR-4550 VOS ANALYSIS OF CORE DAMAGE FREQUENCY 
FROM INTERNAL EVENTS: SEQUOYAH, UNIT 1. 

BERTUCIO.R.C.. MOORE, D.L, HELD,J.T. Sandia National Laboratories. FIN A-1228. 
SAND86-2084. 87/02/28. Division of Reactor System Safety (860720-870413). 
325pp. 40985:101-40986:164. 

8705200231 NUREG/CR-4098 SEISMIC-FRAGILITY TESTS OF NEW AND ACCELER- 
ATED-AGED CLASS IE BATTERY CELLS. 

BONZON,L.L. Sandia National Laboratories. JANIS,W.J., BLACK, D.A. Ontario Hydro. 
FIN A-1051. SAND84-2631. 87/01/31. Office of Nuclear Regulatory Research, Direc- 
tor (Post 860720). 137pp. 40984:326-40985:100. 

8705200253 NUREG/CR-4842 A STUDY OF NATURAL GLASS ANALOGUES AS AP- 
PLIED TO ALTERATION OF NUCLEAR WASTE GLASS. 

BYERS, C.D., JERCINOVIC,M.J., EWING,R.C. Argonne National Laboratory. FIN A- 
2254. ANL-86-46. 87/02/28. Division of Engineering Safety (860720-870413). 164pp. 
40984:161-40984:325. 

8705200369 Responds to 870331 Itr re need for DOE monitored retrievable storage 
(MRS) facility as contained in provisions of Nuclear Waste Policy Act.MRS not essen- 
tial for safety. 

ZECH.L.W. Commissioners. 87/04/27. SASSER,J., GORE,A. Senate. 6pp. 41162:090- 
41162:105. 

-8705200388 Requests detailed, substantive assessment of need for DOE proposed 
monitored retrievable strorage (MRS) facility, per provisions of Nuclear Waste Policy 
AcLNeed must be clearly established before MRS can be authorized & funded. 
SASSER,J., GORE,A. Senate. 87/03/31. ZECH,L Commissioners. lOpp, 41162:096- 
41162:105. 

8705210007 Forwards documents to be placed on Document Control Sys. Advance 
copy already sent to PDR. 

* Correspondence & Records Branch. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 41004:208-41005:096. 

-8705190383 Forwards answers to 861219 questions re NUREG-1150 (reactor risk ref 
document),supporting documentation & NUREG.W/o NUREG. 

ZECH,L.W. Commissioners. 87/03/19. MARKEY.E.J. House of Rep., Energy & Com- 
merce. 29pp. 41004:209-41004:237. 

-8705190392 Paper 128,entitled "Exam of Graded Response Strategy in Emergency 
Planning & Preparedness,” presented at 850224-0301 ANS/ENS Topical Meeting on 
Probabilistic Safety Methods & Applications, Vol 2:Sessions 9-16 in San Francisco, CA. 
SOFFER.L, MARTIN,J.A.. GRILL, R.P. NRC - No Detailed Affiliation Given. 85/02/24. 
85pp. 41004:238-41004:322. 

-8705190396 Project & budget proposal for NRC work: "Protective Action Decisionmak- 
ing.” 

KOUTS,H.J., KATO,W.Y.. PRATT, W.T. Brookhaven National Laboratory. FIN A-3268. 
86/08/28. MCGUIRE, S. Office of Nuclear Regulatory Research, Director (Pre 
860720). 12pp. 41004:323-41005:096. 

-8612290361 Forwards revised SSER in response to util request for exemption reflect- 
ing conduct of partial participation exercise on 851028 & confirming commitment to 
conduct full participation exercise in Feb 1987. 

MATTHEWS,D.B. Emergency Preparedness Branch. 86/12/23. RUBENSTEIN.LS, 
PWR Project Directorate 2. Ip. 41005:097-41005:097. 

-8705190399 Safety evaluation in support of granting exemption request for exemption 
from Section IV.F.1 of App E to lOCFRSO.Input to full power OL end. 

* Emergency Preparedness Branch. 86/12/23. 8pp. 41005:098-41005:105. 

-8703060118 Forwards chronology of how proposed change to emergency planning 
rule developed & documents in NRC files re proposal inception In Nov 1986 until sub- 
mission to Commission.BNL contract documentation end. 

ZECH,L.W. Commissioners. 87/02/25. MARKEY,E.J. House of Rep., Energy & Com- 
merce. 31pp. 41005:106-41005:136. 

-8705190402 Paper entitled, "Regulating Multiplicity of Power Util Companles:Remarks 
by Commissioner JK Asselstine," presented at 861201 IBC Technical Svcs.Ltd Inti 
Conference on Nuclear Risks Reassessing Principles & Practice After Chernobyl. 
ASSELSTINE,J,K. Commissioners. 86/12/01. 29pp. 41005:137-41005:187. 

-8605190430 Advises that author computed estimated doses from complete release of 
noble gases for varying times after containment failure using dose conversion factors 
from ICRP-30 as well as ICRP-2,Graph for finite cloud correction end. 

READ,J. Regulatory Improvement Branch. 86/05/14. SOFFER,L. Regulatory Improve- 
ment Branch. 5pp. 41 005:1 88-41 005:1 94. 

-8605090387 Summary of 860326 meeting w/AIF re source term changes to regulatory 
practIces.Viewgraphs end. 

READ,J. Regulatory Improvement Branch. 86/04/18. ROSZTOCZY,Z.R. Regulatory 
Improvement Branch. 90pp. 41005:195-41005:288. 

-8705190410 Paper entitled "Case for Reduced EPZ," presented at AIF Topical Con- 
ference on Reducing Cost of Nuclear Power on 860518-21 in New Orleans, LA. 
MONTGOMERY,B. Baltimore Gas & Electric Co. 86/05/18, 16pp. 41005:289- 
41005:304. 

-8607250205 Formalizes creation of Oversight Committee on Source Term Related 
Regulatory Changes,listing membership & objectives in response to HR Denton 
860516 requestCommittee will function as mgt review group. 

SPEIS,T.P. Division of Safety Review & Oversight (851125-870411). 86/07/23, Divi- 
sion of Safety Review & Oversight (851125-870411). 3pp. 41005:306-41005:307. 
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8705280207 Forwards response to NRC 870406 request for addi info re analyses con- 
ducted for pressurizer safety valve piping & supports, per 821229 response to Item 
I1.D.1 of NUREG-0737. 

COOK,K.W. Louisiana Power & Light Co. W3P87-1063. 87/05/21. Document Control 
Branch (Document Control Desk). 29pp. 41090:060-41090:088. 

8705280286 Submits addI info re PaR rack lifting rig design associated w/proposed 
Tech Spec Change 133 re spent fuel pool expansion, in response to request. Lifting 
device designed per NUREG-0612 criteria.W/one oversize drawing. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. FVY 87-57. 87/05/22. 
ROONEY, V.L. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
41094:263-41094:265. 

8705280322 Forwards AEOD technical review rept that updates Sept 1 986 list of events 
involving wrong unit/wrong train/wrong component.Rates of occurrences of events fo- 
cused & numbers of reported events normalized to show events per plant yr. 

BLACK,K. Nonreactor Assessment Staff. AEOD/T706. 87/05/20. POLK,P. Perform- 
ance Evaluation Branch. Ip. 41097:092-41097:161. 

—8705280435 “Occurrence of Events Involving Wrong Unit/Wrong Train/Wrong Compo- 
nent - Update Through 1986," AEOO technical review rept. 

TRAGER,E.A. Office for Analysis & Evaluation of Operational Data, Director. 87/05/ 
20. 34pp. 41097:093-41097:161. 

8705280379 NUREG/CR-4651 DEVELOPMENT OF RIPRAP DESIGN CRITERIA BY 
RIPRAP TESTING IN FLUMES.Phase I. 

ABT.S.R., KHATTAK,M.S., NELSON, J.D. Colorado State Univ., Fort Collins, CO, FIN 
A-9350. ORNL/TM-10100. 87/05/31. Uranium Recovery Field Office. 125pp. 
41100:230-41100:349. 

8705280388 Forwards updated comparison tables from OPTPIPE verification 
rept.Correction of discrepancy identified should resolve concerns re comparison of 
OPTPIPE computer program solutions to NUREG/CR-1677 Benchmark Problem 4. 
AINGER,K.A. Commonwealth Edison Co. TAG 64799. 87/05/22. Document Control 
Branch (Document Control Desk). 30pp. 41094:324-41094:353. 

8705280412 NUREG/CR-4469 V05 NONDESTRUCTIVE EXAMINATION (NDE) RELI- 
ABILITY FOR INSERVICE INSPECTION OF LIGHT WATER REACTORS.Semiannual 
Report, April-September 1 986. 

DOCTOR, S.R.. BATES.D.J.. DEFFENBAUGH,J. Battelle Memorial Institute. Pacific 
Northwest Laboratories. FIN B-2289. PNL-5711. 87/04/30. Division of Engineering 
(Post 870413). 39pp. 41097:183-41097:220. 

8705290014 Forwards comparison of facility SPDS design requirements w/ require- 
ments of SuppI 1 to NUREG-0737 for closure of Section 3.1 in SPDS audit rept,per 
NRC requests. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2185. 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 8pp. 41106:236-41106:243. 

8705290030 Forwards listed marked-up data records containing comments on draft 
NUREG-1275, "Operating Plants Feedback Rept - New Plarits,” per 870428 telcon. 
LEONARD,J.D. Lono Island Lighting Co. SNRC-1339. 87/05/22. Document Control 
Branch (Document Control Desk). 6pp. 41114:124-41114:129. 

8705290033 NUREG-1230 DRFT FC COMPENDIUM OF ECCS RESEARCH FOR RE- 
ALISTIC LOCA ANALYSIS, Draft Report For Comment. 

* Division of Reactor & Plant Systems (Post 870413). 87/04/30, 600pp. 41101:238- 
41105:145. 


8705290050 Forwards util comments re NRC analysis of dose as function of distance 
for plant DBA, per 870505 meeting.Extrapolation technique found in NUREG-0396 or 
50% site-specific meteorology recommended for Criterion 1 resolution. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. NYN-87068. 87/05/20. 
Document Control Branch (Document Control Desk). 9pp. 41106:064-41106:072. 

8705290061 NUREG-0980 R03 NUCLEAR REGULATORY LEGISLATION. 
HOSPODOR.S. Office of the General Counsel. 87/04/30. 118pp. 41116:266- 
41117:020. 


8705290075 Forwards summary of initial leak rate test results, per NUREG-0737,TMI 
Action Plan Item III.D.1.1. Plant program utilizes waikdowns to identify leakage from 
sys outside containment. 

SPANGENBERG.F. Illinois Power Co. U-600947. 87/05/22. Document Control Branch 
(Document Control Desk). 6pp. 41110:080-41110:085. 

8705290173 Advises that util 870420 Itr submitting supplemental rept on leakage of 
positive displacement pump & Valve 1-HV-3258 re exam of leakage outside contain- 
ment satisfies requirements of NUREG-0737, Item IILD.1.1. 

MILLER, M.A. Project Directorate 11-3. 87/05/19. 0’REILLY,J,P. Georgia Power Co. 
2pp. 41115:193-41115:194. 


8705290182 Submits review of status of TMI Action Items III.A.1.2, “Emergency Re- 
sponse Facilities" & HI.A.2.2, "Meteorological Data Upgrade" of NUREG-0737, "TMI 
Action Plan." NRR considers items to be completed. 

ENGLE,L. Project Directorate 11-2. TAC 45962. 87/05/25. STEWART,W.L. Virginia 
Power Virginia Electric & Power Co.). 2pp. 41 1 1 5:1 1 5-41 1 1 5:1 1 6. 


8705290267 Forwards record of 870511 & 12 telcons between util & NRC re util request 
for amend to facility for TDl emergency diesel generators. 

STERN, S.M. Project Directorate Iv. 8//05/21. DEDDENS,J.C. Gulf States Utilities Co. 
2pp. 41115:052-41115:056. 

-^705290272 Summarizes 870511 & 12 telcons w/licensee re clarification of util 
860408 proposed amend to license for TDl emergency diesel generators. 

STERN,S.M. Project Directorate IV. 87/05/21. CALVO,J.A. Project Directorate IV. 3pp. 
41115:054-41115:056. 


8705290297 NUREG/CR-4936 AN INTEGRATED GEOLOGICAL,GEOPHYSICAL.AND 
GEOCHEMICAL INVESTIGATION OF THE MAJOR FRACTURES ON THE EAST 
SIDE OF THE NEW MADRID EARTHQUAKE ZONE. 

STEARNS, R.G., REESMAN,A.L. Vanderbilt Univ., Nashville, TN. FIN B-8078. 87/05/ 
31. Division of Engineering (Post 870413). 36pp. 41115:261-41115:295. 


8705290301 NUREG-0090 V09 N03 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES. July-September 1986. ^ 

* Office for Analysis & Evaluation of Operational Data, Director. 87/04/30. 60pp. 
41115:296-41115:354. 


8705290304 NUREG-1122 SOI KNOWLEDGES AND SKILLS CATALOG FOR NUCLE- 
AR POWER PLANT OPERATIONS. Pressurized Water Reactors. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/30. 239pp. 
41116:001-41116:240. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8510210206 Fonvards final draft rept prepared by BNL for Reliability & Risk Assessment 
Branch re review of safety issues for PRA insights-Requests completed review by 
851115 in order to avoid unnecessary delay in rept issuance.W/o end. 

SPEIS,T.P. Division of Safety Technology (800428-851124). 85/10/04. 

BERNERO,R.M. Division of Systems Integration (811005-851124). KNIGHT,J.P. Divi- 
sion of Engineering (pre-851125). RUSSELL, W.T. Division of Human Factors Safety 
(800428-851124). Ip. 40789:286-40789:286. 

8704160063 SuppI 1 to IE Info Notice 86-108, "Degradation of RCS Pressure Boundary 
Resulting From Boric Acid Corrosion." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/04/20. 
Consolidated Edison Co. of New York, Inc. 103pp, 40769:102-40769:203. 

8704270150 Forwards NRR monthly status rept on plant-specific backfitting activities for 
Feb & Mar 1 987, including summary of changes.summary of backfit issues & master 
listing of active issues. 

FUNCHES,J.L, Policy Development & Technical Support Branch (Post 870411). 87/ 
04/17. MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411). 
28pp. 40912:023-40912:105. 

—8702190494 Forwards monthly status rept re plant-specific backfitting activities for Jan 
1987.Encls 1 & 2 provide status of backfit & active issues, respectively.EncI 3 provides 
info on issues under evaluation. 

FUNCHES.J.L Planning & Program Analysis Staff (851125-870411). 87/02/11. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (851125-870411). 25pp. 
40912:051-40912:105. 

8704300208 Forwards "Resolution of Peer Review Comments re Apr 1986 AEOD Pre- 
liminary Case Study Rept, ’Review of Motor-Operated Valve Performances.”’ 
BROWN,E.J. Reactor Operations Analysis Branch. 87/04/08. Reactor Operations 
Analysis Branch. Ip. 40773:073-40773:148, 

-6705010089 "Resolution of Peer Review Comments re Apr 1986 AEOD Preliminary 
Case Study Rept, ’Review of Motor-Operated Valve Performances.'” 

BROWN,E.J. Office for Analysis & Evaluation of Operational Data, Director. 87/04/30. 
75pp. 40773:074-40773:148. 

8705060040 NRC Info Notice 87-021, "Shutdown Order Issued Because Licensed Oper- 
ators Asleep While on Duty.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). IEIN-85-053. 
87/05/11. Consolidated Edison Co. of New York, Inc. 107pp. 40961:001-40961:106. 

8705060073 NRC Staff response to applicant "suggestion of mootness & request for 
vacation of stay.”* Util has provided assurance that adequate emergency planning for 
Commonwealth of MA portions of EPZ possible.DJ Perrotti affidavit end. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3312. CLI-87-02. 87/05/01. 
(Commissioners. 16pp. 40806:301-40806:316. 

-8705060082 Affidavit of DJ Perrotti re facility radiological emergency response 
plan.Statement of prof qualifications & RW Krimm (FEMA) 870424 Itr to NRC re emer- 
gency r^onse plan encl.W/ Certificate of Svc. 

PERROTtl,D.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). OL-1. 87/05/01. 10pp. 40806:317-40806:326. 

8705070126 Notification of contract execution: "Access to INPO NPRDS,” awarded to 
INPO. 

MEEHAN, B. Contract Negotiation Branch-1, FIN D-1894. NRC-33-87-229. 87/04/22. 
MCDONALD.W.G. Office of Administration & Resources Management, Director (Post 
870413). SCOTT,S. NRC - No Detailed Affiliation Given. Ip. 40851:343-40852:01 1. 

-8705070133 Contract: "Access to INPO NPRDS," awarded to INPO. 

CONWAY.W.F. Institute of Nuclear Power Operations. HAGAN,T.F. Division of CJon- 
tracts (Post 870413). FIN D-1894. NRC-33-87-229. 87/04/22. 29pp. 40851:344- 
40852:011. 

8705080331 Forwards FR notice re amends issued or proposed to be issued to OLs 
under Public Law 97-41 5.W/o end. 

MURLEY.T.E, (Dffice of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. BREAUX, J.8. Senate, Environment & Public Works. 2pp. 40870:196-40870:197. 

8705120189 Summary of Operating Reactors Events Meeting 87-11 on 870420.List of 
attendeos,viewgraphs & input to NRC performance indicator program end. 
LANNING,W. Events Assessment Branch. OREM-87-011. 87/05/05. ROSSI, C.E. Divi- 
sion of Operational Events Assessment (Post 870411). 28pp. 40903:257-40903:284. 

8705140146 Lists enforcement procedures to be used until Manual Chapter 0400 
revised.per author 870306 memo re plans for Ofc of Enforcement. 

LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/12. RUSSELL,W. Region 
1, Office of DIredor. GRACE, N. Region 2, Office of Director. DAVIS.B. Region 3, 
Office of Director. 4pp. 40918:237-40918:240. 

8705180119 Requests meeting on 870629 to discuss licensing procedures for Canadian 
Slowpoke type reactor.TentatIve agenda & description of Slowpoke reactor encl.W/o 
end. 

HAMM.J. Arkansas Tech Univ., Russellville, AR. 87/05/13. BERKOW.H. Office of Nu- 
clear Reader Regulation, Diredor (Post 870411). Ip. 40955:064-40955:064, 

8705180135 Final response to FOIA requestApp A documents already available In 
PDR.App B documents end & available in PDR, 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co, 4pp. 40981:17140981:174. 

-8701140121 Ack receipt of 861210 Itr re implementation of NRC Safety Goal Policy 
Statement (51FR28044).Offer to interact positive step in assuring successful 
irnptementation.M Taylor will ensure that NRC staff participate in AIF Working Group, 
StELLO.V. Office of the Executive Diredor for Operations. 87/01/05. 
BUCKMAN.F.W. Atomic Industrial Forum. 1p. 40981:17640981:176. 
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“8705180148 Supports NRC recent promulgation of approved set of safety goals & em- 
phasis on implementation guidanceAlF Subcommittee on PRA established working 
group to interact w/NRC in development of safety goal implementation guidance. 
BUCKMAN.F.W. Atomic Industrial Forum. 86/12/10. STELLO.V. Office of the Execu- 
tive Director for Operations. 2pp. 40981:177-40981:185. 

“870518C304 Reaffirms position that ample evidence exists to support prompt closure 
of USI A-1 7, “Sys Interactions in Nuclear Power Plants.” 

BUCKMAN.F.W. Atomic Industrial Forum. 87/03/20. STELLO.V. Office of the Execu- 
tive Director for Operations. 8pp. 40981:262-40981:269. 

“8705180270 Informs of points discussed w/AEOD personnel re use of contractor to 
evaluate NPRDS participation-Furnlshing copies of NPRDS data base tapes for con- 
tractors discontinued. 

CONWAY, W.F. Institute of Nuclear Power Operations. 87/02/24. STELLO.V. Office of 
the Executive Director for Operations. 2pp. 40981:228-40981:229. 

8705180155 NRC Info Notice 87-022, “Operator Licensing Requalification Exams at 
fsionpower Reactors.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/22. 
Consolidated Edison Co. of New York, Inc. 106pp. 41031:324-41032:068. 

8705180435 Forwards final exercise rept for 861119 exercise of offsite radiological 
emergency preparedness plans for plant Deficiencies identified include Common- 
wealth of PA not fully participating in support role to local govts. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/08. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
40958:169-40958:291. 

"8705180447 Final exercise rept for 861119 exercise of offsite radiological emergency 
preparedness plans for plant. 

• Federal Emergency Management Agency. 87/01/05. 121pp. 40958:171-40958:291. 

8705190053 Summarizes agreements reached at 870420 meeting to discuss closing out 
items previously under J Hayes responsibilrty. List of items remaining to be closed out 

ADENSAM.E. Project Directorate 11-1. 87/05/11. LAINAS.G.C. Assistant Director for 
Region I Reactors. 4pp. 40965:282-40965:285. 

8705200067 Package of eight individual Itrs commenting in support of proposed rule 
10CFR50 re emergency planning for nuclear power plants. 

POTKIN.J.C., GIARD.L.J.. HALL.I.B. Affiliation Not Assigned. 52FR6980. 87/05/12. 
Atomic Safety and Licensing Board Panel. ZECH Commissioners. 10pp. 40984:122- 
40984:131. 

8705210007 Forwards documents to be placed on Document CJontrol Sys. Advance 
copy already sent to PDR. 

• Correspondence & Records Branch. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 1p. 41004:208-41006:163. 

“8605090387 Summary of 860326 meeting w/AIF re source term changes to regulatory 
practices. Vieworaphs end. 

READ.J. Regulatory Improvement Branch. 86/04/18. R0SZTCK;2Y,Z.R. Regulatory 
Improvement Branch. 90pp. 41005:195-41005:288. 

8705220219 Notification of 870514 meeting w/AIF In Bethesda.MD to discuss status & 
schedules of industry & NRC efforts on emergency planning. 

HULMAN.L.G. Severe Accident Issues Branch. 87/05/11. BECKJORD.E., ROSS.D., 
SPEIS.T. NRC - No Detailed Affiliation Given. 2pp. 41022:360-41022:361. 

8705220252 Transcript of Commission 870513 briefing by INPO In Washington, DC.Pp 1- 
61. 

• Commissioners. 87/05/ 1 3. 65pp. 41 027:267-41 027:331 . 

8705260094 Final response to FOIA requesLApp C documents available in 
PDR.Fon(vards App D documents re Seabrook probabilistic safety study.Addl records 
available in PDR in Folder FOIA-87-10.Records referred to another agency for review. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/15. SHOLLY.S.C. 
MHB Technical Associates. 5pp. 41045:006-41045:167. 

"8705260170 Forwards std order for DOE work, "Review of PRA for Seabrook Nuclear 
Power Plant," authorizing extension of period of performance from 850930 to 860930 
due to NRC request to meet w/applicant prior to issuance of final rept. 

BERNERO,R.M. Division of Systems Integration (811005-851124). FIN A-3778. 85/ 
.09/19. OGEKA,G.J. Energy. Dept of. 5pp. 41045:108-41045:112. 

"8705260176 Forwards std order for DOE work for FIN A-3778, "Review of PRA for 
Seabrook Nuclear Power Plant,” authorizing funds for end statement of work mod. 
BERNERO,R.M. Division of Systems Integration (811005-851124). FIN A-3778. 85/ 
08/30. OGEKA.G.J. Energy, Dept of. 4pp. 41045:113-41045:163. 

8705270364 Advises that State of lA & local plans & preparedness for facility adequate 
to protect public health & safety & appropriate protective measures can be taken off- 
site in radiological emergent event,per NUREG 0654/FEMA-REP-1. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/05/04. STELLO.V. 
Office of the Executive Director for Operations. 1p. 41085:138-41085:138. 

8705270500 Recommends instructions be provided to regions to assure proper tracking 
& accounting of licensee-identified violations,fitting criteria in enforcement policy or 
SECY-86<f332 & not dted In notice of violation. 

UEBERMAN,J, Office of Enforcement (Post 870413). 87/05/20. STAROSTECKI.R. 
Associate Director for Ini^^ection & Technical Assessment (Post 870411). Ip. 
41084:186-41084:186. 


8705280260 Forwards FR notice re amends issued or proposed to be issued to OLs 
under Public Law 97-41 5. W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
15. BREAUX,J.B. House of Rep., Environment & Public Works. UDALL,M.K. House of 
Rep., Interior & Insular Affairs. SHARP, P.R. House of Rep., Energy & Commerce. 2pp. 
41097:090-41097:091. 

8705280322 Forwards AEOD technical review rept that updates Sept 1 986 list of events 
involving wrong unit/ wrong train/wrong component. Rates of occurrences of events fo- 
cused & numbers of reported events normalized to show events per plant yr. 
BLACK.K. Nonreactor Assessment Staff. AEOD/T706. 87/05/20. POLK.P. Perform- 
ance Evaluation Branch. 1p, 41097:092-41097:161. 

"8705280435 “Occurrence of Events Involving Wrong Unit/Wrong Train/Wrong Compo- 
nent - Update Through 1 986,” AEOD technical review rept 

TRAGER.E.A. Office for Analysis & Evaluation of Operational Data, Director. 87/05/ 
20. 34pp. 41 097:093-41 097:1 61 . 

8705290002 Discusses organization for processing enforcement cases. Oral or hand- 
written views re process adequate.Suggests session w/NRR project supervisors about 
second wk of June. 

LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/22. MIRAGLIA.F. Associ- 
ate Director for Projects (Post 870411). 2pp. 41114:122-41114:123. 

8705290019 Forwards exercise rept for 870114-15 partial participation joint exercise of 
offsite radiological emergency response plans for plant.No deficiencies identIfied.Two 
areas require corrective action & 1 1 recommended for improvement 
KRIMM.R.W. Federal Emergency Management Agency. 87/05/18. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41119:218-41119:260. 

"8705290035 "Turkey Point Nuclear Power Plant Exercise,” evaluation of 870114-15 
exercise. 

* Federal Emergency Management Agency. 87/03/09. 42pp. 41119:219-41119:260. 

8705290045 Forwards exercise rept of 861 1 19 joint exercise of State of OH offsite radi- 
ological emergency preparedness plans for facility.State of OH failed to finalize & ap- 
prove draft Implementation procedures for use of potassium iodide. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 7pp. 
41105:342-41106:053. 

"8705290054 Final rept of 861119 exercise of State of OH offsite radiological emergen- 
cy preparedness plans for facility. 

* Federal Emergency Management Agency. 87/04/21. 65pp. 41105:349-41106:053. 

6705290143 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 861118 & Remedial Exercise Conduct- 
ed 870122.” Deficiencies observed In 861118 exercise summarized. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
41114:302-41114:339. 

"8705290147 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Reponse Plans Conducted 861118 & Remedial Exercise Conducted 
870122.” 

* Federal Emergency Management Agency. 87/02/11. 36pp, 41114:304-41114:339. 


PR PROPOSED RULE 


8704140457 Package of four comments supporting proposed rules 10CFR30, 
40,50,55,60,61,70,71,72,110 & 150 re completeness & accuracy of info & matl false 
statements. 

BAUSER.D.B. Carolina Power & Light Co. 52FR7432. 87/04/10. CHILK.S.J. Office of 
the Secretary of the Commission. 16pp. 40529:256-40529:271. 

8704140518 Comments on proposed rules 10CFR30,40,50,55,60,61 ,70,71 ,72, 110 & 
150 re completeness & accuracy of info.Rule opposed. 

NEMETHY.E. Ecology/Alert. 52FR7432 006. 87/04/06. Docketing & Services Branch. 
Ip. 40529:241-40529:241. 

8705010005 Package of 11 comments opposing proposed rule 10CFR50 re emergency 
evacuation plans. 

SCHNEIDER.H., KASPER, J., REGNA,J. Affiliation Not Assigned. 52FR6980. 87/04/ 
24. Docketing & Services Branch. 23pp. 40773:015-40773:037. 

8705010008 Package of three comments supporting proposed rule 10CFR50 re emer- 

?AR^'?.wT'"^RUSZEWSKI,F.M.. GRUSZEWSKI,J.M. Affiliation Not Assigned. 
52FR6980. 87/04/24. Docketing & Services Branch. 4pp. 40768:357-40768:360. 

8705010040 Forwards 350 comments opposing proposed rule 10CFR50 re licensing of 
nuclear power plants when state & local govts refuse to cooperate in evacuation plan- 
ning. 

lOVINO.B. Long Island Coalition for Safe Living. 52FR6980. 87/04/10. REAGAN.R. 
President of U.S. & Executive Offices. 351pp. 40763:259-40764:249. 

8705010051 Package of 61 comments supporting proposed rule 10CFR50 re offsite 
emergency planning at nuclear power plant sites. 

STEP>IElfeON,J.R., BLAKE,A.C., MACKINNON,A.H. Affiliation Not Assigned. 
52FR6980. 87/04/24, Docketing & Senrices Branch. 74pp. 40772:102-40772:175. 


8705280073 Summary of Operating Reactors Events Meeting 87-09 on 870330 re 
events which occurred since 870316 meeting. List of attendees,events discussed & 
significant elements of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. OREM-87-009. 87/05/15. ROSSI.C.E. Divi- 
sion of Operational Events Assessment (Post 870411). 17pp. 41098:025-41098:041. 

8705280190 Summary of Operating Reactors Event Meeting 87-13 on 870507 re events 
which occurred since 870428.List of attendees, events discussed & significant ele- 
ments of events & summary of events presented end. 

LANNING.W. Events Assessment Branch. OREM-87-013. 87/05/15. ROSSI.C.E. Divi- 
sion of Operational Events Assessment (Post 870411). 13pp. 41115:224-41115:236, 


8705010092 Comments opposing proposed rule 10CFR50 re licensing of nuclear power 

E lants where state & local govts refuse to cooperate in evacuation planning.Addl 400 
ong Island citizens form Itrs opposing rule change end. 

lOVINO.B. Long Island Coalition for Safe Living. 52FR6980. 87/04/13. Docketing & 
Senrices Branch. 343pp. 40770:270-40771:252. 

8705040028 Comments on draft reg guide, “Best-Estimate Calculations of ECCS Per- 
formance.” Literature does not seem to support specified value of laminar flow Nus- 
sutt number in rod bundles. 

LELLOUCHE.G.S. Affiliation Not Assigned. 52FR11385 001. 87/04/24. Division of 
Rules & Records (Post 870413). Ip. 40780:160-40780:160. 
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8705040284 Comments on proposed rule 1 0CFR5O re licensing of nuclear power plants 
where state &/or local govts decline to cooperate in offsite emergency 
planning. Requests that Commission extend comment period until 870707. 

LORD.W.S. Amesbury, MA. 52FR6980 2144. 87/04/23. NRC - No Detailed Affiliation 
Given. 1 p. 40780:304-40780:304. 

8705040292 Comments on proposed rule 10CFR50 re emergency evacuation 

plan.Suggests radius of plan be reduced from 10 miles to 1 mile & OL be issued to 
facility. 

SHEA,E.D. Affiliation Not Assigned. 52FR6980 2185. 87/04/20. NRC - No Detailed 
Affiliation Given. Ip. 40780:303-40780:303. 

8705040293 Package of 67 comments supporting proposed rule 10CFR50 re state & 
local authorities participation in planning evacuation program for nuclear power plants. 
ALLEN.D.G.. SORENSEN, N.. KAHN, A. Affiliation Not Assigned. 52FR6980. 87/04/28. 
Docketing & Services Branch. 67pp. 40779:290-40779:356. 

8705040293 Comments on proposed rule 10CFR50 re emergency evacuation 

plan. inappropriate siting of plant makes evacuation planning impossible. 

MORSE.M.l. Affiliation Not Assigned. 52FR6980 2190. 87/04/20. NRC - No Detailed 
Affiliation Given. 2pp. 40780:301-40780:302. 

8705040312 Package of three comments opposing proposed rule 10CFR50 re changes 
that eliminate role of governors in approval & submission of emergency evacuation 
plans for nuclear power plants. 

CLOUTIER, A., BUCKLEY, P.. CRAFTON.C.J. Citizens Within the Ten Mile Radius. 
52FR6980. 87/04/27. CHILK,S. Office of the Secretary of the Commission. ASSEL- 
STINE, BERNTHAL Commissioners. 93pp. 40780:305-40781:037. 

8705040330 Package of 37 comments supporting proposed rule 10CFR50 re proposed 
changes which would allow licensing of nuclear power plants when state govts decline 
to cooperate in offsite emergency planning. 

LEAVITT.W.T., SCHIEGOLEIT.A., DAMON, A.D. Affiliation Not Assigned. 52FR6980. 
87/04/27. Docketing & Services Branch. 46pp. 40785:292-40785:337. 

8705050017 Package of 64 comments supporting proposed rule 10CFR50 re licensing 
plants where state &/or local govts decline to cooperate in offsite emergency plan- 
ning. 

HUTCHERSON,M.N., BATT,L.R.. SOKEL.F.S. Affiliation Not Assigned. 52FR6980. 87/ 
04/28. CHILK,S.J. Docketing & Services Branch. 96pp. 40803:046-40803:141. 

8705050022 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
when state & local govts decline to participate in emergency evacuation plan.Neutral 
stance urged on part of Congressman TJ Downey unless reliable data exists. 
ZIEGLER.M.S. Affiliation Not Assigned. 52FR6980 2161. 87/04/23. DOWNEY, T.J. 
House of Rep. ip. 40797:240-40797:240. 

8705050039 Package of 46 comments opposing proposed rule 10CFR50 re reduction in 
size of EPZ & approval of emergency response plans w/o approval & participation of 
all states within 10 mile radius. 

MARTIN.R., GEEKIE,S., MAUGHAN,S. Affiliation Not Assigned. 52FR6980. 87/04/27. 
CHILK Office of the Secretary of the Commission. ASStLSTINE, BERNTHAL Com- 
missioners. 422pp. 40795:001-40796:062. 

8705050044 Package of 49 comments opposing proposed rule 10CFR50 re offsite 
emergency planning at nuclear power plant sites. 

DIETRICH,R.G., STRUGATZ.P., HEIN,M. Affiliation Not Assigned. 52FR6980. 87/04/ 
28. Docketing & Services Branch. 2ECH Commissioners. CHILK Office of the Secre- 
tary of the Commission. 49pp. 40796:244-40796:292. 

8705050051 Comments on proposed rule 10CFR50 re Public Svc Co of New Hampshire 
request for reduction of 10 mile EPZ. Rule opposed. 

SANBOW,l.B. Citizens Within the Ten Mile Radius. 52FR6980 2130. 87/04/24. 
ZECH.L. Commissioners. 18pp. 40794:341-40794:358. 

8705050107 Comments on proposed rule 10CFR50,App J re leakage rate testing of 
containments for light-water-cooled reactors. Deferral of rev to App J until reviews of 
containment functional & test requirements complete recommended. 

FAY.C.W. Wisconsin Electric Power Co. 51 FR39440. 87/04/23. Office of the Secre- 
tary of the Commission. 3pp. 40810:319-40810:324. 


8705060241 Comments on proposed rule 10CFR50,App J re leak rate testing. Proposed 
rule opposed due to lack of substantial increase in overall protection of public health. 
T1ERNAN,J.A. Baltimore Gas & Electric Co. 51FR39538 020. 87/04/22. Docketing & 
Services Branch. 11pp. 40825:237-40825:247, 

8705060247 Notice of extension of comment period until 870604 for proposed rule 
10CFR50 re licensing of nuclear power plants where state &/or local govts decline to 
cooperate in offsite emergency planning. 

CHILK,S.J. Office of the Secretary of the Commission. 52FR6980. 87/04/27. Ip. 
40825:236-40825:236. 

8705060248 Comments on proposed rule 10CFR50 re revs to acceptance criteria for 
ECCS.Steam generator integrity safety issues should be fully resolved so as not to 
lessen margin of safety offered to general public. 

JOHNSON,D.L. Affiliation Not Assigned. 52FR6334 001. 87/04/20. Docketing & Serv- 
ices Branch. 152pp. 40819:329-40820:120. 

8705060251 Package of two comments on proposed rule 10CFR60 re definition of high 
IgvoI TcldWdStG 

COHEN,J.J., IRVINE,A.R. Affiliation Not Assigned. 52FR5992. 87/04/28. Docketing & 
Services Branch. 24pp. 40825:212-40825:235. 

8705060299 Comments on proposed rule 10CFR50 re amend to App J requirements 
concerning leakage rate testing of containments of LWR nuclear power 
plants. Proposed rule contains requirements/criteria unsupported bv vo id an-'.lvsis. 
REYNOLDS, N.S. Bishop, Liberman, Cook, Purcell & Reynolds. 03-'^. 87/ 

04/24. CHILK, S,J. Office of the Secretary of the Commission. 12pp. 40819:154- 
40819:165. 

8705060303 Comments on proposed rules 10CFR30,40,50,55,60,61 ,70,71 ,72. 110 & 
150 re completeness & accuracy of info. Encourages NRC to adopt proposed regula- 
tion w/suggested mods, 

TIERNAN,J.A. Baltimore Gas & Electric Co. 52FR7432 024. 87/04/22. Office of the 
Secretary of the Commission. 3pp. 40838:291-40838:293. 

8705060308 Comments on proposed rule 10CFR50 re App J & proposed reg 
guide.Task MS 021-5.Util fully endorses recommendations submitted by B&W Owners 
Group Tech %)ec Subcommittee for proposed rev of App J. 

SHELTON.D.C. Toledo Edison Co. 51FR39538 033. 87/04/24. Document Control 
Branch (Document Control Desk). 11pp. 40839:001-40839:011. 

8705060324 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.Author believes that Class C low level waste should be reclassified as high 
level. 

LONGWELL.G.L, HOFFNAR.B. Pennsylvania State Association of Township Supervi- 
sors. 52FR5992 005. 87/04/22. Docketing & Services Branch. 2pp. 40825:146- 
40825:147. 

8705060348 Comments on proposed rule 10CFR50 re App J concerning leakage rate 
testing of containments of light-water-cooled nuclear power plants.Rev should not be 
promulgated as final rule as stipulated in 10CFR50.109.Specific comments end. 
MROCzKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
51FR39538 032. 87/04/24. Docketing & Services Branch. 27pp. 40829:323- 
40829:349. 

8705060362 Comments on proposed rule 10CFR50 re rev to lOCFRSO.App J re leak- 
age rate testing of containments of light-water-cooled nuclear power plants & associ- 
ated draft reg guide.Task MS 021-5.Supports rule. 

KEISER,H.\^ Pennsylvania Power & Light Co. 51FR39538 019. 87/04/22. CHILK, S.J. 
Docketing & Services Branch. 3pp. 40838:076-40838:078. 

8705060388 Comments supporting proposed rule 1 0CFR50 re Commission policy state- 
ment on deferred plants.Statement places emphasis on areas of greatest 
importance,including maint, preservation & documentation requirements. 
SORENSEN,G.C. Washington Public Power Supply System. 52FR8075 005. 87/04/ 
21. Docketing & Services Branch. 2pp. 40838:145-40838:146. 


8705050157 Package of 44 comments opposing proposed rule 10CFR50 re decreasing 
emergency resident evacuation plan to within 1 mile of nuclear power plant. 
SPINtoLA,W.A., ZELAZNY,A. Affiliation Not Assigned. MCLOUGHLIN.D. Federal 
Emergency Management Agency. 52FR6980. 87/04/28. CHILK,S.J. Docketing & 
Services Branch. ZECH.L., ASSELSTINE Commissioners. 227pp. 40804:085- 
40804:311. 

8705060197 Forwards documents to be placed in PDR & Central Files on regulatory 
history for final rules 10CFR70 & 74 re reporting of SNM physical inventory summary 
results. 

HUFF.D.A. NRC - No Detailed Affiliation Given. AB26-2 01. 87/05/04. Document Con- 
trol Branch (Document Control Desk). Ip. 40842:161-40842:186, 

-8705060217 Forwards signed 870427 approved for publication notice, FR notice 
amending 1 0CFR70 & 74 re SNM physical inventory summary rept & regulatory analy- 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (820201-870411). AB26-2 
02. 87/04/06. STELLO.V. Office of the Executive Director for Operations. 8pp. 
40842:162-40842:169. 

-8705060239 "Reporting of SNM Physical Inventory Summary Results," 10CFR70 & 74 
final rules.Amended regulations will assure that licensees provide timely & reliable info 
to public & NRC.Undated HL Thompson Itr & regulatory analysis end. 

STELLO.V. Office of the Executive Director for Operations. AB26-2 03. 87/04/27. 
1 7pp. 40842:1 70-40842:1 86. 


8705060423 Comments supporting proposed rule 10CFR50 re leakage rate testing of 
containments of light-water-cooled nuclear power plants.Rule would assure long over- 
due disciplined & comprehensive review of NRC backlit activities. 

GUCWA.L.T. Georgia Power Co. 51FR39538 024. 87/04/22. CHILK Docketing & 
Services Branch. 10pp. 40839:028-40839:037. 

8705060437 Forwards comments on proposed rule lOCFRSO.App J re containment inte- 
grated leak rate testing.Comments made by BWR Owners Group endorsed.Comments 
on draft reg guide.Task 021-5 end. 

KINGSLEY,Cj.D, System Energy Resources, Inc. 51FR39538 026. 87/04/24. Docu- 
ment Control Branch (Document Control Desk). 1 6pp. 40839:038-40839:053. 

8705060442 Comments on proposed rule 10CFR50 re leak rate testing of containments 
of light-water-cooled nuclear power plants & related draft reg guide.Proposed rule 
beneficial w/ listed exceptions. 

TUCKER.H.B. Duke Power Co. 51FR39538 029. 87/04/23. Docketing & Services 
Branch. 12pp. 40838:313-40838:324. 

8705060451 Package of four comments opposing proposed rule 10CFR50 re leakage 
rate testing of containments of light water cooled nuclear power plants. Proposed 
changes not justified by backfit anafysis demonstrating increase in public safety. 
EDWARDS, D.W. Vermont Yankee Nuclear Power Corp. SCHERER, A.E. Combustion 
Engineering, Inc. MCDONALD.R.P. Alabama Power Co, 51FR39538. 87/04/27. Dock- 
eting & Services Branch. 29pp. 40838:325-40838:353. 


-8705060217 Forwards signed 870427 approved for publication notice, FR notice 
amending 10CFR70 & 74 re SNM physical inventory summary rept & regulatory analy- 
sis. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (820201-870411). AB26-2 
02. 87/04/06. STELLO.V. Office of the Executive Director for Operations. 8pp. 
40842:162-40842:169. 

-8705060239 "Reporting of SNM Physical Inventory Summary Results," 10CFR70 & 74 
final rules.Amended regulations will assure that licensees provide timely & reliable info 
to public & NRC.Undated HL Thompson Itr & regulatory analysis end. 

STELLO.V. Office of the Executive Director for Operations. AB26-2 03. 87/04/27. 
17pp. 40842:170-40842:186. 


8705070026 Comments on proposed rule 10CFR50 re revs to 10CFR50,App J & associ- 
ated draft reg guide.Task MS 021-5.Rev proposes new requirements which can prove 
time consuming & costly to licensees. 

PICKENS, T.A. BWR Owners Group. 51FR39538 021. 87/04/22, Docketing & Services 
Branch. 20pp. 40847:336-40847:355. 


8705070062 Package of two comments supporting proposed rule 10CFR50 clarifying 
Type A,B & C testing requirements for containment leakage rates & add! test 
methods, procedures & analysis to r^lace proposed App J deletions. 

COUNSIUW.G., KEELEY.G.S. TU Bectric (formerly Texas Utilities Generating Co.). 
HINTZ,D.C. Wisconsin Public Service Corp. 51 FR39538. 87/04/27. Docketing I Serv- 
ices Branch. 40pp, 40849:225-40849:264. 
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8705080049 Comments on proposed rules 10CFR2 & 20 re exemption of radwaste 
age concern. Exemption intolerable step in unique, unprecedented nuclear 

CAREY, C. Affiliation Not Assigned. 51FR43367 090. 87/04/06. Office of the Secre- 
tary of the Commission. 3pp. 40862:096-40862:098. 

8705110296 Comments on proposed rule 10CFR2 re immediate effectiveness 
rule.Opposes rule as NRC could consider any evidence w/o informing public about 
source of info, hearkening back to secret decisions of "star chamber." 
CURRAN, D. Union of Concerned Scientists. CURRAN, D. New England Coalition on 
Nuclear Pollution. CURRAN, D. Harmon & Weiss. 52FR3442 012. 87/05/06. Commis- 
sioners. 5pp. 40875:063-40875:067 


8705120081 Comments opposing proposed rule 10CFR60 re definition of high level 
radwaste.Proposed definition opens door to classifying wastes partitioned in reproc- 
essing as low level waste. 

ISELIN.C.W. New England Coalition on Nuclear Pollution. 52FR5992 009. 87/04/28. 
PRICHARD, W.C. Office of Nuclear Regulatory Research, Director (Post 860720). 4pp. 
40886:292-40886:295. 

8705120084 Package of 66 comments supporting proposed rule 10CFR50 re issuance 
of full power licenses when state & local cooperation in emergency planning withheld. 
GOULET, J.F.. STANTON, C.A., KIMBALL,E. Affiliation Not Assigned 62FR6980. 87/ 
05/04. CHILK Office of the Secretary of the Commission. BERNTHAL. ZECH Com- 
missioners. 96pp. 40886:196-40886:291. 


8705110303 Comments on proposed rule 10CFR60 re redefinition of high level 
radwaste.Rule opposed.Full EIS,w/associated public hearings, should be prepared for 
rule. 

PYLES,D.N. Affiliation Not Assigned. 52FR5992 019. 87/04/27. NRC - No Detailed 
Affiliation Given. 3pp. 40880:196-40880:198. 

8705110310 Package of three comments supporting proposed rule 10CFR50 re leakage 
rate testing of containment of light-water-cooled nuclear power plants. 

FAY,C.W. Wisconsin Electric Power Co. TREVORS,G.A. Nebraska Public Power Dis- 
trict. REYNOLDS, N.S. Nuclear Utility Backfitting & Reform Group. 51FR39538. 87/04/ 
29. CHILK, S.J. Office of the Secretary of the Commission. 14pp. 40875:105- 
40875:118. 


8705120095 Comments opposing proposed rule 10CFR50 re amend to App J require- 
ments re leakage rate testing of containments of light-water-cooled nuclear power 
plants. 

REYNOLDS, N.S. Bishop. Liberman, Cook, Purcell & Reynolds. REYNOLDS.N.S. Ar- 
kansas Power & Light Co. REYNOLDS.N.S. Consolidated Edison Co. of New York, 
Inc. 51FR39538 034. 87/04/24. CHILK, S.J. Office of the Secretary of the Commis- 
sion. 12pp. 40886:183-40886:194. 

8705120100 Notification of extension of comment period to 870629 re proposed rule 
10CFR60 concerning amend to definition of high level radwaste. 

CH1LK.S.J. Office of the Secretary of the Commission. 52FR5992. 87/04/29. 2pp. 
40888:091-40888:092. 


8705110311 Comments on proposed rule 10CFR2 re modifying requirements governing 
procedures for issuing licenses.permits & amends following favorable initial adjudica- 
tory decision resolving all issues before presiding officer.Supports rule. 

KEARNEY, J.J. Edison Electric Institute. KEARNEY.J.J. Utility Nuclear Waste Manage- 
ment Group. 52FR3442 013. 87/05/06. CHILK.S. Office of the Secretary of the Com- 
mission. 3pp. 40875:068-40875:070. 

8705110315 Requests extension of comment period for proposed rule 10CFR60 re defi- 
nition of high level radwaste. 

* Affiliation Not Assigned. 52FR5992. 87/04/27, Commissioners. 2pp. 40880:194- 
40880:195. 

8705110346 Comments supporting proposed rule 10CFR60 re definition of high level 
radwaste.Definitions of high level & low level radwaste inadequate & misleading. 
RILEY, J.L. Sierra Club. 52FR5992 014. 87/04/24. Docketing & Services Branch. 
10pp. 40876:348-40876:357. 

8705110347 Requests extension of comment period on proposed rule 10CFR60 re defi- 
nition of high level waste. 

LEWIS, M. Lewis. M. 52FR5992. 87/04/27. PRICHARD, C. Docketing & Services 
Branch. Ip. 40880:174-40880:174. 

8705110350 Comments on proposed rule 10CFR60 re definition of high level 
radwaste. Recommends Option 1 which proposes to define “sufficiency" in manner 
analogous to treatment of "highly radioactive" & "requires permanent isolation.” 
ROACH, K. Affiliation Not Assigned. 52FR5992 020. 87/04/24. Docketing & Sen/ices 
Branch. 2pp. 40880:171-40880:172. 


8705120107 Comments on proposed rule 10CFR50 re lack of state & local cooperation 
in offsite emergency planning.Reasonable time period should be established for prep- 
aration of compensatory plans by util during which continued operation allowed. 
BORELLA,E.J. Ebasco Sen/ices, Inc. (subs, of Enserch Corp.). 52FR6980 2888. 87/ 
04/30. CHILK,S.J. Office of the Secretary of the Commission. 2pp. 40909:219- 
40909:220. 

8705120112 Comments on proposed rule 10CFR60 re definition of high level 
radwaste. Inclusion of naturally-occurring or accelerator-produced matls in analysis for 
reclassification of high level waste recommended. 

DAVIS, A.A. Pennsylvania, Commonwealth of. 52FR5992 011. 87/04/28. CHILK,S.J. 
Docketing & Services Branch. 3pp. 40888:221-40888:223. 

8705120119 Package of 61 comments opposing proposed rule 10CFR50 re issuance of 
full power OL for nuclear power plants w/o preparation or submission of state & local 
emergency plans. 

CAMPBELL, C.A. South Carolina, State of. CLACK, B.J. Georgia, State of. 
HUMPHREY.G.J. Senate. 52FR6980. 87/05/04. CHILK,S. Office of the Secretary of 
the Commission. ZECH Commissioners. 73pp. 40888:227-40888:299. 

8705120120 Comments on proposed rule 10CFR60 re public & local agencies involve- 
ment in licensing & siting nuclear facilities. Local agencies should be involved in plant 
licensing & planning. 

BERNHARDT,D.E., BERNHARDT, M. Affiliation Not Assigned. 52FR6980 2777. 87/05/ 
01. CHILK, S.J. Office of the Secretary of the Commission. Ip. 40887:194-40887:194. 


8705110360 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.Rule opposed due to legal & jurisdictional constraints. 

BISHOP, W. A. Washington, State of. 52FR5992 010. 87/04/28. Docketing & Services 
Branch. 6pp. 40880:156-40880:161. 

8705110361 Comments on proposed rule 10CFR50 re leakage rate testing of contain- 
ments of light water cooled nuclear power plants. Requests deferral of further Com- 
mission action until necessary changes made. 

SORENSEN,G.C. Washington Public Power Supply System. 52FR39538 038. 87/04/ 
28. Docketing & Services Branch. 1p. 40880:155-40880:155. 


8705120124 Comments on proposed rules 10CFR60 re high level waste 
definition.Characteristics of long lived radionuclides & shorter lived nuclides basic 
starting point for definition of high level radwastes to ensure public safety. 
EDDLEMAN,W. Conservation Council of North Carolina. EDDLEMAN.W. Coalition for 
Alternatives to Shearon Harris. EDDLEMAN,W. Kudzu Alliance. 52FR5992 017. 87/ 
04/27. Docketing & Services Branch. 3pp, 40907:232-40907:234. 

8705120125 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.More technically precise definition needed. 

REUBEN.J.H., MOFFETT, E.L Nez Perce Tribal Council. 52FR5992 012. 87/04/28. 
Office of the Secretary of the Commission. 6pp. 40888:083-40888:088. 


8705110363 Comments on proposed rule 10CFR60 re definition of highlevel 
radwaste. Urges use of both source of wastes & concentration of wastes methods in 
final definition, to encompass largest amount of waste within high-level categorv. 
FULLER, C. Bedford County Environmental Committee. 52-.R5992 COS. 87/04/27, 
Docketing & Services Branch, ip. 40875:081-40875:081. 

8705110368 Comments on proposed rule 10CFR60 re definition of high level 
radwaste. Quantitative definition recommended. 

SMITH.C.F. Affiliation Not Assigned. 62FR5992 018. 87/04/28. Docketing & Services 
Branch. 3pp. 40880:152-40880:164. 

8705120009 Comments on proposed rule 10CFR50 re offsite emergency planning at nu- 
clear power sites when state &/or local govts refuse to cooperate in development or 
implementation of offsite emergency plans.Technicai expertise rests w/utils. 
SELIGSON.C.H. Kidder, Peabody & Co. 52FR6980 2929. 87/05/01. Docketing & 
Services Branch. 8pp. 40886:173-40886:180. 


8705120014 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.Comments reserved oending review of Kccher & Croff rept, "Proposed Clas- 
sification Scheme for High Levoi; & Ct:':©- Radwas'.cs." 

GREEN,J.W. Michigan, State of. 52FR5992 015. 87/04/28. CHILK.S. Office of the 
Secretary of the Commission. 1p. 40886:167-40886:167. 


8705120017 Comments on proposed rule 10CFR50 re NRC plans to reduce nuclear 
power plant evacuation zone irom 1 0 to 1 mile or to accept util-submitted evacuation 
plans in lieu of state & local govt plans. 

ZAFR1S,J. Affiliation Not Assigned. 52FR6980 2911. 87/04/29. Docketing & Services 
Branch. 2pp. 40886:165-40886:166. 


8705120021 Comments on proposed rule 10CFR60 re revised definition of high level 
radwaste. Urges extension of comment period in light of potential ramifications of re- 

SCHVVARTZ^. New Hampshire, State of. 52FR5992 016. 87/04/27. CHILK, SJ. 
Office of the Secretary of the Commission. 1p. 40886:195-40886:195. 


8705120078 Comments on proposed rule 10CFR60 re high level radwaste. Establish- 
ment of performance criteria for waste types w/no attempt to define methods of dis- 
Dosai for each waste type recommended, 

KOBRICKT.E. Bethlehem Steel Corp. 52FR5992 013. 87/04/27. Docketing & Serv- 
ices Branch. 2pp. 40886:301-40886:302. 


8705120128 Comments on proposed rule 10CFR50 re proposed mod of regulations 
concerning licensing of Seabrook & Shoreham Nuclear Power stations.Requests info 
on energy demand & other power generation technologies besides nuclear. 
GAMART,D.J. Affiliation Not Assigned. 52FR6980 2928. 87/04/23. Docketing & Serv- 
ices Branch. 3pp. 40888:218-40888:220. 

8705120140 Package of 56 comments supporting proposed rule 10CFR50 re state or 
local govts refusal to participate in development or implementation of offsite emergen- 
cy plans for commercial nuclear power plants. 

BLOOMBERG,H.S., MUMFORD.J.R., LANEN,T.A. Affiliation Not Assigned. 52FR6980. 
87/05/04. CHILK Office of the Secretary of the Commission. 73pp. 40887:121- 
40887:193. 


8705120154 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
w/o cooperation from state & local govt.Sys has to be void of human failure. 
KNOWLES.H.F. Affiliation Not Assigned. 52FR6980 2690. 87/04/23. Docketing & 
Services Branch. 1 p. 40888:082-40888:082. 

8705120160 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
w/o cooperation from state & local govt.Offsite emergency exercises cannot be per- 
formed adequately w/o full participation of local pollce,fire & rescue personnel. 
FLETCHER.R.G. Maryland. State of. 52FR6980 2887. 87/04/29. Docketing & Serv- 
ices Branch. 2pp. 40888:216-40888:217. 

8705120179 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
w/o cooperation from state & local govt. Supports rule. 

BLOOMFIELD.W. Affiliation Not Assigned. 62FR6980 2925. 87/05/04. CHILK, S.J, 
Office of the Secretary of the Commission. 2pp. 40888:089-40088:090. 

8705120181 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.NRC should develop quantitative, generally applicable & risk-based definition. 
KOCHER.D.C, Affiliation Not Assigned. 52FR5992 021. 87/04/29. Docketing & Serv- 
ices Branch. 9pp. 40909:335-40909:343. 

8705120183 Package of 72 comments opposing proposed rule 10CFR50 re licensing of 
nuclear power plants w/o state approved evacuation plans. 

DASS.P.R.. WAYLAND-SMITH, MOORE.O. Affiliation Not Assigned. 52FR6980. 87/ 
05/04. NRC - No Detailed Affiliation Given. 102pp. 40887:210-40887:311. 
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8705120206 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
w/ 0 cooperation of state & local govt.Existing regulations provide basic std for issuing 
OL to nuclear power plant. 

COLSON,R.A. Arizona, State of. 52FR6980 2886. 87/04/27. CH1LK,S. Office of the 
Secretary of the Commission. 3pp. 40903:303-40903:305. 


8705130010 Comments in support of proposed rule 10CFR50 re emergency evacuation 
plans.Local opponents of nuclear plants fail to consider facts & alternatives. US nucle- 
ar plants have envious record & people forget plants not nuclear bombs. 

JAMES.V.N. Affiliation Not Assigned. 52FR6980 2923. 87/04/30. Docketing & Serv- 
ices Branch. 3pp. 40910:232-40910:234. 


8705120252 Package of 7 comments supporting proposed rule 10CFR50 re licensing of 
nuclear power plants where state &/or local govts decline to cooperate in offsite 
emergency planning. 

REINSCH.H.O. Bechtel Corp. MARTIN, J.B., STANLEY, S. Affiliation Not Assigned. 
52FR6980. 87/05/01. CHILK Office of the Secretary of the Commission. ZECH Com- 
missioners. 8pp. 40907:016-40907:023. 


8705130104 Package of 23 comments supporting proposed rule 10CFR50 re licensing 
plants where state or local govts decline to cooperate in offsite emergency 
planning.Individuai Itrs end. 

FINCX)CHIO,J.. KINGSTON, M.. SCHAEFER,H.F. Affiliation Not Assigned. 52FR6980. 
87/05/05. Docketing & Services Branch. CHILK Office of the Secretary of the Com- 
mission. 43pp. 40915:049-40915:091. 


8705120257 Package of 57 comments opposing proposed rule 10CFR50 re licensing 

? lants w/o state or local approved evacuation plans. 

IRONE.D.H., LAWRENCE, N.L, SEVEX,M. Affiliation Not Assigned. 52FR6980. 87/ 
05/05. NRC - No Detailed Affiliation Given. 130pp. 40887:312-40888:081. 

8705120259 Comments on proposed rule 10CFR50 re licensing of nuclear plants. 
STEF.J.E. Affiliation Not Assigned. 52FR6980 2650. 87/04/28. Docketing & Services 
Branch. 1 p. 40907:083-40907:083. 

8705120262 Package of 35 comments opposing proposed rule 10CFR50 re state & 
local govts refusal to cooperate in evacuation planning. 

SPITZTER.R., JOHNS, C.B. Affiliation Not Assigned. KEENE, J. Long Island Coalition for 
Safe Living. 52FR6980. 87/04/29. CHILK Office of the Secretary of the Commission. 
ZECH Commissioners, 40pp. 40907:131-40907:170. 

8705120266 Package of 25 comments opposing proposed rule 10CFR50 re licensing of 
nuclear plants w/o state approved evacuation plans. 

HENDRICKSON, P., CARROLL, G., SLOTNlCK,R. Affiliation Not Assigned. 52FR6980. 
87/05/01. Docketing & Services Branch. 27pp. 40906:129-40906:155. 

8705120274 Package of 49 comments supporting proposed rule 10CFR50 re licensing 
of nuclear power plants where state & local govts decline to cooperate In offsite 
emergency planning. 

BRIGGS, P.W. Rochester Gas & Electric Corp. ORTH.E.L, ORTH,W. Affiliation Not As- 
signed. 52FR6980. 87/04/29. CHILK Office of the Secretary of the Commission. 
ZECH Commissioners. 61pp. 40904:262-40904:322. 

8705120277 Comments on proposed rule 10CFR50 re licensing of plants where state 
&/or local govts decline to cooperate in offsite emergency pTanning.Utils should not 
be encouraged to withdraw financial support from listed officials. 

ROSS.R.D. Missouri, State of. 52FR6980 2936. 87/05/05. Docketing & Services 
Branch. Ip. 40904:041-40904:041. 

8705120287 Package of 20 form Itrs opposing proposed rule 10CFR50 re licensing of 
nuclear plants w/o state approved evacuation plans, 

BROWN,P.L. BROWN.S.L, STAY.K. Affiliation Not Assigned. 52FR6980. 87/05/01. 
Docketing & Services Branch. 20pp. 40907:024-40907:043. 


8705140216 Comments on proposed rule 10CFR50 re approved evacuation plans.Rule 
opposed.NRC should not be allowed to license nuclear power plants w/o approved 
evacuation plan. 

MANN,F. Affiliation Not Assigned. 52FR6980 3237. 87/04/28. Docketing & Services 
Branch. Ip. 40916:226-40916:226. 

8705140341 Comments on proposed rule 10CFR50 re state &/or local govts refusal to 
cooperate In emergency planning of nuclear power plants.Const & operation of plants 
should be under absolute control of NRC. 

ANDERSON, R.A. Affiliation Not Assigned. 52FR6980 3219. 87/05/03. NRC - No De- 
tailed Affiliation Given. 2pp. 40922:022-40922:023. 

8705140352 Forwards comments on proposed rule 10CFR50 re licensing of nuclear 
power plants where state &/or local govts decline to cooperate in offsite emergency 
planning. 

BARRY,J.J. International Brotherhood of Electrical Workers. 52FR6980 3229. 87/04/ 
30. Docketing & Services Branch. 1 p. 40927:359-40927:361 . 

-8705150413 Comments on proposed rule 10CFR50 re licensing of nuclear power 
plants where state &/or local govts decline to cooperate in offsite emergency 
planning.Supports rule. 

BARRV;J.J. International Brotherhood of Electrical Workers. 52FR6980, 87/04/30. 
Docketing & Services Branch. 2pp. 40927:360-40927:361 . 

8705140361 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
where state &/or local govts decline to cooperate in offsite emergency 
plannIng.Author recommends that NRC reject proposed rule. 

AHEARNE,J.F. Resources for the Future, Inc. 52FR6980 3230. 87/05/06. Docketing 
& Services Branch. 17pp. 40922:082-40922:098. 

8705140379 Package of 64 form & individual Itrs commenting on proposed rule 
10CFR50 re licensing of plants where state & local govts refuse to cooperate in evac- 
uation planning. 

KINNAMAN.R., BREGMAN.J.. MCKENNA.J.T. Affiliation Not Assigned. 52FR6980. 87/ 
05/06. Commissioners. CHILK, S. Office of the Secretary of the Commission. 67pp. 
40922:144-40922:210. 


8705120290 Requests that end 870227 Itr be considered as official comment opposing 
proposed rule 10CFR50 re licensing of nuclear plants w/o state & local govts ap- 
proved evacuation plans.AddI comments stated. 

HINTON, L.W. North Carolina. State of. 52FR6980 2667. 87/04/29. CHILK.S.J. Office 
of the Secretary of the Commission. 3pp. 40906:210-40906:213. 


8705140389 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
where state &/or local govts decline to cooperate in offsite emergency 
planning.Opposes rule. 

DOHERTY, Xf. Affiliation Not Assigned. 52FR6980 3231. W/05/01. NRC - No De- 
tailed Affiliation Given. 6pp. 40924:243-40924:248. 


-8705120297 Comments opposing proposed rule 10CFR50 re elimination of require- 
ment for state & local participation in planning for emergency evacuations during nu- 
cIsHr 8icoicl©nts 

THORNBURG, Lh. North Carolina, State of. 52FR6980. 87/02/27. ZECH,L.W., 
ROBERTS, T.M., ASSELSTINE.J.K. Commissioners. Ip. 40906:213-40906:213. 


8705140412 Comments on proposed rule 10CFR50 re emergency evacuation zones for 
nuclear power plants.Author, people of Long Island & areas beyond will pursue & pros- 
ecute NRC,based on Commission arbitrary performance record. 

ROMANCHUK,W.F. Suffolk County United East End Seniors Council. 52FR6980 3233. 
87/04/28. NRC - No Detailed Affiliation Given. 2pp. 40924:180-40924:181. 


6705120291 Package of 49 comments opposing proposed rule 10CFR50 re licensing of 
nuclear power plants where state &/or local govts decline to cooperate in offsite 

BRoSvC^H'^ANDiRSSON.A., CANEPA.L. Affiliation Not Assigned. 52FR6980. 87/ 
05/05. Docketing & Services Branch. 51 pp, 40906:156-40906:206. 

8705120310 Forwards comments re proposed rule 10CFR50 concerning emergency 
planning regulations & Commissioner Asselstine separate views,for placement in 
public rulemaking docket file. . 

BURNS,S.G. Commissioners. 52FR6980 2445. 87/04/28. JULIAN,E. Docketing & 
Services Branch. Ip. 40909:148-40909:150. 

-8705120331 Comments on proposed rule 1OCFR50 re emergency planning regulations 
in event of lack of state &/or local govt cooperatlon.Rule supported.Cooperation re- 

^AGLeT? Affiion Not Assigned. 52FR6980. 87/04/23. CARR.K.M. Commissioners. 
2pp. 40909:149-40909:150. 


8705140429 Comments on proposed rule lOCFRSO.Opening of Shoreham nuclear 
power plant needed due to steadily increasing power demand. 

KISSINGER,C.F. Affiliation Not Assianed. 52FR6980 3235. 87/04/28. Office of the 
Secretary of the Commission. 2pp. 40918:112-40918:113. 


8705140441 Comments opposing proposed rule 10CFR50 re licensing of nuclear power 
plants where state &/or local govts decline to cooperate in offsite emergency 
planning.NRC failed to comply w/provisions of NEPA. 

WOOD.J. Yell County Wildlife Federation. 52FR6980 3236. 87/04/29. Docketing & 
Services Branch. 2pp. 40918:114-40918:115. 


8705150056 Package of 12 individual comments supporting proposed rule 10CFR50 re 
licensing of nuclear power plants where state &/or local govts decline to cooperate in 
offsite emergency planning. , ^ 

STEHN.J.R., CONSILVIO.F.. PICARILLO.J. Affiliation Not Assigned. 52FR6980. 87/ 
05/06. CHILK, S.J. Office of the Secretary of the Commission. 13pp. 40930:189- 
40930:201. 


8705120336 Package of 31 comments supporting proposed rule 10CFR50 re licensing 
of nuclear power plants where state &/or local govts decline to cooperate in offsite 

LEBSfNSawTw?)ODWORTH,A.H., COHEN,G. Affiliation Not Assigned. 52FR6980. 
87/05/05, CHILK Office of the Secretary of the Commission. 34pp. 40907:244- 
40907:277. 


8705150160 Package of 49 individual & form comments opposing proposed rule 
10CFR50 re licensing of nuclear power plants where state &/or local govts refuse to 
participate in development of emergency planning. 

WARD,A., HITCHCOCK, A.. KLAUS, B.J. Affiliation Not Assigned. 52FR6980. 87/05/06. 
CHILK,S.J. Office of the Secretary of the Commission. ZECH Commissioners. 71pp. 
40929:184-40929:254. 


8705120359 Package of 39 comments supporting proposed rule 10CFR50 re licensing 
of nuclear power plants when state & local govts decline to participate in emergency 


SlOSS?)N,R.E., FARNUM.G.C., SILVA,a$. Affiliation Not Assigned. 52FR6980. 87/ 
04/30. CHILK, S.J. Office of the Secretary of the Commission. ZECH Commissioners. 
51 pp, 40905:080-40905:130. 


0705120383 Comments on proposed rule 10CFR50 re licensing of nudear power plants 
where states &/or local govts decline to cooperate m offsite emergency 

StSie & Webster Engineering Corp. 52FR6980 2897. 87/04/28. 
Docketing & Services Branch. 2pp. 40906:097-40906:098. 


8705120394 Package of 63 comments opposing proposed rule 10CFR50 re licensing 
nuclear power plants when state & local govts decline to participate in emergency 


KIcHlIcIh.T., COFFEY, P.H., KELLY, T. Affiliation Not Assigned. 52FR6980. 87/04/30. 
Commissioners. 71pp. 40905:217-40905:287. 


8705150416 Package of 14 form & individual Itrs supporting 10CFR50 re offsite emer- 
gency planning at nuclear power plant sites. 

SULLIVAN, D.. SANFORD, LJ., LOHMlLLER,B. Affiliation Not Assigned. 52FR6980. 
87/05/06. Docketing & Services Branch. CHILK Office of the Secretary of the Com- 
mission. 1 4pp, 40938: 1 39-40938: 1 52. 

8705180261 Comments opposing proposed rule which permits licensing of rruclear 
power plants w/o state & local participation in evacuation plan.NRC has no right to 
put 2 million people at risk so that util can salvage bad investment, 

BOYD,D.M. Affiliation Not Assigned. #287 2663. OL-3. 87/02/23. Commissioners. 
2pp. 40960:043-40960:044. 

8705180282 Ack receipt of 870319 Itr re facility & concerns on prof^sed change to 
emergency planning rGgulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. #287 3053. OL 87/04/10. VARN,S. Affiliation Not As- 
signed. 1p. 40960:046-40960:050. 
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-S705 180287 Expresses concern re NRC consideration of reduction in emergency zone 
to 1 mile & state input into evacuation planning. Requests error on side of too much 
protection & intervention rather than too little. 

VARN.o. Affiliation Not Assigned. OL 87/03/19. CARR.K. Commissioners. Ip. 
40960:047-40960:047. 

-8705180295 Ack receipt of 870315 Itr re facility & concerns on proposed changes to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR.K.M. Commissioners. OL. 87/04/10. ZUREK,K.M. Affiliation Not Assigned. Ip. 
40960:048-40960:050. 

-8705180306 Expresses anger & disappointment re NRC recent actions to reduce 
evacuation zone from 10 to 1 mile & proposed rule eliminating state approval of evac- 
uation ptan.Present action reflect gross negligence of right to safety. 

ZUREK.K.M. Affiliation Not Assigned. OL 87/03/15. CARR Commissioners. 2pp. 
40960:049-40960:050. 

“8705180312 Ack receipt of 870306 Itr re facility.Comments Inappropriate due to licens- 
ing hearing before Commission.Comments re Commission responsibilities 
welcomed.Served on 87041 3. 

CARR.K.M. Commissioners. OL 87/04/10. SCHLACHMAN.D. Affiliation Not Assigned. 
Ip. 40960:051-40960:053. 

-8705180318 Expresses concern re reduction in evacuation zone for facility.NRC must 
act to reinforce peoples rights, via elected officials to approve evacuation plans devel- 
oped for community, 

SCHUCHMAN.D. Affiliation Not Assigned. OL 87/03/06. ASSELSTINE, BERNTHAL, 
CARR Commissioners. 2pp. 40960:052-40960:053. 

-8705180329 Ack receipt of 870410 Itr re facility & concerns on proposed change to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR.K.M. Commissioners. OL 87/04/10. ATKINSON, W. Affiliation Not Assigned Ip. 
40960:054-40960:055. 

-8705180338 Expresses opposition to any attempt to reduce evacuation zone from 10 
to 1 mile at facility or any plant & proposed change to eliminate state approval of 
evacuation plan. 

ATKINSON.M. Affiliation Not Assigned. OL. 87/04/10. CARR.K. Commissioners. Ip. 
40960:055-40960:055. 

-870S1 80344 Ack receipt of 870309 Itr re facility & concerns on proposed changes to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. OL. 87/04/10. OXTON.D. Affiliation Not Assigned. Ip. 
40960:056-40960:057. 

-8705180360 Expresses concern re reduction of evacuation plan zone from 10 to 1 
mile for facility & elimination of state approval of evacuation plan. 

OXTON.D. Affiliation Not Assigned. OL. 87/03/09. CARR.K. Commissioners. Ip. 
40960:057-40960:057. 

-8705180365 Ack receipt of 870311 Itr re facility & concerns on proposed changes to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413, 
CARR.K.M. Commissioners. OL. 87/04/10, MELAS-KYRIAZI Affiliation Not Assigned. 
Ip. 40960:058-40960:059. 

—8705180371 Objects vehemently to NRC proposed rule change to reduce evacuation 
zone for facility from 10 to 1 mile & elimination of state approval of evacuation plans. 
MELAS-KYRIAZI Affiliation Not Assigned. OL. 87/03/11. Docketing & Services 
Branch. Ip. 40960:059-40960:059. 

-8705180379 Ack receipt of 870311 itr re facility & concerns on proposed change to 
emergency planning regulations.Comments inappropriate due to licensing hearing 
before Commission. Comments on proposed rule welcomed.Served on 870413. 
CARR,K.M. Commissioners. OL 87/04/10. ALEXANDER.J.R. Affiliation Not Assigned. 
Ip. 40960:060-40960:061. 

“8705180384 Expresses objection to reduction of evacuation zone from 10 to 1 mile & 
elimination of state approval of evacuation plans. 

ALEXANDER.J.R. Affiliation Not Assigned. OL 87/03/11. CARR.K. Commissioners. 
Ip. 40960:061-40960:061. 

8705190479 Package of 29 mixed Itrs supporting proposed rule 10CFR50 to F>ermit li- 
censing of nuclear plants w/o local & state approval of evacuation plans. 

HICKSON.J.F., SHAW,A.E., WHEELER.M. Affiliation Not Assigned. 52FR6980. 87/05/ 
11. Docketing & Services Branch. ZECH.LW. Commissioners. CHILK,S.J. Office of the 
Secretary of the Commission. 33pp. 40970:167-40970:199. 

8705190530 Package of 90 mixed Itrs opposing proposed rule 1 0CFR60 eliminating re- 
quirement for state approved emergency plan. 

COSTA, K., COSTA.D.. COSTA.R. Affiliation Not Assigned. 52FR6980. 87/05/11. 
CHfLK.S. Office of the Secretary of the Commission. ZECH,L.W. Commissioners. 
97pp. 40970:069-40970:166. 

8705190556 Cornments on proposed rules 10CFR50 & 55 requesting reconsideration of 
final rule re min number of shifts required for licensed operator or senior operator to 
maintain active status. 

GUCWA,LT, Georgia Power Co. 49FR46428 094. 87/05/01. Docketing & Services 
Branch. 4pp. 40975:008-40975:01 1 . 

8705190576 Comments on proposed rule 10CFR60, "Definition of High Level Rad- 
waste." Consideration should be given to matl matrix when determining whether matl 
should be classified as high level waste. 

BERRY, K.W. Consumers Power Co. 52FR5992 023. 87/05/11. Office of the Secretary 
of the Commission. 2pp. 40973:359-40973:360. 

8705190586 Comments on proposed rule 10CFR50 re methods acceptable to NRC staff 
for complying w/proposed amends to App J.Comments provided on review of Task 
MS 021-5, "Containment Sys Leakage Testing.” 

GR1DLEY.R.L. Tennessee Valley Authority. 51FR39538 041. 87/05/06. Document 
Control Branch (Document Control Desk). 3pp. 40968:084-40968:086. 


8705190594 Comments supporting proposed rule 10CFR50 re leakage rate testing of 
containments of light water cooled nuclear power plants.Rev to App J will help make 
current Tech Specs easier to use. 

THORPE, J.R. General Public Utilities Corp. - GPU Service Corp. 51FR39538 050. 87/ 
04/30. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 40973:339- 
40973:343. 

8705190601 Comments on proposed rule 10CFR50 re leakage rate testing of contain- 
ments of light water cooled nuclear plants. Proposed rule creates conflict w/STS which 
should be resolved prior to issuance as final rule. 

SIEBER.J.D. Duquesne Light Co. 51FR39538 039. 87/04/24. Document Control 
Branch (Document Control Desk). 2pp. 40973:329-40973:330. 

8705190605 Comments on proposed rule 10CFR50, "Licensing of Nuclear Power Plants 
Where State & Local Govts Decline to Cooperate in Offsite Emergency Planning." 
Proposed rule could be implemented if listed conditions can be assured. 
NAUMAN.D.A. South Carolina Electric & Gas Co. 52FR6980 3238. 87/05/05. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 40968:116-40968:117. 

8705190626 Comments on proposed rule 10CFR50 re amend to 10CFR50,App J on pri- 
mary reactor containment leakage testing of water-cooled power reactors.Supports 
rule. 

LEONARD, J.D. Long Island Lighting Co. 51FR39538 044. 87/05/04. CHILK,S.J. NRC 
- No Detailed Affiliation Given. 2pp. 40973:308-40973:309, 

8705190629 Comments on proposed rule 10CFR60 re high-level waste.HIgh- level 
waste should be defined by concentration & length of half life rather than by source or 
storage facility type. 

MONGERSON.C. Coalition on West Valley Nuclear Wastes. 52FR5992 022. 87/05/ 
05. Office of the Secretary of the Commission. 2pp. 40970:225-40970:226, 

8705190635 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.Wastes in special form that exceed Class D limits should be exempted from 
high level waste definitions & included in definition of Class D waste. 
WHITTAKER.M.S. Chem-Nuclear Systems, Inc. 52FR5992 024. 87/05/12. Docketing 
& Services Branch. 2pp. 40973:315-40973:316. 

8705190642 Comments on proposed rule 10CFR50 re Commission policy statement on 
deferred plants.Recommends that addi guidance re maint of security & safeguards 
matls be included in policy statement. 

BERRY, K.W. Consumers Power Co. 52FR8075 006, 87/05/11. Docketing & Services 
Branch. Ip. 40973:307-40973:307. 

8705200001 Package of seven individual Itrs supporting proposed rule 10CFR50 re 
emergency evacuation planning. 

LEWIS.K.R., BROWN.D.R., GRIMES.D.F. Affiliation Not Assigned. 52FR6980. 87/05/ 
11. NRC - No Detailed Affiliation Given. ZECH.LW. Commissioners. 7pp, 40984:154- 
40984:160. 

8705200004 Comments on proposed rule 10CFR50 re emergency planning w/ state & 
local govts. Rule approved as, “one of best ever reviewed by Federal authorities or 
state own people." 

LOVEJOY.J.F. Affiliation Not Assigned. 52FR6980 3672. 87/05/08. PALLADINO.N. 
NRC - No Detailed Affiliation Given. 2pp. 40992:112-40992:113. 

8705200006 Package of 84 individual Itrs & 19 form Itrs opposing proposed rule 
10CFR50 re offsite emergency planning at nuclear power plants. 

FAHRBACH.E., WOODWORTH, C.L.. SENEY.M.A. Affiliation Not Assigned. 52FR6980. 
87/05/11. ZECH.L. Commissioners. CHILK.S. Office of the Secretary of the Commis- 
sion. 104pp. 40989:194-40989:297. 

8705200007 Comments supporting proposed rule 10CFR50 re amend to emergency 
planning regulations allowing licensing of nuclear power plants where state &/or local 
govts decline to cooperate In offsite emergency planning. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
52FR6980 3907. 87/05/15. Document Control Branch (Document Control Desk). 7pp. 
40992:114-40992:119. 

8705200012 Package of 23 individual comments supporting proposed rule 10CFR50 re 
licensing of nuclear power plants w/o state participation in emergency planning. 
HANLEY.M.A., MACCONI.P., CHAMBERLAIN, J. Affiliation Not Assigned. 52FR6980. 
87/05/15. NRC - No Detailed Affiliation Given. CHILK.S. Office of the Secretary of the 
Commission. ZECH.LW. Commissioners. 26pp. 40992:120-40992:145. 

8705200016 Comments on proposed rule 10CFR50 re emergency planning w/o state & 
local govts participation.Rule acceptable as plant has met all regulations & stds. 
LEVINE.S. Affiliation Not Assigned. 52FR6980 3908. 87/06/10. Office of the Secre- 
tary of the Commission. 1 1 pp. 40992:1 55-40992:1 65. 

8705200020 Mixed package of comments opposing proposed rule 10CFR50 re emer- 
gency planning w/o state & local govt cooperation. 

THAXTER.S., WARD.LH., HOWARD, H.W. Affiliation Not Assigned. 52FR6980. 87/05/ 
13. ZECH Commissioners. CHILK Office of the Secretary of the Commission, 151pp. 
40989:310-40990:100. 

8705200024 Comments supporting proposed rule 10CFR50 re Tech Spec improvements 
for nuclear power plants.Three deterministic screening criteria sufficient. 

PICKENS, T.A. BWR Owners Group. 52FR3788 029. 87/05/06. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 40984:145-40984:148. 

8705200026 Comments on proposed rule 10CFR2 re issuance of or amend to power 
reactor license or permit following initial decision. Urges Commission to reconsider ex- 
ception w/respect to Part 72 under proposed rule 10CFR2. 

RUSCHE.B.C. Energy, Dept. of. 52FR3442 014. 87/05/11. Docketing & Services 
Branch. 2pp. 40991:289-40991:290. 

8705200033 Comments supporting proposed rule 10CFR2 & 20 re radwaste below reg- 
ulatory concern.Use of rule would conserve valuable matl & human resources. 
KENNEDY, W.J. Atomic Industrial Forum. 51FR43367 093. 87/05/11. CHILK.S.J. 
Office of the Secretary of the Commission. 12pp. 40984:133-40984:144. 

8705200035 Package of 10 individual & form Itrs opposing proposed rule 10CFR50 re 
state &/or local govts refusal to participate in emergency planning, 

JOHNSON, F.W., PETRAS,A.V„ PERGOLIZZI.J. Affiliation Not Assigned. 52FR6980. 
87/05/15. CHILK, S.J. Office of the Secretary of the Commission. 12pp. 40991:277- 
40991:288. 
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870S2OCW43 Comments on proposed rule 10CFR50 re emergency planning.NRC per- 
formance lacking & irresponsible. 

HAPLER.R. Affiliation Not Assigned. 52FR6980 3632. 87/04/03. NRC - No Detailed 
Affiliation Given. Ip. 40982:360-40982:360. 

8705200050 Comments on proposed rule 1 0CFR50 re EPZs.Nuclear power far too dan- 
gerous for employment as energy source. 

GAZIN, D. Affiliation Not Assigned. 52FR6980 3638. 87/04/27. NRC - No Detailed Af- 
filiation Given. 1p. 40984:132-40984:132. 

8705200053 Package of 81 individual & form Itrs opposing proposed rule 10CFR50 re 
state & local govts refusal to participate In preparing emergency evacuation plans. 
SCHUT.D. Toledo Coalition for Safe Energy. ANDERSON,!., GONDEK.J. Affiliation 
Not Assigned. 52FR6980. 87/05/12. 2ECH,L Commissioners. 90pp. 40991:291- 
40992:021. 

8705200054 Comments on proposed rule 1 0CFR50 re emergency planning.OL for Shor- 
eham opposed. 

BILFIELD.N., BILFIELD.L.E. Affiliation Not Assigned. 52FR6980 3744. 87/06/02. 
Atomic Safety and Licensing Board Panel. Ip. 40989:193-40989:193. 

8705200067 Package of eight individual Itrs commenting in support of proposed rule 
10CFR50 re emergency planning for nuclear power plants. 

POTKIN.J.C., GIARD.LJ., HALL,I.B. Affiliation Not Assigned. 52FR6980. 87/05/12. 
Atomic Safety and Licensing Board Panel. ZECH Commissioners. 10pp. 40984:122- 
40984:131. 

8705200075 Package of 4 form & 34 individual Itrs opposing proposed rule 10CFR60 re 
state & local govt participation in emergency planning. 

NORRIS, G.H., GRIFFITH.S., HAMILTON.S.K. Affiliation Not Assigned. 52FR6980. 87/ 
05/14. CHILK,S. Office of the Secretary of the Commission. ROBERTS, ZECH,L 
Commissioners. 66pp. 40992:317-40993:022. 

8705200092 Package of 28 form & individual Itrs supporting proposed rule 10CFR50 re 
licensing of nuclear plants where state &/or local govts decline to cooperate in offsite 
emergency planning. 

TAILLEART,D.R., BELANGER,M.E.. SHONE,R.P. Affiliation Not Assigned. 52FR6980. 
87/05/14. Docketing & Services Branch. CHILK.S.J. Office of the Secretary of the 
Commission. ZECH,L.W. Commissioners. 33pp. 40992:284-40992:316. 

8705200102 Comments on proposed rule 10CFR50 re amend to regulations governing 
containment leakage testing.Hule contains flawed definition of “primary reactor con- 
tainment" in 10CFR50,App J.II.A.Definition should be clarified & expanded. 
JOOSTEN,J.M. International Atomic Energy Agency. 51FR39538 042. 87/04/30. 
ASSELSTINE,J. Commissioners. 4pp. 40983:358-40983:361. 

8705200110 Comments on proposed rule 10CFR50 re revised App J on integrated leak 
rate test.Recommends that old App J version be withdrawn until pristine version can 
be created.List of 32 cases in which reg guide formulas applied end. 

RENTON,T.E. TER Testing, Engineeririg & Research Services. 51FR39538 043. 87/ 
04/20, ARNDT, G. Office of Nuclear Regulatory Research, Director (Post 860720). 
37pp. 40982:313-40982:349. 

8705200126 Comments on proposed rule 10CFR60 re definition of high level 
radwaste. Effective mgt of radwastes is total sys problem encompassing all activities 
within nuclear fuel cycle. 

BURKE.W.H. Confederated Tribes of Umatilla Indian Reservation. 52FR5992 025. 87/ 
05/08. Docketing & Services Branch. 8pp. 40983:347-40983:354. 

8705200171 Package of 9 form & 26 individual Itrs opposing proposed rule 10CFR50 re 
state & local govt participation in emergency planning. 

YOUNG,J.N., GREGORY,C.F., VIGLIAR06o,G.M. Long Island Coalition for Safe 
Living. 52FR6980. 87/06/08. CHILK,S. Office of the Secretary of the Commission. 
ZECH,L Commissioners. 43pp. 40992:224-40992:267. 

8705200545 Forwards 295 form letters opposing proposed rule 10CFR50 re emergency 
evacuation plan for nuclear power plants. 

lOVINO.B. Long Island Coalition for Safe Uving. 52FR6980 856. 87/04/24. 
REAGAN.R. President of U.S. & Executive Offices. 300pp. 40990:263-40991:172. 

8705200601 Package of 73 individual & form letters opposing proposed rule 10CFR50 
re Commission efforts to license nuclear plants by eliminating requirement for state 
approved emergency plans. 

BALINGTON,G.. PRACHT.E., MART1N,V.E. Affiliation Not Assigned. 52FR6980. 87/ 
05/11. CHILK,S. Office of the Secretary of the Commission. 100pp. 40995:309- 
40996:052. 

8705210093 Package of 8 individual Itrs supporting proposed rule 10CFR50 re licensing 
of nuclear power plants where state &/ or local govts decline to cooperate In offsite 
emergency planning. 

CLARKE,E., LOGAN.N.E., STORY,R.M. Affiliation Not Assigned. 52FR6980. 87/06/ 
08. CHILK,S.J. Office of the Secretary of the Commission. ZECH.LW. Commissioners. 
14pp. 41011:133-41011:146. 

8705210282 Package of 37 individual & form Itrs supporting proposed rule 10CFR60 re 
full power operation of nuclear power plants when state & local govts refuse to coop- 
erate in emergency planning. 

ROSSMAN,R.J.. PAQUEfrE.C.H.. MAIDRAND,D.A. Affiliation Not Assigned. 
52FR6980. 87/05/11. CHILK,S. Office of the Secretary of the Commission. ZECH 
Commissioners. 47pp. 41010:001-41010:048, 

8705210550 Comments on Matls Safety Regulation Review Study Group Rept. Agrees 
that licensees authorized to possess large quantities of byproduct matls snoulo pre- 
pare specific plans to deal w/ uncontrolledd releases of radioactive matl. 

BECKER,V,J. Amersham-Tech/Ops RPD. 51FR45122. 87/02/19. Division of Rules & 
Records (Pre 870413). 3pp. 41011:160-41011:162. 

8705260369 Forwards regulatory history package for proposed amend to 10CFR2, 
“Adiudications;Special Procedures for Resolving Conflicts Concerning Disclosure or 
Nondisclosure of Info.” Documents PDR available & designated as AB78-1. 
BARTLETT,J. NRC - No Detailed Affiliation Given. AB78-1 059. 87/05/20. Techriasso- 
ciates, Inc. 6pp. 41045:342-41048:104. 

-8610170026 Concurs in issuance of final rule re procedures for resolving conflicts re 
disclosure or nondisclosure of info & policy on investigations,insps & adjudicatory pro- 
ceedings, per 860922 memo. 

PUNCHES, J.L Planning & Program Analysis Staff (851125-870411). AB78-1 095. 86/ 
10/08. OLMSTEAD,W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. Ip. 
41047:323-41047:323. 


-8610230238 Forwards draft Commission paper, transmitting draft final rule re proce- 
dures for resolving conflicts concerning disclosure or nondisclosure of info in adjudica- 
tory proceedings,for review & comment by 861007. 

OLMSTEAD,W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. AB78-1 
100. 86/09/22. ROSENTHAL, A.S. Atomic Safety and Licensing Appeal Panel. 133pp. 
41047:333-41048:104. 

-8611140346 Forwards draft Commission paper transmitting draft final rule establishing 
procedures to request certain info be protected from public disclosure in pending adju- 
dicatoiy proceedings. 

OLMSTEAD,W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. AB78-1 
090. 86/11/06. MURLEY.T.E. Region 1, Office of Director. 64pp. 41047:182- 
41047:316. 

-8611260046 Forwards draft Commission paper re relationship between investigations/ 
insps & adjudications.Final rule 10CFR2 establishes procedures for resolving conflicts 
re disclosure or nondisclosure of info. 

OLMSTEAD.W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. AB78-1 
087. 86/11/13. CONNELLY, S.R. Office of Inspector & Auditor. Ip. 41047:178- 
41047:178. 

-8702060260 Concurs w/revised draft Commission paper re relationship between inves- 
tigations/insps & adjudication-codification of procedures for resolving conflicts con- 
cerning disclosure or nondisclosure of info.W/o stated ends. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (851125-870411). AB78- 
1 075. 87/01/30. OLMSTEAD.W.J. Assistant General Counsel for Rulemaking & Fuel 
Cycle. Ip. 41046:315-41046:315. 

-8702110085 Forwards revised draft Commission paper re relationship between investi- 
gations/insps & adjudications - codification of procedures for resolving conflicts con- 
cerning disclosure or nondisclosure of info.Response requested by 870130. 
OLMSTEAD,W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. AB78-1 
081. 87/01/13. DENTON, H.R. Office of Nuclear Reactor Regulation, Director 
(851125-870411). 78pp. 41046:321-41047:037. 

-8703160408 SECY-87-051 Seeks Commission decision on approval of notice of final 
rulemaking or approval of notice withdrawing proposed rule re relationship between 
investigation/insps & adjudications. 

PARLER.W.C. Office of the General Counsel. AB78-1 066. 87/02/25. 130pp. 
41046:011-41046:144. 

-8704090245 Forwards FR notice withdrawing proposed rule re conflicts concerning 
disclosure of info on NRC Investigation or insp not yet concluded & terminating rule- 
making proceeding.Ltr to congressional committees end. 

TREBY,S.A. Assistant General Counsel for Rulemaking & Fuel Cycle. AB78-1 063. 
87/04/02. BEESON.J.F. Division of Rules & Records (Pre 870413). 9pp. 41045:359- 
41046:006. 

—8705260377 Forwards FR notice withdrawing 850522 notice of proposed rulemaking & 
terminating rulemakIng.Codification of proposed procedures for resolving conflicts not 
wdrr&ntocl 

PARLER.W.C. Office of the General Counsel. AB78-1 060. 87/04/17. UDALL,M.K. 
House of Rep., Interior & Insular Affairs. 1p. 41045:348-41045:357. 

-8705260393 Forwards notice of withdrawal of proposed rule 10CFR2, 
”Adjudications;Special Procedures for Resolving Conflicts Concerning Disclosure or 
Nondisclosure of Info." 

BEESON, J.F. Division of Rules & Records (Pre 870413). 50FR21072. 87/04/06. 
CHILK,S.J. Office of the Secretary of the Commission. Ip. 41045:358-41045:358. 

-8705260396 Forwards FR notice of withdrawal of 850522 notice of proposed rulemak- 
ing 10CFR2.NRC can adequately protect info from disclosure in rare instances in 
which protection might be needed. 

PARLER.W.C. Office of the General Counsel. AB78-1 064. 87/04/01. BREAUX, J.B. 
Senate, Environment & Public Works. UDALL.M.K., SHARP.P.R. Senate. 3pp. 
41046:007-41046:009. 

-8705260398 Advises that Commission approved withdrawal of proposed rule 10CFR2 
re relationship between Investigations/insps & adjudicatory-codification of procedures 
for resolving conflicts concerning disclosure or nondisclosure of info. 

CHILK.SJ. Office of the Secretary of the Commission. AB78-1 065. 87/03/24. 
PARLER.W.C. Office of the General Counsel. Ip. 41046:010-41046:010. 

-8705260404 Draft Commission paper seeking approval of notice of final rulemaking or 
withdrawal of proposed rule re relationship between investigations/insps & adjudica- 
tions-codification of procedures for resolving conflicts re disclosure. 

PARLER.W.C. Office of the General Counsel. AB78-1 067. 87/02/25. 150pp. 
41046:145-41046:303. 

-8705260407 Recommends rev to Commission paper recommending Alternative 2 re 
relationship between investigations/insps & adjudications-codification of procedures 
for resolving conflicts re disclosure or nondisclosure of info. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (820201-870411). AB78-1 
068. 87/02/04. OLMSTEAD.W.J. Assistant General Counsel for Rulemaking & Fuel 
Cycle. Ip, 41046:304-41046:304. 

-8705260409 Forwards 870129 & 861003 memos re relationship between investiga- 
tions/insps & adjudications-codification of procedures for resolving conflicts re disclo- 
sure or nondisclosure of info. 

* Atomic Safety and Licensing Appeal Panel. A878-1 069. 87/02/02. MAPES Affili- 
ation Not Assigned. 1p. 41046:305-41046:305. 

-8705260411 Comments on draft document re relationship between Investigations/ 
insps 8 l adjudications-codification of procedures for resolving conflicts re disclosure or 
nondisclosure of info. 

KOHL,C. Atomic Safety and Licensing Appeal Panel. AB78-1 070. 87/01/29. 
ROSENTHAL,A. NRC - No Detailed Affiliation Given. Ip. 41046:306-41046:306. 

-8705260412 Comments on draft final rule re relationship between investigations/insps 
& adjudications establishing procedures for resolving conflicts concerning disclosure 
or nondisclosure of info. 

KOHL,C. Atomic Safety and Licensing Appeal Panel. AB78-1 071. 86/10/03. 
ROSENTHAL.A. NRC - No Detailed Affiliation Given. 5pp. 41046:307-41046:311. 
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--S70S260414 Concurs w/Mthdrawal of proposed nite re adjudications; special proce- 
dures for resolving conflicts re dsckjsure or nonc&ctosure of info. 

NORRYP.G. Office of Administration (Pre 870413). AB78-1 072. 87/02/02. 
OLMSTEAD,W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. Ip. 
41046:312-41046:312. 


-8705260470 Concurs w/final rule, “Adiudications;Special Procedures for Resolving 
Conflicts re Disclosure or Nondisclosure of Info." 

NORRY.P.G. Division of Rules & Records (Pre 870413). AB78-1 093, 86/10/14. 
OLMSTEAD.W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. 2pp. 
41047:320-41047:321. 


-8705260416 Concurs w/o corwnent wi draft Commission paper re relationship be- 
tween inves^ation/insps & adjixiications- cocfification of procedures for resoMng 
ccnfficts re disclosure or nondisdosire of info. 

■MURLEY.T.E. Region 1. Office of Drector. A878-1 073. 87/01/30. OLMSTEAD,W.J. 
Assistant General Counsel far Rulemakir^ & Fuel Cyde. Ip, 41046:313-41046:313. 

-8705260419 Concurs w/draft ComrwskHi paper re relationship between investiga- 
tions/insps & adjudfcatwns-cocSficatjon of procedures for resolving conflicts re disclo- 
sure or nondisdosure of info. 

CUNN1NGHAM.R.E. Division of Fuel Cycle & Material Safety (Pre 870413). AB78-1 
074. 87/01/30. OLMSTEAD.W.J. Assistant General Counsel for Rulemaking & Fuel 
Cycle. Ip. 41046:314-41046:314. 

-8705260426 Cor>curs w/basic premise of Cation 2 re Commission paper on relation- 
ship between investigadons/insps & adjudications- codification of procedures for re- 
soh^ conflicts re disekmire or rKjncflsdosure of info. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. AB78-1 076. 87/01/28. 
OLMSTEAD,W.J. Assistant GeneraJ Counsel for Rulemaking & Fuel Cycle. Ip. 
41046:316-41046:316. 

-8705260429 Concirs w/revised Commission paper re relatfor^ship between investiga- 
tions/insps & adjudk^tions-codfflcaljon of procedures for resolving conflicts re disclo- 
sure or rK>ndfsctosure of info. 

KEPPLER.J.G. Region 3. Office of Dkector. AB78-1 077. 87/01/28. OLMSTEAD.W.J. 
Assistant General Counsel for Rulemaking & Fuel Cycle. Ip. 41046:317-41046:317. 

-8705260430 Offers no further comrrwnts on reN^ed Commission paper re relationship 
between Investigations/fnsps & adjudications- codification of procedures for resolving 
conflicts re disefcmire & nondisclosure of info. 

MARTIN, R.D. Region 4, Office of Director. AB78-1 078. 87/01/27. OLMSTEAD.W.J. 
Assistant General Counsel for Rdemaking & Fuel Cyde. Ip, 41046:318-41046:318. 

-8705260432 Offers no comment on draft flnal rule re relationship between investiga- 
tions/insps & adjutfK^ations-codification of procedures for resolving conflicts re disdo- 
sure or nondisclosure of info. 

KERR.G.W. Assistant Directed' for State & Licensee Relations. AB78-1 079. 87/01/21. 
OLMSTEAD.W.J. Assistant General Cour^sel for Rulemaking & Fuel Cycle. 1p. 
41046:319-41046:319. 


-8705260435 Concurs w/Recommendation D of draft Commission paper re relationship 
between investigations/insps & adjudications- codification of procedures for resoMrtg 
conflicts re disclosure or nondisdosure of info. 

INGRAM, F. Office of Public Affairs. AB78-1 080. 87/01/14. OLMSTEAD,W.J. Assist- 
ant General Counsel for Ruiemaking & Fuel Cycle. Ip. 41046:320-41046:320. 


-8705260438 Forwards revised Commission paper.FR notice of final rule, revised com- 
parative text & draft FR notice of withdrawal of proposed rule for comment, per instruc- 
tions. 

MAPES,J.R. Office of the General Counsel. AB78-1 082. 87/01/05. MALSCH.M.G. 
Office of the General Counsel. 5^. 41047:038-41047:173. 


-8705260441 Offers no comments on relationship between investigations/ insps & ad- 
judications establishing procedures fcMr resolving conflicts re disdosure or nondisclo- 
sure of info. 

CONNELLY.S,R. Office of Inspector & Auditor. AB78-1 083. 86/11/20. MAPES,J R. 
Office of the General Counsel. Ip. 41047:174-41047:174. 


-8705260449 Offers no comments on draft Commission paper re relationship between 
Irwestigations/in^s & adjudications establishing procedures for resolving conflicts re 
efisdosure or nondisdosure of info. 

KERR.aw. Office of State Pro^ams, Director (Pre 870413). AB78-1 084. 85/11/19. 
OLMSTEAD,W.J. Asdstant General Counsel for Rulemaking & Fuel Cycle. 1d 
41047:175-41047:175. ^ t' 


-8705260454 Concurs in draft final rule re relationship between investigations/insps & 
at^udfcatsons est^lishlng procedwes for resolving conflicts re disdosure & nondisclo- 
sure of info. 

BROWN.W.L Re^ 4. Office of t^ector. AB78-1 085. 86/11/17. MAPES,J.R. Office 
of the General Counsel. Ip. 41047:176-41047:176. 

“8705260455 Concurs w/draft Commission paper & draft final rule re relationship be- 
iiwe^tions/insps & adjudicdtfons estabfishing procedures for resolving con- 
flicts re closure or nondtoosire of info. ^ 

KEPPLERJ.G. Rec^ 3. Office of Wrector. AB78-1 086. 86/11/17. OLMSTEAD W J 
AssistoTt Gweral Coumei for Rulemaking & Fuel Cyde. Ip. 41047:177-41047:177. 

-8705^58 Forv^ tetest verskm of package re relationship between Investlga- 
tions/tasps & arfludeations establishing precedes for resolving conflicts re disdo- 
sure & nomfecloswe of Info for review. 

Office ^ the General Counsel AB78-1 088. 86/11/10. MALSCH,M.G. 
Offin* thxa rSi=«'45ral Counsel. Ip. 41047:179-41047:180. 


-8705260474 Concurs w/draft Commission paper re relationship between investiga- 
tions/insps & adjudications establishing procedures for resolving conflicts re disclo- 
sure & nondisclosure of info. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (820201-870411). AB78-1 
094. 86/10/09. OLMSTEAD. W.J. Assistant General Counsel for Rulemaking & Fuel 
Cycle. Ip. 41047:322-41047:322. 

-8705260478 Comments on draft Commission paper re final rule on disclosure/nondis- 
closure procedures.Concurs in publication due to Commission opinion that regulations 
necessary. 

COTTER.B.P. Atomic Safety and Licensing Board Panel. AB78-1 096. 86/10/08. 
MAPES,J.R. Office of the General Counsel. Ip. 41047:324-41047:324. 

—8705260479 Forwards C Kohl & J Cho comments on relationship between investiga- 
tions/insps & adjudications establishing procedures for resolving conflicts re disclo- 
sure or nondisclosure of info. 

ROSENTHAL, A.S. Atomic Safety and Licensing Appeal Panel. AB78-1 097. 86/10/07. 
OLMSTEAD.W.J. Assistant General Counsel for Rulemaking & Fuel Cycle. 1p. 
41047:325-41047:325. 


-8705260482 Comments on draft paper on proposed rule re relationship between inves- 
tigations/insps & adjudications establishing procedures for resolving conflicts re dis- 
closure or nondisdosure of info. 

CHO,J. Atomic Safety and Licensing Appeal Panel. AB78-1 098. 86/10/06. 
ROSENTHAL, A. Atomic Safety and Licensing Appeal Panel. 6pp. 41047:326- 
41047:331. 


-8705260483 Agrees that public announcement not needed re final rule establishing 
procedures for resolving conflicts re disclosure or nondisclosure of info. 

INGRAM, F. Office of Public Affairs. AB78-1 099. 86/09/24. OLMSTEAD.W.J. Assist- 
ant General Counsel for Rulemaking & Fuel Cycle. Ip. 41047:332-41047:332. 

8705270508 Informs that ASLB denied util request for reduction in 10- mile EPZ for 
facllity.NRC would require specific info re design, const mgt or regulatory compliance 
to establish meaningful investigation. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
20. MOUGHAN.T.F, Citizens Within the Ten Mile Radius. 3pp. 41065:351-41065:356. 

-8705270525 Forwards citizen group petition opposing emergency planning rule. 
HOYLE,J.C. Office of the Secretary of the Commission. 87/04/02. ZECH, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 41065:354-41065:356. 

8705290189 Advises that J & E Hardiman Itr re proposed rulemaking "Licensing of Nu- 
clear Power Plants Where State &/or Local Govts Decline to Cooperate In Offsite 
Emergency Planning," docketed as Comment 447 & ack of Itr receipt sent. 

STELLO.v. Office of the Executive Director for Operations. 52FR6980. 87/05/21. 
PELL,C. Senate. 7pp. 41 1 1 5: 1 1 7-41 1 1 5: 1 24. 

-8705290190 Comments on proposed rule 10CFR50 re mod of safety rules to enable 
facilities to startup operation.Opposses rule due to result of NRC abdicating responsi- 
bility as protector of safety of populations exposed to radiation during accidents. 
HARDIMAN, J. Affiliation Not Assigned. 52FB6980. 87/03/13. ZECH,L Commission- 
ers. Ip. 41115:124-41115:124. 


8705290237 Package of 65 individual Itrs supporting proposed rule 10CFR50 re emer- 
gency evacuation planning. 

SILBERBERG.B. Affiliation Not Assigned. 52FR6980. 87/ 
05/20. 2ECH,LW. Commissioners. CHILK,S.J. Office of the Secretary of the Commis- 
sion. 83pp. 41 1 17:251-41 1 17:333. 

8705290249 Package of three individual Itrs opposing proposed rule 10CFR50 re licens- 

s«..e 0,. 

Office of the Secretary of the Commission. 3pp. 41106:343- 

41 1 06:345. 


87;052M259 Package of two Individual Itrs supporting proposed rule 10CFR60 re llcens- 
w/o state &/or local govt participation in emergency plannina. 

Not Assigned. 52FR698I1 87/05/18. 

OHiLK,b.J. Office of the Secretary of the Commission. 2pp. 41106:334-41106:336. 

8705290265 Package of four form & 20 individual Itrs opposing proposed rule 10CFRS0 
nuclear power plant sites. 

...?^^I®NAVy.R.C^, SALEN^ Affiliation Not Assigned. 


-LX.—'' wn/-* I <oni_c:ryiuo 

52FR6980. 87/05/20. ZECH.LW., CHILK.S. NRC 
28pp. 41 1 1 7:334-41 1 1 7:361 . 


No Detailed Affiliation Given. 


genw planffi^^ individual Itrs supporting proposed rule 10CFR50 re emer- 

^NR6y,C.H., STRUM,M,S. Affiliation Not Assigned. 52FR6980. 07/05/ 
e CHILK.S. Office of the Secretary of the Commis- 
sion. ZECH.LW. Commissioners. 69pp. 41 1 14:232-41 1 14:300. ^ 

8705290283 Package of 37 Individual & form Itrs opposing proposed rule 10CFR50 re 
li^nsing of nuclear power plants w/o state &/or local govt ffipation^^ 

’’^JJinf^snts should be made stronger, not weaker. ^ ^ 

fff/ol/18°CHiLKS^^ct^o^’thA^^^ Assianed. 62FRe980. 

41w Commission. ZEcft.L Commission- 

petitions from citizens of Long Island In resoonse to oostAr 
^safety Sl®Ame!lc»ns''®^®"' Administration does no? care about feelings or health 
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PRM PETITION FOR RULEMAKING 


8705060235 Comments on petition for rulemaking PRM-50-45 re site specific instead of 
current 10-mile EPZ surrounding most plants.Rule opposed. 

REYDE.L Affiliation Not Assigned. 51FR35518 320. 87/04/28. Docketing & Services 
Branch. Ip. 40820:121-40820:121. 

8705060242 Comments on petition for rulemaking PRM-50-45 re site specific instead of 
current 10-mile EPZ surrounding most plants.Rule opposed. 

* Affiliation Not Assigned. 51FR35518 316. 87/04/22. Docketing & Services Branch. 
Ip. 40818:332-40818:332. 

8705060249 Package of two comments opposing petition for rulemaking PRM-50-45 re 
site specific rather than current 1 0-mile EPZ surrounding most plants. 

SCHUTZ.S. Affiliation Not Assigned. 51FR35618. 87/04/23. Docketing & Services 
Branch. 2pp. 40820:125-40820:126. 

8705060368 Comments opposing petitions for rulemaking PRM-50-45 & PRM-50-46 re 
replacing current rule requiring 10-mile EPZ w/ site-specific approach to evacuation 
planning.Accident at Chernobyl example for need of evacuation plan. 

DECHIAVA,M. Affiliation Not Assigned. 51FR35518 321. 87/04/10. Office of the Sec- 
retary of the Commission. 1 p. 40838:360-40838:360. 

8705060375 Comments supporting petition for rulemaking PRM-50-45 re reevaluating 
EPZs.Concept of site-specific EPZs w/use of state-of-the-art meteorological models & 
updated source term data should be pursued. 

SHISSIAS,J.A. Public Service Electric & Gas Co. of New Jersey. 51FR35518 319. 87/ 
04/13. CHILK,S.J. Office of the Secretary of the Commission. 2pp. 40838:143- 
40838:144. 

8705060430 Comments opposing petition for rulemaking PRM 50-47 requiring utils to 
rept employee-identified concerns re wrongdoing & establish & maintain employee 
concerns program. Rulemaking would weaken effectiveness of existing programs. 
STEWART.G.D. SYNDECO, Inc. (subs, of Detroit Edison Co.). 52FR1200 033. 87/04/ 
15. CHILK,S.J. Docketing & Services Branch. 2pp. 40825:189-40825:190. 

8705110369 Comments on petition for rulemaking PRM-50-47 re QA & establishment of 
independent inspector general w/power to guarantee anonymity to 
witnesses.Rulemaking should be put in abeyance while Congress considers legisla- 
tion. 

MAIZE, K.P. Union of Concerned Scientists. 52FR1200 034. 87/04/30. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 40875:175-40875:176. 


PROJ PROJECTS - PREDOCKET LICENSING 


8705050058 Forwards agenda for 870513 meeting w/DOE to review GE & Rockwell Inti 
Co conceptual LMR designs, 

KING.T.L. Advanced Reactors Generic Issues Branch. 87/04/30. SPEIS.T., ROSS,D., 
MORRIS.B. NRC - No Detailed Affiliation Given. 3pp. 40810:189-40810:191. 

8705050149 Notifies of 870514 meeting w/DOE to review Chapter 4 of power reactor 
inherently safe module LMR preliminary safety info documentReviewers should be 
prepared to discuss comments w/C Allen before meeting.Agenda for meetir^ end. 
KING.T.L. Advanced Reactors Generic Issues Branch. 87/04/30. SPEIS.T., RCjSS.D., 
MORRIS.B. NRC - No Detailed Affiliation Given. 3pp. 40810:203-40810:205. 

8705050168 Informs of 870512 meeting w/DOE & contractors to discuss NRC com- 
ments on DOE-sponsored sodium advanced fast reactor (SAFR) conceptual LMR pre- 
liminary safety info document (PSID). Agenda end. 

KING.T.L. Advanced Reactors Generic Issues Branch. 87/04/30. SPEIS.T., ROSS.D., 
MORRIS.B. NRC - No Detailed Affiliation Given. 3pp. 40810:182-40810:184. 

8705070053 Informs that, by submittals & affidavits dated 840118,850128, 
860131,0325,0815,0930 & 870205,listed matls will be held from public disclosure per 
10CFR2.790.App 12 of Rev 0 to “Topical SAR for..." declassiflecr& released to PDR. 
CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/05/01. BARNHART.V.J. General Nuclear Systems. Inc. 3pp. 
40835:357-40835:359. 

8705070150 Discusses review progress re Rev 0 to FWEA-08-27164, “Topical Rept for 
Foster Wheeler Modular Vault Dry Store (MVDS) for Irradiated Nuclear Fuel." AddI 
effort needed to complete MVDS design. 

ROBERTS.J.P. Fuel Cycle Safety Branch. 87/05/04. BARRETT.R.O. FW Energy Ap- 
plications, Inc. 2pp. 40854:012-40854:013. 

8705070152 Advises that NH Davison assigned as NRC West Valley Project 
Manager, replacing AT Clark. 

ROUSE.L.C. Fuel Cycle Safety Branch. 87/05/04. BIXBY.W.W. Energy, Dept. of. 1p. 
40854:014-40854:014. 

8705070370 Notification of 870429 meeting w/Nuclear Assurance Corp In Silver 
Spring, MD to discuss new dry storage cask design for consolidated fuel & QA 
program. Related info end. 

ROBERTS.J.P. Fuel Cycle Safety Branch. 87/05/05. ROUSE.LC. Fuel Cycle Safety 
Branch. 24pp. 40850:016-40850:039. 

-8705080313 Rev 0 to EPM Procedure 280, “Basic Components Important to Safety." 
THOMPSON, T.C. Nuclear Assurance Corp. 87/01/28. 20pp, 40850:020-40850:039. 

8705130136 Forwards proprietary Rev 1 to WCAP-10740 & nonproprietary Rev 1 to 
WCAP-10741, “Topical SAR for Westinghouse MC-10 Cask ISFSI (Dry Storage)," per 
861 024 meeting at LLL. Affidavit also encl.W/o proprietary rept. 

JOHNSON.W.J. Westinghouse Electric Corp. 28144. 87/04/24. ROUSE,L.C. Fuel 
Cycle Safety Branch. 2pp. 40913:051-40914:361. 

—8705130143 Requests proprietary Rev 1 to WCAP-10740, “Topical SAR for Westing- 
house MC-10 Cask for ISF%1 (Dry Storage)," be withheld (ref 10CFR2.790). 
WIESEMANN,R.A. Westinghouse Electric Corp. AW-87-028. 87/04/24. ROUSE.LC. 
Division of Fuel Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 
8pp. 4091 3:053-4091 3:061 . 

-8705130149 WCAP-10741 R01 Rev 1 to “Topical SAR for Westinghouse MO10 Cask 
for ISFSI (Dry Storage)." 

EFFERDING,L.E., HENNINGER,W.A., JOHNSON,W.J. Westinghouse Electric Corp. 
28144. 87/03/31. 800pp. 40913:062-40914:361. 


8705130237 Requests that end proprietary revised design drawings for Westinghouse 
MC-10 dry spent fuel storage cask be withheld (ref lfcFR2.790).Proprietary & non- 
proprietary versions & affidavit to be provided within 4 wks.W/o end. 

JOHNSON, W,J. Westinghouse Electric Corp. NS-NRC-87-3218. 87/04/29. 

ROUSE, L.C., ROBERTS. J.P. Fuel Cycle Safety Branch. 3pp. 40911:070-40911:071. 

8705190603 Forwards draft GDC for U enrichment for public info in U enrichment 
area.Draft discussed at 870318 meeting. 

TERRY.G.A. Fuel Cycle Safety Branch. 87/05/15. SHELBURNE,E.C. Public Docu- 
ment Branch. 14pp. 40980:251-40980:264. 

8705200037 Responds to 870413 Itr re Info about status of permit for proposed nuclear 
waste facility for McDowell County,WV. NRC received no previous info on proposed 
facility.DOE submitted proposal for facility to Congress on 870331 . 

STELLO.V. Office of the Executive Director for Operations. 87/05/05. 
STAGGERS,H.O. House of Rep. 2pp. 41004:188-41004:196. 

-8705200046 Requests info re status of permit process for proposed nuclear waste fa- 
cility for McDowell County, WV. 

STAGGERS,H.O. House of Rep. 87/04/13. PALLADINO,N.J. Commissioners. Ip. 
41004:196-41004:196. 

8705260459 Informs that Mitsubishi Heavy Industries, Ltd has not reached decision re 
further work on Projects M-33 & M-36 & requests that NRC dose files on 
projects.Action does not prejudice possible reopening of files in near future. 

IMADA,T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 28172, 87/05/07. 
ROBERTS, J. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 41039:105- 


8705270137 Forwards proprietary addi info requested in J Roberts 870227 Itr re MVDS 
QA requirements, Including Chapter 11 of 08-27164 & QA procedures.Disposition of in- 
dividual comments provided. Ends withheld. 

LAMVERMEYER,D. FW Energy Applications, Inc, 87/05/13, SPRAUL,J. Quality Assur- 
ance Branch. 3pp. 41044:227-41044:229. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8705050121 Forwards Automatic Sprinkler Corp of America 861201 Part 21 rept re 6 
inch Model C valve & mercury check device,for info.W/o end. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/04/29. FAW,R.E. Kansas State 
Univ., Manhattan, KS. Ip. 40812:142-40812:157. 

8705050293 Part 21 & deficiency rept re IMO Delaval emergency diesel generator static 
exciter voltage regulator reset design. Initially reported on 870406.IMO Delaval is in 

K 'ocess of designing mods of control circuits. 

OLMBERG,B.A. Washington Public Power Supply System. GOI-87-0041. 87/04/22. 
MARTIN, J.B. Region 5, Office of Director. 2pp. 40803:206-40803:207. 

8705060377 Part 21 rept re use of incorrect equation for predicting thrust required to 
close valves AF-599 & AF-608.lnitially reported on 861 031. Evaluation concludes that 
std vendor formula for calculation of thrust conservative. 

SHELTON,D.C. Toledo Edison Co. 1-714. 87/04/27. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 40838:354-40838:355. 

8705070043 Revised Part 21 & final deficiency rept re failure to adequately disposition 
repKsrtable nonconformances in divs of nuclear engineering & consLInitially reported 
on 860224 & 28.Rea88ignment of responsibility status action noted. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/04/30. Document Control Branch 
(Document Control Desk). 6pp. 40849:070-40849:075. 

8705070084 Supplemental Part 21 rept re cracked O-rings.Vendor will use original sup- 
plier to eliminate porosity problems experienced w/green O-rings.O-ring matl will be 
changed to Dowty (Malta) Ltd Compound 9775 for improved quality. 
SCHWELLENSATTL Basler Electric. 87/04/29. PELI«,P. Region 3, Office of Director. 
Ip. 40849:151-40849:151. 

8705120276 Part 21 rept re discrepancy between as-tested NPSH curve & NPSH curve 
provided by B&W,Canada for spare decay heat pump. Anomalies detected in test 
curve caused by excessive clearances.Region V notified of discrepancy on 870424. 
WARD,J.E. Sacramento Municipal Utility District. JEW 87-669. 87/04/29. MARTIN, J.B. 
Region 5, Office of Director, 2pp. 40906:208-40906:209. 

8705120371 Part 21 A interim Deficiency Rept CP-87-05 re failure of high range radi- 
ation monitor coaxial cables to meet min environ qualification for dielectric insulation 
requirement. Initially reported on 870406.Noxt rept expected by 870721. 
COUNSIL,W.G., KEELEY,G.S. TU Electric formerly Texas Utilities Generating Co.). 
CP-87-05. 87/05/06. Document Control Branch (Document Control Desk). 2pp. 
40905:049-40905:050. 

8705130101 Part 21 & interim Deficiency Rept CP-87-06 re seismic qualification of 480- 
voit 2,000 KVA dry type transformers by Westinghouse.lnitially reported on 
870406.Schedule of task completion dates developed.Next rept by 870904. 
COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
CP-87-06. 87/05/06. Document Control Branch (Document Control Desk). Ip, 
40910:274-40910:274. 

8705130113 Forwards Insp Rept 99900337/87-01 on 870331 -0401 .Preliminary test re- 
sults indicate that ITT NeoDyn pressure switches in hydraulic operators supplied to 
South Texas Project plant leaked oil due to improper storage of operators. 
MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/11. ERLACH, F. Paul-Munroe 
Hydraulics, Inc. 3pp. 40915:040-40915:048. 

-8705130119 Insp Rept 99900337/87-01 on 870331 -0401. No violations, nonconfor- 
mances or unresolved items noted.Major areas inspected:corrective action taken re 
840830 10CFR21 rept, selected records & witness tests on pressure switches. 
NAIDU,K.R. Division of Reactor Inspection & Safeguards (P^ost 870411). STONE, J.C, 
Vendor inspection Branch. 87/05/07. 6pp. 40915:043-40915:048. 

8705140099 Deficiency rept re recent failure of Colt Industrle8,lnc indicator valve plug 
92-002-S83.Removal & insp of plug threads for deterioration & replacement if needed 
& procedure for 5-yr insp interval recommended. 

JLrNG,R.J. Colt Industries. Inc. 87/04/30. HAASS,W.P. NRC • No Detailed Affiliation 
Given. 4pp. 40917:357-40917:360. 
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8705180492 Part 21 rept re degradation in pressurizer heater sheaths fabncated from 
unannealed inconel 600.!nitia% reported on 87050€.Unannealed Watlow heaters will 
be replaced prior to startup. 

SCHE.RER,A.£. Combustion Engineering. Inc. LD-87-024. 87/05/11. MURLEY.'LE. 
Office of Nuclear Reactor Regulation. Director (Post 870411). 5pp. 40958:160- 
40958:164. 

87051SK3282 Part 21 rept re capacity of thermal compensating accumulator being insuffi- 
cient to compensate for thermal expansions of hydraulic fluid during full ambient temp 

transient required by customer specs.lnterim & perrnanent mc^s id^tified. 

WEBB, F.L Rockwell International Corp. 87/05/12. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 12pp. 40968:1M-40968:175. 

8705220002 Annotated Part 21 rept re cracked D34 springs in ALCO Spring 
Industries, inc 3727WA safety va!ves.All springs being examined.Spnngs display- 
ing relevant indications wl! be replaced. « r- x * 

SCHAUS.R.L Dresser Industries, Inc. 87/02/03. Office of Inspection & Enforcement, 
Director (820201-870411). 2pp. 41017:003-41017:004. 

8705220148 Part 21 rept re NuPac Model N-55 package.Units in svc or mfg awaiting 
delivery will be retrofitted w/statement by each of four lift lugs prohibiting use as tie- 

OUVA^fl.J.R. Nuclear Packaging, Inc. HHH6943. 87/03/03. TAYLOR, J. Office of 
Insp^'on & Ertorcement, Director (820201-870411). 5pp. 41017:176-41017:180. 


8705220169 SuppI to Part 21 rept re defective hoses on Red Line fire extinguishers mfg 
from 1977 to Jul 1985.FormaI hose replacement program ended on 870331.End users 
notified to contact vendor If addi defective exting^Liishers discovered. 

ALMAN,P. Ansu! Co. 87/04/22. LAINAS.G.C. Office of Nuclear Reactor Regulation, 
Director (Post 87041 1). 2pp. 41017:224-41017:224. 


8705220171 Advises of defect in design of extension bonnets supplied in 1980 for four 
pressurizer spray valves.Thlelsch Engineering Assoc retained to inspect & make NDE 
of welds. 

LOMBARDi.M.J. International Telephone & Telegraph Corp. 87/05/07. LEMMONS.J. 
Baltimore Gas & Electric Co. 3pp. 41020:358-41020:360. 


-8705080346 Insp Rept 99900113/87-01 on 870224-27.No violations, noncompliances 
or unresolved items noted. Major areas inspected:corrective actions taken on noncon- 
formances identified in previous insp. 

NAIDU,K.R., STONE, J.C. Vendor Inspection Branch. 87/04/30. 11pp. 40871:150- 
40871:160. 

8705110038 Ack receipt of 870327 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 99901070/86-01. Response inadequate. Requests info within 30 
days re upgrade of commercially procured starting matl. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/06. MCROBERTS.W.A, Ladish 
Co. 3pp. 40877:185-40877:187. 

8705110107 Forwards Insp Rept 99900836/87-01 on 870219 & notices of violation & 
nonconformance. 

MERSCHOFF.EW. Vendor Inspection Branch. 87/05/06. RUDIS.A.J. Rockwell Engi- 
neering Co., Inc. 4pp. 40881:116-40881:129. 

—8705110109 Notice of violation from insp on 870219. 

* NRC - No Detailed Affiliation Given. 87/05/06. Ip. 40881:118-40881:118. 

-8705110112 Notice of nonconformance from insp on 870219. 

* NRC - No Detailed Affiliation Given. 87/05/06. Ip. 40881:119-40881:119. 

-8705110116 Insp Rept 99900836/87-01 on 87021 9. Violations noted:failure to adopt 
Part 21 procedure for evaluating & reporting deviations & to post copies of Section 
206 & procedure for evaluating & reporting deviations per Part 21. 

HARPER,J.C., STONE, J.C. Vendor Inspection Branch. 87/04/30. 8pp. 40881:120- 
40881:129. 

8705120364 Responds to NRC 870427 Itr re nonconformances noted in Insp rept 
99900764/87-01. Corrective actions:gauge8 will be serialized & ref on Insp Form 
QC053 & Process Spec Z121 will be revised to eliminate Section 2.1. 1.8. 
REDMANN,K.P., GRANDO.C.J., ASTLEY.E.R, Sandvik Special Metals Corp. 87/05/ 
06. MERSCHOFF.E.W. NRC - No Detailed Affiliation Given. 4pp. 40905:065- 
40905:068. 


8705220303 Informs that identifier for 870113 Part 21 rept is PSD-NRC-87-001 . 
KULCHAK,R.D. Morrison-Knudsen Engineers, Inc. 87/01/15. TAYLOR, J. NRC - No 
Detailed Affiliation Given. Ip. 41027:26341027:263. 

8705220324 Part 21 rept re incorrect valve stem matl on Dragon valves. Evaluation 
underway.Owners or architects/engineers & NRC will be notified of results of evalua- 
tion & recommendations. 

HAGGART,K.D. Dragon Valves. Inc. 87/01/28. Office of Inspection & Enforcement, 
Director (820201-870411). 7pp. 41025:06241025:068. 

8705260279 Part 21 rept re several cracks in spare safety valve guide & bearing assem- 
blies supplied by Crosby Valve & Gage Co. Evaluation of root cause continuing.Utii 
Intends to replace valve 2PSV8416 dunng next outage. 

BASKIN, K.P. Southern California Edison Co. 87/05/07. MARTI N.J.B. Region 5, Office 
of Director. 2pp. 41037:300-41037:301. 

8705280228 Forwards Insp Repts 50-275/87-18 & 50-323/87-15 on 870420- 24.No de- 
viations or violations noted. 

CHAFFEE,A.E. Region 5, Office of Director. 87/05/08. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 41095:00141095:007. 

-8705280240 Insp Repts 50-275/87-18 & 50-323/87-17 on 870420-24. No noncompli- 
ance or deviations noted.Major areas Inspected: nonlicensed staff training, followup of 
Part 21 repts, various vital areas & equipment. 

BURDOIN.J.F. Region 5, Office of Director. 50-323/87-17. 87/05/08. 5pp. 41095:003- 
41095:007. 


QA999 QUALITY ASSURANCE INSPECTIONS 


8705130113 Fonvards Insp Rept 99900337/87-01 on 870331 -0401. Preliminary test re- 
sults indicate that ITT NeoDyn pressure switches In hydraulic operators supplied to 
South Texas Project plant leaked oil due to improper storage of operators. 
MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/11. ERLACH,F. Paul-Munroe 
Hydraulics. Inc. 3pp. 40915:040-40915:048. 

-8705130119 Insp Rept 99900337/87-01 on 870331 -0401. No violations, nonconfor- 
mances or unresolved items noted.Major areas inspected:corrective action taken re 
840830 10CFR21 rept, selected records & witness tests on pressure switches. 
NAIDU,K.R. Division of Reactor Inspection & Safeguards (Post 870411). STONE, J.C. 
Vendor Inspection Branch. 87/05/0/. 6pp. 40915:043-40915:048. 

8705130194 Forwards draft info notice, "Environ Qualification Test Failures of Marathon 
1600 Terminal Blocks." Comments received by 870520 will be considered in final rev. 
BERLINGER.C.H. Generic Communications Branch. 87/05/11. MCQUILLAN.P. Limi- 
torque Corp. 5pp. 40911:15740911:161. 

8705180071 Responds to NRC 870410 Itr re nonconformances noted in QA Insp 
99900383/87-01. Corrective actions:all gauges & precision measuring tools placed in 
locked stores cabinet & tagged & gauge catibr svc will not be used. 

SCHUTT,P.K Nuclear Assurance Corp. PFS/87/27/F&A. 87/05/08, 

MERSCHOFF.E.W. Office of Nuclear Reactor Regulation, Director (Post 870411), 
35pp. 40953:172-40953:206. 

8705180136 Forwards Insp Rept 99901043/87-01 on 870327.No violations or noncon- 
formances noted. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/12. CHRiSTOPHER.T. Westing- 
house Electric Corp. 4pp. 40954: 1 85-40954:1 91 . 


8705040153 Corrected response to nonconformance noted in Insp Rept 99900005/86- 
01 on 86081 8-20.Concfudes that out-of-calibr conditions reported in Attachments I & 11 
did not have adverse impact on outgoing product quality. 

HAYMON,D.J. Westinghouse Electric Corp. QA-87-237. 87/04/27. MERSCHOFF.E. 
NRC - No Detailed Affiliation Given. 8pp. 40789:11040789:117. 


—8705180141 Insp Rept 99901043/87-01 on 870327.No violations or nonconformances 
noted.Major areas inspected:witnes8 tests performed on OT-2 type push button switch 
which maifunctioned on 870317. 

NAIDU.K.R., STONE, J.C. Vendor Inspection Branch. 87/04/30. 3pp. 40954:180- 
40954:191. 


8705040248 Advises that Rev 13 to ETR-1001, "Nuclear QA Program Manual” 
acceptabie.Rev updates rept to reflect organizational changes, changes to QA pro- 
gram to accommodate organizational changes & to update reg guide commitments. 
MILLER, H.J. Division of bcensee Performance & Quality Evaluation (Post 870411). 
87/05/01. MAZO.B.R. Ebasco Sen/ices, Inc. (subs, of Enserch Corp.). 3pp. 
40777:18140777:183. 

8785050006 Confirms 870428 telcon re insp planned on 860601 -05. Insp will review fab- 
rication & assembly acth/ities associated w/ fuel & QA program implementation. 
MERSCHOFF,E.W. Vendor Inspection Branch. 87/05/01, IHDE.R.H. Babcock & 
Wilcox Co. 3pp. 40797:25440797:256. 


8705180149 Forwards Insp Rept 99901082/87-01 on 870323-27 & notices of violation 
& nonconformance. 

MERSCHOFF,E.W. Vendor Inspection Branch. 87/06/12. RODGERS, M.J. U.S. Tool & 
Die, Inc. 4pp. 40954:1 46-40954:1 77. 

-8705180153 Notice of violation from insp on 870323-27. 

* Vendor Inspection Branch. 87/05/12. Ip. 40964:15040964:150. 

-8705180157 Notice of nonconformance from Insp on 870323-27, 

* Vendor Inspection Branch. 87/05/12. 6pp. 40954:15140954:156. 


87^K^166 Advises that proposed Rev 9 to GA-A13010A, "QA Program," meets crite- 
ria of 10CFR50,App 8 & acceptable.Rept reflects organizational & editorial changes & 
Mxiates reg gu^ commitments. 

MILLER, H.J. Division of Licensee Performance & Quality Evaluation (Post 870411). 
87/05/04. LEWIS, J.H. GA Technologies, Inc./General Atomic Co. 3pp. 40832:077- 
4083&079. 

8705080179 Ack receipt of 870316 Itr informing NRC of steps taken to correct noncon- 
formances noted in Insp Rept 99900509/86-01. 

MERSCHOFF.EW. Vendor Inspection Branch. 87/05/06. KELLY.R.B. Stone & Web- 
ster Engineering Corp. 3pp. 40872:300-40872:302. 

8705080217 Ack receipt of 87031 1 Itr informing NRC of steps taken to correct concerns 
noted in insp Rept 99901 067/86-01, per 870213 Itr.Implementation of corrective ac- 
tions will be reviewed during future insp. 

MER^HOFF,E.W. Vendor inspection Branch. 87/05/06. FELMUS.N.L. General Elec- 
tric Co. 3pp. 40871 :35840871 ;360. 


-8705180182 Insp Rept 99901082/87-01 on 870323-27.Violations noted: review of doc- 
umentation for spent fuel storage racks fabricated under ASME Code Section III re- 
vealed 10CFR21 requirements not specified. 

ABBATE,C.M. Vendor Inspection Branch. 87/06/08. 21pp. 40954:157-40954:177. 

8705180169 Forwards Insp Rept 99900902/87-01 on 07O2O3-O4.No violations or non- 
conformances noted. 

MERSCHOFF.EW, Vendor Inspection Branch. 87/05/12. HOLBROOK, W.W. Wyle 
Laboratories. 4pp. 40954:13440964:143. 


-8705180173 Insp Rept 99900902/87-01 on 870203-04,No violations or nonconfor- 
mances noted.Major areas inspected:technlcal evaluation of equipment quaiification 
test activities for safety-related equipment & exam of test setup & specimens. 
ALE)(ANDER,S.D., POTAPOVS, U. Vendor Inspection Branch. 87/05/04. 6pp. 
40954:138-40964:143. 


87050^36 Forwards tnsp Rept 99900113/87-01 on 870224-27.No nonconformances 
iK^ted. 

87/05/06. WELT.G.R. Barton Instru- 

m«TtS. 4dd. 40871:1 4640871 r1fiO 


o/uaiou/d9 horwaras revised charts, reflecting changes to energy sys, nuclear fuels 
business unit, nuclear technology sys div product assurance & support operations.per 
commitment in Rev 1 0/6A to WCAP-8370/7800. 

Westinghouse Electric Corp. NS-NRC-87-3220. 87/04/29. 

MERSCHOFF.E. Vendor Inspection Branch. Spp, 40955:172-40955:176, 
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8705180474 Forwards example of Itr sent to each recipient of one or more new Rock- 
well qualification repts.per discussion w/ SD Alexander. Ltr transmits info received 
from Isomedix.Inc re dose & dose rate measurements. 

LITTLEHALES.G. Rockbestos Co. 87/05/11. ZECH.G.G. NRC - No Detailed Affiliation 
Given. 8pp. 40958:144-40958:151. 


8705060221 Forwards responses to staff questions re SPDS & request for add! info on 
Reg Guide 1,97 concerning reactor bldg temp, per 870330 commitment. 

WARD.J.E. Sacramento Municipal Utility District. JEW 87-760. 87/04/30. 

MIRAGLIA,F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 16pp. 
40830:014-40830:029. 


8705190135 Confirms 870508 telcon re 870518-22 visit to review records re Cardinal 
Industrial Products, Inc, heat treating practices. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/14. KRAVITZ.M.J. Kravitz, M.J. 
3pp. 40967:099-40967:101. 

8705220068 Responds to 870410 Itr re SA Milam & C Stokes allegations concerning 
Commission practice of notifying outside party of nature of Congressional 
inquiry.Response to questions re specific technical issues & 861208 Itr to zech end. 
ZECH.L.W. Commissioners. 87/05/13. MARKEY.E.J. House of Rep. 2pp. 41021:270- 
41021:305. 

—8705220077 Responds to 870410 Itr re Commission practice of notifying outside par- 
ties of nature of Congressional inquiries. Commission disagrees w/recipient character- 
izations of NRC 861224 response on how GE was informed of Eckart Itr. 

ZECH.LW. Commissioners. 87/05/13. ECKART, D.E. House of Rep. 4pp. 41021:272- 
41021:275. 

-8705220122 Respnds to 861224 Itr re nonconformances noted in QA Program Insp 
Rept 99900403/86-01 on 86041 4-071 S.Corrective actions:correct PWA number re- 
corded onDVSCNs 01706 & 02409 on 1987. 

BOHL,L.S. General Electric Co. 87/02/05. HEISHMAN.R.F. Division of QA. Vendor & 
Technical Training Center Programs (850212-870411). 8pp. 41021:276-41021:283. 

—8705220156 Responds to 861224 request for statement re 5 unresolved items dis- 
cussed in Section C of Insp Rept 99900403/86-01. Evaluation of 143 items addressed 
in App B of NRC 861224 Itr will be completed by 87061 1.AddI response end. 
BOHL.L.S. General Electric Co. 87/03/05. MERSCHOFF.E.W. Division of QA, Vendor 
& Technical Training Center Programs (850212-870411). 10pp. 41021:284-41021:293. 

—8705220170 Requests response to questions addressed in author 861208 Itr re Com- 
mission policy on informing outside parties of congressional inquiries.Response re- 
quested by 870430. 

MARKEY.E.J.. ECKART.D.E. House of Rep. 87/04/10. ZECH.LW. Commissioners. 
10pp. 41021:294-41021:305. 

-8705220186 Requests listed info re NRC investigation into allegations made by SA 
Milam of program deficiencies in design control & QA/QC program at GE by 861215, 
MARKEY,E.J. House of Rep. 86/12/08. ZECH.L.W. Commissioners. 2pp. 41021:304- 
41021:305. 

-8705220203 Responds to 861120 & 1208 Itrs re allegations made by S Milam.EncI 
summary addresses concerns specifically expressed in 861208 Itr & identifies docu- 
ments requested in 861120 Itr.NRC 861222 Itr also end. 

ZECH.LW. Commissioners. 86/12/24. MARKEY.E.J. House of Rep. Ip. 41021:306- 
41021:306. 

-8705220228 Responds to 861120 Itr re allegations made by SA Milam. Summary of 
NRC actions & related documents end. 

ZECH.LW. Commissioners. 86/12/24. ECKART.D.E. House of Rep. 3pp. 41021:307- 
41021:309. 

-8705220241 Responds to 861024 request for specific info re NRC insp activities being 
conducted in response to SA Milam allegations.No issues identified which necessitate 
corrective actions be taken on plants w/GE components. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (820201-870411). 86/12/ 
22. GARDE.B. Government Accountability Project. 2pp. 41021:310-41021:311. 

-8705220251 Forwards final QA Program Insp Rept 99900403/86-01 re allegations 
made by S Milam.Rept currently being reviewed by GE for proprietary info per 
10CFR2.790.W/O rept. 

ZECH.LW. Commissioners. 87/02/03. MARKEY.E.J. House of Rep., Energy & Com- 
merce. Ip. 41021:312-41021:313. 

8705270204 Ack receipt of 870429 Itr re Allegation RIV-86-A-060.Ltr & findings of fact & 
conclusion of law filed in US District Court for Northern District of Texas Civil Action 4- 
81-31 7-K forwarded to ASME for info. 

MERSCHOFF,E,W. Vendor Inspection Branch. 87/05/19. NOLAN, H.L. Hadco & Asso- 
ciates. Inc. 3pp. 41048:208-41048:210. 

8705280343 Advises that Rev 10/6A to WCAP-8370/7800, “Water Reactor Div QA 
Plan,” meets criteria of 10CFR50,App B & acceptable. Organizational changes de- 
scribed in 870429 Itr should be issued to all holders of rept. 

MILLER, H.J. Division of Licensee Performance & Quality Evaluation (Post 870411). 
87/05/22. JOHNSON,W.J. Westinghouse Electric Corp. 2pp. 41109:159-41109:160. 


REQQD REGULATORY GUIDES 

8705050206 Application for amend to License NPF-49, changing License Condition 
2.C.(6), "Instrumentation for Monitoring Post- Accident Conditions Reg Guide 1.97,Rev 
2..." re schedule for installation of instrumentation. Fee paid. 

MROCZKA,E.J., WERNER.R.P. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). MROCZKA.E.J. Northeast Utilities. B12500. 87/06/01. Document Control 
Branch (Document Control Desk). 5pp. 40810:244-40810:251. 

—8705060003 Proposed Tech Specs, changing License Condition 2.C.(6), "Instrumenta- 
tion for Monitoring Post-Accident Conditions, Reg Guide 1.97,Rev 2 Requirements.” 
* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/01. 3pp. 
40810:249-40810:251. 

8705050238 Advises that util will complete control room panel & instrument seismic 
qualification (Reg Guide 1.97) by end of Cycle 7 refueling outage, per 870105 
telcon.Methodology of Generic Ltr 87-02 will be used to complete verification. 
HUKILLH.D. General Public Utilities Corp. - GPU Service Corp. GL-87-02. 87/04/28. 
Document Control Branch (Document Control Desk). 1 p. 40801 :280-40801 :280. 


8705060293 Comments on proposed Rev 1 to Reg Guide 8.22,Task OP 013-4, “Bioas- 
say at U Mills.” Supports rev & recommends NRC finalize publication of document, 
STAUTER.J.C. Kerr-McGee Corp. 52FR3515 002. 87/04/21. YANIV.S. Office of Ad- 
ministration (Pre 870413). Ip. 40825:164-40825:164. 

8705060308 Comments on proposed rule 10CFR50 re App J & proposed reg 
guide.Task MS 021-5,Util fully endorses recommendations submitted by B&W Owners 
Group Tech Spec Subcommittee for proposed rev of App J. 

SHELTON.D.C. Toledo Edison Co. 51FR39538 033. 87/04/24. Document Control 
Branch (Document Control Desk). 11pp. 40839:001-40839:011. 

8705060348 Comments on proposed rule 10CFR50 re App J concerning leakage rate 
testing of containments of light-water-cooled nuclear power plants.Rev should not be 
promulgated as final rule as stipulated In 10CFR50.109.Specific comments end. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
51FR39538 032. 87/04/24. Docketing & Services Branch. 27pp. 40829:323- 
40829:349. 

8705060362 Comments on proposed rule 10CFR50 re rev to 10CFR50,App J re leak- 
age rate testing of containments of light-water-cooled nuclear power plants & associ- 
ated draft reg guide.Task MS 021-5.Supports rule. 

KEISER.H.W. Pennsylvania Power & Light Co. 51FR39538 019. 87/04/22. CHILK.S.J. 
Docketing & Services Branch. 3pp. 40838:076-40838:078. 

8705060366 Submitsjustification for change to reactor coolant pump seal return flow to 
Type D3 variable.Row included in excess of Reg Guide 1,97 requirements.Other 
backup indications also exisLRevised pages encl.Timely resolution requested. 
CUTTER,A.B. Carolina Power & Light Co. NLS-87-093. 87/05/01. Document Control 
Branch (Document Control Desk). 6pp. 40838:087-40838:092. 

8705060367 Advises that util 870327 Itr resolved 870305 SER open item by commit- 
ment to upgrade or modify Cat^ory 3 to Category 2 instrumentation during Refueling 
Outage 1 1 .NRC considers Reg Guide 1 .97 resolved for facility. 

ECCLESTON.K.T. Project Directorate 11-1. TAC 51127. 87/04/29. UTLEY.E.E. Caroli- 
na Power & Light Co. 2pp. 40840:299-40840:300. 

8705070005 Forwards revised pages to util FSAR which reflect change in commitment 
to Reg Guide 8.27 re radiation protection aspects of general employee training 
courses. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2136. 87/05/01. Docu- 
ment Control Branch (Document Control Desk). 4pp. 40849:221-40849:224. 

8705070026 Comments on proposed rule 10CFR50 re revs to 10CFR50,App J & associ- 
ated draft reg guide.Task MS 021-5.Rev proposes new requirements which can prove 
time consuming & costly to licensees. 

PICKENS.T.A. BWR Owners Group. 51FR39538 021. 87/04/22. Docketing & Services 
Branch. 20pp. 40847:336-40847:355. 

8705070038 Forwards rept of 870209-12 design verification & design validation audit of 
upgraded facility SPDS conducted at B&W in Lynchburg, VA.Requests schedule for re- 
solving listed outstanding Reg Guide 1.97 items. 

KNIGHTON, G.W. Project Directorate V. 87/05/01. WARD.J.E. Sacramento Municipal 
Utility District. 18pp. 40855:080-40855:097. 

8705070045 Revised application for amends to Licenses NPF-2 & NPF-8, changing 
Tech Specs re repair of steam generator tubes w/ indications of degradation. R A Wie- 
semann 870427 Itr & Revs 1 to WCAP-11179 & proprietary WCAP-11178 also end. 
MCDONALD, R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40842:231-40843:062. 

8705070233 Fonvards EGG-NTA-7079, "Conformance to Reg Guide 1.97,TM1 Nuclear 
Station Unit 1," informal rept. 

ROBERTS.EW. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. EWR-33-87. 87/02/19. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 40852:051- 
40852:076. 

--8705070242 EGG-NTA-7079 “Conformance to Reg Guide 1.97,TM1 Nuclear Station 
Unit 1,” informal rept, 

ROBERTS.EW. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W, Idaho Na- 
tional Engineering Laboratory. FIN A-6483. 87/02/28. NRC - No Detailed Affiliation 
Given. 26pp. 40852:052-40852:076. 

8705110086 Provides addi info re verification & validation of plant safety monitoring sys 
software components associated w/ safety-related Reg Guide 1 .97 variables. 
SIEBER,J.D. Duquesne Light Co. 2NRC-7-101. 87/04/30. Document Control Branch 
(Document Control Desk). 7pp. 40877:119-40877:125. 

8705110180 Forwards errata to fourth semiannual radiological effluent release replRevs 
include commitment to Reg Guide 1.21 in USAR.1 986 Tech Spec limit for total body 
dose & solid waste summary. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. WM 87-0128. 87/05/05. Docu- 
ment Control Branch (Document Control Desk). Ip. 40891:220-40891:221. 

8705120371 Part 21 & interim Deficiency Rept CP-87-05 re failure of high range radi- 
ation monitor coaxial cables to meet min environ qualification for dielectric insulation 
requirement. Initially reported on 870406.Next rept expected by 870721. 
COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.), TXX-6430. 87/ 
05/06, Document Control Branch (Document Control Desk). 2pp. 40905:049- 
40905:050. 


8705060104 Responds to 870319 request re NRC review of updated QA program sub- 
mitted on 861211. Proposed exception to implementation of Reg Guide 1.94,Rev 1 re 
testing of aggregate used in seismic category concrete withdrawn. 

COOK,K.W. Louisiana Power & Light Co. W3P87-1028. 87/05/01. Document Control 
Branch (Document Control Desk). Ip. 40831:285-40831:285. 


8705130016 Informs that util will wrap solid state protection sys (SSPS) demultiplexer & 
time synchronization cables to resolve NRC concerns during 870504 meeting that de- 
viation from Reg Guide 1.75 unacceptable. 

WISENBURG.M.R. Houston Lighting & Power Co, ST-HL-AE-2156. 87/05/07. Docu- 
ment Control Branch (Document Control Desk). 2pp. 40910:230-40910:231. 
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8705130236 Comments on draft reg guide, Task MS 021-5, “Containment Sys Leakage 
Testing.” Methods acceptable for compliance w/ proposed amends to 10CFR50,App 
J listed. 

GRIDLEY.R.L Tennessee Valley Authority. 51FR39440 008. 87/05/06. Document 
Control Branch (Dccu.mer-t CcnI.'ci Desk). -Ipp. 40910:160-40910:162. 


-8705080002 Responds to 870410 request for clarification of 60-day reporting provi- 
sions of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification 

Reauirements." Response to generic ltr extended to 871201 . ^ 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), GL-87-02. 
87/04/28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 40863:153-40863:153, 


8705130293 Provides comments on proposed change to Unit 1 control room habitability 
sys per changes to Tech Specs & Regulatory Guides 1.52,1.78 & 1.95 per 870416 ltr. 
HAYES, J.J. Project Directorate 11-1. 87/05/11. CRAIG, J.W. Plant Systems Branch. 
9pp. 4091 1 ;246-4091 1 :254. 

8705180016 Provides updated summary of description of compliance w/ Reg Guide 
1 .97.Util in compliance w/reg guide re Category 3 instrumentation located in mild envi- 
ron for events for which reactor bldg emergency cooling sys required. 

HUK1LL,H.D. General Public Utilities Corp. - GPU Service Corp. 5211-87-2087. 87/05/ 
07. Document Control Branch (Document Control Desk). 2pp. 40943:270-40943:271. 


8705080002 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, “Equipment Seismic Adequacy Verification Require- 
ments." Response to generic ltr extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
87/04/28. SMITH.N.P. Seismic Qualification Utility Group. Ip. 41049:281-41049:284. 


-8705270237 Forwards NRC ltr to chairman of Seismic Qualification Util Group, granting 
relief from 60-day reporting requirement of Generic Ltr 87-02, for info & use. 
WESSMAN,R. Project Directorate I-3. GL-87-02. 87/05/14. BIRD,R.G. Boston Edison 
Co. 2pp. 41049:283-41049:284. 


8705180191 Informs of determination that certain commitments in 840402 & 851018 
Reg Guide 1.97 submittals not fully implemented.Review of complete instrumentation 
sys used to monitor variables will be completed by 870630. 

MANGAN.C.V. Niagara Mohawk Power Corp. (NMP1L 0151). 87/05/12. Document 
Control Branch (Document Control Desk). 2pp. 40952:296-40952:297. 


8705110042 FOIA request for documents re import of food,beverages & other goods 
that may have been contaminated by radiation resulting from 860426 accident at 
Chernobyl. 

BOSSONG.K. Public Citizen’s Critical Mass Energy Project 87/03/13. GRIMSLEY.D. 
Division of Rules & Records (Pre 870413). 2pp. 40880:144-40880:145. 


8705190055 Requests that util respond to listed open items identified in end EG&G 
rept, “Conformance to Reg Guide 1 ,97, Sequoyah Nuclear Plant Units 1 & 2," within 
120 days of ltr date. Safety evaluation will be provided once items resolved, 
ZWOLINSKI,J.A. Office of Special Projects. TAC 51133. 87/05/11. WHITE,S.A, Ten- 
nessee Valley Authority. 3pp. 40966:305-40966:323. 


8705110050 Responds to FOIA request for four categories of records re importation of 
products into US which may have been contaminated due to 860426 accident at 
Chernobyl.Forwards App A documents.Documents & NUREG-1250 available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/07. BOSSONG.K. 
Public Citizen’s Critical Mass Energy Project. 2pp. 40880:146-40880:151. 


-8705190101 “Conformance to Reg Guide 1.97 Sequoyah Nuclear Plant,Units 1 & 2.” 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. GL-82-33. 87/05/11. 
NRC - No Detailed Affiliation Given. 16pp. 40966:308-40966:323. 

8705190141 Returns 870413 application for amend to Models CI-20WC-2 & CI-20WC- 
2A packages.Complete (consolidated) application demonstrating that package meets 
requirements of 10CFR71 requested.Draft Reg Guide 7.9 also encl.W/o ends. 
MACDONALD, C.E. Transportation Branch. 87/05/13. RUZICKA,W.G. Cintichem, Inc. 
Ip. 40963:269-40963:269. 

8705190478 Requests review & comment on end EGG-NTA-7368, “Conformance to 
Reg Guide 1.97.Zion Nuclear Station, Units 1 & 2." Justifications for util-identified ex- 
ceptions to Reg Guide 1 .97 acceptabie.w/exceptlon of 22 items shown in rept. 
MULLER.D.R. Project Directorate 111-2. 87/05/15. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 40982:210-40982:211. 

“8704150145 EGG-NTA-7368 "Conformance to Reg Guide 1.97, Zion Nuclear 
Station, Units 1 & 2," technical evaluation rept. 

STOFFEL,J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51367. 87/ 
01/31. NRC - No Detailed Affiliation Given. 28pp. 40982:212-40982:239. 

8705210664 Provides add! response to Generic Ltr 83-28 re reactor trip breaker auto- 
matic shunt trip actuation.Confirmation that shunt trip components have been seismi- 
cally qualified per Reg Guide 1.1 00, Rev 1 addressed. 

FAY,C.W. Wisconsin Electric Power Co. GL-83-28. 87/05/13. Document Control 
Branch (Document Control Desk). 2pp. 41009:077-41009:078. 

8705210675 Comments on proposed rev to 10CFR50,App J & draft reg guide & value/ 
impact statement re Task MS 021 -5. Proposed max pathway criterion for reporting 
Type B & C test results appears to be unwarranted backfit. 

ALEXICH.M.P. American Electric Power Service Corp. AEP:NRC:0508. 87/05/14. 
ARNDT,G. Rules & Procedures Branch. 3pp. 41009:079-41009:081. 

8705270061 Forwards results of calculations of transition temp shift as function of neu- 
tron fluence for facility reactor vessel using Reg Guide 1.99.Utll does not propose 
mod to Tech Spec Table 4.4-5 based on results. 

WOODY.C.O. Florida Power & Light Co, L-87-201. 87/05/17. Document Control 
Branch (Document Control Desk). 3pp. 41048:203-41048:205. 

8705270502 Draft value/impact statement of proposed reg guide, Task WM 503-4, “Cal- 
culation of Radon Flux Attenuation by Earthen U Mill fallings Covers." Methods ac- 
ceptable to NRC discussed. 

* Office of Nuclear Regulatory Research, Director (Post 860720), 87/05/31. 51pp. 
41101:179-41101:228. 

8705270616 Advises that util does not consider NRC concern re cycling open safety 
injection accumulator isolation valves, valid per Reg Guide 1.79.Util administrative con- 
trols require valves to be open w/ power removed from control circuit. 

CAREY, J.J. Duquesne Light Co, 2NRC-7-140. 87/05/25. Document Control Branch 
(Document Control Desk). 2pp. 41085:1 16-41085:1 17. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 

8705050151 RIL-150 Research Info Ltr 150:results of groundwater interdictive strategy 
research for severe nuclear accidents. 

BECKJORD,E.S, Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
05/01. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 
THOMPSON,H.L Office of Nuclear Material Safety & Safeguards, Director. 24pp. 
40810:206-40810:229. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

8705050183 Notification of CRGR Meeting 115 on 870527 to discuss proposed final 
resolution of USI A-44, “Station Blackout" & rule amends to 10CFR30,40,50,51,70 & 
72 re general requirements for decommisslonino of facilities. W/o ends. 

JORDAN,E.L Committee to Review Generic Requirements. 87/05/01, 
BERNERO,R,M. Office of Nuclear Material Safety & Safeguards, Director. MARTIN,T,T, 
Region 1 , Office of Director. ROSS,D.F. Office of Nuclear Regulatory Research, Direc- 
tor (Post 860720). 2pp. 40812:210-40812:211. 

8705080001 Forwards NRC 870428 ltr granting extension to 871201 for providing 
schedule of plant-specific implementation re US A-46, “Equipment Seismic Adequacy 
Verification Requirements." 

LONG,W.O. Project Directorate IV. TAC 64912, 87/05/05. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 40863:151-40863:153. 


-8705110069 Partially deleted response to recipient 861017 ltr forwarding constituent 
request for info re potential impact of Chernobyl accident on dried apricot crop of 
Turkey, G Stokes 860818 ltr & J Swift 861028 transmittal note end. 

STELLO,V. Office of the Executive Director for Operations. 86/11/06. CRANSTON, A. 
Senate. 4pp. 40880:148-40880:151. 

8705140005 Transcript of 870507 briefing In Washington, DC on state of nuclear 
industry.Pp 1-62.Related documentation end. 

* Commissioners. 87/05/07. 99pp. 40920:255-40920:353. 

8705140020 Comments on proposed plan for followup insps of piping potentially subj to 
erosion/corrosion thinning.Agrees w/ program presented at 870407 meeting in 
Bethesda.MD.NUMARC coulcT not commit that all utils would adopt program. 
RICHARDSON,J.E. Assistant Director for Engineering. 87/05/05. STEWART. W.L. Nu- 
clear Utility Management & Resources Committee (NUMARC). 1p. 41049:358- 
41049:358. 

8705140058 Fonvards Rev 4 to CRGR charter issued to conform to new NRC organiza- 
tion effective on 87041 2.ldentical Itrs sent to individuals on end list.W/o rev. 

JORDAN, E.L. Office for Analysis & Evaluation of Operational Data. Director. 87/05/ 
04. FARLEY.J.M. Alabama Power Co. TURLEY, K.L. Arizona Nuclear Power Project 
(formerly /Arizona Public Service Co.). MAULDEN.J.L. Arkansas Power & Light Co. 
8pp. 40920:196-40920:203. 

8705140144 Appeals denial of FOIA request for documents re Comanche Peak Task 
Force established in Mar 1984. Author advises that 850508 agreement w/NRC to pro- 
tect allegers does not apply to interviewees. 

GARDE.B.P. Government Accountability Project. 86/06/23. STELLO,V. Office of the 
Executive Director for Operations. 1 p. 40920:077-40920:077. 

8705140159 Further response to appeal re denial of FOIA request for documents re Co- 
manche Peak Task Force.Documents listed in App H concern potential 
violations. Portions of 85 App H documents continue to be withheld (ref FOIA Exemp- 
tion 5). 

STELLO.V. Office of the Executive Director for Operations. 87/05/08. GARDE.B.P, 
Government Accountability Project. 1 p. 40920:078-40920:098. 

8705150210 "Technical Rept 21.1 Risk Reduction Potential." W/870313 release memo, 

* Energy, Inc. * Industry Degraded Core Rulemaking Program. 85/06/30. 300pp. 
40931:099-40932:078. 

8705150238 “Technical R^t 20.1 Core Retention Devices." W/870313 release memo. 

* Westinghouse Electric Corp. * Industry Degraded Core Rulemaking Program. 83/07/ 
31. 175pp. 40930:202-40931:037. 

8705150245 Comments on draft NUREG-1150,Vol 1, "Reactor Risk Ref Document." 
NRC deviated from listed ideal procedure in development of risk assessment of reac- 
tor accidents. Comparison of TMI-2 & Chernobyl accidents provided. 

CHUBB, W. Affiliation Not Assigned. 52FR7950. 87/03/06. ROSS.D.F. Office of Nucle- 
ar Regulatory Research, Director (Post 860720). 3pp. 40934:359-40934:362. 

8705150251 Comments on draft NUREG-1160 over-estimation of activity releases 
based on TMI-2 dataBased on Chernobyl-4 data, NRC estimates of human risk from 
max credible accident over- estimated by factor of 50. 

CHUBB, W. Affiliation Not Assigned. 52FR7950. 87/03/16. 2ECH,L. Commissioners. 
3pp. 40929:1 66-40929:1 68. 

8705150278 "Technical Rept 23.1 PB Peach Bottom Atomic Power Station- Integrated 
Contamment Analysis.” W/870313 release ltr. 

* Industry Degraded Core Rulemaking Program. 86/03/31. 200pp. 40933:263- 


15. IB, Analysis of In-Vessel Core Melt Progression." W/ 

870313 release ltr. 

* Industry Degraded Core Rulemaking Program. * Atomic Industrial Forum. * Electric 
Power Research Institute. 83/09/30. DENTON, H.R, Office of Nuclear Reactor Regula- 
bon, Director (851 1 25-87041 1 ). 200pp. 40932: 1 68-40933:252. 


8705150359 “Technical Rept 85.2, Technical Support for Issue Resolution." W/870313 
release ltr. 


* Industry Degraded Core Rulemaking 

* Fauske & Associates, Inc. 85/07/31, 


Program. SIEGEL, J.R. Atomic Industrial Forum. 
200pp. 40944:003-40945:073. 


'-'•oil riiiai luv^un-oo.invesugaiion or i-iign-iem 
Accident Conditions for Mark-1 Containment Vessels." W/870313 release ltr 
Industry De^aded Core Rulemaking Program. * Atomic Industrial Forum. * CBI Hi 
Con, Inc. 86/08/31. 129pp. 40936:061-40935:179. 
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8705150441 “Technical Rept 1 8.2, Compilation of Conditional Complementary Cumula- 
tive Distribution Functions.” W/870313 release memo. 

* LN Technologies Corp. (formerly NUS Corp.). * Industry Degraded Core Rulemaking 
Program. 85/06/30. 61pp. 40931:038-40931:098. 

8705180003 “Technical Rept 23.12 Zion Nuclear Generating Station - Integrated Con- 
tainment Analysis.” W/870313 release memo. 

* Commonwealth Edison Co. * Industry Degraded Core Rulemaking Program. 85/06/ 
30. 120pp. 40940:048-40940:237. 

8705180014 “Technical Rept 22.1, Safe Stable States." W/870313 release memo. 

* Fauske & Associates, Inc. * Industry Degraded Core Rulemaking Program. 84/06/ 
30. 120pp. 40942:318-40943:172. 

8705180033 “Technical Rept 18.1, Evaluate Atmospheric & Liquid Pathway Dose.” pro- 
gram rept. W/870313 release Itr. 

* LN Technologies Corp. (formerly NUS Corp.). * Industry Degraded Core Rulemaking 
Program. 84/12/31, 183pp. 40940:238-40941:063. 

8705180039 "Technical Rept 17, Equipment Survivability in Degraded Core Equipment." 
program rept.W/870313 release Itr. 

* LN Technologies Corp. (formerly NUS Corp.). * Industry Degraded Core Rulemaking 
Program. 83/07/31. 498pp. 40941:064-40942:202. 

8705180135 Final response to FOIA requestApp A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

—8701300616 Responds to 861210 Itr re motor-operated valve performance. NRC will 
be advised of plans re matter after upcoming meeting w/NRC & INPO. 

OWEN.W.H. Nuclear Utility Management & Resources Committee (NUMARC). 87/01 / 
07. STELLO.V. Office of the Executive Director for Operations. 1p. 40981:195- 
40981:196. 

-8701300624 Forwards final AEOD case study on safety-related motor-operated valve 
performance.Study demonstrates that significant attention needs to be given to 
issue.Suggests staff & appropriate representatives discuss plans. 

STELLOy. Office of the Executive Director for Operations. 86/12/10. OWEN.W.H. 
Nuclear Utility Management & Resources Committee (NUMARC). Ip. 40981:196- 
40981:196. 

-8705180253 Lists actions being considered for addressing motor-operated valve 
issues, per NRC 861210 Itr & AfcOD/C603.Mid-Apr 1987 suggested for first periodic 
meeting. 

OWEN,W.H. Nuclear Utility Management & Resources Committee (NUMARC). 87/02/ 
19. STELLO.V. Office of the Executive Director for Operations. 2pp. 40981:193- 
40981:194. 

8705270499 Requests schedule for implementation of seismic verification program, per 
Generic Ltr 87-02 by 871 201. TE Murley 870428 Itr granting extension of 60-day re- 
porting requirement per 870410 request end. 

SYLVESTER, E.D. Project Directorate 11-1. GL-87-02. 87/05/20. UTLEY.E.E. Carolina 
Power & Light Co. 1p. 41065:140-41065:142. 

8705280143 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46 equipment seismic adequacy verification require- 
ments. Response extended to 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). GL-87-02. 
87/04/28. SMITH.N.P. Seismic Qualification Utility Group. 2pp. 41065:347-41065:350. 

8705290069 Partial response to FOIA request for documents re safety issues at nine 
listed nuclear reactors which Include similar design characteristics to Chernobyl nucle- 
ar power reactor. Fonwards documents listed in App V.Documents also in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/26. TAYLOR, J.H. 
Dallas Times Herald. Dallas, TX. 2pp. 41115:003-41115:021. 

-8705290091 Urges US assistance in Soviet Union due to castastrophic accident at 
major nuclear power planLAssistance would further opportunity for discovery & lend 
experience & expertise to Soviet Union. 

MURPHY, A.J. House of Rep. 86/04/29. President of U.S. & Executive Offices. 3pp. 
41115:009-41115:011. 

-8705290250 Discusses telcon w/Senator Proxmire ofc fonvarding offer from Nuclear 
Safety Research Ctr at Univ of Wisconsin, offering aid in Chernobyl disaster.Requests 
that written response be forwarded to Professor Corridini. 

GORN.J. Office of Congressional Affairs. 86/05/01. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (851125-870411). Ip. 41115:012-41115:013. 

-8705290258 Forwards list of Univ of Wisconsin personnel for nuclear safety research 
ctr.Requests that names be fonwarded to prpper EPA ofc for Chernobyl nuclear power 
plant list of volunteers. 

GORN.J. Office of Congressional Affairs. 86/05/01, SHERON.B, NRC - No Detailed 
Affiliation Given, 7pp. 41115:014-41115:020. 

-8705290268 Notifies of Russian govt refusal of assistance from US for aid in Cherno- 
byl nuclear plant disaster.Offer forwarded to EPA in event of change in position or 
other countries request assistance. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (851125-870411). 86/ 
05/06. CORRIDINI, M. Wisconsin, Univ. of, Madison, Wl. 2pp, 41115:021-41115:021. 

8705290071 FOIA request for documents re safety issues for nine listed nuclear reac- 
tors which include similar design charateristics to Chernobyl nuclear power reactor. 
TAYLOR.J.H. Dallas Times Herald. Dallas. TX. 86/05/06. DENTON.HJR. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41115:001-41115:002. 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8704140105 SECY-87-065 Recommends Commission approve revised NRC policy 
statement, “Guidelines for NRC Review of Agreement State Radiation Control Pro- 
grams,” for publication as final statement of policy. 

STELLO.V. Office of the Executive Director for Operations. 87/03/11. 35pp. 
40773:038-40773:072. 


8705050101 Final response to FOIA request for documents, including SECY-75-283 re 
amends to 10CFR50 concerning codes & stds for nuclear power plants. Forwards App 
A documents.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/01. Newman & 
Holtzinger. 2pp. 40861:294-40862:037. 

-8705050114 SECY-75-283 Recommends that Commission approve subj amends to 
10CFR50 re codes & stds for nuclear power plants & technical info. 

* Office of the Executive Director for Operations. 75/06/16. 55pp. 40861:296- 
40862:002. 

-8705050132 SECY-75-283A Requests that revised SECY-75-283 re proposed amend 
to 10CFR50 concerning codes & stds for nuclear power plants & technical info be 
scheduled for affirmation at policy session. 

MINOGUE.R.B. NRC - No Detailed Affiliation Given. 75/08/18. 9pp. 40862:003- 
40862:011. 

—8705050148 SECY-75-283B Recommends that Commission approve publication of 
subj amends to 10CFR50 re codes & stds for nuclear power plants & technical info in 
effective form (End D of SECY-75-283). 

MINOGUE.R.B. NRC - No Detailed Affiliation Given. 75/11/03. 26pp. 40862:012- 
40862:037. 

8705180259 Final response to FOIA request for SECY papers on NPRDS. Forwards 
App A documents.Documents also available in PDR. Plant-specific proprietary data 
excluded,per 870326 telcon w/N Brown. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/13. JOHNSON,M. 
LN Technologies Corp. (formerly NUS Corp.). 2pp. 40961:253-40962:002. 

—8408090367 SECY-84-044A Provides Commission w/info on current status of NPRDS. 
DIRCKS.W.J. Office of the Executive Director for Operations. 84/08/01. 26pp. 
40961:255-40961:280. 

—8502200475 SECY-85-056 Forwards sixth semiannual staff evaluation of status of 
NPRDS.Improvements in NPRDS first seen in Third Quarter CY83 maintained through 
Second Quarter CY84. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/02/08. 22pp. 
40961:281-40961:302. 

-8705180265 SECY-85-056A Provides Commissioners w/info on current status of 
NPRDS. Seventh semiannual staff evaluation of current status of sys end. 
DIRCKS,W.J. Office of the Executive Director for Operations. 85/08/20. 30pp. 
40961:303-40961:332. 

—8705190296 SECY-86-216 Partially withheld SECY-86-216 providing Commissioners 
w/ info on current status of NPRD sys.Ninth semiannual staff evaluation of status of 
sys end. 

STELLO.V. Office of the Executive Director for Operations. 86/07/24. 19pp. 

40962:003-40962:043. 

—8705180288 SECY-87-054 Partially withheld SECY-87-054 providing Commissioners 
w/ info on status of NPRDS for Second & Third Quarters 1986. 

STELLO.V. Office of the Executive Director for Operations. 87/02/24. 31pp. 

40961:333-40962:002. 

8705260369 Forwards regulatory history package for proposed amend to 10CFR2, 
“Adjudications;Special Procedures for Resolving Conflicts Concerning Disclosure or 
Nondisclosure of Info.” Documents PDR available & designated as AB78-1 . 
BARTLETT, J. NRC - No Detailed Affiliation Given. AB78-1 059. 87/05/20. Technasso- 
dates, Inc. 6pp. 41045:342-41048:104. 

—8703160408 SECY-87-051 Seeks Commission decision on approval of notice of final 
rulemaking or approval of notice withdrawing proposed rule re relationship between 
investigation/insps & adjudications. 

PARLER,W.C. Office of the General Counsel. AB78-1 066. 87/02/25. 130pp. 
41046:011-41046:144. 

—8705260404 Draft Commission paper seeking approval of notice of final rulemaking or 
withdrawal of proposed rule re relationship oetween investigations/insps & adjudica- 
tions-codification of procedures for resolving conflicts re disclosure. 

PARLER,W.C, Office of the General Counsel. AB78-1 067. 87/02/25. 150pp. 
41046:145-41046:303. 


STATE PROG STATE PROGRAMS 


8704240205 Responds to end recipient 870304 Itr urging NRC to investigate & correct 
alleged generic problems at B&W power plants described in recent UCS petition.NRC 
acting on 870210 petition, per 10CFR2.206. 

ZECH.LW. Commissioners. 2.206. 87/04/17. CELESTE,R.F. Ohio, State of. 2pp. 
41162:179-41162:181. 

—8704240217 Urges NRC to investigate & correct alleged generic problems at B&W nu- 
clear plants described in recent UCS petition. Author concerned about design prob- 
lems that may affect public safety. 

CELESTE,R.F. Ohio, State of. 87/03/04. ZECH,L. Commissioners. 35pp. 41162:181- 
41162:181. 

8705010157 Notification of contract execution, Mod 5,to “Radiation Monitoring Program 
Requirements." ContractonState of DE, 

DORSEY,M. NRC - No Detailed Affiliation Given. NRC-28-83-602. 87/04/08. 
MCOSCAR,J. Region 1, Office of Director. KOTTAN.J. NRC - No Detailed Affiliation 
Given. Ip. 40773:185-40773:186. 

-8705010166 Mod 5, changing billing address as listed due to NRC reorganization,^ 
“Radiation Monitoring Program Requirements." 

* Delaware, State of. WIGGINS, E.J. Division of Contracts (Pre 870413). NRC-28-83- 
602. 87/04/08. Ip. 40773:186-40773:186. 

8705040320 Forwards annual environ radioactivity repts for 1986 for Kewaunee & Point 
Beach Nuclear Power Plants & La Crosse BWR, per NRC Contract NRC-30-83-647. 
MCDONNELL, LJ. Wisconsin, State of. NRC-30-83-647. 87/04/27, DAVIS, B. Region 
3, Office of Director. Ip. 40780:001-40780:130, 
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“8705040324 “Kewaunee Environ Radioactivity Survey for 1986." 

* Wisconsin, State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
41pp. 40780:002-40780:041. 

“ 8705 ^ 40325 “Point Beach Environ Radioactivity Survey for 1986." 

* Wisconsin. State of. NRC-30-83-647. 86/12/31, NRC - No Detailed Affiliation Given. 
43pp. 40780:042-40780:084. 

“8705040327 “La Crosse BWR Environ Radioactivity Survey for 1986,” 

* Wisconsin, State of. NRC-30-83-647. 86/12/31. NRC - No Detailed Affiliation Given. 
46pp. 40780:085-40780:130. 

8705050157 Package of 44 comments opposing proposed rule 10CFR50 re decreasing 
emergency resident evacuation plan to within 1 mile of nuclear power plant. 
SPINA20U.W.A., 2ELAZNY.A. Affiliation Not Assigned. MCLOUGHLIN.D. Federal 
Emergency Management Agency. 52FR6980. 87/04/28. CHILK.S.J, Docketing & 
Services Branch. ZECH.L, ASSELSTINE Commissioners. 227pp, 40804:085- 
40804:311. 

8705050201 Notification of contract execution, Mod 6, to “Radiation Monitoring Program 
Requirements." Contractor:State of LA. 

DORSEY.M. NRC - No Detailed Affiliation Given. FIN B-8503. NRC-31 -83-669. 87/04/ 
29. MEYER, D.M. Region 4. Office of Director, NICHOLAS, J.G. NRC - No Detailed Af- 
filiation Given. 1p. 40810:230-40810:235. 

“8705050208 Mod 6, providing CY87 funds, changing appropriation number & revising 
statement of work, to “Radiation Monitoring Program Requirements." 

* Louisiana, State of. HAGEY.H. Division of Contracts (Post 870413). FIN B-8602. 
NRC-31 -83-669. 87/04/29. 6pp. 40810:231-40810:235. 

8705050243 Forwards discharge monitoring rept per Permit NJ0005622 for month of 
Mar 1987.Thermal & flow data for DSN 481-486 available & being forwarded per 
870424 rept. 

TREJO, J. Public Service Electric & Gas Co. of New Jersey. 87/04/29. CAPORALE.G. 
New Jersey, State of. 5pp. 40801:281-40801:294. 

8705060177 Clarifies 870330 Itr re necessity to inject fluids underground due to unex- 
pected conditions under Permit 478. Understands that injection not permitted w/o 
addi permit action. 

RUTLEDGE, C. Westinghouse Electric Corp. 87/04/14. MANCINI,A.J. Wyoming, State 
of. 2pp. 40841:188-40841:189. 

8705070204 Extends invitation to State of NV Nuclear Waste Project Ofc to attend 
870306 NNWSI project/NRC App 7 interaction.Review of draft conceptual design rept 
suggested in preparation for meeting. 

VIETH,D.L Energy, Dept. of. 133^ 87/02/20. LOUX,R.R. Nevada, State of. 2pp. 
40854:079-40854:080. 

8705070208 Agenda for Nevada Commission on Nuclear Projects 870206 meeting in 
Las Vegas, NV to discuss staff repts. 

* Nevada, State of. 1330. 87/02/03. Nevada. State of. 2pp. 40854:083-40854:084. 

8705070217 Ack receipt of 870218 notification of 870303-04 meetings to discuss issues 
hierarchy for site characterization plan. Due to tardiness of notmcation,State of NV 
unable to attend.Blames DOE for attempting to prevent participation. 

LOUX,R.R. Nevada, State of. 1334. 87/02/27. KNIGHT,J.P. Energy, Dept. of. 2pp. 
40860:012-40860:013. 

8705110269 Forwards annual nonradiological environ repts for facility for 
CY86.Summary of sections & analysis of results end. 

TUCKER, H.B. Duke Power Co. 87/04/30. Document Control Branch (Document Con- 
trol Desk). 3pp. 40875:178-40875:221. 

“8705110286 NPDES noncompliance notification:on 860830.approx 100 gallons of 
2,000 ppm boron solution overflowed into yard drain.Return line moved Inside curbing 
area & more securely fastened to tank.W/11 aerial viewgraphs. 

HALLER, W.A. Duke Power Co. 86/09/03. South Carolina, State of. 13pp. 40875:219- 
40875:221. 

8705110360 Comments on proposed rule 10CFR60 re definition of high level 

radwaste.Rule opposed due to legal & jurisdictional constraints. 

BISHOP, W. A. Washington, State of. 52FR5992 010. 87/04/28. Docketing & Services 
Branch. 6pp. 40880:156-40880:161. 

8705120014 Comments on proposed rule 10CFR60 re definition of high level 

radwaste.Comments reserved pending review of Kocher & Croff rept, "Proposed Clas- 
sification Scheme for High Level & Other Radwastes." 

GREEN.J.W. Michigan, State of. 52FR5992 015. 87/04/28. CHlLK,S. Office of the 
Secretary of the Commission. Ip. 40886:167-40886:167. 

8705120021 Comments on proposed rule 10CFR60 re revised definition of high level 
radwaste.Urpes extension of comment period in light of potential ramifications of re- 
vised definition. 

SCHWART2,S. New Hampshire, State of. 52FR5992 016. 87/04/27. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 40886:195-40886:195. 

8705120072 Forwards performance stds proposed by Exxon to be satisfied before Ray 
Point tailings basin would be deeded to state. Internal memo commenting on pro- 
posed stds also end. 

BAILEY, E.D. Texas, State of. 87/04/16. SMITH.R.D. Uranium Recovery Field Office. 
12pp. 40897:136-40897:146. 

8705120097 Provides dept of environ quality observations & recommendations for sys 
Improvements re “Hydrologic Monitoring tor Shirley Basin Tailings Seepage Control 
Plan,” Feb 1987 rept. 

PUCEL.P. Wyoming, State of. 87/04/10. MURDOCK.S. Pathfinder Mines Corp. 3pp. 
40897:133-40897:135, 

8705120112 Comments on proposed rule 10CFR60 re definition of high level 
radwaste.lnclusion of naturally-occurring or accelerator-produced matls in analysis for 
reclassification of high level waste recommended. 

DAVIS.A.A. Pennsylvania, Commonwealth of. 62FR5992 011. 87/04/28. CHILK,S.J. 
Docketing & Sen/ices Branch. 3pp. 40888:221-40888:223. 

8705120262 Package of 35 comments opi^sing proposed rule 10CFR50 re state & 
local govts refusal to cooperate In evacuation planning. 

SPITZER,R„ JOHNS.C.B. Affiliation Not Assigned. KEENE, J. Long Island Coalition for 
Safe Living. 52FR6980. 87/04/29. CHILK Office of the Secretary of the Commission. 
ZECH Commissioners. 40pp. 40907:131-40907:170. 


8705120277 Comments on proposed rule 10CFR50 re licensing of plants where state 
&/or local govts decline to cooperate in offsite emergency olanning.Utils should not 
be encouraged to withdraw financial support from listed officials. 

ROSS.R.D. Missouri, State of. 52FR6980 2936. 87/05/05. Docketing & Services 
Branch. Ip. 40904:041-40904:041. 

8705130044 Forwards consolidated listing of all comments received on draft program- 
matic EIS SuppI 2 dealing w/disposal of r.ccidc-r.f .?.?r.r,r.afed water. 

MASNIK,M. TMI-2 Cleanup Project Direc:;?.",;:.-. S 07. NRC - No Detailed Affili- 
ation Given. 3pp. 4091 1 :255-4091 1 :306. 

“8705130132 Forwards comments on draft SuppI 2 to programmatic EIS for disposal of 
radioactively contaminated water stored at TMI nuclear station site. 

TOKUHATA.G.K, Pennsylvania, Commonwealth of. 87/01/27. TRAVERS.W.D. TMI-2 
Cleanup Project Directorate. 4pp. 40911:319-40911:322. 

-8705130135 Ack receipt of draft SuppI 2 to programmatic EIS.Notice will be provided 
to state & local public officials of draft via intergovernmental monitor. 

HAGER, G.W. Maryland. State of. 87/01/08. TRAVERS.W.D. Office of Nuclear Reac- 
tor Regulation. Director (851125-870411). Ip. 40911:323-40911:324. 

“8705130148 Comments on programmatic EIS re disposal of accident generated 
water.Opposes both long-term & shcT-torrr. dischar.^c to Susquehanna River due to 
accidental discharge of water before p. ocoss 

RILEY, C.l. Maryland. State of. 87/02/09. TRAVERS.W.D. TMI-2 Cleanup Project Di- 
rectorate. Ip. 40911:325-40911:325. 

“8705130154 Advises that State of PA single point of contact under Executive Order 
12372 (Intergovernmental Review of Federal Programs) received copies of issuance 
of draft SuppI 2 to programmatic EIS for TMI-2. 

KLINE, S.L. Pennsylvania, Commonwealth of. 87/03/03. MASNIK.M.T. TMI-2 Cleanup 
Project Directorate. 1p. 40911:326-40911:326. 

8705150160 Package of 49 individual & form comments opposing proposed rule 
10CFR50 re licensing of nuclear power plants where state &/or local govts refuse to 
participate in development of emergency planning. 

WARD,A., HITCHCOCK.A., KLAUS, B.J. Affiliation Not Assigned. 52FR6980. 87/05/06. 
CHILK.S.J. Office of the Secretary of the Commission. 2ECH Commissioners. 71pp. 
40929:184-40929:254. 


8705180135 Final response to FOIA request. App A documents already available in 
PDR-App B documents end & available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK.M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

“8702120630 Responds to 870114 Itr re possibility of NRC discontinuing funding for 
contractual arrangement whereby State of GA provides certain environ monitoring QA 
efforts at selected plants.No decisions made to reduce funding. 

STELLO.V. Office of the Executive Director for Operations. 87/02/09. 
LEDBETTER, J.L Georgia, State of. Ip. 40981:190-40981:192. 

“8702120641 Comments on plans to discontinue funding for environ monitoring QA ef- 
forts conducted for nuclear power generating facilities.Proposal viewed as giving im- 
pression to public of abrogation of responsibility to protect health & safety. 
LEDBETTER, J.L Georgia, State of. 87/01/14. STELLO.V. Office of the Executive Di- 
rector for Operations. 2pp. 40981 :1 91 -40981 :1 92. 

“8705180320 Submits comments re legislation proposing placement of nuclear safety 
inspector at facility.MOU may not be necessary due to precision & detail of legislation. 
STELLO.V. Office of the Executive Director for Operations. 87/03/26. SILKMAN.R.H. 
Maine. State of. 2pp. 40981:270-40981:271. 

“8705180341 Requests timely review of end draft legislation creating onsite monitoring 
presence for State of ME at facility & MOU between NRC & State of OR. 
SILKMAN.R.H. Maine. State of. 87/03/12. MURLEY.T. Region 1. Office of Director. 
7pp. 40981:272-40981:278. 

-8701140432 Ack productive meeting on 861229 w/ State of NY re economic regulation 
& nuclear safety.Use of economic incentives to improve safety performance deserves 
careful consideration. 

STELLO.V. Office of the Executive Director for Operations. 87/01/02. STUZIN.L.M. 
New York, State of. Ip. 40981:175-40981:175. 

“8703120123 Advises that NRC will provide comments on draft proposal to use finan- 
cial incentives to improve nuclear util performance. 

STELLO.V. Office of the Executive Director for Operations. 87/03/03. KELLIHER.J.J. 
New York, State of. 23pp. 40981:233-40981:261. 

•“^7051 80341 Requests timely review of end draft legislation creating onsite monitoring 
presence for State of ME at facility & MOU between NRC & State of OR. 
SILKMAN.R.H. Maine, State of. 87/03/12. MURLEY.T. Region 1, Office of Director. 
7pp. 40981:272-40981:278. 

-8705180352 MOU between NRC & State of OR expressing desire to cooperate in reg- 
ulation of nuclear activities. 

GOSSICK,LV. Office of the Executive Director for Operations. ATIYEH.V., FRANK, L. 
Oregon. State of. 80/01/04. 10pp. 40981:279-40981:288. 

8705180151 Notification of Nuclear Waste Board 870417 meeting in Lacey, WA. 

* Washington, State of. 2404. 87/04/12. Washington, State of. Ip. 40962:148- 
40962:148. 


8705180205 Summary of Nuclear Waste Advisory Council 870319 meeting in 
Vancouver, WA. 

* Washington, State of. 2401. 87/03/19. Washington, State of. 13pp. 40962:205- 
40962:217. 


8705180251 Press notice re 870417 meetings of Nuclear Waste Board & Nuclear Waste 
Advisory Council In Lacey, WA to discuss proposed geohydrology testing program for 
Hanford proposed repository site. 

* Washington, State of. 2402. 87/04/07. ip. 40962:262-40962:262. 
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8705180313 Submits info re amends to NPDES Permit 0009733, per 861209 
meeting. Forwards two repts of analyses for metals & phthalates required to be moni- 
tored by permitRequirement of 2-yr monitoring period fulfilled.W/one oversize draw- 
ing. 

WTlLSEY.W.B. Philadelphia Electric Co. 87/05/07. CORRIVEAU.E.J. Pennsylvania, 
Commonwealth of. 5pp. 40951:159-40951:164. 

8705180435 Forwards final exercise rept for 861119 exercise of offsite radiological 
emergency preparedness plans for plant. Deficiencies identified include Common- 
wealth of PA not fully participating in support role to local govts. 

KRIMM,R.W. Federal Emergency Management Agency. 87/05/08. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
40958:169-40958:291. 

“8705180447 Final exercise rept for 861119 exercise of offsite radiological emergency 
preparedness plans for plant. 

* Federal Emergency Management Agency. 87/01/05. 121pp. 40958:171-40958:291. 

8705190034 Forwards basalt waste isolation div & quality sys div weekly repts for wk 
ending 870312. 

ANTTONEN,J.H. Energy, Dept. of. 2396. 87/03/12. CCX)K,F.R. NRC - No Detailed Af- 
filiation Given. HUSSEMAN,T., POWER,M,S. Washington, State of. 9pp. 40963:205- 
40963:213. 


8705190236 PNO-ll-87-026:on 870507, mobile radwaste compactor sys impounded in 
Vicksburg,MS due to lack of State of MS or NRC license.Traller being retained at nu- 
clear laundry until decontamination completed. 

WOODRUFF,R.L. Region 2, Office of Director. 87/05/07. Ip. 40967:228-40967:228. 

8705190319 Ack receipt of 870320 response to NRC 870220 Itr re violations noted In 
insp at Fort McClellan under 10CFR 150.20. Response meets requirements of 
10CFR2.201. 

STOHR,J.P. Region 2, Office of Director. 87/05/07. DRAKE,K.D. PTL-lnspectorate, 
Inc. (formerly Pittsburgh Testing Laboratory). Ip. 40974:360-40974:360. 

8705190386 Confirms conversation between AV Godwin & RL Woodruff re review of 
State of AL radiation control program for agreement matls scheduled on 870427- 
0501 .Discussion of review results w/Woodruff on 870501 requested. 

GRACE, J.N. Region 2, Office of Director. 87/04/15. FOX.C.E. Alabama, State of. Ip. 
40968:291-40968:291. 

8705190479 Package of 29 mixed Itrs supporting proposed rule 10CFR50 to permit li- 
censing of nuclear plants w/o local & state approval of evacuation plans. 

HICKSON, J.F., SHAW,A.E.. WHEELER.M. AffiHation Not Assigned. 62FR6980. 87/05/ 
11. Docketing & Services Branch. ZECH,L.W. Commissioners. CHILK,S.J. Office of the 
Secretary of the Commission. 33pp. 40970:167-40970:199. 

8705190530 Package of 90 mixed Itrs opposing proposed rule 10CFR50 eliminating re- 
quirement for state approved emergency plan. 

COSTA,K., COSTA,D.. COSTA,R. Affiliation Not Assigned. 52FR6980. 87/05/11. 
CHILK.S. Office of the Secretary of the Commission. ZECH,L.W. Commissioners. 
97pp. 40970:069-40970:166. 

8705210651 Forwards Insp Repts 70-0135/86-04 & 70-0364/86-03 on 861022- 24 in 
response to recipient 870421 Itr requesting info re actions on alleged trench under- 
neath facilities. No positive indication of trench noted. W/o repts. 

RUSSELL. W.T. Region 1. Office of Director. 87/05/11. DURITSA.C.A. Pennsylvania. 
Commonwealth of. 3pp. 41010:304-41010:309. 

“8705210671 Requests info on alleged trench underneath facility.per recipient 860806 
Itr to Congressman Murtha.Offers assistance if needed. 

DURITSA,C.A. Pennsylvania, Commonwealth of. 87/04/21. STELLO.V. Office of the 
Executive Director for Operations. Ip. 41010:307-41010:309. 

8705260315 Summarizes Annual CAL RAD Forum Spring Conference on 870501 in 
Palm Springs, CA. Meeting program, speaking notes & Yalow presentation 

encl.Pasternak discussion of status of compacting legislation introduced by Peace & 
Alquist. 

KUNIHIRO.D. Region 5, Office of Director. 87/05/14. LOHAUS.P. Technical Branch. 
31pp. 41038:083-41038:113. 

870527CK)04 Confirms 870306 discussion w/RL Woodruff, K Davis.C Prather & LE Jerrett 
re NRC evaluation of state radiation control program.CSrerall regulation of agreement 
matls comparable to NRC. Areas requiring improvement noted in end evaluation. 
KAMMERER.C. State, Local & Indian Tribe Programs. 87/05/18. COLER.G.L. Florida, 
State of. 6pp. 41051:300-41051:305. 

8705280166 Forwards “Aquifer-Aquitard Characterization Production Units 2 & 3:lrigaray 
Mine." Review of rept & declaration that integrity of interburden unit demonstrated re- 
quested. 

RUTLEDGE, C. Westlnghouse Electric Corp. 882. 86/09/04. SHAFFER, R.. HOGG.S. 
Wyoming, State of. 2pp. 41095:024-41095:124. 

8705290019 Forwards exercise rept for 870114-15 partial participation joint exercise of 
offsite radiological emergency response plans for plant.No deficiencies identified.Two 
areas require corrective action & 1 1 recommended for Improvement. 

KRIMM,R.W. Federal Emergency Management Agency. 87/05/18. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41119:218-41119:260. 

“8705290035 “Turkey Point Nuclear Power Plant Exercise," evaluation of 870114-15 
exercise. 

* Federal Emergency Management Agency. 87/03/09. 42pp. 41119:219-41119:260. 

8705290045 Forwards exercise rept of 861 119 Joint exerdse of State of OH offsite radi- 
ological emergency preparedness plans for fadlity.State of OH failed to finalize & ap- 
prove draft implementation procedures for use of potassium Iodide. 

KRIMM,R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 7pp. 
41105:342-41106:053. 

“8705290054 Final rept of 861119 exercise of State of OH offsite radiological emergen- 
cy preparedness plans for facility. 

* Federal Emergency Management Agency. 87/04/21. 65pp. 41105:349-41106:053. 


8705290143 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 861118 & Remedial Exercise Conduct- 
ed 870122." Deficiencies observed in 861118 exercise summarized. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
41114:302-41114:339. 

—8705290147 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Reponse Plans Conducted 861118 & Remedial Exercise Conducted 
870122." 

* Federal Emergency Management Agency. 87/02/11. 36pp. 41114:304-41114:339. 

8705290249 Package of three individual Itrs opposing proposed rule 1 0CFR50 re licens- 
ing of plants w/o state &/or local govt participation in emergency planning. 

LUBOW,S., SEABURY,D.S. Affiliation Not Assigned. MOBLEY, M. Tennessee, State of. 
52FR6980. 87/05/18. Office of the Secretary of the Commission. 3pp. 41106:343- 
41106:345. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8510210206 Forwards final draft rept prepared by BNL for Reliability & Risk Assessment 
Branch re review of safety issues for PRA insights.Requests completed review by 
851115 in order to avoid unnecessary delay in rept issuance.W/o end. 

SPEIS,T.P. Division of Safety Technology (800428-851124). 85/10/04. 
BERNERO,R.M. Division of Systems Integration (811005-851124). KNIGHT,J.P. Divi- 
sion of Engineering (pre-851125). RUSSELL, W.T. Division of Human Factors Safety 
(800428-851124). Ip. 40789:286-40789:286. 

8705010041 Requests application fee for review of Topical Rept KWU-UPC-8601, 
"Kraftwerk Union Replacement Steam Generators,” per 10CFR1 70.21. J.Companies 
billed at 6-month intervals prior to completion of review for topical repts. 

DIGGS,R.M. License Fee Managenment Branch (861123-870413). 87/02/12. 
FIGLHUBER,D. Utility Power Corp. Ip. 40774:176-40774:176. 

8705010147 Forwards marked-up proposed Rev 7 to NEDO-11209-04A, “Nuclear 
Energy Business Operations QA Program Description." Summary of organizational & 
rev maint (housekeeping changes) also end. 

CASE,J.M. General Electric Co. 87/04/24. MERSCHOFF,E.W. NRC - No Detailed Af- 
filiation Given. 70pp. 40772:029-40772:099. 

8705040124 Responds to NRC 870326 Itr re advanced LWR util requirements 
documentSupports EPRI program & pleased that NRR working closely w/EPRl on 
program. 

TODREAS,N.E. Massachusetts Institute of Technology, Cambridge, MA. 87/04/29. 
DENTON, H., MORAN,D.H. NRC - No Detailed Affiliation Given. 2pp. 40775:357- 
40775:357. 

8705040184 Partial response to FOIA request for documents.Category 1 documents 
sub] to request end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/04/28. THOMAS, P. 
Simpson, Thatcher & Bartlett. 1p. 40839:055-40840:169. 

—8705040223 Discusses topical rept evaluation of NEDO-10739, “Methods for Calculat- 
ing Safe Test Intervals & Allowable Repair Times for Engineered Safeguard Sys." 
Rept unacc^table.Apprqpriate failure analysis not developed & justified. 

BUTLER, W.R. Atomic Energy Commission, Directorate of Licensing. 74/05/07. 
HINDS,J.A. General Electric Co. 2pp. 40840:025-40840:026. 

—8705040241 Topical rept evaluation of nonproprietary NEDO 10859, “Steam Vent 
Clearing Phenomena & Structural Response of BWR Torus," issued Apr 1973. Portion 
re structural response/stress analysis unacceptable. 

* Atomic Energy Commission - Deputy Director for Reactor Projects, 87/04/28. 8pp. 
40840:027-40840:034. 

-8705040259 Topical rept evaluation of NEDO 10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)," Licensee committed 
to respond to remaining outstanding problems by 740214, 

* Atomic Energy Commission. 74/01/21. Ip. 40839:103-40839:103. 

-8705040266 Notifies that analytical model of torus-ring header sys ref in NEDO-10859, 
“Steam Vent Clearing Phenomena & Structural Response of BWR Torus," 
inadequate. Program to address inadequacy should be submitted within 60 days. 
BUTLER, W.R. Atomic Energy Commission. Directorate of Licensing. 74/03/07. 
HINDS.J.A. General Electric c5o. 4pp. 40840:035-40840:038. 

-8705040285 Annotated memo re proposed program for verification of BWR torus 
capability, per GE plant-specific analytical model for Quad Cities Unit 2.Means of verifi- 
cation for remaining listed plants needed, based on tests at Browns Ferry Unit 1 . 
RIESLIND.J.I. Atomic Energy Commission. 74/02/21. GIAMBUSSO,A. Atomic Energy 
Commission. 2pp. 40840:039-40840:040, 

-8705050052 Topical rept evaluation of NEDO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment).” Portion of rept re 
structural response & stress analysis unacceptable & should not be ref. 
MA(X3ARY,R,R. Atomic Energy Commission. Directorate of Licensing. 74/02/28. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 3pp. 
40840:045-40840:046. 

-8705050109 Lists plant-specific info needed to suppi GE NEDO-10859, “Steam Vent 
Cleaning Phenomena & Structural Response of BWR Torus" (Apr 1973) & 730521 
errata & addenda sheet. Info re Items 1 & 2 requested within 30 & 60 
dsiys rospoctivslv 

ZIEMANN.D.L. Atomic Energy Commission, Directorate of Licensing. 73/12/19. 
FINFROCK.I.R. Jersey Central Power & Light Co. 7pp. 40840:082-40840:088. 

-8705050126 Bimonthly status summary of topical report review of NEDO-10859, 
“Steam Vent Clearing Phenomena & Structural Response of BWR Torus (Mark I Con- 
tainment)." Rept incomplete based on analyis of available data & ommissions of info. 

* Atomic Energy Commission. 73/11/26. Ip. 40840:089-40840:089. 

-8705050134 Suggests method of sequential response to 730928 request for add I Info 
re NEDO-10859, “Steam Vent Clearing Phenomena & Structural Response of BWR 
Torus," per discussion between JL Riesland & RE Engle. 

HINDS, J.A. General Electric Co. 8336. 73/11/15. ZIEMANN.D.L. Atomic Energy Com- 
mission, Directorate of Licensing. Ip. 40840:090-40840:090. 
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■“8705050138 Bimonthly status summary for topical rept review of NEDO-10859, 
“Steam Vent Clearing Phenomena & Structural Response of BWR Torus (Mark I Con- 
tainment)." Rept appears incomplete & analysis inadequate based on lack of test 
data. 

* Atomic Energy Commission. 73/09/17. Ip. 40840:091-40840:091. 

“8705050144 Forwards request for addi info re NEDO‘10859, "Steam Vent Clearing 
Phenomena & Structural Response of BWR Torus (Mark I Containment)." Main con- 
cerns involve assumption of exit velocity conditions & use of heat transer model. 
TEDESCO.R.L. Atomic Energy Commission, Directorate of Licensing. 73/09/14. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing. 2pp. 

40840:092-40840:093. 

-8705050159 Bimonthly status summary of topical rept review of NEDO-10859, "Steam 
Vent Clearing Phenomena & Structural Resf^nse of BWR Torus (Mark I Contain- 
ment).” Rept appears incomplete & analysis Inadequate based on early discussions. 

* Atomic Energy Commission. 73/08/24. Ip. 40840:094-40840:169. 

“8705050169 Forwards request for addl info re dynamic & stress analysis of torus ring 
header sys subj to relief valve discharge forces.Response required before completion 
of topical rept evaluation of "Steam Vent Clearing Phenomena.,.BWR Torus.” 
MACCARY.R.R. Atomic Energy Commission, Directorate of Licensing. 73/08/23. 
SKOVHOLT,D.J. Atomic Energy Commission, Directorate of Licensing. 3pp. 

40839:334-40839:336. 

“8705050215 Topical rept evaluation of NEOO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Respsonse of BWR Torus (Mark I Containment)." Containment sys 
questions will not be available until middle of Sept. 

* Atomic Energy Commission. 73/07/24. 1 p. 40839:350-40839:360, 

“8705050229 Topical rept evaluation of NEDO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Structural engineer- 
ing questions expected during wk of 730709. 

* Atomic Energy Commission. 73/07/06. Ip. 40840:013-40840:013. 

>.8705050233 Topical rept evaluation of NEDO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Structural Engineer- 
ing questions expected by 730629. 

* Atomic Energy Commission. 73/05/21. Ip, 40840:014-40840:014. 

“8705050253 Forwards technical assistance request for review of Topical Rept NEDO- 
10859, "Steam Vent Clearing Phenomena & Structural Response to BWR Torus 
(Mark 1 Containment).’’ Results & bimonthly status rept should be provided to Jl Rles- 
land. 

BUTLER, W.R. Atomic Energy Commission, Directorate of Licensing. 73/05/17. 
HENDRlE,J.M. Atomic Energy Commission, Deputy Director for Technical Review 
(Pre-1975). 2pp. 40840:015-40840:016. 

“8705050263 Forwards Topical Rept NEDO-10859, “Steam Vent Clearing Phenomena 
& Structural Response to BWR Torus,” for review. W/o rept.Related info end. 
HINDS,J.A. General Electric Co. 3172. 73/05/10. SKOVHOLT.D.J. Atomic Energy 
Commission - Deputy Director for Reactor Projects. 2pp. 40840:017-40840:018. 

“8705050290 Informs of progress on analysis of torus & suction header response to 
relief valve discharge phenomena.Task of defining suitable models for describing fluid 
structure interaction & applied loading conditions completed. 

HINDS,J.A. General Electric Co. 1496. 73/02/26. SKOVHOLT.D.J, Atomic Energy 
Commission. 1 p. 40840:021 -40840:021 . 

“8705070132 Topical rept evaluation re NEDO-10859, “Steam Vent Clearing Phenom- 
ena & Structural Response of BWR Torus (Mark I Containment)." Rept unacceptable. 

* Atomic Energy Commission. 74/03/26. 2pp. 40840:041-40840:042. 

“8705050154 Forwards evaluation of Topical R^ts WCAP-8082 (proprietary) & WCAP- 
8172 (nonproprietary), "Pipe Breaks for LOCA Analysis of Westinghouse Primary 
Coolant Loop.^' Westinghouse should issue revised repts to incorporate all changes & 
AEC Itr. 

VASSALLO.D.B. Atomic Energy Commission. Directorate of Licensing. 74/05/22. 
SALVATORI.R. Westinghouse Electric Corp. 2pp. 40839:316-40839:317. 

“8705050163 Topical rept evaluation of WCAP-8082 & WCAP-8172, “Pipe Breaks for 
LOCA Analysis of Westinghouse Primary Coolant Loop.” Rept WCAP-B172 acceptable 
nonproprietary version of WCAP-8082.Related info end. 

* Atomic Energy Commission. 74/05/22. 16pp. 40839:318-40839:333. 

8705040257 Forwards proprietary & nonproprietary Rev 0 to CT-25266. "Results of 
Probability Analyses of Disc Rupture & Missile Generation,” to close SER Conflrmato- 
w Item 5.W/application for withholding.Proprietary rept withheld (ref 10CFR2.790). 
CAREY, J.J. Duquesne Light Co. 2NRC-7-095. 87/04/24. Document Control Branch 
(Document Control Desk). 1p. 40782:030-40782:047. 

“8705040269 Requests withholding of proprietary Rev 0 to CT-25266, “Results of Prob- 
ability Analyses of Disc Rupture & Missile Generation,” Affidavit end. 

CAMPBELUT.E. Westinghouse Electric Corp. SE-87-01, 87/04/23. TAM.P. NRC - No 
Detailed Affiliation Given. 9pp. 40782:031-40782:039. 

“8705040274 CT-25266 ROO Nonproprietary Rev 0 to CT-25266, "Results of Probability 
Analyses of Disc Rupture & Missile Generation,” turbine missile rept. 

* Westinghouse Electric Corp. 86/11/30. 8pp. 40782:040-40782:047. 

8705050293 Part 21 & deficiency rept re I MO Delaval emergency diesei generator static 
exciter voltage regulator reset design. Initially reported on 870406.IMO Delaval is in 
process of designing mods of control circuits, 

HOLMBERG.B.A. Washington Public Power Supply System. GOI-87-0041. 87/04/22. 
MARTI N,J.B. Region 5, Office of Director. 2pp. 40803:206-40803:207. 

8705050323 Forwards Rev 1 to WCAP-11015, “Customer Designated Distribution Surry 
Units 1 & 2 Reactor Vessel Fluence & Ref Temp PTS Evaluations.” Revised weld 
identification & different ref temp PTS values included in revised rept. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 86-819B. 87/04/30. 
Document Control Branch (Document Control Desk). 2pp. 40796:300-40797:031. 

“8705050334 WCAP-11015 R01 Rev 1 to "Customer Designated Distribution Surry 
Units 1 & 2 Reactor Vessel Fluence & Ref Temp PTS Evaluations." 

MEYER, T.A.. LAU.F.L, HIRST, C.W. Westinghouse Electric Corp. 87/04/30. 90pp. 
40796:302-40797:031. 


8705060166 Advises that proposed Rev 9 to GA-A13010A, “QA Program," meets crite- 
ria of 10CFR50,App B & acceptable.Rept reflects organizational & editorial changes & 
updates reg guide commitments. 

MILLER, H.J. Division of Licensee Performance & Quality Evaluation (Post 870411), 
87/05/04. LEWIS, J.H. GA Technologies, Inc./General Atomic Co. 3pp. 40832:077- 
40832:079. 

8705060272 Fonvards Rev 4 & App A to Rev 4 to NEDO-31331, “Emergency Proce- 
dure Guidelines,” for review & approvaI.Rev addresses all remaining open items from 
Revs 2 & 3. 

PICKENS,T.A. BWR Owners Group. BWROG-8717. 87/04/23. MURLEY,T. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 40824:307-40825:095. 

“8705060276 NEDO-31331 R04 Rev 4 to "Emergency Procedure Guidelines." 

* BWR Owners Group. * General Electric Co. * Operations Engineering, Inc. 87/03/ 
31. 91pp. 40824:309-40825:039. 

“8705060278 NEDO-31331 R04 APP A Rev 4 to App A to “Emergency Procedure 
Guidelines.” 

* Operations Engineering, Inc. 87/03/31. 56pp. 40825:040-40825:095. 

8705060302 Forwards nonproprietary BAW-10158NP, “Fixed Margin Tech Specs (Fixed 
In-core Detector Based Tech Spec Sys & Uncertainty Evaluation Model),” per NRC 
request. 

TAYLOR, J.H. Babcock & Wilcox Co. JHT/87-090. 87/04/21. HODGES,M.W. Reactor 
Systems Branch. Ip. 40831:024-40831:104. 

“8705060305 BAW-10158NP “Fixed Margin Tech Specs (Fixed In-core Detector Based 
Tech Spec Sys & Uncertainty Evaluation Model).” 

KOCHENDARFER.R., ROMBOUGH,C.T., CHENG, A. Y. Babcock & Wilcox Co. 86/08/ 
31. 80pp. 40831:025-40831:104. 

8705060401 Forwards Rev 5 to QA manual, including marked-up Chapter 1, “Organiza- 
tion" & Chapter 2, “QA Program,” for review.Rev due to organizational changes made 
on 870406. 

ROE,K.K. Burns & Roe Co. 87/05/01. BEACH,A.B. Quality Assurance Branch. 2pp. 
40825:191-40825:211. 

“8705060408 Rev 5 to QA manual, including marked-up Chapter 1, “Organization” & 
Chapter 2, “QA Program." 

* Burns & Roe Co. 87/05/01. 18pp. 40825:193-40825:211. 

8705070045 Revised application for amends to Licenses NPF-2 & NPF-8, changing 
Tech Specs re repair of steam generator tubes w/ indications of degradation.RA wie- 
semann 870427 Itr & Revs 1 to WCAP-11179 & proprietary WCAP-11178 also end. 
MCDONALD.R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40842:231-40843:062. 

“8705070110 WCAP-11179 R01 Rev 1 to “JM Farley Units 1 & 2 Steam Generator 
Sleeving Rept (Mechanical Sleeves).’’ 

* Westinghouse Electric Corp. 87/04/30. 161pp. 40842:262-40843:062. 

8705070051 Forwards Endorsements 117 & 120 to NELIA Policies NF-83 & NF-111,re- 
SDOCtivGlv 

HYATT, G. Marsh & McLennan, Inc. 87/04/29. DINITZ,!. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 3pp. 40849:302-40849:304. 

8705070071 Forwards proprietary Licensing Topical Rept NEDE-20566-P-A, "GE Analyt- 
ical Model for LOCA in Accordance W/T0CFR50.App K, Vols 1,2 & 3,” incorporating 
results of NRC review of original rept.Rept withheld (ref 10CFR2.790), 

CHARNLEY,J.S. General Electric Co. MFN-036-087. 87/04/28. BLACK, S. Program 
Management, Policy Development & Analysis Staff (Post 870411). Ip. 40849:213- 
40849:213. 

8705070098 Application for amend to License NPF-8, revising Tech Specs to allow oper- 
ation w/tube degradation in excess of listed plugging limits.Nonproprietary & proprie- 
tary Revs 2 to repts end. Proprietary rept withheld (ref 10CFR2.790).Pee paid. 
MCDONALD.R.P. Alabama Power Co. 87/05/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 40843:181-40843:248. 

“8705070107 Requests that proprietary Rev 2 to WCAP 11306, “Tubesheet Region 
Plugging Criterion for Alabama Power Co Farley Nuclear Station Unit 2 Steam Genera- 
tors,” be withheld from public disclosure, per 10CFR2.790.Affidavlt end, 
WIESEMANN.R.A. Westinghouse Electric Corp. CAW-87-038. 87/04/27. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 40843:183- 
40843:192. 

“8705070115 WCAP 11314 R02 Rev 2 to “Tubesheet Region Plugging Criterion for Ala- 
bama Power Co Farley Nuclear Station Unit 2 Steam Generators.” 

* Westinghouse Electric Corp. 87/04/30. 40pp. 40843:210-40843:248, 

8705070197 Forwards final “Technical Evaluation of Nuclear Packaging, lnc,Oil Solidifi- 
cation Sys Topical Rept TP-03," informal rept. 

SIMPSON, F.B. EG&G Idaho. Inc. (subs, of EG&G, Inc.), SIMPSON.F.B. Idaho National 
Engineering Laboratory. FIN A-6496, SIMP-10-87. 87/02/20. CARRINGTON, M. NRC - 
No Detailed Affiliation Given. Ip. 40854:066-40854:078. 

“8705070198 EGG-PHY-7580 “Technical Evaluation of Nuclear Packaging, Inc, Oil Solidi- 
fication Sys Topical Rept TP-03,” informal rept. 

RANDOLPH, P.D., YOUNG, T.E. EG&G Idaho, Inc. (subs, of EG&G. Inc.). 
RANDOLPH, P.D. Idaho National Engineering Laboratory. FIN A-6496. 87/02/28. NRC 
- No Detailed Affiliation Given. 11pp. 40854:067-40854:078. 

8705070255 Forwards Rev 4 to EGG-EA-6900, “Tech Spec Data Base & STS Change 
Evaluation,” final technical evaluation rept. 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C,F. Idaho 
National Engineering Laboratory. FIN A-6824. OBEN-28-87, 87/02/24. 

CARRINGTONIm. Planning & Program Analysis Staff (861125-870411). 1p. 
40850:300-40851:085, 

“8705070266 EGG-EA-6900 R04 Rev 4 to “Tech Spec Data Base & STS Change Eval- 
uation," informal rept. 

BAXTER.D.E., VALENTI, L.N. EG&G Idaho, Inc. (subs, of EG&G. Inc.). BAXTER, D.E. 
Idaho National Engineering Laboratory. FIN A-6824. 87/02/28. NRC - No Detailed Af- 
filiation Given. 145pp. 40850:301-40851:085. 
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8705070314 Forwards EGG-NTA-7468, “Pump & Valve Inservice Testing 
Program, Vogtie Electric Generating Plant, Unit 1," final technical evaluation rept 
OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6811. OBEN-17-86. 87/02/09. 

CARRINGTON.M. Planning & Program Analysis Staff (851125-870411). Ip. 
40851:140-40851:198. 

—8705070324 EGG-NTA-7468 “Pump & Valve Inservice Testing Program, Vogtie Electric 
Generating Plant, Unit 1 final technical evaluation rept 

BONNEY,R.F.. ROCKHOLD.H.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). 

ROCKHOLD,H.C. Idaho National Engineering Laboratory. FIN A-6811. 87/02/28. NRC 
- No Detailed Affiliation Given. 64pp. 40851:141-40851:198. 

8705110035 Forwards NRC assessment rept of util methodically 

engineered,restructured & improved Tech Specs (MERITS) program.Phase 1 of pro- 
gram acc^ted as basis for proceeding w/Phase 2. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
05. NEWTON, R. Westinghouse Operating Plants Owners Group. NEWTON, R. Wiscon- 
sin Electric Power Co. 11pp. 40877:305-40877:315. 

8705110163 Forwards safety evaluation re util compliance W/10CFR50.61 concerning 
matl properties for fracture toughness criteria for protection against PTS events.per 
860117 & 1229 submittals & 861003 meeting.Compliance not achieved. 

MULLER.D.R. Project Directorate III-2. 87/05/07. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 40880:034-40880:045. 

—8705110178 Safety evaluation re util 861229 submittal concerning matl properties for 
fracture toiwhness requirements for protection against PTS events.per 
10CFR50.61 .Reported values of copper & nickel content unacceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/07. 10pp. 
40880:036-40880:045. 

8705110279 Forwards nonproprietary WCAP-11488 & Rev 1 to proprietary WCAP- 
11273, “Westinghouse Setpoint Methodology for Protection Sys,South Texas Project." 
Westinghouse 870507 Itr also encl.ProprIetary rept withheld (ref 10CFR2.790). 
WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2169. 87/05/08. Docu- 
ment Control Branch (Document Control Desk). 3pp. 40876:154-40876:255. 

—8705110291 Submits application for withholding Rev 1 to proprietary WCAP-11273, 
“Westinghouse Setpoint Methodology for Protection Sys.South Texas Project," (ref 
10CFR2.790). Affidavit end. 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-87-049. 87/05/07. MURLEY,T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 40876:157- 
40876:165. 

-8705110309 WCAP-11488 Nonproprietary WCAP-11488, "Westinghouse Setpoint 
Methodology for Protection Sys.South Texas Project." 

TULEY.C.R. Westinghouse Electric Corp. 87/05/31. 90pp. 40876:166-40876:255. 

8705120198 Summary of 870327 meeting w/BWR Owners Group/IDCOR re MARK I 
containments.NUMARC Containment Issues Working Group efforts re response to 15 
questions discussed.Attendee list.proposed agenda & presentation mat! end. 
HULMAN.LG. Severe Accident Issues Branch. 87/05/06. THADANI.M. NRC - No De- 
tailed Affiliation Given. FLOYD.S.D. Carolina Power & Light Co. FULTON, J. Boston 
Edison Co. 61pp. 40903:195-40903:256. 

8705120350 Forwards list of BWR & PWR topical repts providing perception of review 
status of each rept.define need dates for application & list where plant specific ap- 
proval has been provided prior to generic approval. 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:038:87. 87/04/23. HODGES.M.W. Reactor Systems Branch. 4pp. 40910:006- 
40910:009. 

8705130136 Forwards proprietary Rev 1 to WCAP-10740 & noriproprietary Rev 1 to 
WCAP-10741, “Topical SAR for Westinghouse MC-10 Cask ISFSI (Dry Storage)," per 
861 024 meeting at LLL. Affidavit also encl.W/o proprietary rept. 

JOHNSON, W.J. Westinghouse Electric Corp. 28144. 87/04/24. ROUSE,LC. Fuel 
Cycle Safety Branch. 2pp. 40913:051-40914:361. 

—8705130143 Requests proprietary Rev 1 to WCAP-10740, “Topical SAR for Westing- 
house MC-10 Cask for ISF%I (Dry Storage)," be withheld (ref 10CFR2.790). 
WIESEMANN,R.A. Westinghouse Electric Corp. AW-87-028. 87/04/24. ROUSE,LC. 
Division of Fuel Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 
8pp. 40913:053-40913:061. 

-8705130149 WCAP-10741 R01 Rev 1 to “Topical SAR for Westinghouse MC-10 Cask 
for ISFSI (Dry Storage)." 

EFFERDING.LE., HENNINGER.W.A.. JOHNSON,W.J. Westinghouse Electric Corp. 
28144. 87/03/31. 800pp. 40913:062-40914:361. 

8705130226 Requests application fee for review of Attachments 1 & 2 to Rev 1 to Topi- 
cal R^t XN-NF-85-67(P), “Generic Mechanical Design for Exxon Nuclear Jet Pump 
BWR Reload Fuel" transmitted w/87031 1 Itr. 

DIGGS, R.M. License Fee Management Branch. 87/05/07. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 40911:063-40911:063. 

8705180033 “Technical Rept 18.1, Evaluate Atmospheric & Liquid Pathway Dose," pro- 
gram rept W/87031 3 release Itr. 

^ LN Technologies Corp. (formerly NUS Corp.). * Industry Degraded Core Rulemaking 
Program. 84/12/31. 183pp. 40940:238-40941:063. 

8705180039 “Technical Rept 17, Equipment Survivability in Degraded Core Equipment," 
program rept W/87031 3 release Itr. 

* LN Technologies Corp. (formerly NUS Corp.). * Industry Degraded Core Rulemaking 
Program. 83/07/31. 498pp. 40941:064-40942:202. 

8705180123 Forwards proprietary info re Westinghouse BWR QUAD-i- fuel assembly 
moderator & void coefficient behavior & application for withholding of info. 
JOHNSON,W.J. Westinghouse Electric Corp. NS-NRC-87-3221. 87/05/04. LYONS. J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 40952:218- 
40952:220. 

—8705180130 Requests proprietary info re Westinghouse BWR QUAD-f fuel assembly 
moderator & void coefficient behavior be withheld (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-87-046. 87/05/04. 

BERLINGER.C.H. Generic Communications Branch. Ip. 40952:220-40952:220. 


8705180135 Final response to FOIA request App A documents already available in 
PDR.App B documents end & available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/12. KNAPIK,M. 
McGraw-Hill Publications Co. 4pp. 40981:171-40981:174. 

-8703020364 Agrees to participate in poll of NRC personnel on application of PRA in 
mgjt of safety & regulatory issues w/ understanding that results will not be attributed 
to individuals interviewed & do not constitute NRC policy. 

STELLO.V. Office of the Executive Director for Operations. 87/02/24. WALL,!. Electric 
Power Research Institute. Ip. 40981:210-40981:210. 

-8703020396 Requests NRC participation in project assessing NRC attitude toward util 
use of probabilistic/reliability methods.Draft summary of survey results of industry ex- 
perience w/PRA end. 

WALL,I.B. Electric Power Research Institute. IBW:EJC-3703. 87/02/12. STELLO,V. 
Office of the Executive Director for Operations. 18pp. 40981:211-40981:227. 

8705180202 Fonvards WCAP-11461, “Beaver Valley Unit 2 Natural Circulation Boron 
Mixing Evaluation Program Rept." Rept provides addi info needed for resolution of 
Confirmatory Item 22, Natural Circulation Test." 

CAREY.J.J. Duquesne Light Co. 2NRC-7-112. 87/05/11. Document Control Branch 
(Document Control Desk). 2pp. 40957:172-40957:205. 

-8705180206 WCAP-11461 “Beaver Valley Unit 2 Natural Circulation Boron Mixing 
Evaluation Program Rept.” 

OFT,R.R., GAGNON.A.F., BRUSCHI,H.J. Westinghouse Electric Corp. 87/04/30. 
33pp. 40957:174-40957:205. 

8705180416 Forwards proprietary response to NRC second round questions on WCAP- 
10972, “Westinghouse Correlation for Predicting CPR Margins in BWRs (GE/ 
7x7,8x8,8x8R,P8x8R,AA/8x8 Bundle Designs)." Re^nse withheld (ref 10CFR2.790). 
JOHNSON,W.J. Westinghouse Electric Corp. NS-NRC-87.3222. 87/05/04. LYONS,J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). HODGES.M.W. Reactor 
Systems Branch. 2pp. 40957:206-40957:208. 

-8705180424 Requests that end proprietary response to NRC second round questions 
on WCAP-10972, “Westinghouse Correlation for Predicting CPR Margins in BWRs 
(GE/7x7,8x8.8x8R.P8x8R.AA/ 8x8 Bundle Designs)," be withheld (ref 10CFR2.790). 
WIESEMANN,R.A. Westinghouse Electric Corp. AW-87-047. 87/05/04. 

BERLINGER.C.H. NRC - No Detailed Affiliation Given. Ip. 40957:208-40957:208. 

8705190229 Forwards “Radiological Monitoring of Stack Effluents Westinghouse 
Columbia,SC." Monitoring performed on 860911-19 by Oak Ridge Associated Univs 
w/objective to characterize stack releases in terms of gross alpha concentrations. 
COLLINS.D.M. Region 2. Office of Director. 87/05/05. LOCH.E.P. Westinghouse Elec- 
tric Corp. Ip. 40967:242-40967:279. 

-8705190237 “Radiological Monitoring of Stack Effluents Westinghouse Columbia,SC,” 
final rept. 

DEMING,E.J. Oak Ridge Associated Univs. FIN A-9076-3. 87/04/30. Region 2, Office 
of Director. 38pp. 40967:243-40967:279. 

8705210681 Responds to 870430 & 0508 request for addI info re topical rept on re- 
placement steam generators.Info on plugging & leak criteria, extent & frequency of 
steam generator tubes insp & secondary side water chemistry .Addi summary end. 
EGGERS.B. Utility Power Corp. 87/05/14. Office of Nuclear Reactor Regulation, Di- 
rector (Post 870411). 17pp. 41011:001-41011:017. 

8705220078 Notification of 870514 meeting w/Westinghouse in Bethesda.MD to discuss 
Westinghouse ECCS evaluation model using SECY 83-472 approach for analysis of 
Westinghouse two-loop UPl plants. 

HSII,Y.G. Reactor Systems Branch. 87/05/12. HODGES.M.W. Reactor Systems 
Branch. 2pp. 41023:277-41023:278. 

8705220091 Forwards addi info re emergency feedwater sys review requested at 
870331-0402 meetings w/NRC.Data includes loss of main feedwater event 
frequency.emergency feedwater pump failure rate & reliability studies & human error 
ref. 

BRIGHT.R.M. Florida Power Corp. (subs, of Florida Progress Corp.). LFM87-0059. 87/ 
04/23. SILVER.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 88pp. 
41018:215-41020:107. 

—8705220143 Revised “Three Pump Emergency Feedwater Sys Reliability Analysis for 
Crystal River Nuclear Generating Station Unit 3." 

ENZINNA,R.S., LYNCH.J.E. Babcock & Wilcox Co. 32-1126985-01. 81/10/31. 68pp. 
41018:306-41019:013. 

—8705220153 “Three Pump Emergency Feedwater Sys Reliability Analysis for Crystal 
River Nuclear Generating Station Unit 3." 

ENZINNA,R.S.. LYNCH.J. Babcock & Wilcox Co. 32-1126985-00. 81/07/31. 73pp. 
41019:014-41019:087. 

-8705220183 “Emergency Feedwater Sys Upgrade Reliability Analysis for Arkansas Nu- 
clear One Generating Station Unit 1.” 

ENZINNA,R.S., LYNCH.J.E. Babcock & Wilcox Co. 32-1125434-00. 81/04/30. 132pp. 
41019:088-41019:220. 

-8705220217 “Emergency Feedwater Sys Upgrade Reliability Analysis for Crystal River 
Nuclear Generating Station Unit 3.” 

LYNCH,J.E., ENZINNA.R.S. Babcock & Wilcox Co. 81/04/30. 112pp. 41019:221- 
41020:107. 

8705220291 Forwards Proprietary Rev 00-P to Topical Rept CEN-356(V)-P, “Modified 
Statistical Combination of Uncertainties." per schedule agreed upon during 870422 
meeting.Rept withheld (ref 1 0CFR2.790).AE Scherer affidavit also encl.Fee paid. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
161 -0021 4-JGH/L. 87/05/15. Document CJontrol Branch (Document Control Desk). 
6pp. 41024:122-41024:127. 

8705220401 Notification of 870519 meeting w/B&W Owners Group (BWOG) in 
Bethesda,MD to discuss status of BWOG ongoing reassessment of B&W reactors 
(safety performance improvement program). 

MILLtR,C,L Division of Reactor Projects - III, IV, V & Special Projects (Post 870411). 
87/05/08. CRUTCHFIELD.D. Division of Reactor Projects - 111,1V, V & Special Projects 
(Post 87041 1). 2pp. 41021:254-41021:255. 
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8705260250 Forwards nonproprietary & proprietary versions of incore device perform- 
ances (BM! Thimble) onsite measurements for 1,300 units, application for withholding 
& affidavit Proprietary measurements withheld (ref 10CFR2.790). 

JOHN*50N,WJ. Westinghouse Electric Corp. NS-NRC-87-3223. 87/05/15. 

THADANI,A.C. Assistant Director for Systems. HODGES, M.W. Reactor Systems 
Branch. 2pp. 41032:104-41032:113. 

-8705260261 Requests that proprietary Info re incore device performances (BMI thim- 
ble) onsite measurements for 1,300 units be withheld from public disclosure.per 
10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-87-052. 87/05/15. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 8pp. 41032:106- 
41032:113. 

8705260346 Requests withdrawal of Rev 2 to BAW-10104. "B&Ws ECCS Evaluation 
Model," dtd May 1976.Rev 2 presented steam cooling model for NRC review, but not 
approved. 

TAYLOR.J.H. Babcock & Wilcox Co. JHT/87-108. 87/05/14. MURLEY.T. NRC - No 
Detailed Affiliation Given. Ip. 41043:144-41043:144. 

8705270298 Requests program support funds for Enforcement Action Tracking Sys 
(EATS).Continuance of contract w/lNEL recommended due to INEL familiarity w/ 

LIEBERMAN.J. Office of Enforcement (Post 870413). FIN D-6051. 87/05/21. 
RABIDEAU.P.J. Division of Budget & Analysis (Post 870413). Ip. 41088:313- 
41088:313. 

8705280119 Extends invitation to attend presentation of corporate plaque on 870619 in 
recognition of util achievement in becoming corporate member of Natl Academy for 
Nuclear Training. 

LEE.W.S. Duke Power Co. 87/05/14. GRACE.J.N. Region 2, Office of Director. Ip. 
41108:298-41108:298. 

8705280227 Forwards Change Notice 22 to Amend 9 to QA Program Topical Rept SCE- 
1 -A, reflecting changes in document mat sys & responsibilities. 

MEDFORD, M.O. Southern California Edison Co. 87/05/18. Document Control Branch 
(Document Control Desk). Ip. 41095:008-41095:018. 

-8705280247 SCE-1-A A09 R22 Change Notice 22 to Amend 9 to QA Program Topical 
Rept SCE-1 -A, reflecting changes in document mgt & responsibilities. 

* Southern California Edison Co. 87/05/18. 10pp. 41095:009-41095:018. 

8705290076 Informs that validations re TDI diesel generator insps completed & Phase I 
rept progressing well.Some difficulties prevented completion of test program & rept to 
support 870515 submittal date.Interim rept expected by 870630. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. GCA 87-048. 87/05/18. 
MIRAGUA,F.J. Associate Director for Projects (Post 870411). Ip. 41110:086- 
41110:086. 

8705290078 Forwards BAW-1923, "Justification & Background Document for Tech Spec 
Improvements" to aid in review of BAW-1921, "Generic Tech Specs.Surveillance & 
Bases for B&W Operating Plants" & BAW-1922, “Selected Licensee Commitments.” 
G1LL,R.L. Babcock & Wilcox Operating Plants Owners Group. GILL.R.L Babcock & 
Wilcox Co. ESC-413. 87/05/25. BUTCHER.E. NRC - No Detailed Affiliation Given. 1p. 
41110:087-41110:262. 

-8705290086 BAW-1923 "Justification & Background for Tech Spec Improvements." 

* Babcock & Wilcox Operating Plants Owners Group. 47-1164347-01. 87/05/25. 
175pp. 41110:088-41110:262. 

8705290267 Forwards record of 870511 & 12 telcons between util & NRC re util request 
for amend to facility for TDI emergency diesel generators. 

STERN, S.M. Project Directorate IV. 87/05/21. DEDDENS,J.C. Gulf States Utilities Co. 
2pp. 41115:052-41115:056. 

-8705290272 Summarizes 870511 & 12 telcons w/licensee re clarification of util 
860408 proposed amend to license for TDI emergency diesel generators. 

STERN, S.M. Project Directorate IV. 87/05/21. CALVO,J.A. Project Directorate IV. 3pp. 
41115:054-41116:056. 


-8705060121 Requests NRC concurrence for early acquisition of Ambrosia Lake 
site.lnitlation of asbestos removal & demolition of bldgs anticipated in FY87.Boundary 
drawings & legal descriptions of final & const work areas encl.W/o end. 

ANDERSON, j.R. Energy, Dept. of. 87/02/23. HAWKINS, E.F. Uranium Recovery Field 
Office. 1 p. 40842:1 93-40842:1 93. 

8705060143 Advises that based on review of request to eliminate plasticity index (PI) 
requirement from const specs for cover & liner mail, NRC concludes that elimination 
would reduce confidence in selected matl.UMTRAP review form end. 

HAWKINS.E.F. Uranium Recovery Field Office. 87/04/27. ANDERSON, J.R. Energy 
Dept. of. 2pp. 40842:224-40842:225. 

8705060151 Advises that review of 870302 interim evaluation of radon barrier thickness 
for embankment at Lakeview,Calculation 1 3-729-08-00, complete.Author does not 
concur w/ proposed cover design due to use of matl.Comments end. 

HAWKINS.E.F. Uranium Recovery Field Office. 87/04/27. ANDERSON, J.R. Energy, 
Dept. of. 2pp. 40842:226-40842:227. 

8705060372 Advises that deletion of plasticity Index requirement from Tech Specs will 
lower confidence in matl of radon barrier & liner const at Lakeview.OR.W/o 
requirement.sandy matl not distinguishable from fine-grained soils. 

JACOBY,D.L., HAWKINS.E.F. Uranium Recovery Field Office. 87/04/29. Uranium Re- 
covery Field Office. 3pp. 40841:011-40841:013. 

8705070168 Forwards review of 861205 Rev 1 to Salt Repository Project Ofc QA 
Plan.Requests method for indicating Ofc of Geologic Repository be changed.Separate 
approval sheet preferred method of indicating approval. 

KALE.S.H. Energy, Dept. of. 1568. 87/03/05. NEFF.J. Energy. Dept. of. 4pp. 
40852:012-40852:015. 

8705070173 Forwards final trip rept for 860929-1001 Geology/Geophysics App 7 visit to 
DOE/salt repository project ofc (SRPO) in Columbus, OH.Preliminary scoping review of 
SRPO data &/or activities re geology & geophysics conducted. 

CORRADO,J. Geotechnical Branch (831001-870413). 1560. 87/01/22. JOHNSON.R. 
Repository Projects Branch (831001-870413). 7pp. 40854:025-40854:031. 

8705070177 Advises that QAAPs 2.76, "Preparation of Mgt Plans," Rev 0, dtd 
870116,2.8, “Salt Repository Project Ofc," Rev O.dtd 870113 & 6.3, "Interim Proce- 
dure Change Notices,” Rev O.dtd 861 205,approved for issuance & use. 

KALE.S.H. Energy. Dept. of. 1567. 87^2/27. NEFF.J. Energy, Dept. of. 2pp. 
40854:032-40854:033. 

8705070188 Requests change for NNWSI visit date from 870203 to 870217, as dis- 
cussed in 870116 Itr.Visit will be conducted under App 7 rules.No advance preparation 
by NNWSI personnel expected. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1340. 87/01/30. VIETH.D.L. 
Energy, Dept of. Ip. 40864:043-40854:043. 

8705070190 Forwards DOE weekly rept for wk ending 870220. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1339. 87/02/27. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 8pp. 40854:044-40854:051. 

8705070194 Fonwards DOE weekly rept for wk ending 870213, 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1341. 87/02/20. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 40854:055-40854:061. 

8705070200 Forwards Salt Repository Project Ofc QA Audit Action Rept PNL-86-14-E 
based on review of BNWL corrective action responses.BNWL requested to submit 
verification of implementation of corrective action as identified in end. 

REESE,T.J. Energy. Dept. of. 1565. 87/03/06. I2ATT.R.D. Energy. Dept. of. 32pp. 
40850:241-40850:272. 

8705070204 Extends invitation to State of NV Nuclear Waste Project Ofc to attend 
870306 NNWSI project/NRC App 7 interaction.Review of draft conceptual design rept 
suggested in preparation for meeting. 

VIETH.D.L Energy. Dept. of. 1335. 87/02/20. LOUX.R.R. Nevada. State of. 2pp. 
40854:079-40854:080. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 

8608210345 Submits schedule for review of DOE documents, per 860805 memo.Review 
of NNWSI documents will be completed before 860730 documents. “SRP for QA Pro- 
grams for ISFS) 10CFR72" encl. 

ANKRUM.G.T. Quality Assurance Branch. 1317. 86/08/19. LINEHAN,J.J. Repository 
Projects Branch (831001-870413). 18pp. 40853:092-40853:109. 

8611030132 Suggests encl request for add! info.based on review of 851204 Rev 0 to 
Salt Repository Project "QA Plan," be fonwarded to DOE for response.Working meet- 
ing between salt repository project personnel & NRC recommended. 

GRIMES.B.K. Division of QA, Vendor & Technical Training Center Programs (850212- 
870411). 1453. 86/10/28. BROWNING.R.E. Division of Waste Management (Pre 
870413). 7pp. 40861 :286-40861 :292. 

8705050397 Ack receipt of 870313 Itr re location of Riverton U mill tailings.DOE pursu- 
ing plan to move & stabilize Riverton tailings at site to be determined through com- 

g etitlve bidding in cooperation w/State of WY. 

I’ANTONIO.J.R. Energy, Dept. of. 87/04/03. KELLY, J.C. Interior, Dept. of. Bureau of 
Land Management. Ip. 40810:150-40810:150. 

870S060080 Ack receipt of recipient 870326 Itr advising of economic situation & current 
unemployment levels in U mill tailings site at Riverton, WY.Congressional support of 
action will assist DOE efforts to enhance long-term health physics. 

ROMATOWSKI.R.G. Energy, Dept of. 87/04/16. CHENEY, R. House of Rep. 2pp. 
40831:349-40831:350. 

8705060109 Advises that on 870402 M Knapjp.Chief of Low Level Waste & U Recovery 
Projects Branch.sent Itr of concurrence to DOE re proposal to have State of NM ac- 
quire Ambrosia Lake site. 

GONZALES, R.O.. HAWKINS.E.F. Uranium Recovery Field Office. 87/04/29. Uranium 
Recovery Field Office. 1p. 40842:191-40842:193. 

-8705060116 Concurs w/decision to direct State of NM to acquire area within proposed 
final disposal boundary of Ambrosia Lake processing site.Understands that alternative 
of relocation to active tailings site removed from consideration. 

KNAPP, M.R. Low-Level Waste & Uranium Recovery Projects Branch. 87/04/02. 
ANDERSON.J.R, Energy. Dept. of. Ip. 40842:192-40842:192. 


8705070208 Agenda for Nevada Commission on Nuclear Projects 870206 meeting in 
Las Vegas, NV to discuss staff repts. 

• Nevada, State of. 1330. 87/02/03. Nevada, State of. 2pp. 40854:083-40854:084, 

8705070210 Forwards monthly issuance of schedules for UMTRAP sites. Schedules re- 
flect 1 yr window of all key project activities in areas of site characterization, NEPA 
compliance & design development. 

ANDERSON.J.R. Energy, Dept. of. 87/04/30. BOSILJEVAC.F.. SENA.R., 

SCOUTARIS.M. Energy, Dept. of. 26pp. 40850:273-40850:298. 

8705070217 Ack receipt of 870218 notification of 870303-04 meetings to discuss issues 
hierarchy for site characterization plan. Due to tardiness of notification, State of NV 
unable to attend.Blames DOE for attempting to prevent participation. 

LOUX,R.R. Nevada. State of. 1334. 87/02/27. KNIGHT. J.P. Energy. Dept. of. 2pp. 
40860:012-40860:013. 

8705070220 Forwards NNWSI project weekly highlights for wk ending 8701 16, 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1332. 87/01/29. 
BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 40853:279-40853:285. 

6705070224 Discusses NRC reorganization re UMTRAP.NRC will execute UMTRAP re- 
sponsibilities through Operations Branch in Div of Low Level Waste Mgt ^ 
Decommissioning.Organization chart encl. 

LOHAUS.P.H. Operations Branch. 87/04/28. ANDERSON.J.R. Energy, Dept, of. Bdd 
40855:181-40855:186. 

8705070243 Confirms NRC & contractor visit to Richland.WA during first wk of Dec 
1986 to review hydrologic data collected at BWIP since Jan 1984.List identifying bob * 
cific types of data & procedures that NRC review team would like to review end 
L1NEHAN,J.J. Repository Projects Branch (831001-870413), 2213. 86 / 11/10 
KEATING, J.J. Energy, Dept. of. 7pp. 40854:333-40854:339. 

8705070244 Comments on draft sun/elllance & maint plan (SMP).No addl concerns so®- 
cific to South Clive SMP identified.Review of groundwater monitoring portions of 
will not be finalized until EPA revs to Title 1 groundwater stds defined. 

LOHAUS.P, Operations Branch. 87/04/27. ANDERSON.J.R. Eneroy. Dept, of Stsn 
40854:328-40854:332. ^ 
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8705070245 Record of telcon w/M Thompson on 870217 re BWIP site hydrology status 
rept. 

COLEMAN, N.M. NRC - No Detailed Affiliation Given. 2337. 87/02/17. Ip. 40854:327- 
40854:327. 

8705070251 Forwards preliminary final remedial action plan (RAP) for Riverton U mill 
tailings site for comments &/or concurrence by 870525.Final RAP/final design to be 
incorporated in Agreement FC04-83AL19454 between DOE & State of WY.W/o encL 
D’ANTONIO,J.R. Energy, Dept of. 87/04/24. KNAPP.M. NRC - No Detailed Affiliation 
Given. Ip. 40850:299-40850:299. 

8705070271 Informs that draft SuppI 6 withdrawn & headquarters/OGR not seeking 
add! comments from projects re draft. 

NEWTON.C. Energy, Dept of. 1318. 86/10/06. VIETH.D. Energy, Dept, ot 2pp. 
40853:286-40853:287. 

8705070274 Forwards draft remedial action plan & site conc^tual design for stabiliza- 
tion of inactive U mill tailing sites at Slick Rock,CO.C;omments requested by 
87061 S.Use of end “UMTRA Document Review Form" suggested.W/o end. 
D’ANTONIO.J.R. Energy, Dept. of. 87/04/29. MARTIN.D. NRC - No Detailed Affiliation 
Given. 2pp. 40855:236-40855:237, 

8705070279 Fon/vards draft "Remedial Action Plan & Site Design for Stabilization of In- 
active U Mill Tailings Site at Rifle, CO." for review & comment by 87061 5.UMTRA doc- 
ument review form also end.W/o stated ends. 

D‘ANTON10,J.R. Energy. Dept. of. 87/04/28. MARTIN.D. NRC - No Detailed Affiliation 
Given. 2pp. 40854:253-40854:254. 

8705070283 "BWIP Accessions List Issuance Notice for Period Ending 870225.” 

* BWIP Engineering Management Systems. 2200. 87/03/23. 6pp. 40854:243- 
40854:248. 

8705070295 Advises that QA Administrative Procedures 7.1 & 4.1 submitted for review 
& approval on 861125 approved for use by Salt Repository Project Ofc. 

KNIGHT.J.P. Energy. Dept. of. 1557. 86/12/23. NEFF.J. Energy. Dept. of. 2pp. 
40854:241-40854:242. 

8705070297 Forwards DOE weekly rept for wk ending 870227 re NNWSI.Rept dis- 
cussed proposal to rescind LLL stop-work order for five sets of scientific investigation 
planning documents. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1321. 87/03/10. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 40851:086-40851:092. 

8705070298 Requests Ofc of Geologic Repositories representation at 870310 scoping 
meeting for preparation for NRC mini-audit of minerology/petrology & for coordinating 
exchange of documents from Los Alamos to NRC. 

VIETH.D.L. Energy. Dept. of. 87/03/02. KNIGHT.J.P. Energy, Dept of. 2pp. 
40854:239-40854:240. 

8705070299 Forwards comments on draft "NNWSI Project Info Mgt Sys Concepts Eval- 
uations Rept" 

ALTOMARE.P.M. Policy & Program Control Branch (831001-870413). 1313. 86/09/12. 
BUNTING, J.O. Policy & Program Control Branch (831001-870413), 6pp. 40851:093- 
40851:098. 

8705070303 Monthly Progress Ltr Rept 35 for Feb 1987 for activities under Contract 
NRC-02-84-001. 

FANNON,M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 87/03/13. 
IBRAHIM,A. Geotechnical Branch (831001-870413). 1p. 40850:084-40850:084. 

8705070313 Record of telcon w/KK Wu on 851212 re 860122-24 proposed salt waste 
package workshop.List of attendees & NRC repts applicable to workshop end. 
VOGLEWEDE.J. NRC - No Detailed Affiliation Given, 1487. 85/12/13. 8pp. 
40853:288-40853:295. 

8705070318 Record of telcon on 860701 re 860715 open Commission meeting.B 
Rusche will brief Commission on status of DOE HLW program. 

STILL, N, Division of Waste Management (Pre 870413). 1996. 86/07/01. Ip. 
40851:199-40851:199. 

8705070319 Forwards test pit, geotechnical & hydrological drilling scopes of work for 
Lowman.lD UMTRA site,per request.Encls detail site characterization discussed In 
Lowman draft CADSAR.Work scheduled to begin first wk of June. 

BANKS, E. Jacobs Engineering Group, Inc. 87/04/22. MARTIN,D. Office of Nuclear 
Material Safety & Safeguards.Director. 73pp. 40853:019-40853:091. 

8705070320 Discusses stds for stabilization of residual radioactive matl at NRC licensed 
U mills.Compliance w/EPA stds will satisfy stabilization, control & radon attenuation 
stds for remedial action at inactive sites. 

LOHAUS.P.H. Operations Branch. 87/04/21. BAUBLITZ.J.E. Energy, Dept. of. Ip. 
40854:187-40854:187. 

8705070321 Forwards meeting rept for NRC/DOE/BWIP hydrology data review. 
JACOBS, G.K. Oak Ridge National Laboratory. FIN B-0287. 3580. 86/12/12. 
BROOKS, D,J. Geotechnical Branch (831001-870413). 4pp. 40851:200-40851:203. 

8705070326 Discusses closure of open items, status of commitments from NNWSI 
Project & NRC 850827-28 meeting.NNWSI project will initiate discussion of Open Item 
10 re orientation & aperture infilling & origin of fractures w/NRC by 860801. 

V1ETH,D.L Energy, Dept of. 1258. 86/12/26. LINEHAN.J.J. Repository Projects 
Branch (831001-870413). 21pp. 40854:159-40854:186. 

8705070331 Comments on minutes of 870317 meeting between DOE, NRC & State of 
WY, transmitted on 870407 re DOE proposed contracting strategy concerning remedial 
actions at Riverton.WY Title I tailings site. 

ARTHUR,W.J. Energy, Dept of. 87/04/27. GNUGNOLI.G.N. Office of Nuclear Materi- 
al Safety & Safeguards,Director. 2pp. 40851:204-40851:205. 

8705070334 Record of telcon w/P Longmire of DOE on 870423 providing update on 
Shlprock,NM UMTRAP site drilling program on floodplain. 

YOUNG.M. NRC - No Detailed Afflllato Given. 87/04/23. 1p. 40851:206-40851:206. 

8705070339 Forwards draft "Environ Assessment of Remedial Action at Slick Rock U 
Mill Tailings Sites,Slick Rock.CO," for review & comment by 870522. 

ANDERS5n,J.R. Energy, Dept of. 87/04/03. MARTIN.D. Low-Level Waste & Urani- 
um Recovery Projects Branch. 2pp. 40855:267-40857:035. 

-8705070341 Draft "Environ Assessment of Remedial Action at Slick Rock U Mill Tail- 
ings Sites,Siick Rock.CO." 

* Energy, Dept of. 87/04/30, 487pp. 40855:269-40857:035. 


8705070347 Requests rev of 200 1/400 1-NP-A & 200 1/400 1-P-A, replacing mortar 
filling step w/stated more desirable means of avoiding collection of liquid on high in- 
tegrity container lid. 

SUZUKLO. Chichibu Cement Co., Ltd. 87/04/23. KNAPP.M.R. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. 8pp. 40851:250-40851:257. 

8705070348 Forwards NRC comments on draft remedial action plan & environ asses- 
ment for Green River.UT.No significant problems found to prevent proposed remedial 
action. Info not included in review will be considered for inclusion in final repts. 
MARTIN.D.E. Low-Level Waste & Uranium Recovery Projects Branch. 87/03/30. 
ANDERSON. J.R. Energy, Dept of. 2pp. 40854:137-40854:138. 

8705070351 Informs that DOE/SALT Repository Project Ofc will conduct lead auditor 
training course during wk of 870607 in Albuquerque.NM.Summary of course location & 
objectives end. 

WILLIAMS, C. Battelle Memorial Institute, Columbus Laboratories. 1569. 87/03/24. 
KENNEDY.J.F. NRC - No Detailed Affiliation Given. 2pp. 40855:238-40855:239. 

8705070352 Notifies of rescheduling of meeting on 870501 in Albuquerque, NM to pro- 
vide opportunity for Tribes to give DOE feedback on Tuba City data presented by 
DOE in Denver on 87041 S.Meeting originally scheduled for 870420. 

D’ANTONIO.J.R. Energy. Dept. of. 87/04/27. HAWKINS, E.F. Uranium Recovery Field 
Office. Ip. 40851:260-40851:260, 

8705070355 Record of telcon W/FR Cook on 870204 re BWIP site hydrologic activities 
status rept. 

COLEMAN.N.M. Division of Waste Management (Pre 870413). 2338. 87/02/04. Ip. 
40854:136-40854:136. 

8705070360 Forwards DOE weekly rept for wk ending 870306. 

PRESTHOLT.P.T. NRC • No Detailed Affiliation Given. 1342. 87/03/16. 
BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 40854:129-40854:135. 

8705070363 Telcon w/P Longmire on 870423 re const of wells for sampling. Informs 
that const began on 870325 & scheduled for completion by 87051 5.Five of ten pro- 
posed wells already completed. 

YOUNG.M. Office of Nuclear Material Safety & Safeguards, Director. 87/04/23, 1p. 
40857:036-40857:036. 

8705070365 Provides comments to "Shiprock.NM.Draft Remedial Action Completion 
Rept" & “Final Audit Rept." Importance of resolving issue re restriction of groundwat- 
er from floodplain alluvium stated. 

MARTIN.D.E. Low-Level Waste & Uranium Recovery Projects Branch. 87/04/01. 
ANDERSON. J.R. Energy. Dept. of. 13pp. 40857:037-40857:049. 

8705070368 Discusses compressive strength info re cement waste form curing 
techniques.Oven cure,7-day & 28-day RT cures of mixed bed resin beads, boric acid 
solutions & Powdex & charcoal slurries compared. 

CARLSON.J.E. Chem-Nuclear Systems, Inc. 87/04/14. PERSON, R. NRC - No De- 
tailed Affiliation Given. 2pp. 40853:296-40853:297. 

8705070372 Forwards DOE Order 5481.1, "Safety Analysis & Review Sys," per 870406 
telcon. 

MANN.D.E. Energy. Dept. of. 87/04/08. BILHORN.S. NRC - No Detailed Affiliation 
Given. Ip. 40855:240-40855:253. 

—8705070378 DOE Order 5481.1, "Safety Analysis & Review Sys." 

‘ Energy, Dept. of. 86/09/23. 13pp. 40855:241-40855:253. 

8705070382 Provides response to "Comparative Analysis of Disposal Site Alternatives 
Rept" for Belfield & Bowman.ND.No significant flaws or potential issues identified. 
MARTIN.D.E. Low-Level Waste & Uranium Recovery Projects Branch. 87/03/30. 
ANDERSON, J.R. Energy, Dept. of. 8pp. 40857:051-40857:058. 

8705070386 Forwards Salt Repository Project Ofc evaluation of BNWL responses to QA 
Audit Rept PNL-86-14-E inadvertently omitted from 870306 ItrAddl responses re- 
quested within 20 days of ltr receipt. 

REESE,T.J. Energy, Dept. of. 87/03/19. IZATT.R.D. Energy, Dept of. 13pp. 
40855:254-40855:266. 

8705070387 Forwards vicinity properties milestone summary rept for Mar 1987.Rept 
summarizes progress of all milestone activities at all sites. 

CLARK,A. Jacobs Engineering Group, Inc. 87/04/07. SOLLENBERG.D., BRICH.R. 
NRC - No Detailed Affiliation Given. 83pp. 40851:261-40851:342. 

8705070388 Forwards QA input for weekly highlight rept for wk ending 870403. 
NEWTON,C. Energy, Dept. of. 87/04/03. KNIGHT.J. Energy, Dept of. 5pp. 

40854:124-40854:128. 

8705070390 Meeting announcement for DOE/util 870512 & 13 spent fuel storage tech- 
nical review meetings in Germantown, MD. 

• Energy, Dept ot 87/03/26. Energy, Dept of. Ip. 40854:123-40854:123. 

8705070393 Forwards QA input for weekly highlight rept for wk ending 870320. 
NEWTON.C. Energy. Dept ot 87/03/20. KNIGHT.J. Energy, Dept ot 5pp. 

40854:1 18-40854:122. 

8705080006 Informs that rept summarizing activities during Aug 1986 for FIN A-1755 
sufficiently addresses details necessary to effectively monitor contract.Review of Task 
1 progress rept underway .Any comments will be forwarded. 

PESHEL.J,J. Engineering Branch (831001-870413). FIN A.1755. 3483. 86/10/03. 
CRANWELUR.M. Sandia National Laboratories. Ip. 40870:319-40870:319. 

8705080007 Submits status rept for Commitments 1,3.5,6,7,8,9,10,11,12, 13,15 & 17 
from 870212 quarterly meeting of states & Indian Tribes in Spokane, WA.Status for 
Commitments 2,4,14 & 16 will be reported in couple of wks.Related info end, 
KALE.S.H. Energy. Dept. of. 87/04/09. ARONSON, H. Yakima Indian Nation. 
BOHLINGER.H. Louisiana, State of. BURKE.W.H. Confederated Tribes of Umatilla 
Indian Reservation. 22pp. 40870:320-40870:343. 

8705080011 Requests inclusion of mineral leasing in proposed withdrawals for any com- 
plete land sections that include part of exclusion area for either WPPSS Unit 1 or 2. 
SORENSEN.G.C. Washington Public Power Supply System. 2369. 87/02/19. 
BLACK.B.L, Oregon. State of. 4pp. 40870:344-40870:347. 
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8705080014 Forwards summary of quarterly QA rept for Oct-Dec 1986 & projection of 
expected accomplishments in 1987.Related correspondence end. 

NEWTON.C. Energy. Dept. of. 87/04/13. KENNEDY.J. NRC - No Detailed Affiliation 
Given. KALE.S., SOMMER.K. Energy, Dept. of. 20pp. 40870:299-40870:318. 

8705080015 Notification of scheduled 870414-15 technical meeting in Las Vegas.NV to 
discuss changes to exploratory shaft facility program as result of NNWSl 860827-28 
meetings. “Proposed Changes to NNWSl Project Exploratory..." end. 

KNIGHT.J.P. Energy, Dept. of. 1336. 87/03/26. BROWNING.R. Division of Waste 
Management (Pre 870413). 3pp. 41032:069-41032:103. 

"8705080118 "Proposed Changes to NNWSl Project Exploratory Shaft Facility,” back- 
ground paper. 

^ Energy, Dept. of. 87/03/31. 32pp. 41032:072-41032:103. 

8705080021 Forwards ref package for Environ Coordinating Group 870505- 07 meetings 
in Seattle, WA. 

PARKER.G.J. Energy, Dept. of. 87/04/10. Energy, Dept. of. 137pp. 40869:285- 
40870:061. 


8705080071 Recommends that phrase “prior to issuance" be deleted from Sections 2 & 
3 of MOU.Environ,safety & health comments on subj unnecessary & will introduce un- 
acceptable delays to implementation of QA programs. 

KALE,S.H. Energy, Dept. of. 87/04/07. KENNEDY.J. NRC - No Detailed Affiliation 
Given. SOMMER.K.. KNIGHT.J. Energy. Dept. of. 7pp. 40871:037-40871:041 

8705080072 Summary of 870401 meeting w/NRC,Westin-Jacobs,ORNL,MKE & Colora- 
do State Univ in Denver, CO to determine agenda for NRC reclamation workshoo to be 
held 870602-03.Draft agenda & list of attendees end. lo oe 

ABT.S.R. Colorado State Univ., Fort Collins, CO. 87/04/06. Colorado State Univ Fort 
Collins, CO. 6pp. 40863:203-40863:208. ’ 

8705080076 Solicits inputs for specific topics to be discussed during briefings precedina 
actual visits to NNWSl & Univ of Arizona hydrologic test site during wk of 870727- 
31. Proposed itinerary end. 

MERRILL.O.S. ACRS - Advisory Committee on Reactor Safeguards. 1328. 87/03/27 
MOELLER.D.W., KERR.W., MARK.C. ACRS - Advisory Committee on Reactor Safe: 
guards. 3pp. 40863:014-40863:016. 


8705080023 Comments on recipient remarks on repository licensing & QA presented at 
ASQC second topical conference on nuclear waste mgt & QA.W/o stated ref. 

BLAND, W.M. Management & Technical Consulting. 87/03/20. ASSELSTINE.J.K. 
Commissioners. 2pp. 40870:062-40870:063, 

8705080024 Requests access to Nevada Test Site on 870211 for areas G 
Tunnel.Sedan Crater & Area 25. Prefers badging be done at Mercury.Security info 
sheets for JE Kennedy, LK Riddle & JP Donnelly encl.W/o end. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1282. 87/01/21. VIETH.D.L 
Energy. Dept. of. Ip. 40862:340-40862:340. 

8705080033 Forwards agenda for 870422-23 technology exchange & site visit of de- 
fense waste processing facility. 

COWAN.S.P. Energy. Dept. of. 87/03/23. BROWNING, R.E. Division of Waste Man- 
agement (Pre 870413). 2pp. 40871:023-40871:024. 

8705080039 Forwards preliminary agenda for Environ Coordinating Group 870505-07 
meetings In Seattle,WA.Ref package containing addi info will be sent in Apr. 
PARKCT.G.J, Energy, Dept. of. 87/03/25. LINEHAN.J. NRC - No Detailed Affiliation 
Given. BLANEY.R., GALE.B. Energy. Dept. of. 6pp. 40871:025-40871:030. 

8705080040 Discusses copper stress corrosion cracking (SCC).Copper & copper-rich 
alloys often show SCC in solutions containing ammonia or nitrate/ nitrite ions & loss of 
ductility in presence of low-melting-point copper compounds. 

MCNEIL, M. Waste Management Branch. 1219. 87/03/30. JUNGLING.T. Engineering 
Branch (831001-870413). 1p. 40863:188-40863:188. 

8705080043 Forwards DOE Ofc of Geologic Repositories QA action assignment printout 
showing status of action items assigned as of 87041 7.Next meeting to review status 
will be on 870424. 

NEWTON.C. Energy, Dept. of. 87/04/20. KENNEDY.J. NRC - No Detailed Affiliation 
Given. BARRETT.L, KNIGHT.J. Energy, Dept. of. 4pp. 40870:064-40870:067. 

8705080046 Forwards State of WA 870330 Itr re extension of interim approval period 
for Enviralloy high integrity containers to 870630. 

NUSSBAUMER.D.A. State. Local & Indian Tribe Programs. 87/04/16. STARMER.R.J. 
Division of Low Level Waste Management & Decommissioning (Post 870413). 6pp. 
40863:189-40863:193. 

8705080047 Summarizes NRC hydrology data review meeting on 861202-05. 
ANTTONEN.J.H. Energy. Dept. of. 2339. 87/02/26. LINEKAN.J.J. Repository Projects 
Branch (831001-870413). HUSSEMAN.T. Washington, State of. RUSSELL.J. Yakima 
Indian Nation. 32pp. 40862:341-40863:011. 

8705080051 Suggests meetings on 870127-29 w/M Logsdon & R Williams of NWC & 
W&A.respectively.to coordinate continued development of data needs assessments 
during remainder of FY87 & identify carry-over work for FY88. 

POHLE,J.A. Geotechnical Branch (831001-870413). FIN D-1020. 3674. 87/01/08. 
VERMA,T. Geotechnical Branch (831001-870413). 2pp. 40870:068-40870:069. 

8705080054 Forwards Ofc of Geologic Repositories QA action assignment printout 
showing status of action items assigned as of 870406.Next meeting to review status 
will be on 870409. 

NEWTON.C Energy, Dept. of. 87/04/06. BARRETT,L, KNIGHT.J., LANGSTON, M.E. 
Energy, Dept. of. 4pp. 40871:031-40871:034. 

8705080056 Requests that issues hierarchy meeting held on 870303-04 be reconvened 
w/full participation of affected states & tribes & notification of meeting be given in 
timely manner, 

FRISHMAN.S. Texas. State of. 1570. 87/03/23. KNIGHT.J.P. Energy, Dept. of. Ip. 
40863:012-40863:012. 

8705080058 Forwards list of 10 areas of geology identified in 861231 telcon in which 
NRC needed addi info re Hanford area. Geologic data review of general subj of BWIP 
stratjraphic study recommended. 

KEATING, J.J. Energy, Dept. of. 2392, 87/03/17. LINEHAN.J.J. Division of Waste 
Management (Pre 870413). 6pp. 40863:194-40863:199. 

8705080063 Informs that JD Saltzman, Deputy Director of Ofc of Policy & Outreach will 
be dept representative to negotiation re rulemaking on mgt & submittal of records to 
geologic repository licensing & supported by listed individuals. 

RUSCJHE.B.C. Energy, Dept. of. 87/04/03. Docketing & Services Branch. 2pp. 
40871:035-40871:036, 

8705080068 Notification of BWIP quarterly status meetings on 870415-16 in 
Richland, WA to discuss topics Including natl consideratlons,status of commitments to 
states & Indians & geosciences program.Draft agenda end. 

ANTTONEN,J.H. Energy, Dept. of. 2393. 87/03/06. RUSSELL,C. Division of Waste 
Management (Pre 870413). COOK,F.R. NRC - No Detailed Affiliation Given. 
HUSSEMAN.T. Washington, State of. 4pp. 40863:200-40863:202. 

8705080070 Responds to 870320 request for comments re draft documents concerning 
Riverton remedial action.Ltr addresses draft M-K Ferguson prequalification 
requirements.Comments on congressional notification will be sent as soon as possi- 
ble. 

KNAPP, M.R. Low-Level Waste & Uranium Recovery Projects Branch. 87/04/06. 
ARTHUR,W.J. Energy, Dept. of. Ip. 40863:013-40863:013. 


8705080079 Forwards review of RHO Computational Brief 550, "Probability Distribution 
of Horizontal Hydraulic Conductivity in CSlrande Ronde Basalt Flow interiors" Brief 
conclusion ambiguous. Forwarding of review to DOE recommended. 

COLEMAN,N.M. Geotechnical Branch (831001-870413). 2388. 87/01/05 

HILDENBRAND,P. Repository Projects Branch (831001-870413). 5pp 40863*1571 


8705080084 Forwards listed documents,including Ford Amend Study.Pages 3-6 3-7 3-8 
& 3-9 & Ofc of Geologic Repositories presentation, “Applying Lessons Learned from 
Nuclear.,.,' for review.Group discussion re subj scheduled for 870424. 

KNIGHT.J. Energv, Dept. of. 87/04/02. KENNEDY.J. NRC - No Detailed Affiliation 
Given. LANGSTON, M.E., STEINBERG, H. Energy, Dept, of, 21pp. 40871:044- 
40871:064. 


8705080086 Reviews end GAO rept, "Nuclear Waste - Unresolved Issues Concerninq 
Hanfords Waste Mgt Practices." GAO principal findings summarized & specific recom- 
mendations stated.W/o end. 

COLEMAN,N.M. Geotechnical Branch (831001-870413). 2386. 87/02/18 

JUSTUS,P.S. Geotechnical Branch (831001-870413). 3pp. 40863:162-40863:164 


8705080089 Forwards action items from Institutional/Socioeconomic Coordinatina 
Group 870310-12 meetings. ® 

GALE.B.G. Energy. Dept. of. 87/03/23, LILLEY.B., STILL.N. NRC - No Detailed Affili- 
ation Given. ADAMS, J. Energy, Dept, of. 9pp. 40871:065-40871:073. 


8705080091 Submits status rept on listed QA Coordinating Group action items.CE Kav 
870303 memo & undated draft MOU end. ^ 

NEWTON,C. Energy, Dept. of. 87/04/07. KALE.S., ISAACS.T., STEIN, R. Enerav 
Dept. of. 11pp. 40871:074-40871:098. 


8705080094 Forwards bibliography of Savannah River Operations Ofc repts re glass 
technology.per 861209-10 defense waste processing facility technology exchange 
meeting request. 


FULMER.D.C. Energy. Dept. of. 87/04/03. BROWNING.R.E. Division 
agement (Pre 87041 3). 1 1 pp. 40871 :099-40871 :1 09. 


of Waste Man- 


8705080095 Forwards RW Clark certification as QA auditor for Ofc of Geologic 
Repositories.Related info also end, 

NEWTON.C. Energy, Dept. of. 87/03/31. BLAYLOCK.J. Energy, Dept. of. IOdd 
40871:110-40871:118. 


8705080097 Trip rept of 861117-19 visit to Council of Energy Resources Tribes annual 
fall conference re wellhead protection & sole source aquifer demonstration programs 
& status of EPA indian policy. 

HALE, A. Policy & Program Control Branch (831001-870413). 2389. 86/01/09. Poltcv 
6 Program Control Branch (831001-870413). 3pp, 40863:165-40863:167. 

8705080102 Forwards abstract “Managing for Quality," for presentation at ASQC 
870209 second topical conference on nuclear waste mgt QA.new guidance & ap- 
proaches for quality mgt. 

GOLDSMITH,s. Battelle Memorial Institute, Pacific Northwest Laboratories. 87/01/27 
HEDGES,D. CER Corp. 2pp. 40871:119-40871:120. 

8705080104 Forwards table & map providing some of info requested in SJ Parry 860923 
memo.Testing results from BWiP boreholes not summarized.DOE reassessment of 
strategy for hydrogeological characterization of Hanford site underway. 

WEBER,M.F. Geotechnical Branch (831001-870413). 2384. 86/11/21 

HILDENBRAND.P. Repository Projects Branch (831001-870413). 4pp. 40871:12ll 


8705080106 Press release discussing revised schedule for comprehensive transporta- 
tion plan,financial assistance guidelines, proposed rulemaking & activities on historic 
preservation. 

* Energy, Dept. of. 87/03/31. 7pp. 40870:070-40870:076. 

87050801 13 Recommends that BNWL QA plan for risk characterization program be ap- 
proved for use, based on review of program provided by 870127 memo. 
kNIGHT,J.P. Energy, Dept. of. 87/03/19. STEIN, R. Energy, Dept. of. 2pp. 40871:126- 


8705080116 Clarifies 870203 memo re J Curtiss of Senate Environ & Public Works 
Committee questions & author responses concerning Har 
reflects RE Browning & M Bell comments made during 87i 
COOK,F.R. NRC - No Detailed Affiliation Given. 2391. 87/0 
vision of Waste Management (Pre 870413). 3pp. 40870:077 

8705080117 Forwards proposed agenda for next QA Coordinating Group meeting 
scheduled for 870422-23 in Germantown, MD. 

NEWTON.C, Energy, Dept. of. 87/03/19. NEFF.J., ANTONNEN.J., VIETH.D. Energy, 
Dept. of. 5pp. 40870:080-40870:084. 


iford repository site.Memo 
0212-13 Silver Spring visit. 
2/16. BROWNING.R.E. Di- 
-40870:079. 


8705080121 Forwards reviews of USGS documents, “Preliminary Assessment of Cli- 
mate Change During Late Wisconsin Time, Southern Great Basin & Vicinity..." & "Geo- 
^0^*^ Penetrated by Well USW H-4,Yucca Mountain,Nye County, NV." 
OSIENSKY,J.L. Williams & Associates. FIN D-1020. 3748, 87/02/25. POHLEJ. Divi- 
sion of Waste Management (Pre 870413). 12pp. 40863:168-40863:179. 
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8705080122 Extends thanks to participants of 870212 quarterly meeting of DOE, states 
& Indian tribes in Spokane, WA.Commitments & meeting highlights end. 

KALE,S.H. Energy, Dept. of. 87/03/20. ANTONNEN,J.. ARONSON, H.. BARRETT,L 
Energy, Dept. of. 13pp. 40870:085-40870:097. 

8705080123 Forwards comments on draft documents re Riverton remedial action.per 
870320 request.No mechanisms for transferring responsibility for Riverton tailings 
from DOE to NRC identified during 870317 meeting.DOE responsible for action. 
KNAPP,M.R. Low-Level Waste & Uranium Recovery Projects Branch. 87/04/10. 
ARTHUR.W.J. Energy, Dept. of. 6pp. 40875:036-40875:045. 

8705080131 Fonwards table re vol & activity of waste buried at three commercial low- 
level radwaste sites through 1986. 

NUSSBAUMER.D.A. Commissioners. 87/04/17. South Carolina, State of. 2pp. 
40875:046-40875:047. 

8705080134 Forwards description of research activities being carried out by Univ of 
Idaho at research mine visited by NRC prior to BWIP data review & hydrographs.DB- 
1 1 hydrograph should be received w/DOE-Richland package.W/o hydrographs. 
WINTER, G.V. Williams & Associates. FIN D-1020. 3685. 86/12/29. POHLE,J. Division 
of Waste Management (Pre 870413). 8pp. 40863:180-40863:187. 

8705080147 Rept 14 to “U Mills Tailings Remedial Action Integrated Monthly Vicinty 
Property Progress Rept” for Feb 1987. W/870330 Itr. 

STASSI.P.J. Jacobs Engineering Group, Inc. 87/02/28. ANDERSON, J.R. Energy, 
Dept. of. 35pp. 40863:116-40863:150. 

8705080174 Responds to 870313 Itr requesting location of Riverton U mill tailings within 
Gas Hill area.Plans to move & stabilize tailings determined by competitive bidding 

g rocess among active mill site owners w/NRC approved reclamation plans. 
I’ANTONIO.J.R. Energy, Dept. of. 87/04/03. KELLY, J.C. Interior, Dept, of. Ip. 
40863:115-40863:115. 

8705080207 Forwards preliminary final “Comparative Analysis of Disposal Site Alterna- 
tives Rept for UMTRAP Slick Rock Site Located at Slick Rock,CO” for 
comments.Comments end. 

THEMELIS,J.G. Energy, Dept. of. 86/12/15. MARTIN,D. Uranium Recovery Licensing 
Branch. 24pp. 40870:235-40870:298. 

-8705080248 "Final Comparative Analysis of Disposal Site Alternatives Rept for 
UMTRAP Slick Rock Site Located at Slick Rock, CO." 

• Energy, Dept. of. 86/12/31. 40pp. 40870:259-40870:298. 

8705080246 Forwards QA action assignment printout showing status of action items as- 
signed as of 870320.Next meeting to review status scheduled for 870326. 

NEWTON,C. Energy, Dept. of. 87/03/20. KENNEDY,J. NRC - No Detailed Affiliation 
Given. 4pp. 40871:130-40871:133. 

8705080257 Forwards documents re Salt Waste Package Workshop on 870122- 24,in- 
cluding NRC objectives & areas of concern,list of NRu documents applicable to work- 
shop & list of proposed NRC & contractor attendees. 

VOGLEWEDE.J.C. Engineering Branch (831001-870413). 1555. 85/11/29. 

JOHNSON, R.L Repository Projects Branch (831001-870413). 19pp. 40870:098- 
40870:116. 

8705080301 Forwards NNWSI project controlled documents list as of 870327. 
BELYEA,R. Science Applications International Corp. (formerly Science Applications, 
Inc.). 1322. 87/03/27. KENNEDY, J. NRC - No Detailed Affiliation Given. 
ANDRIST,L.L.. BARKER,R. Science Applications International Corp. (formerly Science 
Applications, Inc.). 8pp. 40870:171-40870:178. 


8705120008 Forwards “Generic Technical Position on Qualification of Existing Data for 
High Level Nuclear Waste Repositories" & “Draft Generic Technical Position on Peer 
Review for High Level Nuclear Waste Repositories." 

LINEHAN,J.J. Office of Nuclear Material Safety & Safeguards,Director. 87/05/12. 
ALKEZWEENY,A. Council of Energy Resource Tribes. ALLEN, B. Interior. Dept, of, 
Bureau of Indian Affairs. ARON.J. Affiliation Not Assigned. 10pp. 40895:309- 
40895:354. 

-8705120013 “Generic Technical Position on Qualification of Existing Data for High 
Level Nuclear Waste Repositories.” 

* NRC - No Detailed Affiliation Given. 87/05/12. 16pp. 40895:319-40895:354. 

8705120072 Forwards performance stds proposed by Exxon to be satisfied before Ray 
Point tailings basin would be deeded to state. Internal memo commenting on pro- 
posed stds also end. 

BAILEY,E.D. Texas. State of. 87/04/16. SMITH.R.D. Uranium Recovery Field Office. 
12pp. 40897:136-40897:146. 

8705120196 “Technical Assistance in Numerical Modeling Assessment of High Level 
Waste Repositories,” monthly rept for Feb 1 987. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1757. 3682. 87/03/15. 
COLEMAN, N. Division of Waste Management (Pre 870413). 2pp. 40895:153- 
40895:154. 

8705130140 Package,inctuding Page 1 of 3 to Rev 2 to “Basalt QA Requirements Docu- 
ment ("BQARD") for Site Characterization Activities &/or Design & Const of High 
Level Waste Repository” & T Husseman 870316 Itr to J Anttonen. 

COOK,R. NRC - No Detailed Affiliation Given. 2394. 87/05/13. 110pp. 40912:283- 
40913:045. 

8705130161 Concludes that based on review of DOE 870319 request for supplemental 
stds at two open land vicinity properties, CAN-501 & CAN-438, request justified.DOE 
should be notified of concurrence w/proposed remedial action for properties. 
BRICH.R.F., PETTENGILL.H.J. Uranium Recovery Field Office. 87/05/05. Uranium 
Recovery Field Office, 2pp, 40912:106-40912:107. 

8705130172 Discusses review of radiological & engineering assessment for Commercial 
Vicinity Property DU-095. Potential for long- term harm minimized.Concurs w/proposed 
remedial action of applying Criteria A & C of 40CFR1 92.21. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/06. ANDERSON,J.R. Energy. 
Dept of. Ip. 40911:156-40911:156. 

8705130201 Concurs w/proposed remedial action for Vicinity Properties CAN-501 & 
CAN-438.Application of supplemental stds to residual radioactive mat! beneath paved 
public roads in accordance w/Criterion C of 40CFR1 92.21. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/06. ANDERSON, J.R. Energy, 
Dept of. Ip. 40919:331-40919:331. 

8705130224 Discusses review of DOE 870310 request for application of supplemental 
stds to Commercial Vicinity Property DU-095 in Durango.Cu.containing residual radio- 
active matl exceeding EPA stds.DOE notification of concurrence requested. 
BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/05. Uranium 
Recovery Field Office. 2pp. 40911:106-40911:107. 

8705150422 Informs that after preliminary review of premeeting matl from DOE.NRC 
contractors agree in general w/DOE proposal for preexploratory shaft hydrogeologic 
testing.Topics to be discussed at meeting listed. 

HILDENBRAND.P., VERMA.T. NRC - No Detailed Affiliation Given. 2432. 87/03/31. 
LINEHAN.J.J. Repository Projects Branch (831001-870413). 2pp. 40938:358- 
40938:359. 


8705080329 Forwards procedure to be followed by NRC in conducting site assignments 
under App 7 of DOE/NRC site specific procedural agreement. 

BROWNING, R.E. Division of Waste Management (Pre 870413). 86/02/27. Division of 
Waste Management (Pre 870413). 10pp. 40863:105-40863:114. 


8705110003 Forwards info on Referendum 40 of State of WA 861104 ballot. Referen- 
dum will allow state officials to continue challenging DOE on repository selection proc- 
ess. 

HALE, A. Division of Waste Management (Pre 870413). 2247. 86/10/16. Division of 
Waste Management (Pre 870413). 10pp. 40879:306-40879:315. 


8705110004 Requests access for listed individuals on 870302 to visit Tunnel P.Badging 
will be performed by Mercury.Briefing requested.Secuiity info sheets encl.W/o ends. 
PRESTHOLT.P.T. Division of Waste Management (Pre 870413). 1305. 87/02/11. 
GUINN, F. REECO. 1p. 40879:316-40879:316. 


87051 10006 Forwards action tracking update for 87031 9. . 

NEWTON C. Energy, Dept. of. 87/03/19. KENNEDY,J. NRC - No Detailed Affiliation 
Given. BARRETT, L, KNIGHT. J. Energy, Dept. of. 4pp. 40879:317-40879:320. 

8705110008 Proposes listed schedule for series of App 7 visits to NNWSI participants. 
PRESTHOLT.kT. Division of Waste Management (Pre 870413). 1283. 87/01/16. 
VEITH.D.L Energy, Dept. of. Ip. 40879:321-40879:323. 

“8705110009 Forwards newspaper article entitled, "Texas Group Will Sue DOE Over 
Dump Study," from 8701 14 Las Veoas Sun. 

PRESTHOLT.P.T. Division of Waste Management (Pre 870413). 87/01/16. 
BROWNING.R.E. Division of Waste Management (Pre 870413). 2pp. 40879:322- 
40879:323. 

8705110052 Discusses status of activities resulting from receipt of Info from Bureau of 
Land Mgt & Council of Energy Resource Tribes on 861014.W/O end BLM 
Itr.diagramatic cross section of petroleum industry logs & telcori records. ^ ^ ^ 
LEFEVREH.E. Geotechnical Branch (831001-870413). 86/11/14. JUSTUS.P.S. Geo- 
technical Branch (831001-870413). 6pp. 40879:352-40879:357. 

8705110061 Forwards NNWSI project list of controlled documents as of 870115. 
BELYEA.R. Science Applications International Corp, (formerly Science Applic^ons, 
Inc.). 1285. 87/01/15 KENNEDY, J. NRC - No Detailed Affiliajon Given. 
ANDRIST.L.L. Science Applications international Corp. (formerly Science Applications, 
Inc,). 7pp. 40880:016-40880:022. 

8705110137 Forwards current NNWSI master document list of controlled documents & 

TANG^M A^'sSldfalSJStanai Laboratories. 87/03/26. KENNEDY,J.E. NRC - No De- 
tailed Affiliation Given. METTA,S., COTE,R.F. Science Applications International Corp. 
(formerly Science Applications. Inc.). 6pp. 40879:245-40879:250. 


8705150443 Notifies of 870407-09 meetings at Richland,Washington re geolwdrology 
testing program for Hanford site before start of const of exploratory shaft.Tentative 
agenda & background info end. 

KNIGHT,J.P. Energy, Dept. of. 2416. 87/03/18. BROWNING,R. Division of Waste 
Management (Pre 870413). Ip. 40939:014-40939:101. 


“8705150454 Notifies of analysis re geohydrologic testing as discussed at Dec 1985 
meeting.Responses to Apr 1 986 Itr end. 

KNIGHT,J. Energy, Dept. of. 87/03/16. L1NEHAN,J. Repository Projects Branch 
(831001-870413). 36pp. 40939:015-40939:101. 


8705180022 Requests assistance in helping reviewers of Hanford Reservation borehole 
records located in RRL trailer ofcs during 87051 1-15.Names of reviewers & other Info 
will be sent to proper DOE ofc for processing. 

HALFMOON,R.T. Nez Perce Tribal Council. 2430. 87/03/19. ANTTONEN,J.H. Energy, 
Dept. of. 2pp. 40944:001-40944:002. 


8705180030 Forwards tentative schedule for 870407-09 meetings between DOE & NRC 
re hydrology testing program before const of exploratory shaft,option paper entitled 
"Geohydrologic Testing Program...” & comments on NRC concerns. 

KNIGHT, J. Energy, Dept. of. 2362. 87/03/20. LINEHAN,J. Repository Projects Branch 
(831001-870413). 600pp. 40948:339-40951:092. 


8705180035 RSD-BWI-DP-016 RAOOO Rev AOOO to "BWIP Data Package-Earthquake 
Swarms in Hanford Region.” 

ROHAY,A.C., PR1CE,S.M. Rockwell International Corp. 2418. 80/07/30. 25pp. 
40948:031-40948:055. 


8705180036 Record of telcon w/C Canard on 870407 re 870511-15 test hole data 
review.Canard will attend review & has identified 43 file drawers containing well hole 
data.State of WA recruiting onsite representative for BWIP program. 

LEFEVRE,H.E. High Level Waste Technical Development Branch. 2456. 87/04/07. 
2pp. 40960:359-40960:360. 

8705180051 Trip rept of 870317 BWIP briefing on lifting stop work order.Major points 
di8cussed:extensive mgt control sys & procedures for site characterization program & 
readiness review program to oversee lifting of order. 

KENNEDY, J. Repository Projects Branch (831001-870413). 2440. 87/03/31. 
LINEHAN,J. Repository Projects Branch (831001-870413). 105pp. 40948:181- 
40948:338. 


8705180062 Forwards documents re Nuclear Waste Consultants review of DOE con- 
tractor rept, “Groundwater Travel Time Analysis for Ref Repository Location at Han- 
ford Site,** highlighting concerns that groundwater travel time will exceed 1 ,000 yrs. 
BROWNING, R.E. Division of Waste Management (Pre 870413). 2438. 87/03/06. 
KALE,S.H. Energy, Dept. of. 4pp. 40959:164-40959:340. 
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-8705180065 Summary of 861106-07 meetings of NRC BWIP Hydrology Review Team 
re strategy & testing described in Technical Position 1.1 & review of “Groundwater 
Time Analysis for Ref Repository Location at Hanford Site.” 

VERMA.F.R. NRC - No Detailed Affiliation Given. WILLIAMS, R.E. Williams & Associ- 
ates. LOGSDON, M.J. Nuclear Waste Consultants, Inc. 86/11/07. NRC - No Detailed 
Affiliation Given. 3pp. 40959:201-40959:286. 

-8702130129 Provides Nuclear Waste Consultants, Inc 860613 comments on SD-BWI- 
Tl-303, “Groundwater Travel Time Analysis for Ref Repository Location at Hanford 
Site." Info insufficient to conclude groundwater travel time will not exceed 1,000 yrs. 
WEBER,M.F. Geotechnical Branch (831001-870413). 2257. 86/10/28. 

HILDENBRAND.P. Repository Projects Branch (831001-870413). 24pp. 40959:287- 


8705180199 "BWIP Documentation Tracking & Statusing Sys." 

* NRC - No Detailed Affiliation Given. 2433. 87/03/16. 15pp. 40962:190-40962:204. 

8705180205 Summary of Nuclear Waste Advisory Council 870319 meetino in 
Vancouver, WA. 

* Washington, State of. 2401. 87/03/19. Washington, State of. 13pp 40962-205- 
40962:217. 

8705180207 "Rept of Advances in Technology for Const of Deep- Underground Facili- 
ties 851212-14 Workshop.” 

* National Research Council. 2437. 86/07/31. National Research Council 62dd 

40960:101-40960:162. ‘ 


8705180129 Record of telcon w/R Williams on 870227 re mistake in Nuclear Waste 
Consultants, Inc 870113 reanalysis of groundwater travel time at BWIP. 

WEBER, M.F. NRC - No Detailed Affiliation Given. 2422. 87/02/27. Ip. 40962:142- 
40962:142. 


8705180208 Fonwards basalt waste isolation div & quality sys div weekly rents for wk 
ending 870305. 

241 5. 87/03/05. COOK,F.R. NRC - No Detailed Af- 
•40962:227. 


ending 870305. 

ANTTONEN,J.H. Energy, Dept. of. 
filiation Given. 10pp. 40962:218-40 


8705180133 Requests assistance in review of records of welt bores in & around Han- 
ford Reservation by Yakima Indian Nation, Umatilla Indian Reservation,Ne 2 Perce 
Tribe, State of WA & NRC representatives on 870511-15. 

JIM.R. Yakima Indian Nation. 2413. 87/03/24. ANTONNEN,J. Energy, Dept. of. Ip. 
40962:141-40962:141. 


8705180217 Forwards response to query re technical concerns raised in rept 
"Heat,High Water & Rock Instability at Hanford.” Final resolution of many technical 
concerns will not be possible until time of detailed site characterization. 

LINEHAN,J.J. Repository Projects Branch (831001-870413). 2407. 86/09/15 
PARRY,S.J. ACRS - Advisory Committee on Reactor Safeguards. Ip. 40960-032- 

anQRn-r»iio * ^ - 


8705180140 Notification of Nuclear Waste Advisory Council 870417 monthly meeting in 
Lacey,^^A 

• Washington. State of. 2403. 87/04/12. Washington, State of. Ip. 40962:143- 

40962:143. ^ 

8705180142 “Tribal Perspective of Site Characterization QA Plan." 

RUSSELUJ., WITTMAN.J. Yakima Indian Nation. 2423. 87/02/28. 4pp. 40962:144- 
40962:147. 

8705180151 Notification of Nuclear Waste Board 870417 meeting in Lacey, WA. 

* Washington, State of. 2404. 87/04/12. Washington. State of. Ip. 40962:148- 
40962:148. 


-8705180228 Ack receipt of 850628 Itr requesting NRC comments on several repts re 
investigations of Hanford, WA site as location of potential high level waste 
repository.Responses to questions & comments on BWIP environ assessment end 
PALLADINO.N.J. Commissioners. 85/08/02. MARKEY.E.J. House of Rep Enerov & 
Commerce. 10pp. 40960:033-40960:042. 


8705180232 Summary of Nuclear Waste Board 870320 meeting in Lacey ,WA re draft 
amend to mission plan review committee, side-looking airborne radar survey & con- 
demnation principle in geologic studies.Resolution 87-4 end. 

BISHOP, W.A. Washington, State of. 2400. 87/03/20. Washington. State of 12dd 
40962:249-40962:260. 


8705180154 Informs of 870407-10 QA audit of KE/PB BWIP activities at recipient 
Oakland, CA ofc to address areas not fully covered during Rockwell Feb audit & found 
applicable at present. Detail of audit scope & schedule for audit activities end. 
CC^PER.D.W. Energy, Dept. of. 2429. 87/03/16. KUGLER,A.N. Kaiser Engineers. 
4pp. 40962:1 49-40962; 1 52. 

8705180156 Submits summary of conclusions from review of 870305 Itr detailing BNWL 
evaluation & corrective actions to quality audit findings & concerns cited in Audit 8701. 
SAGET,R.P. Energy. Dept. of. 87-QSD-99. 87/03/25. Battelle Memorial Institute, Pa- 
cific Northwest Laboratories. 2pp. 40962:153-40962:154. 

8705180164 Forwards rept of participation in DOE-RL Audit 8701 of BNWL in 
Richland, WA during 870106-09 period. 

THOMPSON.0.0. Energy, Dept. of. 2428. 87/03/17. NEWTON,C. Energy, Dept of. 
8pp. 40962:155-40962:162. . yy. h « 


8705180237 Ack receipt of NRC comments on DOE final environ assessments of sites 
nominated as suitable for site characterization for geologic repository 
KALE,S. Energy, Dept of. 2399. 87/03/11. BROWNING, R. Division of Waste Manaqe- 
ment (Pre 870413). Ip. 40962:261-40962:261. ^ 

8705180251 Press notice re 870417 meetings of Nuclear Waste Board & Nuclear Waste 
Advisory Council in Lacey.WA to discuss proposed geohydrology testing proqram for 
Hanford proposed repository site. 

* Washington, State of. 2402. 87/04/07. Ip. 40962:262-40962:262. 

8705180292 Requests response to stated question re aspects of constructability of re- 
pository at Hanford site,per concerns discussed in listed attached documents. W/o at- 
tachments. 

BROWNING,R.E. Division of Waste Management (Pre 870413). 2441. 87/02/26. 
FORSHEY,D. Interior, Dept, of. Bureau of Mines. 2pp. 40960:001-40960:002. 


8705180166 Forwards final agenda for 870407-09 technical meetings in Richland.WA to 
discuss geohydrology testing program proposed for Hanford site prior to const of ex- 
ploratoiy shaft, 

KNIGHT.J.P. Energy, Dept. of. 2436. 87/03/26. BROWNING,R. Division of Waste 
Management (Pre 870413). 5pp. 40962:163-40962:167. 

8705180174 Record of telcon w/SS Hart on 870413 re May 1987 test hole data review 
at Hanford Reservation. 

LEFEVRE.H.E. NRC - No Detailed Affiliation Given. 2457. 87/04/15. 2pp. 40962:171- 


8705180177 Record of telcon w/D Marjuniemi on 870311 re geology data 
review.Preliminary agenda for review provided. 

MCCONNELL,K.I. NRC - No Detailed Affiliation Given. 2431. 87/03/11 3pp 
40962:173-40962:175. 


8705180296 Record of telcon w/D Marjaniemi on 861210 re suggested suite of subj for 
proposed geology/geophysics data review at BWIP, Richmond, WA. 

LEFEVRE.H.E. Geotechnical Branch (831001-870413). 2458. 86/12/18 3 dd 
40960:003-40960:005. 

8705180305 Agenda for Nuclear Waste Board 870320 meeting in Lacey.WA. Related 
info end. 

* Washington, State of. 2398. 87/03/20. Washington. State of. 6pp. 40960*006- 


8705180328 Forwards C Canard.Council of Energy Resource Tribes,review of diagram- 
matic cross section.Summary of Rockwell rebuttal to Canard interpretations at seven 
different locations in cross section listed.W/one oversize map. 

KEATING,J.J. Energy, Dept. of. 2419. 87/03/17. LINEHAN.J.J. Division of Waste 
Management (Pre 870413). 9pp. 40962:126-40962:134. 


8705180179 Forwards final agenda for BWIP 870415-16 quarterly status meetings to be 
held in Richland.WA. 

' ANTTONEN.J.H. Energy. Dept. of. 2410. 87/03/27. CORRADO.J. Division of Waste 
Mana|eme^MPre^ 870413). HUSSEMAN.T., WILDER.M. Washington. State of. 5pp. 

8705180179 Forwards final agenda for BWIP 870415-16 quarterly status meetings to be 
held in Richland, WA. 

ANTTONEN.J.H. Energy, Dept. of. 87-AMC-74. 87/03/27. CORRADO.J. Division of 
Waste Management (Pre 870413). COOK.F.R. NRC - No Detailed Affiliation Given. 
HUSSEMAN.T. Washington, State of. 7pp. 41029:307-41030:016. 


8705180373 Forwards agenda for 870317 briefing on BWIP stop work order in 
Richland.WA & “Ofc of Assistant Manager for Commercial Nuclear Waste BWIP Stop 
Work Order BSWO-86-004 General Restart Program," per 870304 telcon. 
ANTTONEN.J.H. Energy. Dept. of. 2414. 87/03/06. COOK.F.R. NRC - No Detailed Af- 
filiation Given. PROVOST.D. Washington, State of. POWER.M.S. Evergeen State Col- 
lege, Olympia, WA. 3pp. 40962:074-40962:100. ^ 

--87051W378 "Ofc of Assistant Manager for Commercial Nuclear Waste BWIP Stop 
Work Order BSWO-86-004 General Restart Program.” 

ANTTONEN.J.H. Energy. Dept. of. 87/03/06. 24pp. 40962:077-40962:100. 
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—8705190054 Submits NNWSI site rept for 8701 01 -0331. Topics discussed include 
QA, geology, hydrology, geochemistry, licensing & NRC/DOE interactions & interaction 
w/State of NV. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. 1382. 87/03/27. 
BROWNING, R.E. Division of Waste Management (Pre 870413). 19pp. 40965:033- 
40965:281. 

8705190039 Trip rept of 870222-28 site visit to observe & discuss modes of faulting & 
other tectonic aspects present in vicinity of Yucca Mountain potential high-level waste 
repository site. 

BLACKFORD, M.E. Geotechnical Branch (831001-870413). 1362. 87/03/11. 
JUSTUS, P.S. Geotechnical Branch (831001-870413). 7pp. 40963:214-40963:220. 

8705190076 Trip rept of 870330-0403 QA audit of LASL support of NNWSI project in 
Los Alamos,NM.Audit plan end. 

BEMBIA,P.J. Technical Review Branch. 1363. 87/04/14. BROOKS.D. Technical 
Review Branch. 3pp. 40963:231-40963:236. 

-8705190087 “NNWSI Audit Plan 87-1.“ 

ESTELLA,J.W., KAZOR.W.R. Science ^plications International Corp. (formerly Sci- 
ence Applications, Inc.). BLAYLOCK, J. Energy, Dept. of. 87/03/26. 3pp. 40963:234- 
40963:236. 

8705190104 Trip rept of DOE waste mgt project ofc 870330-0403 audit of LASL QA 
program in Las Vegas, NV. 

NEmON.C. Energy, Dept. of. 1174. 87/04/13. KNIGHT.J. Energy, Dept. of. 6pp. 
40963:244-40963:249. 


8705220182 Forwards “Microcomputer-Based Benchmark Problem Solutions," final 
rept. 

ROSSELLE,C.J. Teknekron, Inc. FIN B-6985. 3759. 87/04/06. BROOKS,P. Division of 
Waste Management (Pre 870413). Ip. 41021:322-41022:326. 

-8705220190 “Microcomputer-Based Benchmark Problem Solutions,” final rept. 
CHAPMAN,R. Teknekron, Inc. FIN 8-6985. RK-81-3009. 87/03/31. Division of Waste 
Management (Pre 870413). 355pp. 41021:323-41022:326. 

8705220191 Responds to 861222 request for opinion re feasibility of drilling shafts & 
constructing repository in Cohasset flow at Hanford site.AddI time needed to review & 
rereview pertinent background info & better clarify some unknowns. 

FORSHEY.D. Interior, Dept. of. Bureau of Mines. 2469. 87/03/23. BROWNING.R.E. 
Division of Waste Management (Pre 870413). 2pp. 41029:1 12-41029:1 13. 

8705220201 “Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters, Experimental Strategies, Lab Procedures," monthly progress rept for 
Mar 1987. 

MEYER,R.E. Oak Ridge National Laboratory. FIN B-0290. 3764. 87/04/10. 
BRADBURY.J.W. Geotechnical Branch (831001-870413). 3pp. 41022:327-41022:329. 

8705220208 "Results From & Issues Raised by NRC High Level Radwaste Research 
Program Integrated Experimental,Modeling & Model Validation Work." 

RANDALL, J.D.. CONSTANZI,F.A. Waste Management Branch. 87/03/13. 10pp. 
41022:341-41022:350. 


8705190209 Agenda for State of NV, Nevada Commission on Nuclear Projects 870417 
meeting in Las Vegas.NV re staff repts.presentations by local govt 
representatives,discussion of agenda for Washington, DC, new business & public com- 
ments. 

* Nevada, State of. 1361. 87/04/13. Nevada, State of. Ip. 40966:120-40966:120, 


8705220230 Discusses independent review of methodology used to aid DOE decision to 
recommend sites in States of TX,NV & WA & application of methodology.Recent dis- 
cussions can form basis for effective future NAS role. 

RUSCHE,B.C. Energy, Dept. of. 2202. 86/07/25. PRESS,F. National Academy of Sci- 
ences, 2pp. 41027:264-41027:265. 


8705190243 Requests NRC QA Program for work on high level waste repository pro- 
gram. 

ZIMMERMAN,S.W. Texas, State of. 1577. 87/03/20. KENNEDY,J. NRC - No Detailed 
Affiliation Given, ip. 40966:124-40966:124. 

8705190248 Fonvards NNWSI project weekly highlights for wk ending 870327.Author 
870408 memo forwarding more info that appeared in newspapers also end. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1308. 87/04/08. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 40966:084-40966:095. 

-8705190259 Forwards newspaper articles re Nevada nuclear target. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 87/04/08. BROWNING.R.E. 
NRC - No Detailed Affiliation Given. 4pp, 40966:091-40966:095. 

8705190406 Forwards rept of author participation in salt repository project office QA 
audit to verify implementation of 6NL QA plan on activities pertaining to salt radiation 
effects on project, during wk of 870406. 

SOMMER.K. Energy. Dept. of. 1576. 87/04/13. NEWTON.C. Energy, Dept. of. 6pp. 
40966:140-40966:145. 


8705220235 Requests that representative of Yakima Indian Nation & other affected par- 
ties other than DOE be given opportunity to comment on status of high level waste 
disposal program. 

SAMPSON,M.R. Yakima Indian Nation. 2468. 87/04/10. ZECH.L. Commissioners. 
3pp. 41028:357-41028:359. 

8705220244 Fonwards In Situ, Inc, quarterly rept for Jul-Sept 1986, “Flow of Groundwater 
& Transport of Contaminants Through Saturated Fractured Geologic Media From High 
Level Radwaste." Rept provides overview of research conducted by In Situ, Inc. 
WEBER.M.F. Geotechnical Branch (831001-870413). 2467. 86/11/21. WITTMAN.J. 
Yakima Indian Nation. Ip. 41027:266-41027:266. 

8705220255 Forwards six documents & info received from Council of Energy Resource 
Tribes, Including 861114 memo re faulting & mineral leasing within & adjacent to Han- 
ford site & 861 1 14 trip rept re Hanford site geologic/seismologic site subjs. 
LEFEVRE.H.E. Division of Waste Management (Pre 870413). 2417. 87/01/16. 
BREWER,W.A. Washington. State of. 5pp. 41028:352-41028:356. 


8705220097 Forwards DOE weekly repts for wks ending 870403 & 10. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1369. 87/04/14. 
BROWNING.R.E. NRC - No Detailed Affiliation Given. 14pp. 41021:204-41021:217. 

8705220108 Forwards DOE weekly rept for wk ending 870313. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1368. 87/03/20. 
BROWNING.R.E. NRC - No Detailed Affiliation Given. 7pp. 41021:218-41021:224. 

8705220120 Forwards DOE Waste Mgt Project Ofc QA Audit 87-01, dtd 870304.on LASL 
support of NNWSI project. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1366. 87/03/17. RIDDLE,L. 
NRC - No Detailed Affiliation Given. 3pp. 41021:225-41021:227. 

8705220135 Requests addi personnel or allocation of addi technical assistance dollars 
for high level waste hydrology program. 

VERMA.T. Geotechnical Branch (831001-870413). FIN D-1020. 87/03/26. 

BROWNING.R., BELL,M. Division of Waste Management (Pre 870413). BALLARD, R. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 2pp. 41023:144- 
41023:145. 


8705220140 Trip rept of 870209-20 visit to DOE Salt Repository Project Ofc in 
Columbus,OH to act as NRC onsite representative. 

ROSS,F.W. Geotechnical Branch (831001-870413). 1586. 87/03/13. BROWNING.R.E. 
Division of Waste Management (Pre 870413). 3pp. 41021:228-41021:230. 

8705220147 Forwards trip rept for 870227 geotechnical field trip in vicinity of waste Iso- 
lation pilot plant.Carl8bad,NM. 

WARNER,! Geotechnical Branch (831001-870413). 87/04/03. TRAPP.J. Geotechni- 
cal Branch (831001-870413). 21pp. 41023:146-41023:166. 

8705220154 Trip rept of 870202-06 visit to DOE Salt Repository Project Ofc in 
Columbus.OH to act as NRC onsite representative. 

VOGLEWEDE.J.C. Engineering Branch (831001-870413). 1584. 87/03/12. 

BROWNING.R.E. Division of waste Management (Pre 870413). 8pp. 41021:231- 
41021:238. 


8705220163 Forwards review of Raymond Kaiser Engineers,lnc & Parsons Brinckeroff 
Quade & Douglas.Inc Rev 0 to SDI-BWI-ES-016, “Task V, Engineering Study 5.Shaft 
Optimization." 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3768. 87/04/09. 
TIKTINSKY.D. Division of Waste Management (Pre 870413). 7pp. 41023:131- 
41023:137. 


8705220166 Forwards 18th monthly progress rept for Mar 1987. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. 119. 87/04/07. POHLE,J. Division 
of Waste Management (Pre 870413). 8pp. 41021:314-41021:321. 

8705220175 Fonwards “Some Effects of Surface Condition on Stress Corrosion Crack- 
ing of Line Pipe Steel," presented at 870309-13 Corrosion 1987 in San Francisco, CA. 
MuNEIL,M.B. Waste Management Branch. 1582. 87/04/22. CHANG.K., 

VOGLEWEDE,J. NRC - No Detailed Affiliation Given. Ip. 41030:339-41030:350. 


8705220264 Forwards responses to NRC reveiw comments on Shiprock,NM completion 
rept.Final rept will be issued upon NRC review & approval of responses.Requests ap- 
proval of responses by 870601 . 

ANDERSON,J.R. Energy, Dept. of. 87/05/06. KNAPP,M. NRC - No Detailed Affiliation 
Given. 67pp. 41 023:005-41 023:061 . 

8705220270 Forwards “Flow of Groundwater & Transport of Contaminants Through 
Saturated Fractured Geologic Media From High Level Radwaste," quarterly rept for 
Jul-Sept 1986. Invitation extended to visit site on 861201. 

LINEHAN,J.J. Repository Projects Branch (831001-870413). 2439. 86/11/21. 
KEATING, J. Energy. Dept. of. Ip. 41029:008-41029:050. 

-8705220282 “Flow of Groundwater & Transport of Contaminants Through Saturated 
Fractured Geologic Media From High Level Radwaste," quarterly rept for Jul-Sept 
1986. 

STEELE.T.D., BENEDIK,J.E., BUMB,A.C. In-Situ, Inc. NRC-04-85-1 1 4. 86/10/31. 
CHERY,D.L. NRC - No Detailed Affiliation Given. 42pp. 41029:009-41029:050. 

8705220271 Forwards 15th issue of UMTRAP integrated monthly site progress rept & 
vicinity properties progress rept for Mar 1987. 

STASSkP.J. Jacobs Engineering Group, Inc. 87/05/04. ANDERSON,J.R. Energy, 
Dept. of. 2pp. 41023:062-41023:098. 

“8705220279 “DOE UMTRAP Integrated Monthly Vicinity Property Progress Rept 1 5 for 
Mar 1987.” 

* Energy, Dept. of. 87/03/31 . 35pp. 41 023:064-41 023:098. 

8705220288 Requests comments on end draft “Comparative Analysis of Disposal Site 
Alternative Rept (CADSAR)," for Lowman site by 870624,Review meeting for draft 
CADSAR tentatively scheduled for 870622.W/O end. 

ANDERSON, J.R. Energy. Dept. of. 87/05/08. HAISFIELD.M. NRC - No Detailed Affili- 
ation Given. Ip. 41023:099-41023:099. 

8705220301 Advises that 870423 request to modify lid mortar filling provision of steel 
fiber polymer impregnated concrete topical rept acceptable.Section 3.11.2 of NRC 
SER will be modifiecTto reflect change.State also notified of change. 

TOKAR.M. Technical Branch. 87/05/07. SUZUKI.O. Chichibu Cement Co., Ltd. Ip. 
41023:104-41023:104. 

8705220307 Summary of 870317 meeting w/DOE & State of WY in Denver.CO re dis- 
posal of Riverton tailings for American Nuclear Corp Gas Hllls.WY facility. 
GNUGNOLI.G.N. Operations Branch. 87/05/06. LOHAUS.P.H. Operations Branch. 
5pp. 41023:105-41023:109, 

8705220319 Forwards relevant reviews & evaluations in preparation for QA review of 
DOE mineralogy & petrology info re Yucca Mountain candidate repository site. 
KELMERS,A.D. Oak Ridge National Laboratory. FIN B-0287. 3744. 87/04/01. 
BRADBURY, J.W. Geotechnical Branch (831001-870413). 2pp. 41029:051-41029:111. 


“8705260046 “Some Effects of Surface Condition on Stress Corrosion Cracking of Line 
Pipe Steel," presented at 870309-13 Corrosion 1987 in San Francisco,CA. 
BEAVERS,J.A., CHRISTMAN.T.K. Battelle Memorial Institute, Columbus Laboratories. 
PARKINS, R.N. United Kingdom. Govt. of. 87/03/09. 11pp. 41030:340-41030:350. 


“8705220331 MR-287-1 Trip rept of Geological Society of America 841105-10 meeting 
In Reno.NV. 

BLENCOE.J.G,, JACOBS,G.K. Oak Ridge National Laboratory. FIN B-0287. MR-287-1. 
84/12/14. Oak Ridge National Laboratory. 7pp. 41029:053-41029:059. 



244 NONDOCKETED ITEMS 


-8705220331 MR-287- 1 Trip rept of Geological Society of America 841105-10 meeting 
in Reno.NV. 

BLENCOE.J.G. Oak Ridge National Laboratory- FIN B-0287. 84/12/14. Oak Ridge 
National Laboratory. 7pp. 41029:053-41029:059. 

-8705220337 LR-287-13 “Review of ’Minerals in Fractures of Unsaturated Zone from 
Drill Core USW G-4, Yucca Mountain, Nye CJounty.NV, LA-1041 6-MS,"’ Itr rept. 
BLENCOE,J.G. Oak Ridge National Laboratory. FIN B-0287. 85/10/04. NRC - No De- 
tailed Affiliation Given. 2pp. 41029:060-41029:064. 

-8705220344 LR 4.1-7 “Review of LA-9328-MS, ’Summary Rept on Geochemistry of 
Yucca Mountain & Environs,’” Itr rept. 

BLENCOE,J.G. Oak Ridge National Laboratory. FIN B-0287. 87/05/22. NRC - No De- 
tailed Affiliation Given. 13pp. 41029:065-41029:111. 

8705220357 Forwards Interagency Agreement between DOE & NRC,M002 to DE-AI04- 
84AL27241. 

MARTIN, D.E. Low-Level Waste & Uranium Recovery Projects Branch. 87/04/07. 
COALSON,T.R. Energy, Dept. of. 7pp. 41021:239-41021:245. 

8705220361 Forwards DOE weekly rept for wk ending 870330. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1329. 87/03/27. 
BROWNING, R.E. NRC - No Detailed Affiliation Given-. 7pp. 41029:001-41029:007. 

8705220371 Notifies that J Kennedy assigned to site during 870316-18 & will be attend- 
ing QA readiness presentation on 870317. 

COOK,F.R. Division of Waste Management (Pre 870413). 2420. 87/03/13. 
ANTTONEN,J.H. Energy, Dept. of. Ip. 41029:114-41029:114. 


8705260257 “Evaluation & Compilation of DOE Waste Package Test Data," monthly Itr 
status rept for Mar 1987. 

INTERRANTE.C.G. Commerce, Dept, of. National Bureau of Standards. FIN A-4171. 
3388. 87/04/15. WICK,E.A. Division of Waste Management (Pre 870413). 11pp. 
41030:028-41030:038. 

8705260264 Discusses svcs rendered on high level waste repository performance as- 
sessment development for 870323-0403.Review & analysis of repts on corrosion of 
copper & copper alloys in tuffs & Basalt environ performed.Summary rept end. 
MOLER,R.B. Systems Support, Inc. FIN A-4165. 3742. 87/04/03. CHANG,K.C. NRC - 
No Detailed Affiliation Given. 7pp. 41030:039-41030:045. 

8705260275 Forwards review of BMI/ONWI-621 “Petroleum Potential of Two Sites in 
Deaf Smith & Swisher Counties,Texas Panhandle,” per Work Directive 008, under Task 
Order 002.Review focuses on geologic data & interpretation. 

BLEIWAS,D.I. Interior, Dept, of, Bureau of Mines. FIN D-1018. 3661. 87/03/26. 
ABRAMS.C. Geotechnical Branch (831001-870413). 4pp. 41038:357-41038:360. 

8705260276 Fonvards "Identification & Evaluation of Seismo-Tectonic Issues re Reposi- 
tory Site Characterization Plans,” Quarterly Progress Repts 1 & 2. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN B-0297. 3743. 87/04/03. 
BLACKFORD,M.E. Geotechnical Branch (831001-870413). Ip. 41030:047-41030:051. 

-8705260286 “Identification & Evaluation of Seismo-Tectonic Issues re Repository Site 
Characterization Plans,” Quarterly Program Rept 1 for Aug-Oct 1986. 

* Lawrence Livermore National Laboratory. FIN B-0297. 86/10/31. Geotechnical 
Branch (831 001 -87041 3). 2pp. 41 030:048-41 030:049. 


8705220381 Forwards "NNWSI Project Monthly Rept,Nov 1986." 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. 1337. 87/03/25. 

BROWNING,R.E. NRC - No Detailed Affiliation Given. 2pp. 41027:332-41028:066. 


-8705220385 "NNWSI Monthly Rept,Nov 1986.” 

* Energy, Dept. of. 86/11/30. 93pp. 41027:334-41028:066. 


8705220408 Forwards brief outline of presentation planned on 870602 addressing “Esti- 
mation of Surface & Gully Erosion” & "Physical Model Studies of Riprap for Erosion 
Protection." 

ABT,S.R. Colorado State Univ., Fort Collins, CO. 87/05/04. HAWKINS,E. Uranium Re- 
covery Field Office. 3pp. 41029:115-41029:117. 


8705220411 DOE News re 870514 public meeting in Gunnison.CO to discuss progress 
& plans for cleanup of U mill tailings pile. 

MCARTY,B.E., HOOPES,J. Energy, Dept of. 87/05/07. Ip. 41029:118-41029:118. 


-8705260291 “Identification & Evaluation of Seismo-Tectonic Issues re Repository Site 
Characterization Plans,” Quarterly Program Rept 2 for Nov 1986 - Jan 1987. 

* Lawrence Livermore National Laboratory. FIN B-0297. 87/01/31. Geotechnical 
Branch (831001-870413). 2pp. 41030:050-41030:051. 

8705260278 Forwards UCID-20992, "Final Summary Rept on Seismo-Tectonic Impacts 
In Repositories,” completed under FIN A-0294.W/O end. 

CHUNG,D.H. Lawrence Livermore National Laboratory. FIN A-0294. 3694. 87/03/24. 
BLACKFORD,M.E. Geotechnical Branch (831001-870413). 1p. 41030:052-41030:052. 

8705260289 Fonwards review of three listed DOE documents,including "Petroleum Geol- 
ogy of Palo Duro Basin,Texas Panhandle.” Concludes that historic yield & probable 
hydrocarbon potential of Palo Duro Basin low. 

CHUNG,D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3664. 87/03/24. 
BLACKFORD,M.E. Geotechnical Branch (831001-870413). 4pp. 41030:053- 
41030:056. 


8705220415 Forwards composite listing of key site contacts for UMTRAP. Assignment 
changes should be reported to P Chapman. 

D’ ANTONIO, J.R. Energy, Dept. of. 87/05/01. GILLEN,D., BRICH.R., OLSEN.T. NRC - 
No Detailed Affiliation Given. 3pp. 41029:119-41029:121. 


8705220436 Forwards document review of "Groundwater Drawdown as Factor In Long- 
Term Repository Performance Assessment.” Reviewers conclude that BWIP summary 
"that further action on subj not recommended” poorly supported by document. 
LOGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3663. 87/03/25. 
POHLE,J. Geotechnical Branch (831001-870413). 2pp. 41039:009-41039:036. 


-8705260036 "Review of Document BWI-TA-020: Groundwater Drawdown as Factor In 
Long Term Repository Performance Assessment," BWIP Subtask 2.3, “Document 

* Terra Therma, Inc, 87/03/31. 25pp. 41039:011-41039:036. 

8705260053 Forwards preliminary proposal "Remote Sensing & Related Seismotectonic 
Analyses for Faults & Folds of Yakima Fold Belt,WA,” Proposal presented on 861126 
suggests that studies be considered in order to assess earthquake potential. 
LEFECRE,H.E. Geotechnical Branch (831001-870413). 2387. 87/02/04. JUSTUS, P.S. 
Geotechnical Branch (831001-870413). 2pp. 41030:288-41030:299. 


-8705260054 Preliminary proposal “Remote Sensing & Related Seismotectonic Analy- 
ses for Faults & Folds of Yakima Fold Belt,WA.” 

SLEMMONS.D.B. Lawrence Livermore National Laboratory. 86/11/26. 10pp. 
41030:290-41030:299. 


8705260055 Forwards “Comparison of In Situ & Lab Measurement Methods for Ra-226 
in Soils,” as discussed during DOE remedial action meeting. List of other repts avail- 
siblo hIso @nci 

DURAY,J.R. UNC Resources, Inc. 87/05/01. SOLLENBERGER.D. NRC - No Detailed 
Affiliation Given. 7pp. 41029:123-41029:296. 

-8705260062 GJ/TMC-24 “Comparison of In Situ & Lab Measurement Methods for Ra- 
226 in Soils." 

MARUTZKY,S.J., FLEISCHHAUER.H., ENGELDER.P. UNC Resources, Inc. UC-70A. 
86/10/31. 70pp. 41029:130-41029:296. 

8705260158 "Technical Assistance in Geochemistry," monthly progress rept for Mar 
1987. 

KELMERS,A.D. Oak Ridge National Uboratory. FIN B-0287. 87/04/09. BROOKS, D.J. 
Geotechnical Branch (831001-870413). 8pp. 41039:054-41039:061. 


8705260367 "Technical Assistance in Identification & Evaluation of Seismo-Tectonic 
Issues re Repository Site Characterization Plans," Monthly Mgt Ltr Rept 8 for Mar 
1987. 

CHUNG,D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0297. 
L-196. 87/04/03. BLACKFORD,M.E. Technical Review Branch. 3pp. 41039:003- 
41039:005. 

8705260388 Forwards records of 870403 telcons re State of OR public broadcasting. 
LOGSDON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3765. 87/04/07. 
POHLE,J. Geotechnical Branch (831001-870413). 4pp. 41039:092-41039:095. 

8705260400 Submits data on payment of Invoices 13-16 & expresses interest in being 
paid within 30 days.Response,including plan for returning review of invoices to con- 
tractually agreed schedule requested. 

LOGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3763. 87/04/08. 
WIGGINS,E. Division of Contracts (Pre 870413). 2pp. 41039:096-41039:097. 

8705260408 Forwards trip rept on 870406-07 meetings re 30% Title II design review 
meeting for SRP exploratory shaft facility. 

HARTR.D. ITASCA Consulting Group, Inc. FIN D-1016. 3767. 87/04/10. 
TIKTINSKY,D. Division of Waste Management (Pre 870413). 4pp. 41039:098- 
41039:101. 

8705260413 Forwards info on low level radwaste,including estimates of low level waste 
products disposed at site for 1985 & 1986. 

t=IITTENBERG,R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc.). 87/04/29. 
JOHNSON.T. Office of Nuclear Material Safety & Safeguard8,Director. 3pp. 
41039:006-41039:008. 

8705260420 Trip rept on 870317-19 meetings w/hydrogeology contractors for FY87 & 
88 in preparation for reviews of DOE site characterization plan.Agenda & three 
markea-up site-specific outlines end. 

LOGSDON.M.J. Nuclear Waste Consultants. Inc. FIN D-1021. 3662. 87/03/25. 
POHLE.J. Geotechnical Branch (831001-870413). 17pp. 41039:037-41039:063. 

8705270659 Reviews justification for application of supplemental stds at Vicinity Proper- 
ties SL-099S,SL-115S & SL-116S.based on DOE 870302 final radiological & engineer- 
ing assessment. Concurrence granted. 

BRICH,R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 87/05/11. Uranium 
Recovery Field Office. 3pp. 41101:158-41101:160. 


8705260187 Forwards comment/resolution matrix delineating HQ-OGR disposition to 
project ofc comments for improvement of NRC review plan. 

KNIGHT, J.P, Energy. Dept of. 2240. 86/10/07. VIETKD.. NEFF.J.. MANN.S. Energy. 
Dept of. 7pp. 41030:066-41030:072. 

8705260193 Informs of rescheduling of Mar 1987 QA audit of Westinghouse Hanford Co 
to 871 005-09, based on targeted completion date of transfer to Westinghouse as site 
operating contractor & current satisfactory procedural compliance. 

ANTTONEN.J.H. Energy, Dept of. 87-QSD-66. 87/03/13. KALE.S.H, Energy. Dept of. 
Ip. 41030:063-41030:063. 

8705260233 Responds to request for comparison of estimates of sensitivities of various 
measures of crack extension that might be used in fracture testing.Comparison of 
compliance, electric resistance & acoustic emission measures discussed. 

INTER RANTE,C.G. Commerce, Dept of. National Bureau of Standards. FIN A-4171. 
3739. 87/04/01. WICK,E.A. Division of Waste Management (Pre 870413). 2pp. 
41039:001-41039:002. 


8705280058 Forwards UMTRA-DOE/AL-05051 8.0000, "Remedial Action Plan & Site 
Design for Stabilization of Inactive U Mill Tailings Site at Tuba CIty.AZ,” for review & 
concurrence by 870601 . 

D’ANTONIO,J.R. Energy, Dept of. 87/05/08. HAWKINS, E.F. Uranium Recovery Field 
Office. 2pp. 41 1 01 :006-41 1 01 :1 26. 

-8705280063 UMTRA-DQE/AL-0506 18.0000, "Remedial Action Plan & Site Design for 
Stabilization of Inactive U Mill Tailings Site at Tuba City.AZ." 

ANDERSON, J.R. Energy, Dept ot 87/05/31. 20pp. 41101:008-41101:126. 

8705280135 "UMTRAP:Tuba City,AZ." 

* Morrison-Knudsen Engineers, Inc. 87-605. 87/04/30. 134pp. 41095:125-41095:259. 

8705280180 UMTRA-DOE/AL 050518 "Remedial Action Plan & Site Design for Stabili- 
zation of Inactive U Mill Tailings Site Tuba City,/VZ App 0.” W/two over^ze drawings. 

* Energy. Dept of. 87/05/31 . 721 pp. 41 098:058-41 1 00:1 30. 
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8705280307 Concurs w/proposed remedial action for Vicinity Properties SL-099S,SL- 
115S & SL-116S in Salt Lake City.UT.including application of supplemental stds to 
railroad right-of-way on each of vicinity properties, per Criterion C of 40CFR 192.21. 
SMITH.R.D. Uranium Recovery Field Office. 87/05/11. ANDERSON, J.R. Energy, 
Dept. of. Ip. 41114:117-41114:117. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

8705070303 Monthly Progress Ltr Rept 35 for Feb 1987 for activities under Contract 
NRC-02-84-001. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 87/03/13. 
IBRAHIM, A. Geotechnical Branch (831001-870413). Ip. 40850:084-40850:084. 

8705070321 Forwards meeting rept for NRC/DOE/BWIP hydrology data review. 
JACOBS,G.K. Oak Ridge National Laboratory. FIN B-0287. 3580. 86/12/12. 
BROOKS, D.J. Geotechnical Branch (831001-870413). 4pp. 40851:200-40851:203. 

8705080006 Informs that rept summarizing activities during Aug 1986 for FIN A-1755 
sufficiently addresses details necessary to effectively monitor contract.Review of Task 
1 progress rept underway.Any comments will be forwarded. 

PESHEL,J.J. Engineering Branch (831001-870413). FIN A-1755. 3483. 86/10/03. 
CRANWELL,R.M. Sandia National Laboratories. Ip. 40870:319-40870:319. 

8705080051 Suggests meetings on 870127-29 w/M Logsdon & R Williams of NWC & 
W&A,respectively.to coordinate continued development of data needs assessments 
during remainder of FY87 & identify carry-over work for FY88. 

POHLE.J.A. Geotechnical Branch (831001-870413). FIN D-1020. 3674. 87/01/08. 
VERMAJ. Geotechnical Branch (831001-870413). 2pp. 40870:068-40870:069. 

8705080121 Forwards reviews of USGS documents, "Preliminary Assessment of Cli- 
mate Change During Late Wisconsin Time.Southern Great Basin & Vicinity...” & "Geo- 
hydrology of Rocks Penetrated by Well USW H-4, Yucca Mountain,Nye County,NV.’' 
OSIENSKY,J.L. Williams & Associates. FIN D-1020. 3748. 87/02/25. POHLE.J. Divi- 
sion of Waste Management (Pre 870413). 12pp. 40863:168-40863:179. 


8705260158 "Technical Assistance in Geochemistry,” monthly progress rept for Mar 
1987. 

KELMERS,A.D. Oak Ridge National Laboratory. FIN B-0287. 87/04/09. BROOKS.D.J. 
Geotechnical Branch (831001-870413). 8pp. 41039:054-41039:061. 

8705260233 Responds to request for comparison of estimates of sensitivities of various 
measures of crack extension that might be used in fracture testing.Comparison of 
corrmliance, electric resistance & acoustic emission measures discussed. 
INTERRANTE,C.G. Commerce, Dept, of, National Bureau of Standards. FIN A4171. 
3739. 87/04/01. WICK,E.A. Division of Waste Management (Pre 870413). 2pp. 
41039:001-41039:002. 

8705260257 "Evaluation & Compilation of DOE V/aste Package Test Data,” monthly ltr 
status rept for Mar 1987. 

INTERRANTE,C.G. Commerce, Dept, of, National Bureau of Standards. FIN A-4171. 
3388. 87/04/15. WICK,E.A. Division of Waste Management (Pre 870413). 11pp. 
41030:028-41030:038. 

8705260264 Discusses svcs rendered on high level waste repository performance as- 
sessment development for 870323-0403.Review & analysis of repts on corrosion of 
copper & copper alloys in tuffs & Basalt environ performed.Summary rept end. 
MOLER.R.B. Systems Support. Inc. FIN A-4165. 3742. 87/04/03. CHANG.K.C. NRC - 
No Detailed Affiliation Given. 7pp. 41030:039-41030:045. 

8705260275 Forwards review of BMI/ONWI-621 "Petroleum Potential of Two Sites in 
Deaf Smith & Swisher Counties.Texas Panhandle,” per Work Directive 008,under Task 
Order 002.Review focuses on geologic data & interpretation. 

BLEIWAS,D.I. Interior, Dept, of, Bureau of Mines. FIN D-1018. 3661. 87/03/26. 
ABRAMS.C. Geotechnical Branch (831001-870413). 4pp. 41038:357-41038:360. 

8705260276 Forwards “Identification & Evaluation of Seismo-Tectonic Issues re Reposi- 
tory Site Characterization Plans,” Quarterly Progress Repts 1 & 2. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN B-0297. 3743. 87/04/03. 
BLACKFORD.M.E. Geotechnical Branch (831001-870413). Ip. 41030:047-41030:051. 


8705080134 Forwards description of research activities being carried out by Univ of 
Idaho at research mine visited by NRC prior to BWIP data review & hydrographs.DB- 
1 1 hydrograph should be received w/DOE-Richland package.W/o hydrogr^hs. 
WINtER,G.V. Williams & Associates. FIN D-1020. 3685. 86/12/29. POHL^J. Division 
of Waste Management (Pre 870413). 8pp. 40863:180-40863:187. 

8705120196 "Technical Assistance in Numerical Modeling Assessment of High Level 
Waste Repositories,” monthly rept for Feb 1987. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1757. 3682. 87/03/15. 
COLEMAN, N, Division of Waste Management (Pre 870413). 2pp. 40895:153- 
40895:154. 

8705220163 Forwards review of Raymond Kaiser Engineers, Inc & Parsons Brinckeroff 
Quade & Douglas, Inc Rev 0 to SDI-BWI-ES-016, "Task V, Engineering Study 5, Shaft 
Optimization.” 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016, 3768. 87/04/09. 
TIKTINSKY.D. Division of Waste Management (Pre 870413). 7pp. 41023:131- 
41023:137. 

8705220166 Forwards 18th monthly progress rept for Mar 1987. 

WILLIAMS, R.E. Williams & Associates. FIN D-1020. 119. 87/04/07. POHLE.J. Division 
of Waste Management (Pre 870413). 8pp. 41021:314-41021:321. 


-8705260286 "Identification & Evaluation of Seismo-Tectonic Issues re Repository Site 
Characterization Plans,” Quarterly Program Rept 1 for Aug-Oct 1986. 

* Lawrence Livermore National Laboratory. FIN B-0297. 86/10/31. Geotechnical 
Branch (831001-870413). 2pp. 41030:048-41030:049. 

-8705260291 "Identification & Evaluation of Seismo-Tectonic Issues re Repository Site 
Characterization Plans." Quarterly Program Rept 2 for Nov 1986 - Jan 1987. 

* Lawrence Livermore National Laboratory, FIN B-0297. 87/01/31. Geotechnical 
Branch (831001-870413). 2pp. 41030:050-41030:051, 


8705260278 Forwards UCID-20992, “Final Summary Rept on Seismo-Tectonic Impacts 
in Repositories,” completed under FIN A-0294.W/O end. 

CHUNG.D.H. Lawrence Livermore National Laboratory. FIN A-0294. 3694. 87/03/24. 
BLACKFORD.M.E. Geotechnical Branch (831001-870413). Ip. 41030:052-41030:052. 


8705260289 Forwards review of three listed DOE documents.including "Petroleum Geol- 
ogy of Palo Duro Basin.Texas Panhandle.” Concludes that historic yield & probable 
hydrocarbon potential of Palo Duro Basin low. 

CHUNG.D.H. Lawrence Livermore National Laboratory. FIN A-0297. 3664. 87/03/24. 
BLACKFORD.M.E. Geotechnical Branch (831001-870413). 4pp. 41030:053- 
41030:056. 


8705220182 Forwards "Microcomputer-Based Benchmark Problem Solutions," final 

rSsSELLE.CJ. Teknekron, Inc. FIN B-6985. 3759. 87/04/06. BROOKS, P. Division of 
Waste Management (Pre 870413). Ip. 41021:322-41022:326. 

-8705220190 "Microcomputer-Based Benchmark Problem Solutions.” final rept. 
CHAPMAN, R. Teknekron, Inc, FIN B-6985. RK-81-3009. 87/03/31. Division of Waste 
Management (Pre 870413). 355pp. 41021:323-41022:326. 

8705220201 "Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters.Experimental Strategies. Lab Procedures, monthly progress rept for 
Mar 1987. 

MEYER, R.E. Oak Ridge National Laboratory. FIN B-0290. 3764. 87/04/10. 
BRADBURY.J.W. Geotechnical Branch (831001-870413). 3pp. 41022:327-41022:329. 


8705220319 Forwards relevant reviews & evaluations in preparation for QA review of 
DOE mineralogy & petrology info re Yucca Mountain candidate repository site. 
KELMERS,A.D. Oak Ridge National Laboratory. FIN B-0287. 3744. 87/04/01. 
BRADBURY, J.W. Geotechnical Branch (831001-870413). 2pp. 41029:051-41029:111. 


-8705220331 MR-287-1 Trip rept of Geological Society of America 841105-10 meeting 

BLENCOE,j.G., JACOBS, G.K. Oak Ridge National Laboratory. FIN B-0287. MR-287-1. 
84/12/14. Oak Ridge National Laboratory. 7pp. 41029:053-41029:059. 

-8705220331 MR-287-1 Trip rept of Geological Society of America 841105-10 meeting 

BLENCO^j.G. Oak Ridge National Laboratory. FIN B-0287. 84/12/14. Oak Ridge 
National Laboratory. 7pp. 41 029:053-41 029:059. 

-8705220337 LR-287-13 "Review of ’Minerals in 
Drill Core USW G-4, Yucca Mountain, Nye County,! 

BLENCOE,J.G. Oak Ridge National Laboratory. F 
tailed Affiliation Given. 2pp. 41029:060-41029:064. 


Fractures of Unsaturated Zone from 
MV, LA-1 041 5-MS,”’ ltr rept. 

•IN B-0287. 85/10/04. NRC - No De- 


-8705220344 LR 4.1-7 "Review of LA-9328-MS, 'Summary Rept on Geochemistry of 
Yucca Mountain & Environs,’” ltr rept mb/- 

BLENCOE,J.G. Oak Ridge National Laboratory. FIN B-0287. 87/05/22. NRC - No De- 
tailed Affiliation Given. 13pp. 41 029:065-41 029:1 11. 


8705260367 "Technical Assistance in Identification & Evaluation of Seismo-Tectonic 
Issues re Repository Site Characterization Plans,” Monthly Mgt Ltr Rept 8 for Mar 
1987. 

CHUNG,D.H., CUMMINGS,G.E. Lawrence Livermore National Laboratory. FIN A-0297. 
L-196. 87/04/03. BLACKFORD.M.E. Technical Review Branch, 3pp. 41039:003- 
41039:005. 


8705260388 Forwards records of 870403 telcons re State of OR public broadcasting. 
LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3765. 87/04/07. 
POHLE,J. Geotechnical Branch (831001-870413). 4pp. 41039:09241039:095. 

8705260400 Submits data on payment of Invoices 13-16 & expresses interest in being 
paid within 30 days.Response, including plan for returning review of invoices to con- 
tractually agreed schedule requested. 

LOGSD6n!m.J. Nuclear Waste Consultants. Inc. FIN D-1021. 3763. 87/04/08. 
WIGGINS.E. Division of Contracts (Pre 870413). 2pp. 41039:09641039:097. 

8705260408 Fomvards trip rept on 870406-07 meetings re 30% Title II design review 
meeting for SRP exploratory shaft facility. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3767. 87/04/10. 
TIKTINSKY.D. Division of Waste Management (Pre 870413). 4pp. 41039:098- 
41039:101. 


8705260420 Trip rept on 870317-19 meetings w/hydrogeology contractors for FY87 & 
88 in preparation for reviews of DOE site characterization plan.Agenda & three 


marked-up site-specific outlines end. 

LOGSDON, M.J. Nuclear Waste Consultants. Inc. FIN D-1021. 3662. 87/03/25. 
POHLE.J. Geotechnical Branch (831001-870413). 17pp. 41039:03741039:053. 


XPORTLIC EXPORT AND IMPORT LICENSES 

8704300154 Petitioners reply to answer of Advanced Nuclear Fuels Corp to motion to 
amend petition to add new parties.Certificate of Svc end. 

NUNN.K.B. Joint Intervenors - South African Imports. NUNN.K.B. Lawyers Committee 
for Civil Rights Under Law. #287 3256. 87/04/24. Docketing & Services Branch. 2pp. 
40721:35940721:360. 


8705220436 Forwards document review of “Groundwater Drawdown as Factor in Long- 
Term Repository Performance Assessment.” Reviewers conclude that BWIP summary 
“that further action on subj not recommended” poorly |uPPorted by document 
LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D'1021. 3663. 87/03/25. 
POHLE,J. Geotechnical Branch (831001-870413). 2pp. 41039:009-41039:036. 

-8705260036 “Review of Document BWI-TA-020: Groundwater Drawdown ^ Factor in 
Long Term Repository Performance Assessment.” BWIP Subtask 2.3. Document 
FldviGW ** 

• TerraTherma. Inc, 87/03/31. 25pp. 41039;011-41039:036. 


6705010101 Application for license to export 250 lb of heavy water (75% D20 - 25% 
H20),for use in growth of crystals, to Canada. 

GOLDSTEIN.R. Lasermetrics, Inc. 87/04/16. HEMBY.E. International Programs. Ip. 
40772:34440772:344. 

8705010144 Ltr of assurance re export of 77 kg U-235,3.95% max 
enrichment, contained In 2,442 kg of U,to Japan, 

OZAWA, M. Japan. Govt. of. 87/04/20. ROONEY, J.M. Energy, Dept. of. Ip. 
40773:16840773:168. 
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8705010146 Requests withdrawal of applications to export nuclear matl & equipment 
under Licenses XCOM-0646,XCOM-O921 & XCOM-0998. 

JANKOWSKI, B.J. Conax Buffalo Corp. 87/04/15. WRIGHT.B.L International Pro- 
grams. Ip. 40773:172-40773:172. 

8705010150 Application for license to export 67.5 g U02 powder to France. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-097-87. 87/04/20. 1p. 40773:178- 
40773:178. 


8705010152 Application to amend license, Increasing matl quantities from 268,977 kg to 
487,522 kg U as UF6. 

GRAY.D.A. Transnuclear, Inc. 87/04/16. MOORE.N. NRC - No Detailed Affiliation 
Given. 2pp. 40773:179-40773:180. 

8705010155 Amend 3 to license for Westinghouse to export 12,700 kg U-235, contained 
in 305,283 kg U.to Republic of Korea. 

PETERSON,M.R. Assistant Director for International Security. MMH-915. 87/04/30. 
Ip. 40773:181-40773:181. 

8705010159 Application for license to export U02 powder to France. 

HUDEC.W.S. Westinghouse Electric Corp. 87/04/20. Ip. 40773:187-40773:187. 

8705010161 License for Mitsubishi Inti Corp to export 603 kg U-235, contained in 
17,480 kg U, to Japan. 

PETERSON.M.R. Assistant Director for International Security. HSA-5487-01. 87/04/ 
30. 2pp. 40773:188-40773:189. 


8705010162 Ltr of assurance re 
kg U-235 contained in 1,002 kc 
O^WA,M. Japan, Govt, d 
40773:190-40773:190. 


export of 81 1 kg U-235 contained in 23,483 kg U & 20 
3 U.to Japan. 

I 87/04/23. ROONEy,J.M. Energy, Dept. of. Ip. 


8705010165 Forwards applications for licenses to export H-3 sealed sources to 
Canada.Sources will be installed in approved outer housings for distribution to 
customers. W/o application for License XB-1250. 

MILLER.J. Safety Light Corp. 87/04/20. PETERSON, M.P. International Programs. Ip. 
40773:193-40773:194. 

-8705010168 Application for license to export 45,000 Ci H-3 sealed sources to Canada 
over 3-yr period. 

MILLER.J. Safety Light Corp. 87/04/21. Ip. 40773:194-40773:194. 

8705010170 License for Goodyear Atomic Corp to export 353.0 kg U-235, contained in 
15,180.0 kg U,to Japan. 

PETERSON.M.R. Assistant Director for International Security. HSA-5487-02. 87/04/ 
30. 2pp. 40773:198-40773:199. 

8705010172 Forwards two export license applications from Safety Light Corp requesting 
authorization to export 45,000 & 900,000 Ci tritium contained in sealed self-luminous 
glass light sources to Canada. 

PETER50N,M.R. Assistant Director for International Security. 87/04/30. 
THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 40773:215-40773:217. 

—8705010173 Application for license to export 900,000 Ci H-3 to Canada. 

MILLER, J. Safety Ught Corp. 87/04/21. Ip. 40773:216-40773:216. 

-8705010179 Forwards applications to export 5-Ci & 240-Ci H-3 sealed, self-luminous 
glass tube sources in gaseous form,to Canada. 

MILLER,J. Safety Light Corp. 87/04/20. PETERSON,M.P. NRC - No Detailed Affili- 
ation Given. Ip. 40773:217-40773:217. 

8705010175 Executive Branch position re Ediow Inti Co application to export 80,000 kg 
UF6 to Korea.License issuance recommended. Ltr of assurance end. 

MCGOLDRICK,F. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/04/17. SHEA,J.R. International Programs. 4pp. 40773:218-40773:221. 

8705010178 Ltr of assurance re export of matl to Canada. 

BOUVIER.LL Canada Atomic Energy Control Board. 87/04/07. ROONEY.J.A. 
Energy, Dept. of. 1 p. 40773:222-40773:222. 

8705010182 Application for license to export U02 powder, to Sweden. 

HUDEC.W.S. Westinghouse Electric Corp. 87/04/20. Ip. 40773:223-40773:223. 

8705010183 Requests Executive Branch position re Lasermetrics.Inc application for li- 
cense to export 250 lb heavy water.to Canada. 

PETERSON.M.R. Assistant Director for International Security. 87/04/30. 
THORNE, C.E, State, Dept, of, Bureau of Oceans & Inti. Environ. A Scientific Affairs. 


8705040032 Forwards application for license to export enriched U02 to 
Japan.Expedited processing requested due to slow response of Japanese govt in pro- 
viding Itrs of assurance. ..r r, . . x 

ELDRIDGE.B.H. General Electric Co. 87/04/24. WRIGHT.B.L. International Programs, 
Ip. 40790:189-40790:190. 


-8705040033 Application for license to export U02 to Japan. 

ELDRIDGE.B.H. General Electric Co. 87/04/24. 1p. 40790:190-40790:190. 

8705040036 Amend to license for Westinghouse to export 12,700 kg U-235 contained in 
305,283 kg U.to Republic of Korea. 

PETERSON.M.R. Assistant Director for International Security. MMH-914. 87/04/30. 
Ip. 40789:358-40789:358. 


8705040037 Ltr of assurance re export of nuclear matl to Korea.per 780319 agreement 
for cooperation re civil use of atomic energy between Republic of Korea & US. 
MOON.Y. Korea, Republic of (South Korea). 87/03/24. ROONEY.J.M. Energy, Dept, 
of. Ip. 40789:359-40789:359. 


8705040050 License for DOE to export 24 g U-235, contained in 791 g U. enriched to 
2.98 w/o max & 2 g Pu in form of fuel rods & debris, to Canada. 

PETERSON.M.R. Assistant Director for International Security. WC-CA-35. 87/04/30. 
2pp. 40789:360-40789:361. 


8705040055 License for Ediow Inti Co to export 811 & 20 kg U-235 contained in 23,483 
& 1,002 kg U, respectively, to Japan. 

PETERSON.M.R. Assistant Director for International Security. KLK-37. 87/04/29. 2pp. 
40790:316-40790:317. 


8705040056 Informs that License XSNM-2306 may be Issued. No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE,R.N. NRC - No Detailed Affiliation Given. 87/04/28. NRC - No Detailed Affili- 
ation Given. Ip. 40790:318-40790:318. 

8705040068 Executive Branch position re Mitsubishi Inti Corp application to export 353 
kg U-235.contained in 15,180 kg U. to Japan.License should be granted. 
MCGOLDRICK.F. State, Dept. of. 87/04/24. SHEA.J.R. International Programs. 2pp. 
40790:244-40790:245. 


8705040080 Application to amend license, extending expiration date from 871001 
through 921 001 .per 870409 discussions. 

KESSLER.LR. Separative Work Unit Corp., Inc. (SWUCO, Inc.). 87/04/15. 
MOORE, R.N. International Programs. Ip. 40790:246-40790:246. 

8705040091 Ltr of assurance re export of 603 kg U-235, contained in 17,480 kg U,to 
Japan. 

OZAWA,M. Japan, Govt. of. 87/04/23. ROONEY.J.M. Energy. Dept. of. 1p. 
40790:247-40790:247. 


8705040096 Forwards license applications from Safety Light Corp requesting authoriza- 
tion to export tritium to Canada. 

PETERSON.M.R. Assistant Director for International Security. 87/04/30. 

THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip, 40790:248-40790:250. 

8705070023 Forwards Westinghouse 870427 request for withdrawal of export license 
applications XSNM-0909 & )^SM-1169.W/o end. 

P^ERSON.M.R. Assistant Director for International Security. 87/04/30. 

THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 40853:298-40853:298. 

8705070027 Requests ltr of assurance for end 870424 application for license to export 
low enriched U fuel to Japan.W/o end. 

PETERSON.M.R. Assistant Director for International Security. 87/04/30. ROONEY.J. 
Energy. Dept. of. Ip. 40853:299-40853:299. 

8705070030 Ltr of assurance re export of certain nuclear matl to Sweden. 
LINDSTROM.M. Sweden. Govt. of. 87/04/28. ROONEY.J.M. Energy, Dept. of. 3pp. 
40855:134-40855:136. 


8705070035 Forwards Conax Buffalo Corp 870415 ltr requesting withdrawal of export 
license applications.W/o end. 

PETERSON.M.R. Assistant Director for International Security. 87/04/30. 
THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 40855:133-40855:133. 

8705070052 Reconfirms that transfer of matl Identified in license applications subi to 
terms of existing Sino-American agreement re civil uses of atomic energy, per recipient 
870408 Itr.TalWan Power Co authorized to receive matl. 

CHIEN.F.F. Coordination Council for North American Affairs. EC-76-017. 87/04/21. 
LAUX,D.N. Taiwan, Govt, of (Republic of China). Spp. 40855:098-40855:104. 

8705070080 License for DOE to export 109 g U-235 contained in 3,576 g U A 8 g Pu 
fuel rods A debris.to France.West Germany, Sweden, Switzerland A United Kingdom. 
PETERSON.M.R. Assistant Director for International Security. WC-EU-288. 87/05/05. 
Spp. 40860:014-40860:016. 

8705070157 Amend 4 to Advanced Nuclear Fuels Corps export license, reflecting 
change in licensee name A increasing total quantity of matl to be exported to 460,766 
kgU. 

PETERSON.M.R. Assistant Director for International Security. 87/05/05. 2po. 
40854:015-40864:016. 


8705180078 Request for emergency suspension of licenses.* Commission should 
suspend, on emergency basis.all outstanding licenses authorizing import of matl of 
South African/Namibian origin. Certificate of Svc end. 

NUNN,K.B. Joint Interveners - South African Imports. NUNN.K.B. Lawyers Committee 
for Civil Rights Under Law. #287 3435. 87/05/13. Commissioners. 11pp. 40936:126- 
40936:136. 


8705190164 Summary of 870508 meeting w/Edlow Inti Co re recent import of natural U 
of South African origin. 

Programs. 87/05/11. DENTON.H.R. Office of Governmental A 
Public Affairs (Post 870413). 2pp. 41 162:123-41 162:124. 
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8705190339 Advises that on 870512 EG&G requested withdrawal ot License XCOM-989 
for export of reactor components to Argentina. Requests withdrawal be reflected in 
records. 

PETERSON.M.R. Assistant Director for International Security. 87/05/14. 
THORNE, C.E. State, Dept. of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 40966:136-40966:136. 

8705190362 Requests Executive Branch position re end application for license to 
6)03011 4 g of plutonium, as plutonium metal, to West Germany.W/o end. 

Peterson, M.R. Assistant Director for International Security. 87/05/11. ROONEY ,J. 
Energy. Dept. of. Ip. 40966:137-40966:137. 

8705190377 Amend 4 to Transnudear.lnc export license.authorizing shipment of Cana- 
dian-origin matl. 

PETERSON.M.R. Assistant Director for International Security. RBU-455. 87/05/14. Ip. 
40966:138-40966:138. 

8705190384 Amend 3 to Transnudear.lnc export license.increasing U from 268,977 kg 
to 487,522 kg. 

PETERSON.M.R. Assistant Director for International Security. COG 470. 87/05/14. 
ip. 40966:139-40966:139. 

8705190437 Forwards application for license to export enriched U,as UF6.to France on 
behalf of Electricite de France. End use statements covering matl for power plants at 
Bugey 3 & Fessenheim 2 also end. 

FISK.R.H. Ediow International Co. 87/05/01. WRIGHT.E. NRC - No Detailed Affiliation 
Given. Ip. 40980:089-40980:093. 

~8705190444 Application for license to export enriched U,as UF6.to France. 

FISK.R.H. Ediow International Co. 87/05/01. 4pp. 40980:090-40980:093. 

8705190581 Requests that pending applications for Licenses XSNM-0909 & XSNM- 
1169 be withdrawn. Licensee wishes to retain 800513 request for License XSNM-1683. 
HUDEC.W.S. Westinghouse Electric Corp. WSH-1 02-87. 87/04/27. PETERSON.M.R. 
NRC - No Detailed Affiliation Given. Ip. 40980:266-40980:266. 

8705190591 Forwards GE 870424 request for withdrawal of applications for export Li- 
censes XSNM-1814 & XR-0139. 

PETERSON.M.R. Assistant Director for International Security. 87/05/11. 
THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs, 
ip. 40980:265-40980:265. 


-8705200217 Demand for info.* Date, quantity & end user of any planned import of U of 
South African origin requested 60 days prior to shipment. Info on South African U im- 
ported from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:021-40974:024. 

-8705200242 Demand for info.* Date, quantity & end user of any planned import of U of 
South African origin requested 60 days prior to shipment.lnfo on South African U im- 
ported from 861231 to date requested within 20 days. 

DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:025-40974:028. 

-8705200252 Demand for info.* Date,quantity & end user of any planned import of U of 
South African origin requested 60 days prior to shipment.lnfo on South African U im- 
ported from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:029-40974:032. 

-8705200259 Demand for info.* Date, quantity & end user of any planned import of U of 
South African origin requested 60 days prior to shipment.lnfo on South Airican U im- 
ported from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:033-40974:036. 

8705200094 Executive Branch position re Transnudear.lnc application for amend to 
Export License XU-8561, increasing amount of U by 1,000,000 kg, to EURATOM 
member states.Recommends that license be amended as requested. 

MCGOLDRICK.F. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/05/12. SHEA.J.R. Office of International Programs, Director (Pre 870413), 
3pp. 40987:249-40987:251. 

8705200152 Requests that 810504 applications,including XR-0139 & XSNM-1814, be 
withdrawn. 

ELDRIDGE.B.H. General Electric Co. 87/04/24. MOORE, R.N. NRC - No Detailed Af- 
filiation Given. Ip. 40987:257-40987:257. 

8705200314 Forwards application for license to export 4 g Pu metal to Federal Republic 
of Germany. 

GRAY,D.A. Transnuclear, Inc. 87/05/06. WRIGHT.B. NRC - No Detailed Affiliation 
Given. Ip. 41004:205-41004:207. 


8705200023 Forwards application for export license for minor nuclear export. Ltr of as- 
surance required.W/o end. 

PETERSON,M.R. Assistant Director for International Security. 87/05/06. ROONEY, J. 
Energy. Dept. of. Ip. 41004:187-41004:187. 

8705200038 Responds to 870421 request for Executive Branch views re whether 
amend to license per Transnudear.lnc application meets apdicable criteria of Atomic 
Energy Act of 1954. Recommends that license be amended. D Dubois 870429 ltr end. 
MCGOLDRICK.F. State, Dept. of. Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/05/06. SHEA.J.R. Office of International Programs. Director (Pre 870413). 
3pp. 41006:250-41006:252. 

8705200041 Requests withdrawl of 5 license applications.including XSNM-2326,XSNM- 
2327.XSNM-2328.XSNM-2329 & XSNM-2330. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-1 16-87. 87/05/11. PETERSON.M.R. 
NRC - No Detailed Affiliation Given. Ip. 40987:255-40987:255. 

8705200089 Demand for info.* Date.quantity & end user of any planned import of U of 
South African origin requested 60 days in advance of shipment.lnfo on U imported 
from South Africa from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). #287 3453. 87/ 
05/14. 4pp, 40974:001-40974:036. 

-8705200160 Demand for info.* Date.quantity & end user of any planned import of U of 
South African origin requested 60 days prior to planned shipmentlnfo on South Afri- 
can U imported from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:005-40974:008. 

-8705200172 Demand for info.* Date.quantity & end user of any planned shipment of U 
of South African origin requested 60 days prior to planned shipment.lnfo on South Af- 
rican U imported from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:009-40974:012. 

-8705200182 Demand for info.* Date.quantity & end user of any planned import of U of 
South African origin requested 60 days prior to shipment.lnfo on South African U im- 
ported from 861231 to date requested within 20 days. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:013-40974:016. 


-8705200320 Application for license to export 4 g Pu metal to Federal Republic of 
Germany.End use statement end. 

GRAY.D.A. Transnuclear. Inc. TNH 476. 87/05/06. 2pp. 41004:206-41004:207. 

8705270481 Ltr of assurance re export of 1,1 17 kg U-235,contained in 34,360 kg U as 
UF6,to France. 

DUBOIS.D. European Communities, Commission of. 87/05/11. ROONEY.J.M. Energy, 
Dept. of. ip. 41063:248-41063:248. 

8705270506 Ltr of assurance re export of 4,080 kg U-235 contained in 1 1 1 ,050 kg U to 
Sweden. 

DUBBS.D. European Communities, Commission of. 87/05/12. ROONEY.J.M, Energy, 
Dept. of. Ip. 41101:234-41101:234. 

8705270509 Amend 5 to license for Transnuclear,lnc,increasing quantity of matl for 
export from 2,200,000 kg to 3,200,00 kg U. 

PETERSON.M.R. Assistant Director for International Security. 427. 87/05/15. Ip. 
41049:357-41049:357. 

8705270515 Ltr of assurance re export of 23,442 kg U-235 contained in 656,821 kg U 
to France. 

DUBOIS.D. European Communities, Commission of, 87/05/12, ROONEY.J.M. Energy, 
Dept. of. Ip. 41101:235-41101:235. 

8705270611 Application to amend license.increasing quantities to be delivered from 
549,801 kg to 631,021 kg of U. 

DUBOIS.D. European Communities, Commission of. 87/05/11. ROONEY.J.M. Energy, 
Dept. of. Ip. 41101:178-41101:178. 

8705270681 Amend 6 to license for Advanced Nuclear Fuels Corp to export 656,821 kg 
U & authorizing shipment of Canadian-origin matl, to France, Belgium & West Germa- 
ny. 

PETERSON.M.R. Assistant Director for International Security. 87/05/21. 2pp. 

41048:360-41048:361. 

8705280384 License for GE to export 926 kg U-235, contained in 30,716 kg U,to Japan. 

PETERSON.M.R. Assistant Director for International Security. 87/05/21. 2pp. 

41114:021-41114:022. 


-8705200204 Demand for info.* Date.quantity & end user of any planned import of U of 
South African origin requested 60 days prior to shipment. Info on South African U im- 
ported from 861231 to date requested within 20 days. , . , . 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/05/14. 4pp. 
40974:017-40974:020. 


8705290021 Amend 5 to Advanced Nuclear Fuels Corp export license, reflecting name 
change from EXXON Nuclear Corp, increasing quantity of matl for export to 631,021 kg 
U & authorizing shipment of Canadian-origin matl to Tihange-1 reactor. 
PETERSON.M.R. Assistant Director for International Security. 87/05/21. 2pp. 
41116:241-41116:242. 
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8705270119 

50-443 

G 

BAUMAN.L. 

8705270447 

FOIA 


ANDRUS.N.J. 

8705280052 

40-4492 


BACKUS.R.A. 

8705270119 

50-443 

G 

BAUMANN.G.E. 

8705120274 

PR 


ANDRUS.N.J. 

8705280484 

40-4492 


BACKUS.W.H. 

8705290244 

50-244 

S 

BAUSER.D.B. 

8704140457 

PR 


ANDRUS.N.J. 

8705290004 

40-4492 


BADGER, A.A. 

8705210282 

PR 


BAVLEY.H. 

8705120336 

PR 


ANG.W.P. 

8705040260* 

50-312 

Q 

BAEHR.W.R. 

8705050329 

50-395 

R 

BAXTER.D.E. 

8705070266* 

TOPREP 


ANKRUM.G.T. 

8608210345 

WASTE 1 

MGT 

BAER.R.E. 

8705270218* 

50-131 

Q 

BAXTER.D.E. 

8705070266* 

TOPREP 


ANTONACCI.R. 

8705200053 

PR 


BAILEY.E.D. 

8705120072 

WASTE MGT 

BAYLESS.R. 

8705210052 

50-263 

s 

ANTTONEN.J.H. 

8705080047 

WASTE MGT 

BAILEY, J.A. 

8705040304 

50-482 

R 

BAYLIS.R.E. 

8705190530 

PR 


ANTTONEN.J.H. 

8705080068 

WASTE MGT 

BAILEY.J.A. 

8705050246 

50-425 

A 

BAZIN.J.P. 

8705270155 

CONTRACT 


ANTTONEN,J.H. 

8705180179 

WASTE MGT 

BAILEY.J.A. 

8705050343 

50-482 

R 

BEAN.E.C. 

8705040293 

PR 


ANTTONEN,J.H. 

8705180208 

WASTE MGT 

BAILEY.J.A. 

8705130009 

50-482 

J 

BEANE.LF. 

8705010051 

PR 


ANTTONEN.J.H. 

8705180373 

WASTE MGT 

BAILEY.J.A. 

8705150282 

50-482 

P 

BEARDEN.W. 

8705050004* 

50-259 

Q 

ANTTONEN.J.H. 

8705180378* 

WASTE MGT 

BAILEY.J.A. 

8705150335 

50-482 

P 

BEARDEN.W.C. 

8705010029* 

50-259 

Q 

ANTTONEN.J.H. 

8705190013 

WASTE MGT 

BAILEY.J.A. 

8705270221 

50-482 

S 

BEARDEN.W.C. 

8705190409* 

50-438 

Q 

ANTTONEN.J.H. 

8705190024 

WASTE MGT 

BAILEY, M.W. 

8705050177 

50-295 

S 

BEATTY.G.P. 

8705190632 

50-261 

Q 

ANTTONEN.J.H. 

8705190034 

WASTE MGT 

BAILEY.R.J. 

8705180442 

50-277 

Q 

BEATTY.G.P. 

8705280048 

50-261 

O 

ANTTONEN.J.H. 

8705260183* 

WASTE MGT 

BAILEY.R.J. 

8705280159* 

50-352 

Q 

BEAVERS.J.A. 

8705260046* 

WASTE MGT 

ANTTONEN.J.H. 

8705260193 

WASTE MGT 

BAIRD.J.B. 

8705180367* 

50-498 

Q 

BECK.J.W. 

8705210430 

50-445 

Q 

APPLEMAN.T. 

8705120394 

PR 


BAIRD.J.B. 

8705260329* 

50-498 

Q 

BECK.W.L. 

8705040263 

50-255 

F 

ARBUCKLE.J.D. 

8705130234 

50-397 

S 

BAKER.C.H. 

8705120101 

NUREG 


BECKER.D. 

8705120394 

PR 


AREND.S. 

. 8705160160 

PR 


BAKER.D.E. 

8705190311 

50-382 

S 

BECKER.M.A. 

8705120024 

71-630 


ARGYRtS.G. 

8705200677 

50-295 

R 

BAKER,K.R. 

8705120408 

50-315 

S 

BECKER.M.C. 

8705200075 

PR 


ARLING.S.A 

8705200012 

PR 


BAKER.L.J. 

8705050140* 

CONTRACT 

BECKER.V.J. 

8705210550 

PR 


ARMSTRONG.C.S. 

8705200012 

PR 


BAKER.L.J. 

8705270026* 

CONTRACT 

BECKJORD.E.S. 

8705050151 

RES 


AROLD.F.P. 

8705010051 

PR 


BAKER, M.T. 

8705120183 

PR 


BECKJORD.E.S. 

8705260460* 

PR 


ARSENIAN.J. 

8705120291 

PR 


BAKER.R.D. 

8705260463 

50-321 

S 

BECKSTROM.LM. 

8705150160 

PR 


ARTHUR.W.J. 

8705070331 

WASTE MGT 

BAKER.R.D. 

8705270037 

50-321 

S 

BECKWITH.J. 

8705120291 

PR 


ASH.W.J. 

8705200053 

PR 


BAKER.R.D. 

8705280376 

50-321 

S 

BECKWITH, R.W. 

8705110156 

50-354 

S 

ASHBURN.D.J. 

8705180058 

50-397 

J 

BAKER.R.D. 

8705280407 

50-366 

S 

BEEBE.M.R. 

8705120010 

NUREG 


ASHBURN.D.J. 

8705180254 

50-344 

J 

BAKER.S.J. 

8705270712 

40-1162 


BEEBE.M.S. 

8705200006 

PR 


ASMUSSEN,K.E. 

8705050061 

50-163 

P 

BAKER.W. 

8705200006 

PR 


BEESON.J.F. 

8705260393* 

PR 


ASMUSSEN,K.E. 

8705280196* 

70-734 


BAKER.W.B. 

8705270253* 

50-498 

A 

BEGANSKI.R. 

8705210605 

50-213 

s 

ASSELSTINE.J.K. 

8705190388 

COMMISSION 

BALCEWICZ.A. 

8705200171 

PR 


BEGLEY 

8705200020 

PR 


ASSELSTINE,J.K. 

8705190402* 

NUREG 


BALDWIN.E. 

8705120084 

PR 


BEHAN.LA. 

8705290237 

PR 


ASTLEY.E.R. 

8705120364 

QA999 


BALINGTON.G. 

8705200601 

PR 


BEHM.H. 

8705200601 

PR 


ATALAY.M.B. 

8705060355* 

50-29 

P 

BALLARD, E.E. 

8705120372* 

50-324 

P 

BEHNKE.C. 

8705210433 

50-317 

R 

ATALAY.M.B. 

8705070277* 

50-29 

P 

BALSAM.H.S. 

8705290273 

PR 


BEHR.V.L 

8705200197 

50-327 

P 

ATIGA,M. 

8705050157 

PR 


BANGART.R.L. 

8705050297 

40-8027 


BEILMAN.T.P. 

8705130127 

50-315 

S 

ATIYEH.V. 

8705180352* 

FOIA 


BANKS.E. 

8705070319 

WASTE MGT 

BELANGER.J.L. 

8706010117* 

50-254 

Q 

ATKINSON.M. 

8705180338* 

50-443 

H 

BANKSTON, 0. 

8705050157 

PR 


BELANGER.M.E. 

8705200092 

PR 


AUPPERLE.M.L 

8705120140 

PR 


BARBASH.M. 

8705060066* 

50-322 

G 

BELANGER.R. 

8705060298 

50-443 

S 

AUSTIN.J. 

8705200067 

PR 


BARD.LM. 

8705200006 

PR 


BELANGER.R.R. 

8705210282 

PR 


AVERY, S.K. 

8705210282 

PR 


BARHAM.C.D. 

8705260028 

50-400 

J 

BELANGER.W.L. 

8705120257 

PR 


AXELSON.W. 

8705080349 

l&E 


BARKER,O.P. 

8705200006 

PR 


BELISLE.G.A. 

8705280278* 

50-327 

Q 

AXELSON.W. 

8705260022 

l&E 


BARMAN.P. 

8705120119 

PR 


BELL.M.A. 

8705200020 

PR 


AXELSON.W. 

8705260476 

l&E 


BARNARD, E. 

8705190534 

ACRS 


BELLS. 

8705110100 

CONTRACT 


AXELSON.W.L 

8705050225 

50-409 

Q 

BARNES 

8705200006 

PR 


BELLS. 

8705120053 

CONTRACT 


AXELSON.W.L. 

8705150365 

50-461 

S 

BARNES.D. 

8705200075 

PR 


BELLS. 

8705210663 

CONTRACT 


AXELSON.W.L. 

8705220447* 

50-10 

Q 

BARNES.I. 

8705080016* 

50-445 

Q 

BELLS. 

8705210679 

CONTRACT 


AXELSON.W.L 

8705260012 

l&E 


BARNETT,J.E. 

8705220253 

70-1621 


BELLS. 

8705270458 

CONTRACT 


AXELSON.W.L 

8705270005 

50-305 

F 

BARNWELL, J. 

8705120394 

PR 


BELL.S.A. 

8705040018* 

CONTRACT 


AXELSON.W.L 

8705270030 

50-373 

F 

BARR.F.T. 

8705040293 

PR 


BELL.S.A. 

8705080080* 

CONTRACT 


AXELSON.W.L 

8705270055 

50-155 

F 

BARR.R.C. 

8705040167* 

50-397 

Q 

BELL.S.A. 

8705220021* 

CONTRACT 


AXELSON.W.L 

8705270582 

50-305 

F 

BARR.R.C. 

8705050184* 

50-344 

Q 

BELLS.A. 

8705270567* 

CONTRACT 


AXELSON.W.L. 

8705280023 

50-255 

F 

BARRETT.LH. 

8705050084* 

50-320 

P 

BELL.S.A. 

8705280417* 

CONTRACT 


AXLINE.J.S. 

8705210102 

50-331 

R 

BARRETT.LJ. 

8705060369* 

50-445 

A 

BELLAMY.R.R. 

8705190306* 

50-443 

p 

AYOTTE,R.D. 

8705190479 

PR 


BARRON.G.M. 

8705070058* 

70-135 


BELLIN.P. 

8705120287 

PR 


AZAB.B.A. 

8705190010* 

50-454 

Q 

BARRY, J.J. 

8705140352 

PR 


BELLUCCl.A. 

8705190530 

PR 


BABBITT.B. 

8705120267 

PR 


BARRY, J.J. 

8705150413* 

PR 


BELYEA.R. 

8705080301 

WASTE MGT 

BABECKA,R. 

8705040240 

50-219 

S 

BART.N. 

8705120262 

PR 


BELYEA,R. 

8705110061 

WASTE MGT 

BABECKA,R.J. 

8705110302 

50-219 

S 

BARTH, C.A. 

8705060008 

50-320 

G 

BEMBIA,P.J. 

8705190076 

WASTE MGT 

BACHET.R. 

8705200020 

PR 


BARTH.C.A. 

8705060102 

50-320 

G 

BENDER.E. 

8705120257 

PR 


BACHMANN.R. 

8705120040* 

50-322 

G 

BARTHELME.H.S. 

8705050039 

PR 


BENEDIK.J.E. 

8705220282* 

WASTE MGT 

BACHMANN.R.G. 

8705060014 

50-322 

G 

BARTLETT, B.L 

8705210688* 

50-482 

Q 

BENEDITTI.L. 

8705270094 

50-440 

G 

BACHMANN.R.G. 

8705060018 

50-322 

G 

BARTLETT, J. 

8705260369 

PR 


BENESCH.D. 

8705200020 

PR 


BACHMANN.R.G. 

0705060030 

50-322 

G 

BARTON, J.J. 

8705220277 

50-219 

F 

BENJAMIN.A.S. 

8705200197 

50-327 

P 

BACHMANN.R.G. 

8705120022 

50-322 

G 

BASKIN, K.P. 

8705050381 

50-206 

P 

BENNETT.A.E. 

8705050157 

PR 


BACHMANN.R.G. 

8705120028* 

50-322 

G 

BASKIN, K.P. 

8705050388* 

50-206 

P 

BENNETT.D.L. 

8705150160 

PR 


BACHMANN.R.G. 

8705120033* 

50-322 

G 

BASKIN, K.P. 

8705070013* 

50-361 

Q 

BENNETT, W. 

8705120291 

PR 


BACHMANN.R.G. 

8705120044* 

50-322 

G 

BASKIN.K.P. 

8705150349 

50-361 

P 

BENNETT, W.R. 

8705120222* 

60-267 

Q 

BACHMANN.R.G. 

8705130078 

50-322 

G 

BASKIN.K.P. 

8705150362* 

50-361 

P 

BENNETT.W.R. 

8705260304 

50-298 

S 

BACHMANN.R.G. 

8705200009 

50-322 

G 

BASKIN.K.P. 

8705150362* 

50-361 

P 

BENSON.J.L 

8705040235* 

FOIA 
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BENSON, R. 

8706050157 

PR 


BIRELY.W.C. 

8705210588 

50-277 

S 

BOOKER.J.E. 

8705180225 

50-458 

R 

BEOLETTO.J.A. 

8705150362* 

50-361 

P 

BIRELY.W.C. 

8705290017 

50-277 

S 

BOOKER.J.E. 

8705190008 

50-458 

P 

BERATrA.J.P. 

8705060064 

50-220 

F 

BIRLEY.W.C. 

8705110115 

50-278 

S 

BOOKER, J.E. 

8705210030 

50-458 

Q 

BERC2YNSKI.S. 

8705050368 

50-295 

S 

BIRNEY.W.P. 

8705210114 

50-317 

s 

BOOKER.J.E. 

8705210474 

50-458 

S 

BERGER.J.D. 

8705040177* 

70-143 


BISHOP, D.A. 

8705190530 

PR 


BOOKER.J.E. 

8705280029 

50-458 

S 

BERGERON.P.A. 

8705290237 

PR 


BISHOP.F.W. 

8705040293 

PR 


BOOKER.J.E. 

8705280108 

50-458 

S 

BERKOW.H.N. 

8705060214 

50-133 

P 

BISHOP,J.C. 

8705120142 

40-3392 


BOOKER.J.E. 

8705280138 

50-458 

S 

BERKOW.H.N. 

8705130014 

50-133 

D 

BISHOP.J.C. 

8705120367 

40-3392 


BOOKER.J.E. 

8705280477 

50-458 

S 

BERKOW.H.N. 

8705130019 

50-133 

D 

BISHOP,T.W. 

8705190495* 

50-275 

p 

BOOKER,J.E. 

8705280489 

50-458 

S 

BERKOW.H.N. 

8705130129 

50-133 

D 

BISHOP,W.A. 

8705110360 

PR 


BOOKER.J.M. 

8705190636 

NUREG 


BERKOW.H.N. 

8705130131* 

50-133 

D 

BISHOP,W.A. 

8705180232 

WASTE MGT 

SORDINE, T.C. 

8705180002 

50-155 

H 

BERKOW.H.N. 

8705130272 

50-133 

D 

BISSETT,P. 

8705130012* 

50-423 

Q 

80RELLA,E.J. 

8705120107 

PR 


BERKOW.H.N. 

8705180326 

50-225 

F 

BIVONA.A. 

8705200006 

PR 


BORGE.W.P. 

8705040293 

PR 


BERKOW.H.N. 

8705180358 

50-601 

A 

BJORGEN,J.C. 

8705270411* 

50-341 

Q 

BORGERDING.C.J. 

8705050017 

PR 


BERLINGER.C.H. 

8705130194 

QA999 


BJORKMAN.R. 

8705050017 

PR 


BORGERDING.C.J. 

8705200006 

PR 


BERLINGER.C.H. 

8705130195 

l&E 


BJORNSON.L. 

8705050017 

PR 


BOSSONG.K. 

8705110042 

FOIA 


BERLINGER.C.H. 

8705290180* 

50-321 

Q 

BLACK,D.A. 

8705200231 

NUREG 


BOSSONG.K. 

8705220084 

50-277 

P 

BERMAN.A.A. 

8705290237 

PR 


BLACK.H. 

8705120257 

PR 


BOSSONG.K. 

8705290265 

PR 


BERNERO.R.M. 

8409050113 

50-443 

A 

BLACK, K. 

8705280322 

ORG 


BOSTED.C.J. 

8705040167* 

50-397 

Q 

BERNERO.R.M. 

8705260161* 

FOIA 


BLACKFORD, M.E. 

8705190039 

WASTE MGT 

BOSTRAM.R.C. 

8705200601 

PR 


BERNERO.R.M. 

8705260170* 

50-443 

P 

BLACKMAN, T.G. 

8705050374 

50-10 

F 

BOUCHARD.N. 

8705200006 

PR 


BERNERO.R.M. 

8705260176* 

50-443 

P 

BLACKMAR,A.C. 

8705200035 

PR 


BOUCHIE.F.M. 

8705050044 

PR 


BERNHARD.P.H. 

8705280300* 

50-269 

Q 

BLAIR.D.J. 

8705140379 

PR 


BOUVIER.LL 

8705010176 

XPORTLIC 


BERNHARD.R.H. 

8705280357* 

50-424 

Q 

BLAKE, A.C. 

8705010051 

PR 


BOVE.S.E. 

8705120257 

PR 


BERNHARDT, D.E. 

8705120120 

PR 


BLAKE, J.J. 

8705040311* 

50-395 

Q 

BOWER.P.S. 

8705120291 

PR 


BERNHARDT, W. 

8705120119 

PR 


BLAKE,J.J. 

8705040318* 

50-250 

Q 

BOWER.R. 

8705200075 

PR 


BERNOW.S.S. 

8705120116* 

50-322 

G 

BLAKE.J.J. 

8705060094* 

50-338 

Q 

BOWMAN.C.E. 

8705060083 

50-293 

R 

BERRY, F. 

8705130104 

PR 


BLAKE,J.J. 

8705280440* 

50-259 

Q 

BOWSER.LJ. 

8705050240 

50-443 

H 

BERRY.G.A. 

8705060102 

50-320 

G 

BLANC,G.J. 

8705150416 

PR 


BOWYER.P. 

8705010005 

PR 


BERRY.G.A. 

8705130074 

50-320 

G 

BLANCHARD.B. 

8705130228* 

50-320 

P 

BOYD.C.C. 

8705120089 

70-27 


BERRY.K.W. 

8705050325 

50-155 

P 

BLAND, W.M. 

8705080023 

WASTE MGT 

BOYD.C.C. 

8705120158 

70-824 


BERRY.K.W. 

8705080231 

50-155 

P 

BLAND.W.M. 

8705220021* 

CONTRACT 


BOYD.C.C. 

8705140018 

70-27 


BERRY.K.W. 

8705190576 

PR 


BLAYLOCK,J. 

8705190087* 

WASTE MGT 

BOYD.D.M. 

8705180261 

50-322 

H 

BERRY, K.W. 

8705190642 

PR 


BLEIWAS.D.I. 

8705260275 

WASTE RES 

BOYD.P.B. 

8705120084 

PR 


BERSON.C. 

8705050157 

PR 


BLENCOE.J.G. 

8705220331* 

WASTE RES 

BOYD,R.J. 

8705040330 

PR 


BERTUCIO.R.C. 

8705200221 

50-327 

S 

BLENCOE,J.G. 

8705220331* 

WASTE RES 

BOYD.R.S. 

8705050141* 

FOIA 


BESCULIDES.G. 

8705060056* 

50-322 

G 

BLENCOE,J.G. 

8705220337* 

WASTE RES 

BOZOKI.G. 

8703120211* 

50-269 

P 

BESHARA,H.G. 

8705290273 

PR 


BLENCOE,J.G. 

8705220344* 

WASTE RES 

BOZOKI.G. 

8703120221* 

50-317 

P 

BESS.J.E. 

8705280205* 

50-498 

Q 

BLESS.A. 

8705050400 

50-304 

S 

BOZOKI.G. 

8703120223* 

50-317 

P 

BESSETTE, D. 

8705120086 

NUREG 


BLISS.K.S. 

8705120183 

PR 


BRADBURY.R.B. 

8705120383 

PR 


BETHEL.M. 

8705200020 

PR 


BLISS, S. 

8705140379 

PR 


BRADFORD.L 

8705120061 

50-289 

G 

BHATIA,J.S. 

8705120084 

PR 


BLOCH.P.B. 

8705120032 

50-445 

Q 

BRADFORD, L. 

8705270065 

50-289 

G 

BIANCO.D. 

8705290283 

PR 


BLODGETT.D.A. 

8705290273 

PR 


BRADISH.T.R. 

8705040003 

50-530 

S 

BIBB.H.E. 

8705050391* 

50-335 

Q 

BLOOM.W.W. 

8705290273 

PR 


BRADISH.T.R. 

8705050401 

50-528 

S 

BIBB,W. 

8705270264* 

50-312 

P 

BLOOMBERG.H.S. 

8705120140 

PR 


BRADISH.T.R. 

8705120244 

50-528 

S 

BICEHOUSE.H. 

8705280059 

50-220 

S 

BLOOMFIELD.W. 

8705120179 

PR 


BRADISH.T.R. 

8705180074 

50-528 

S 

BICEHOUSE,H.J. 

8705010204* 

50-333 

Q 

BLOSSER.J.D. 

8705040301 

50-483 

Q 

BRADISH.T.R. 

8705180211 

50-529 

S 

BICKEL,J.A. 

8705120183 

PR 


BLOSSER.J.D. 

8705050212 

50-483 

S 

BRADISH.T.R. 

8705260269 

50-528 

S 

BIDINGER.G.H. 

8705010071* 

70-1068 


BLOSSER,J.D. 

8705110358 

50-483 

S 

BRADISH.T.R. 

8705260372 

50-529 

S 

BIDINGER.G.H. 

8705050146 

70-893 


BLOSSER,J.D. 

8705120243 

50-483 

S 

BRADISH.T.R. 

8705270654 

50-529 

S 

BIDINGER.G.H. 

8705050165* 

70-893 


BLOSSER.J.D. 

8705130017 

50-483 

S 

BRADLEY.R. 

8705290283 

PR 


BIDINGER.G.H. 

8705110022 

70-1374 


BLOSSER.J.D. 

8705190231 

50-483 

s 

BRADY.J. 

8705080045 

50-327 

S 

BIDINGER.G.H. 

8705110034* 

70-1374 


BLOSSER,J.D. 

8705190234 

50-483 

R 

BRADY,J.B. 

8705280259* 

50-327 

Q 

BIDINGER.G.H. 

8705130206 

70-371 


BLOSSOM.J.N. 

8705280186 

40-8452 


BRAGDON.P.W. 

8705120119 

PR 


BIDINGER.G.H. 

8705140045 

70-820 


BLOUGH,A.R. 

8705080236* 

50-219 

Q 

BRAGDON.R.W. 

8705120274 

PR 


BIDINGER.G.H. 

8705150423 

70-920 


BLOUGH.A.R. 

8705270558* 

50-219 

Q 

BRAITHWAITE.J. 

8705290273 

PR 


BIDINGER.G.H. 

8705190176 

70-1703 


BLOYD.C.N. 

8705120412 

50-285 

s 

BRANCH.M. 

8705280259* 

50-327 

Q 

BIDINGER.G.H. 

8705190187* 

70-1703 


BLUHM.LE. 

8705200067 

PR 


BRANCH.M.W. 

8705050004* 

50-259 

Q 

BIDINGER.G.H. 

8705190191* 

70-1703 


BLUMBERG.N. 

8705110373* 

50-352 

Q 

BRANDES.S.D. 

8705200075 

PR 


BIDINGER.G.H. 

8705270032 

70-157 


BLUMBERG.N. 

8705130012* 

50-423 

Q 

BRANDT.B. 

8705120394 

PR 


BIDINGER.G.H. 

8705270033* 

70-157 


BLUMBERG.N. 

8705180236* 

50-412 

Q 

BRANDT, J.R. 

8705210282 

PR 


BIDINGER.G.H. 

8705270036* 

70-157 


BNOHUR.J. 

8705270307 

50-267 

P 

BRAV,S.A. 

8705120140 

PR 


BIDINGER.G.H. 

8705290202 

70-2982 


BOANETT.P. 

8705200171 

PR 


BRAYSHAW.R.a 

8705290265 

PR 


BIHLMAN.L. 

8705210127 

50-237 

S 

BOARDMAN,J.R. 

8705180280* 

50-285 

Q 

BRAZON.K.L. 

8705120386 

50-341 

F 

BILFIELD.N. 

8705200054 

PR 


BOERNER,A.J. 

8705210592 

40-8724 


BRECKNOCK.B. 

8705150056 

PR 


BILLOTT.T.J. 

8705200006 

PR 


BOGAN.N. 

8705200053 

PR 


BREGER,M.J. 

8704200012* 

COMMISSION 

BIRCH, M.L 

8705270368 

71-9168 


BOGER,B.A. 

8705290129 

50-387 

P 

BREGER,M.J. 

8705210399* 

COMMtSSIO N 

BIRCH, R.F. 

8705070128* 

40-8084 


BOGER,B.A. 

8705290240* 

50-338 

P 

BREGMAN.J. 

8705140379 

PR 


BIRD,F.J. 

8705200006 

PR 


BOHL,LS. 

8705220122* 

QA999 


BREGNI.LP. 

8705080190 

50-341 

S 

BIRD.F.J. 

8705200601 

PR 


BOHULS. 

8705220156* 

QA999 


BRENNAN.P.A. 

8705040015 

CONTRACT 


BIRD.R. 

8705140346 

50-293 

S 

BOHL.R.J. 

8705050077 

50-267 

R 

BRENNAN.P.A. 

8705080074 

CONTRACT 


BIRD.R.G. 

8705050016 

50-293 

R 

BOHN.M. 

8705200053 

PR 


BRENNAN.P.A. 

8705220013 

CONTRACT 


BIRD.R.G. 

8705050205 

50-293 

R 

BOISVERT, A.H. 

8705120084 

PR 


BRENNAN,P.A. 

8705270534 

CONTRACT 


BIRD.R.G. 

6705060083 

50-293 

R 

BOISVERT, LR. 

8705290273 

PR 


BRENNAN.P.A. 

8705280415 

CONTRACT 


BIRD.R.G. 

8705070374 

50-293 

P 

BOIVIN.P.T. 

8705120336 

PR 


BRESNAHAN.T.J. 

8705010051 

PR 


BIRD.R.G. 

8705080218 

50-293 

S 

BOLGER.R.L 

8705290308* 

50-254 

F 

BRETON, R.A. 

8705290283 

PR 


BIRD.R.G. 

8705110268 

50-293 

P 

BOLGER,R.L. 

8705290312* 

50-254 

F 

BREWER.D.R. 

8705010193* 

50-250 

Q 

BIRD,R.G. 

8705110345 

50-293 

Q 

BOLGER,R.L. 

8705290318* 

50-254 

F 

BREWER.J.E. 

8705140379 

PR 


BIRD.R.G. 

8705140033 

50-293 

S 

BOLLINGER.C. 

8705050317 

50-331 

P 

BREY.H.L 

8705050222 

50-267 

P 

BIRD.R.G. 

8705150264 

50-293 

Q 

BOLON.A.E. 

8705040231 

50-123 

R 

BREY.H.L 

8705070167 

50-267 

P 

BIRD.R.G. 

8705180021 

50-293 

P 

BONGARRA,J. 

8705110373* 

50-352 

Q 

BREY.H.L 

8705080225 

50-267 

P 

BIRD.R.G. 

8705190428 

50-293 

F 

BONNEY,R.F. 

8705070324* 

50-424 

P 

BREY.H.L 

8705080288 

50-267 

F 

BIRD.R.G. 

8705210057 

50-293 

R 

BONZON.LL 

8705200231 

NUREG 


BREY.H.L 

8705190353 

50-267 

Q 

BIRD.R.G. 

8705270275 

50-293 

P 

BOODY,N.K. 

8705050017 

PR 


BREY,H.L 

8705260048 

50-267 

P 

BIRELY.W.C. 

8705010123 

50-277 

S 

BOOKER, J.E. 

8705050271 

50-458 

P 

BREY.H.L. 

8705270213 

50-267 

P 

BIRELY.W.C. 

8705050371 

50-278 

S 

BOOKER, J.E. 

8705060172 

50-458 

P 

BREY.H.L 

8705280416 

50-267 

P 

BIRELY.W.C. 

8705080041 

50-278 

s 

BOOKER.J.E. 

8705080178 

50-458 

R 

BRICH,R.F. 

8705130115 

40-8084 


BIRELY.W.C. 

8705120363 

50-277 

s 

BOOKER, J.E. 

8705140129 

50-458 

P 

BRICH.R.F. 

8705130161 

WASTE MGT 
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BRICH.R.F. 

8705130171 

40-8698 


BROWNING.R.E. 

8705180062 

WASTE MGT 

BUTLER.W.R. 

8705040266* 

FOIA 


BRICH.R.F. 

8705130224 

WASTE MGT 

BROWNING.R.E. 

8705180292 

WASTE MGT 

BUTLER.W.R. 

8705050253* 

FOIA 


BRICH.R.F. 

8705130263 

40-8084 


BROWNLEE, V.L 

8705040121 

50-424 

Q 

BUTLER.W.R. 

870506021 1 

50-387 

F 

BRICH.R.F. 

8705270659 

WASTE MGT 

BROWNLEE, V.L 

8705040171 

50-280 

Q 

BUTLER.W.R. 

8705060275 

50-387 

p 

BRICH.R.F. 

8705280132 

40-3453 


BROWNLEE, V.L. 

8705040295 

50-269 

Q 

BUTLER.W.R. 

8705130022 

50-322 

F 

BRIER.K.P. 

8705120274 

PR 


BROWNLEE,V.L 

8705040303 

50-413 

Q 

BUTLER.W.R. 

8705130179 

50-322 

p 

BRIGGS.M.H. 

8705200092 

PR 


BROWNLEE,V.L. 

8705190109 

50-338 

P 

BUTLER.W.R. 

8705130218* 

50-322 

p 

BRIGGS, P.W. 

8705120274 

PR 


BROWN LEE, V.L. 

8705280367* 

50-424 

Q 

BUTLER.W.R. 

8705150386 

50-387 

p 

BRIGHAM.H.L 

8705120084 

PR 


BROWNLEE, V.L 

8705290077 

50-413 

Q 

BUTLER.W.R. 

8705150398* 

50-387 

p 

BRIGHT.G.O. 

8705270140 

50-320 

G 

BRUCK,R.H. 

8705040330 

PR 


BUTLER.W.R. 

8705180307* 

50-352 

P 

BRIGHT.R.M. 

8705220091 

50-302 

P 

BRUGGER.R.M. 

8705110187 

50-186 

P 

BUTLER.W.R. 

8705180468 

50-354 

p 

BRIMHALL.J.L 

8705120091 

NUREG 


BRUGSCH.H.G. 

8705120084 

PR 


BUTLER.W.R. 

8705260154 

50-388 

p 

BRINK.M.M. 

8705150416 

PR 


BRUNET.J.R. 

8705040117 

50-255 

F 

BUTLER.W.R. 

8705280409 

50-322 

P 

BRISOTTI.LL 

8705290265 

PR 


BRUNET,J.R. 

8705040162 

50-255 

F 

BUTLER.W.R. 

8705280425* 

50-322 

P 

BRITTEN, K.H. 

8705200053 

PR 


BRUNET.J.R. 

8705040173 

50-255 

F 

BYERS.C.D. 

8705200253 

NUREG 


8RIX.JJ. 

8705120140 

PR 


BRUNET.J.R. 

8705040179 

50-255 

F 

BYERS, D.F. 

8705010051 

PR 


BROADRICK.W.H. 

8705120266 

PR 


BRUNET.J.R. 

8705040214 

50-255 

F 

BYRAM.R.G. 

8705050296 

50-387 

s 

BROCK.B.L 

8705180200* 

70-754 


BRUNET.J.R. 

8705040263 

50-255 

F 

BYRAM.R.G. 

8705070097 

50-387 

s 

BROCK, M.T. 

8705010020 

50-443 

Q 

BRUNET,J.R. 

8705040268 

50-255 

F 

BYRAM.R.G. 

8705180167 

50-387 

s 

BROCK,M.T. 

8705010020 

50-443 

G 

BRUNET.J.R. 

8705050021 

50-255 

F 

BYRAM.R.G. 

8705180277 

50-388 

s 

BROCK, M.T. 

8705010027* 

50-443 

G 

BRUNET,J.R. 

8705110075 

50-255 

F 

BYRAM.R.G. 

8705180375 

50-388 

s 

BROCK.M.T. 

8705010027* 

50-443 

G 

BRUNET.J.R. 

8705220299 

50-255 

F 

BYRAM.R.G. 

8705210556 

50-387 

s 

BROCK, M.T. 

8705120039 

50-443 

G 

BRUNO.K.R. 

8705120119 

PR 


BYRAM.R.G. 

8705220451 

50-388 

s 

BROCK,M.T. 

8705120039 

50-443 

G 

BRUNSCHWIG.K. 

8705150160 

PR 


BYRAM.R.G. 

8705280421 

50-387 

s 

BROCKMANN.G.A. 

8705040330 

PR 


BRUSCHI.KJ. 

8705180206* 

50-412 

E 

BYRD.R. 

8705210517 

50-416 

s 

BRODIE,J. 

8705290283 

PR 


BRUST.F. 

8705190355 

NUREG 


BYRNE.J.P. 

8705050039 

PR 


BRODY.A.C. 

8705120291 

PR 


BRYANT,J.C. 

8705190202* 

50-269 

Q 

BYRNES.W.G. 

8705200020 

PR 


BRONS.J.C. 

8705040045 

50-286 

I 

BRYNER.C.G. 

8705040215 

50-72 

R 

BYROM.D.G. 

8705200020 

PR 


BRONS.J.C. 

8705080211 

50-286 

Q 

BRYNER.C.G. 

8705280134 

50-72 

F 

BYRON, P.M. 

8705290160* 

50-346 

p 

BRONS.J.C. 

8705150290 

50-286 

P 

BUCHANAN, D.J. 

8705110099* 

50-320 

P 

CADY,J.P. 

8705290237 

PR 


BRONS.J.C. 

8705150298* 

50-286 

P 

BUCHWALD.S.P. 

8705200012 

PR 


CAFFERTY,A.A. 

8705200020 

PR 


BRONS.J.C. 

8705150371 

50-286 

! 

BUCKBEE.F.R. 

8705200012 

PR 


CAFFREY.M. 

8705200601 

PR 


BRONS.J.C. 

8705210101 

50-333 

F 

BUCKLES.R.K. 

8705110016 

FOIA 


CALDWELL.R.A. 

8705180448* 

50-313 

Q 

BRONS.J.C. 

8705210537 

50-333 

P 

BUCKLEY.P. 

8705040312 

PR 


CALDWELL.R.A. 

8705280194* 

50-498 

Q 

BRONS.J.C. 

8705220152 

50-286 

P 

BUCKMAN.F.W. 

8705180148* 

FOIA 


CALENDRILLE.M. 

8705120262 

PR 


BRONS,J.C, 

8705220247 

50-286 

F 

BUCKMAN.F.W. 

8705180304* 

FOIA 


CALHOUN.D.R. 

8705080353* 

50-483 

Q 

BRONS.J.C. 

8705270248 

50-333 

Q 

BUD2IK.D.M. 

8705120274 

PR 


CALIGIURE.D. 

8705290283 

PR 


BRONS.J.C. 

8705280443 

50-286 

P 

BUETLER.C.D. 

8705190530 

PR 


CALLIHAN,A.D. 

8705180075 

50-466 

Q 

BRONS.J.C. 

8705280449* 

50-286 

P 

BUFFINGTON.K. 

8705280014 

FOIA 


CALVO.J.A. 

8705060176* 

50-285 

p 

BRONS.J.C. 

8705290130 

50-333 

Q 

BULLARD.J.K. 

8705200601 

PR 


CALVO.J.A. 

8705080268* 

50-267 

P 

BRONSTEIN.D.S. 

8705120037 

50-443 

G 

BULLOCH.G.H. 

8705290273 

PR 


CALVO,J.A. 

8705130100* 

50-285 

P 

BRONSTEIN,D.S. 

8705120045 

50-443 

G 

BUMB.A.C. 

8705220282* 

WASTE MGT 

CALVO,J.A. 

8705220456 

50-313 

p 

BR0NSTE1N.D.S. 

8705200015 

50-443 

G 

BUMPERS, D. 

8705220103* 

COMMISSION 

CALVO,J.A. 

8705260171 

50-498 

E 

BROOKS, C.R. 

8705010029* 

50-259 

Q 

BUNDY, H.F. 

8705220427* 

50-498 

Q 

CAMENS.N. 

8705120287 

PR 


BROOKS, L.B. 

8705120084 

PR 


BURDICK.T.M. 

8705110170* 

50-2 

V 

CAMESTRO.J.A. 

8705050044 

PR 


BROOKS.LM. 

8705140379 

PR 


BURDICK, T.M. 

8705180404* 

50-282 

V 

CAMP,A.L. 

8705200221 

50-327 

s 

BROOME.A.R. 

8705150160 

PR 


BURDICK.T.M. 

8705270411* 

50-341 

Q 

CAMP.C. 

8705140379 

PR 


BROWER, G. 

8705290273 

PR 


BURD01N.J.F. 

8705280240* 

50-275 

Q 

CAMPBELL, C.A. 

8705120119 

PR 


BROWN, A.T. 

8705010005 

PR 


BURGESS.B.L. 

8705060349* 

50-255 

Q 

CAMPBELL.LI. 

8705150160 

PR 


BROWN,B.E. 

8705120140 

PR 


BURGESS, B.L. 

8705060389* 

50-315 

Q 

CAMPBELL, R.M. 

8705010051 

PR 


BROWN, C. 

8705120250 

50-254 

F 

BURGHARDT.F. 

8705290265 

PR 


CAMPBELL, T.E. 

8705040269* 

50-412 

E 

BROWN, C.K. 

8705190241 

50-416 

F 

BURKE.R.F. 

8705190479 

PR 


CAMPBELL.T,G. 

8705140367 

50-313 

P 

BROWN, D.C. 

8705120119 

PR 


BURKE, W.H. 

8705200126 

PR 


CAMPBELUT.G. 

8705220297 

50-368 

p 

BROWN, D.C. 

8705120291 

PR 


BURKHARD,K.J. 

8705120102* 

50-498 

A 

CAMPBELL, T.G. 

8705270579 

50-368 

p 

BROWN, D.R. 

8705200001 

PR 


BURMEISTER.T. 

8705190479 

PR 


CAMPBELL, W.M. 

8706130104 

PR 


BROWN.E.J. 

8704300208 

ORG 


BURN.R.R. 

8705220067 

50-2 

F 

CANADE.M. 

8705130210* 

50-277 

R 

BROWN, E.J. 

8705010089* 

ORG 


BURNET, J. 

8705200020 

PR 


CANEPA,J. 

8705290265 

PR 


BROWN, E.J. 

8705290207 

50-352 

P 

BURNS.KJ. 

8705200012 

PR 


CANEPA.L. 

8705120291 

PR 


BROWN.F.P. 

8705040293 

PR 


BURNS.R.G. 

8705040293 

PR 


CANN.R. 

8705120394 

PR 


BROWN, G. 

8705040147* 

50-344 

Q 

BURNS.S. 

8704150238 

50-269 

G 

CANNING, H.F. 

8705120140 

PR 


BROWN.G. 

8705260410* 

50-528 

Q 

BURNS.S.G. 

8705120310 

PR 


CANNON, P. 

8705120394 

PR 


BROWN, H.H. 

8705010024 

50-322 

G 

BURNS, W.E. 

8705050026 

50-424 

S 

CANTRELL.F. 

8705280096 

50-280 

S 

BROWN, H.H. 

8705120048 

50-322 

G 

BURNS, W.E. 

8705050370 

50424 

S 

CAPEZZA.D. 

8705200006 

PR 


BROWN.H.H. 

8705120048 

50-322 

G 

BURNS.W.E. 

8705060168 

50424 

S 

CAPOZZI.A.P. 

8705270396* 

50-327 

p 

BROWN.H.H. 

8705120048 

50-322 

G 

BURNS,W.E. 

8705110227 

50424 

S 

CAPPUCCI,A.J. 

8705140436 

50-331 

P 

BROWN.H.H. 

8705120054 

50-322 

G 

BURNS.W.E. 

8705120376 

50424 

S 

CAPPUCCI,A.J. 

8705260096 

50-331 

p 

BROWN.H.H. 

8705120054 

50-322 

G 

BURNS.W.E. 

8705210421 

50424 

S 

CAPRA.R.A. 

8705060229* 

50-318 

p 

BROWN.H.H. 

8705120058* 

50-322 

G 

BURNS.W.E. 

8705210444 

50424 

S 

CAPRA, R.A. 

8706070172 

50-317 

F 

BROWN.H.H. 

8705120058* 

50-322 

G 

BURNS.W.E. 

8705210459 

50424 

S 

CAPRA, R.A. 

8705070207 

50-318 

P 

BROWN.H.N. 

8705050017 

PR 


BURNS.W.E. 

8705220095 

50424 

S 

CAPRA, R.A. 

8705130188* 

50-318 

P 

BROWN, J.H. 

8705120084 

PR 


BURNS.W.E. 

8705280252 

50-424 

S 

CAPRA.R.A. 

8705140466 

60-410 

p 

BROWN, J.W. 

8705120183 

PR 


BURSTEIN.S. 

8705180390 

60-266 

R 

CAPRA, R.A. 

8705150148 

50-317 

p 

BROWN.K. 

8705280438 

40-8684 


BURT.W.F, 

8705190479 

PR 


CAPRA.R.A. 

8705220352 

50-247 

P 

BROWN,K.J. 

8705270667 

40-8684 


BURTNER.D.S. 

8705110097* 

40-8027 


CAPRA.R.A. 

8705220422 

50-333 

p 

BROWN, LL. 

8705290237 

PR 


BURY.H.I. 

8705040293 

PR 


CAPRA.R.A. 

8705220429 

50-286 

P 

BROWN, M.P. 

8705280259* 

50-327 

Q 

BUSCEMl,J. 

8705200006 

PR 


CAPRA, R.A. 

8705220450 

60-220 

P 

BROWN, P. 

8705050039 

PR 


BUSH.F, 

8612100249* 

71-9151 


CAPRA, R,A. 

8705260021 * 

50-41 0 

p 

BROWN, P. 

8705050157 

PR 


BUSH.F, 

8612100253* 

71-9151 


CAPRA, R.A. 

8706260203 

50-317 

p 

BROWN, P.L 

8705120287 

PR 


BUSH.F. 

8612100255* 

71-9151 


CAPRA.R.A. 

8705260335* 

50-41 0 

p 

BROWN, R. 

8705190329 

\&E 


BUSH.F. 

8612100261* 

71-9151 


CAPSTICK,R.W. 

8705040014 

60-271 

P 

BROWN,R.S. 

8705180093* 

FOIA 


BUSH.LL 

8705180442 

50-277 

Q 

CAPSTICK.R.W. 

8705040141 

50-271 

R 

BROWN, S.C. 

8705050044 

PR 


BUTCHER, R.C. 

8705190289* 

50-416 

Q 

CAPSTICK.R.W. 

87061 1 0^3 

60-271 

Q 

BROWN, T.L 

8705120351* 

50-324 

P 

BUTLER, J. 

8705040293 

PR 


CAPSTICK.R.W. 

8705280286 

50-271 

p 

BROWN, W.L 

8705260454* 

PR 


BUTLER,W,L. 

8705010074 

50-388 

P 

CAQUIAS.R. 

8705140379 

PR 


BROWN, W.R. 

8706190483* 

50-327 

P 

BUTLER,W.R. 

8705010084* 

50-388 

P 

CARBONE,J. 

8705200006 

PR 


BROWN, W.R. 

8705190491* 

50-327 

P 

BUTLER, W.R. 

8705010114 

50-278 

P 

CAREY.C. 

8705080049 

PR 


BROWNELL.Y. 

8705290273 

PR 


BUTLER.W.R. 

8705010169 

50-277 

P 

CAREY C 

w f WwwOww*Tv 

67051 P0957 

PR 


BROWNING.R.E. 

8705080329 

WASTE MGT 

BUTLER,W.R. 

8705040223* 

FOIA 


carey;j.’ 

8705070158 

50412 

S 
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AUTHOR 

ACCESSION 
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CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CAREY.J.J. 

8705040166 

50-412 

A 

CARTER.R.E. 

8612290004* 

FOIA 


CHOPKO.M.E. 

8705290044* 

50-275 

P 

CAREY ,J.J. 

8705040194 

50-412 

A 

CARTER.R.E. 

8705130235 

50-186 

P 

CHRISSOTIMOS.N. 

8705060286 

50-305 

Q 

CAREY.J.J. 

8705040234 

50-412 

E 

CARUSO.J. 

8705040293 

PR 


CHRISSOTIMOS.N. 

8705130087 

50-456 

Q 

CAREY.J.J. 

8705040257 

50-412 

E 

CASE.D.T. 

8705200071 

50-322 

G 

CHRISSOTIMOS.N. 

8705220079 

50-254 

Q 

CAREY, J.J. 

8705050213 

50-412 

S 

CASE.D.T. 

8705200071 

50-322 

G 

CHRISSOTIMOS.N. 

8705270396 

50-341 

Q 

CAREY, J.J. 

8705070392 

50-412 

S 

CASE.D.T. 

8705270063 

50-322 

G 

CHRISTMAN.J.N. 

8705120096 

50-322 

T 

CAREY.JJ. 

8705080151 

50-412 

s 

CASE.D.T. 

8705270063 

50-322 

G 

CHRISTMANJ.N. 

8705120096 

50-322 

T 

CAREY,J.J. 

8705080227 

50-412 

E 

CASEJ.M. 

8705010147 

TOPREP 


CHRISTMAN.J.N. 

8705130054 

50-322 

G 

CAREY, J.J. 

8705080321 

50-412 

s 

CASSEL,D.W. 

8705010120 

50-455 

P 

CHRISTMAN.J.N. 

8705200052 

50-322 

G 

CAREY.J.J. 

8705110036 

50-412 

E 

CASSEL.D.W. 

8705010120 

50-455 

P 

CHRISTMAN.J.N. 

8705200052 

50-322 

G 

CAREY,J.J. 

8705110206 

50-412 

Q 

CASSEL.D.W. 

8705120064 

50-456 

G 

CHRISTMANJ.N. 

8705270031 

50-322 

G 

CAREY.J.J. 

8705110348 

70-3008 


CASSEL.D.W. 

8705120064 

50-456 

G 

CHRISTMANJ.N. 

8705270031 

50-322 

G 

CAREY,J.J. 

8705120251 

50-412 

K 

CASSIDY.T.C. 

8705210282 

PR 


CHRISTMANJ.N. 

8705270069 

50-322 

G 

CAREY.J.J. 

8705150266 

50-412 

A 

CASTELLI.A. 

8705120183 

PR 


CHRISTMANJ.N. 

8705270069 

50-322 

G 

CAREY, J.J. 

8705180008 

50-412 

A 

CASWELL,C.F. 

8705050017 

PR 


CHRISTMAN.T.K. 

8705260046* 

WASTE MGT 

CAREY,J.J. 

8705180202 

50-412 

E 

CATES.E.Q. 

8705200092 

PR 


CHRISTOFFER.G. 

8705180311* 

50-255 

Q 

CAREY.J.J. 

8705180262 

50-412 ■ 

A 

CATHPOLE.G.J. 

8705120080 

40-8926 


CHRISTOPHER.R. 

8705040058* 

50-272 

Q 

CAREY,J.J. 

8705180291 

50-412 

A 

CATTON.I. 

8705190517 

ACRS 


CHRISTOPHER.R. 

87050501 15* 

50-320 

P 

CAREY.J.J. 

8705180293 

50-412 

E 

CATTON.I. 

8705190566* 

ACRS 


CHRISTOPHER.R. 

8705050128* 

50-320 

P 

CAREY.J.J. 

8705180439 

50-412 

E 

CELESTE, R.F. 

8704240217* 

50-346 

P 

CHUBB.W. 

8705150245 

NUREG 


CAREY.J.J. 

8705180463 

50-412 

F 

CERRACCHIO.L. 

8705200053 

PR 


CHUBB.W. 

8705150251 

NUREG 


CAREY,J.J. 

8705180472 

50-412 

E 

CERVENKA,P.F. 

8705120398 

50-219 

S 

CHUGG,S.A. 

8705120266 

PR 


CAREY.J.J. 

8705210446 

50-412 

A 

CEWBURY.L 

8705200020 

PR 


CHUNG.D.H. 

8705260276 

WASTE RES 

CAREY.J.J. 

8705210511 

50-412 

K 

CHAFFEE.A.E. 

8705040159 

50-397 

Q 

CHUNG, D.H. 

8705260278 

WASTE RES 

CAREY,J.J. 

8705210621 

50-412 

E 

CHAFFEE,A.E. 

8705050174 

50-344 

Q 

CHUNG,D.H. 

8706260289 

WASTE RES 

CAREY,J.J. 

8705210690 

50-412 

A 

CHAFFEE.A.E. 

8705050338 

50-206 

Q 

CHUNG.D.H. 

8706260367 

WASTE RES 

CAREY, J.J. 

8705220016 

50-334 

P 

CHAFFEE,A.E. 

8705050360 

50-528 

Q 

CHUNGJ.W. 

8705190394* 

50-335 

Q 

CAREY,J.J. 

8705220029 

50-334 

P 

CHAFFEE, A.E. 

8705110007 

50-206 

Q 

CIANOJ. 

8705120394 

PR 


CAREY, J.J. 

8705260343 

50-412 

S 

CHAFFEE,A.E. 

8705180107 

50-312 

Q 

CICCIN.W. 

8705190530 

PR 


CAREY, J.J. 

8705270206 

50-412 

S 

CHAFFEE.A.E. 

8705270335 

50-206 

Q 

CILLIS.M. 

8705050199* 

50-243 

Q 

CAREY.JJ. 

8705270321 

50-412 

s 

CHAFFEE,A.E. 

8705280228 

50-275 

Q 

CILLIS.M. 

8705110135* 

50-288 

Q 

CAREY.JJ. 

8705270336 

50-334 

p 

CHAFFEE.A.E. 

8705280338 

50-344 

Q 

CIOFFI.MJ. 

8705040326* 

50-250 

Q 

CAREY.JJ. 

8705270375 

50-412 

s 

CHAGNON.D. 

8705120257 

PR 


CLACK, B.J. 

8705120119 

PR 


CAREY.JJ. 

8705270522 

50-412 

A 

CHAMBERLAIN.D. 

8705180450* 

50-458 

Q 

CLAMPET,W.J. 

8705040293 

PR 


CAREY, J.J. 

8705270603 

50-412 

A 

CHAMBERLAINJ. 

8705200012 

PR 


CLANCY,M. 

8705140379 

PR 


CAREYJJ. 

8705270616 

50-412 

A 

CHAN,S.P. 

8705050275* 

50-265 

P 

CLAPPERJ.H. 

8705120119 

PR 


CAREY, J.J. 

8705280069 

50-412 

S 

CHAN.S.P. 

8705050301* 

50-265 

P 

CLARK,A. 

8705070387 

WASTE MGT 

CAREY.JJ. 

8705280153 

50-412 

S 

CHAN,T.L 

8705190280 

50-344 

Q 

CLARK,A.G. 

8705150160 

PR 


CAREY, JJ. 

8705280162 

50-412 

F 

CHANDLER,L.B. 

8705150160 

PR 


CLARK,C. 

8705040211* 

50-528 

Q 

CAREY.JJ. 

8705280256 

50-412 

F 

CHANDLER.LJ. 

8705060041 

50-275 

G 

CLARK,J.A. 

8705200053 

PR 


CAREYJJ. 

8705280271 

50-412 

F 

CHANDLER.LJ. 

8705200014 

50-275 

G 

CLARKJ.R. 

8705050023* 

70-143 


CAREYJJ. 

8705280386 

50-412 

E 

CHANDLER.LJ. 

8705270039 

50-445 

G 

CLARKJ.R. 

8706110243 

70-143 


CAREYJJ. 

8705280408 

50-412 

A 

CHANDLER.LJ. 

8705270199 

50-445 

G 

CLARKJ.R. 

8705130268 

70-143 


CAREYJJ. 

8705280428 

50-412 

A 

CHANG. K.C. 

8705270092* 

50-498 

A 

CLARK, M. 

8705050017 

PR 


CAREYJJ. 

8705280456 

50-412 

A 

CHANGELIAN,C.P. 

8705120359 

PR 


CLARK, M.A. 

8705200092 

PR 


CAREYJJ. 

8705290043 

50-412 

A 

CHAPMAN, M. 

8705140379 

PR 


CLARK,P.R. 

8705060097 

50-219 

Q 

CAREY J.J. 

8705290096 

50-412 

A 

CHAPMAN, R. 

8705220190* 

WASTE RES 

CLARK,P.R. 

8705260389 

50-289 

Q 

CAREY J.J. 

8705290136 

50-412 

A 

CHAPMAN, R.N. 

8705010051 

PR 


CLARK, RJ. 

8705140455 

50-352 

P 

CAREY, J.W. 

8705190530 

PR 


CHARBONNEAU.A. 

8705270303* 

50-327 

P 

CLARK, R.J. 

8705260159 

50-352 

P 

CARFAGNO.S.P. 

8704200396* 

50-29 

P 

CHARBONNEAU.A. 

8705270303* 

50-327 

P 

CLARK,S.A. 

8705190479 

PR 


CARHARTJ. 

8705290283 

PR 


CHARMAN.C.M. 

8705070171* 

50-267 

P 

CLARKE,E. 

8705210093 

PR 


CARLISLE, C.S. 

8705120084 

PR 


CHARNLEYJ.S. 

8705070071 

TOPREP 


CLAUSEN.P. 

8705140379 

PR 


CARLSEN.G. 

8705290273 

PR 


CHARNON.G. 

8705290283 

PR 


CLEARY.T. 

8705110287 

50-423 

S 

CARLSON.A.L 

8705040330 

PR 


CHARPENTIER.E. 

8705120262 

PR 


CLEMENT.C.A. 

8705040293 

PR 


CARLSON.B. 

8705200020 

PR 


CHASE.E.W. 

8705120084 

PR 


CLEMENT,R.F, 

8705280313 

40-8786 


CARLSON, D.M. 

8706010117* 

50-254 

Q 

CHASEJ. 

8705050157 

PR 


CLEMENTS,W.L. 

8705120145* 

50-352 

G 

CARLSON.H.C. 

8705120336 

PR 


CHASE, J.C. 

8705290273 

PR 


CLEVELANDJ.E. 

8705120043 

40-8905 


CARLSONJ.E. 

8705070368 

WASTE MGT 

CHASE.M. 

8705050044 

PR 


CLICHE, R.R. 

8705120140 

PR 


CARMONAJ. 

8705120119 

PR 


CHASE, R.N. 

8705040330 

PR 


CLIKEMAN.F.M. 

8705220231 

50-182 

F 

CARNS.N.S. 

8705050002 

50-382 

S 

CHEA.K. 

8705270570 

50-287 

P 

CLINE.W.E. 

8705010199 

70-143 


CARNS.N.S. 

8705190311 

50-382 

S 

CHENG, A.Y. 

8705060305* 

TOPREP 


CLINE.W.E. 

8705180363 

70-143 


CARNS.N.S. 

8705210277 

50-382 

S 

CHENG.T. 

8705270574 

50-29 

P 

CLINE.W.E. 

8705280326 

70-893 


CARON.WJ. 

8706050044 

PR 


CHENG.T.M. 

8705270584 

50-29 

P 

CLOSSON.R.E. 

8705120359 

PR 


CARPENTER, D.R. 

8705220427* 

50-498 

Q 

CHEOK.M. 

8705190429* 

NUREG 


CLOUTIER, A. 

8705040312 

PR 


CARPENTERJ.H. 

8705270140 

50-320 

G 

CHEVION.R. 

8705200006 

PR 


CLOUTIER, WJ. 

8705210282 

PR 


CARPENTER, M.L 

8705060380* 

50-528 

R 

CHIEN.F.F. 

8705070052 

XPORTLIC 


CLOYDJ.S. 

8705190530 

PR 


CARPENTER, W.R. 

8705190198* 

FOIA 


CHILES.L 

8705140014* 

50-250 

H 

CLOYLJ.S. 

8705050039 

PR 


CARR.K.M. 

8705180079 

40-2061 


CHILK,SJ. 

8705040025 

50-289 

P 

COBBAN.W.D. 

8705290265 

PR 


CARR,K.M. 

8706180091 

50-443 

G 

CHILK,SJ. 

8705060005 

50-346 

G 

COBLEIGH.M. 

8705050017 

PR 


CARR,K.M. 

8705180266 

50-443 

H 

CHILK.S.J. 

8705060017 

50-352 

G 

COBOT.D. 

8705200053 

PR 


CARR,K,M. 

8705180282 

50-443 

H 

CHILK,S.J, 

8705060021 

50-263 

G 

COBURNJ. 

8705120257 

PR 


CARR,K.M, 

8705180295* 

50-443 

H 

CHILK,S.J. 

8706060223 

10CFR 


COCKFIELD.D.W. 

8705050186 

50-344 

R 

CARR,K.M. 

8705180312* 

50-443 

H 

CHILK,SJ. 

8705060247 

PR 


COCKFIELD.D.W. 

8705050196 

50-344 

P 

CARR,K.M. 

8705180329* 

50-443 

H 

CHILK.SJ. 

8705120012 

10CFR 


COCKFIELD.D.W. 

8705050359* 

50-344 

P 

CARR,K.M. 

8706180344* 

50-443 

H 

CHILK.S.J. 

8705120100 

PR 


COCKFIELD.D.W. 

8705060255 

50-344 

P 

CARR,K.M. 

8705180365* 

50-443 

H 

CHILK.S.J. 

8705120184 

50-263 

P 

COCKFIELD.D.W. 

8705110352 

50-344 

P 

CARR.K.M. 

8705180379* 

50-443 

H 

CHILK.SJ. 

8705140019 

50-295 

H 

COCKFIELD.D.W. 

8705280288 

50-344 

F 

CARR,K.M. 

8706190247 

50-443 

F 

CHILK,S.J. 

8705180073 

50-443 

G 

COCKFIELD.D.W. 

8705290007 

50-344 

P 

CARR.K.M. 

8706190314* 

COMMISSIO N 

CHILK.S.J. 

8705200017 

50-322 

G 

COCKFIELD.D.W. 

8705290064 

50-344 

P 

CARR.K.M. 

8705270020 

50-443 

Q 

CHILK.S.J. 

8705260258 

10CFR 


CODERRE,RJ. 

8705050017 

PR 


CARR,K.W. 

8705220089 

COMMISSION 

CHILK.SJ. 

8705260398* 

PR 


COE.D. 

8705040238* 

50-289 

V 

CARRIGG,J.A. 

8705200012 

PR 


CHILK.S.J. 

8705270093 

50-352 

G 

COE.D. 

8705080305* 

50-289 

V 

CARROLL, F.P. 

8705200006 

PR 


CHILK,SJ. 

8705270096 

50-443 

G 

COE,D. 

8705110073* 

50-57 

V 

CARROLL, G. 

8705120266 

PR 


CHILK.SJ. 

8705270114 

40-8027 


COE.D. 

8705180216* 

50-54 

V 

CARROLL, R.E. 

8705280259* 

50-327 

Q 

CHILK,SJ. 

8705280045 

10CFR 


COE, D.H. 

8705280485* 

50-225 

Q 

CARTER,A.B. 

8705120394 

PR 


CHMIELEWSKIJ. 

8705290237 

PR 


COFFEY, P.H. 

8705120394 

PR 


CARTER.LL 

8705120274 

PR 


CHOJ, 

8705260482* 

PR 


COFIE.N.G. 

8705270709* 

50-325 

P 

CARTER, N.R. 

8705200601 

PR 


CHONG, LR. 

8705150160 

PR 


COHEN.G. 

8705120336 

PR 
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COHEN.H. 

8705200006 

PR 


COHEN.J.J. 

8705060251 

PR 


COHEN.R.D. 

8705050039 

PR 


COIT.R. 

8705120262 

PR 


COLBURN, T.G. 

8705130264 

50-440 

P 

COLBURN.T.G. 

8705130266* 

50-440 

P 

COLBURN.T.G. 

8705280500 

50-312 

P 

COLE.L 

8705120291 

PR 


COLE.LE. 

8705120183 

PR 


COLE.R.F. 

8705180075 

50-456 

G 

COLEMAN.J.E. 

8705290283 

PR 


COLEMAN.N.M. 

8705070245 

WASTE MGT 

COLEMAN.N.M. 

8705070355 

WASTE MGT 

COLEMAN.N.M. 

8705080079 

WASTE MGT 

COLEMAN.N.M. 

8705080086 

WASTE MGT 

COLEY.J.L. 

8705280440* 

50-259 

Q 

COLGAN.FJ. 

8705040330 

PR 


COLLAZZO.C. 

8705290273 

PR 


COLLIN, W.F. 

8705200053 

PR 


COLLINGS.S.P. 

8705050384 

40-8829 


COLLINS.D. 

8705060281 

50-320 

S 

COLLINS, D.M. 

8705040174 

70-143 


COLLINS.D.M. 

8705040319 

50-250 

Q 

COLLINS.D.M. 

8705040322* 

50-250 

Q 

COLLINS.D.M. 

8705190067 

50-302 

F 

COLLINS.D.M. 

8705190105 

70-824 


COLLINS.D.M. 

8705190146 

50-338 

Q 

COLLINS.D.M. 

8705190215 

50-250 

Q 

COLLINS.D.M. 

8705190229 

TOPREP 


COLLINS.D.M. 

8705190250 

50-261 

Q 

COLLINS.D.M. 

8705190267 

50-250 

F 

COLLINS.D.M. 

8705190285 

50-269 

F 

COLLINS.D.M. 

8705190373 

50-62 

Q 

COLLINS.D.M. 

8705190484 

70-27 


COLLINS.D.M. 

8705200139 

50-160 

F 

COLLINS.D.M. 

8705200155 

50-83 

F 

COLLINS.D.M. 

8705210009 

50-400 

Q 

COLLINS.D.M. 

8705280145 

70-27 


COLLINS.D.M. 

8705280230 

50-160 

Q 

COLLINS.D.M. 

8705280238* 

50-160 

Q 

COLLI NS.N. 

8705290283 

PR 


COLLINS.P.J. 

8705190438 

50-297 

Q 

COLLINS, S. 

8705080305* 

50-289 

V 

COLLINS.S.J. 

8705040202 

50-289 

V 

COLLINS.S.J. 

8705040238* 

50-289 

V 

COLLINS.S.J. 

8705080188 

50-219 

V 

COLLI NS.S.J. 

8705080195* 

50-219 

V 

COLLI NS.S.J. 

8705080212 

50-219 

Q 

COLLINS.S.J. 

8705080274 

50-289 

V 

COLLINS.S.J. 

8705110073* 

50-57 

V 

COLLINS.S.J. 

8705180209 

50-54 

V 

COLLINS.S.J. 

8705180216* 

50-54 

V 

COLLINS.S.J. 

8705180231* 

50-213 

V 

COLLINS.S.J. 

8705180303 

50-322 

V 

COLLINS.S.J. 

8705180323 

50-387 

V 

COLLINS.S.J. 

8705180325* 

50-322 

V 

COLLINS.S.J. 

8705180345* 

50-387 

V 

COLLINS, S.J. 

8705280239 

50-322 

Q 

COLLINS.T.R. 

8705200734* 

50-395 

Q 

COLLOPY,T.J. 

8705110278 

70-371 


COLOMBO.R.W. 

8705010133 

50-312 

S 

COLOMBO.R.W. 

8705060123 

60-312 

S 

COLOMBO.R.W. 

8705060433* 

50-312 

S 

COLOMBO.R.W. 

8705070016* 

50-312 

S 

COLOMBO.R.W. 

8705150205 

50-312 

S 

COLOMBO.R.W. 

8705210320 

60-312 

S 

COLOMBO.R.W. 

8705220023 

50-312 

S 

COLOMBO.R.W. 

8705270376 

50-312 

S 

COLSON.R.A. 

8705120206 

PR 


COLT.D.F. 

8705120274 

PR 


COMMANDER, J.C. 

8705120359 

PR 


COMPLE.M,G. 

8705200006 

PR 


CONGEL.F.J. 

8705060317 

60-335 

H 

CONKLIN, C. 

8705040309* 

60-271 

Q 

CONKLIN, C. 

8705210308* 

50-244 

Q 

CONLAN.G.W. 

8705120140 

PR 


CONLEY, C. 

8705150160 

PR 


CONLON.T. 

8705190174* 

50-416 

Q 

CONLON.T.E. 

8705040196* 

50-335 

Q 

CONNELLY, S,R. 

8705260441* 

PR 


CONNER.E. 

6705120119 

PR 


CONNER.J.V. 

8705080178 

50-458 

R 

CONNER.T.B. 

8705120126 

50-352 

G 

CONNER.T.B. 

8705120126 

50-352 

G 

CONNER.T.B. 

8705200010 

50-352 

G 

CONNER,T.B. 

8705200010 

50-352 

G 

CONNOR, L 

8706180386 

FOIA 


CONNOR, L 

8705180393 

FOIA 
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NUMBER 

CATEGORY 

CONNOR.L 

8705220012 

50-219 

P 

CONNORS,D.J. 

8705010051 

PR 


CONNORS.G.P. 

8705070171* 

50-267 

P 

CONRO.W.C. 

8705120140 

PR 


CONROY.C.H. 

8705290273 

PR 


CONSILVIO,F. 

8705150056 

PR 


CONSTABLE, G.L 

8705080010 

50-498 

S 

CONSTABLE.G.L. 

8705220427* 

50-498 

Q 

CONSTANZI,F.A. 

8705220208 

WASTE MGT 

CONTi.P.L. 

8702100038* 

70-143 


CONVERSE, R. 

8705070389 

50-333 

S 

CONVERSE,R.J. 

8705120341 

50-333 

R 

CONVERSE.R.J. 

8705120385 

50-333 

S 

CONVERSE.R.J. 

8705140142 

50-333 

S 

CONVERSE.R.J. 

8705270583 

50-333 

Q 

CONWAY.W.F. 

8705070133* 

CONTRACT 

CONWAY.W.F. 

8705180270* 

FOIA 


COOK.E.L 

8705290282* 

40-943 


COOK,F.R. 

8705080116 

WASTE MGT 

COOK.F.R. 

8705220371 

WASTE MGT 

COOK,G.N. 

8705270389 

50-528 

T 

COOK,J. 

8705120341 

50-333 

R 

COOK.K.W. 

8705010002 

50-382 

Q 

COOK,K.W. 

8705040114 

50-382 

R 

COOK.K.W. 

8705040160 

50-382 

R 

COOK.K.W. 

8705050294 

50-382 

F 

COOK.K.W. 

8705060076 

50-382 

P 

COOK.K.W. 

8705060076 

50-382 

P 

COOK.K.W. 

8705060104 

50-382 

P 

COOK.K.W. 

8705080180 

50-382 

P 

COOK.K.W. 

8705080180 

50-382 

P 

COOK.K.W. 

8705190317 

50-382 

R 

COOK.K.W. 

8705190352 

50-382 

P 

COOK,K,W. 

8705220151 

50-382 

P 

COOK.K.W. 

8705280080 

50-382 

Q 

COOK.K.W. 

8705280080 

50-382 

Q 

COOK.K.W, 

8705280207 

50-382 

P 

COOK.K.W. 

8705290027 

50-382 

P 

COOK.R. 

8705130140 

WASTE MGT 

COOK.S. 

8705120291 

PR 


COONEY.M.J. 

8705050286 

50-352 

P 

COONEY,M.J. 

8705210416 

50-352 

Q 

COOPER.D.W. 

8705180154 

WASTE MGT 

COOPER.D.W. 

8705180180 

WASTE MGT 

COOPER.J.H. 

8705070170* 

50-275 

P 

COOPER.W.T. 

8705040326* 

50-250 

Q 

COPLAND.L 

8705140379 

PR 


COPPOLA.M. 

8705290273 

PR 


COREA,E. 

8705120274 

PR 


CORMIER.B. 

8705120257 

PR 


CORMIER.B. 

8705120291 

PR 


CORRADO.J. 

8705070173 

WASTE MGT 

CORTLAND, P. 

8705290180* 

50-321 

Q 

CORY.T. 

8702120566* 

50-280 

S 

COSS.H.D. 

8705280017 

50-317 

F 

COSTA, K. 

8705190530 

PR 


COSTELLO.F. 

8509190478* 

FOIA 


COSTELLO.N.J. 

8705200075 

PR 


COSTELLO, R. 

8705010051 

PR 


COTE.R. 

8705120394 

PR 


COTTER.B.P. 

8705060004 

50-275 

G 

COTTER, B.P. 

8705120031 

50-352 

G 

COTTER, B.P. 

8705260426* 

PR 


COTTER.B.P. 

8705260478* 

PR 


COTTER.B.P. 

8705270013 

50-352 

G 

COTTER.B.P. 

8705270136 

50-549 

G 

COTTER.B.P. 

8705270175 

50-460 

G 

COUNSIL,W.G. 

8208010004* 

FOIA 


COUNSIL,W.G. 

8208010004* 

FOIA 


COUNSIL.W.G. 

8705010122 

50-446 

A 

COUNSIL.W.G. 

8705010177 

50-445 

S 

COUNSIL,W.G. 

8705040077 

50-445 

Q 

COUNSIL.W.G. 

8705040106 

50-445 

S 

COUNSIUW.G. 

8705040216 

50-445 

S 

COUNSIL.W.G. 

8705050075 

50-445 

A 

COUNSIL,W.G. 

8705050105 

50-445 

S 

COUNSIL.W.G. 

8705050191 

50-445 

S 

COUNSIUW.G, 

8705050204 

50-445 

S 

COUNSIL.W.G. 

8705050327 

50-445 

S 

COUNSIL.W.G. 

8705050341 

50-445 

S 

COUNSIL.W.Q. 

8705060175 

50-445 

S 

COUNSIUW.G. 

8705060256 

50-445 

A 

COUNSIUW.G. 

8705060431 

60-445 

Q 

COUNSIUW.G. 

8705060439 

50-445 

S 

COUNSIUW.G. 

8705070003 

50-446 

S 

COUNSIUW.G. 

8705070062 

PR 


COUNSIUW.G. 

8705080189 

50-445 

Q 

COUNSIUW.G. 

8705080209 

50-445 

Q 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

COUNSIUW.G. 

8705120247 

50-445 

Q 

COUNSIUW.G. 

8705120253 

50-445 

A 

COUNSIUW.G. 

8705120275 

50-446 

Q 

COUNSIUW.G. 

8705120303 

50-445 

Q 

COUNSIL.W.G. 

8705120312 

50-445 

S 

COUNSIUW.G. 

8705120348 

50-445 

S 

COUNSIUW.G. 

8705120365 

50-445 

Q 

COUNSIUW.G. 

8705120371 

50-445 

S 

COUNSIUW.G. 

8705130040 

50-445 

A 

COUNSIUW.G. 

8705130101 

50-445 

S 

COUNSIUW.G. 

8705130130 

50-445 

S 

COUNSIUW.G. 

8705130255 

50-445 

Q 

COUNSIUW.G. 

8705180246 

50-445 

S 

COUNSIUW.G. 

8705190238 

50-445 

S 

COUNSIUW.G. 

8705210430 

50-445 

Q 

COUNSIUW.G. 

8705210484 

50-445 

Q 

COUNSIUW.G. 

8705210649 

50-445 

A 

COUNSIUW.G. 

8705220055 

50-445 

S 

COUNSIUW.G. 

8705220087 

50-445 

S 

COUNSIUW.G. 

8705220127 

50-445 

S 

COUNSIUW.G. 

8705260339 

50-445 

A 

COUNSIUW.G. 

8705270040 

50-445 

Q 

COUNSIUW.G. 

8705270310 

50-445 

1 

COUNSIUW.G. 

8705270560 

50-446 

S 

COUNSIUW.G. 

8705270562 

50-445 

s 

COUNSIUW.G. 

8705270576 

50-445 

s 

COUNSIUW.G. 

8705270699 

50-445 

s 

COUNSIUW.G. 

8705280012 

50-445 

A 

COUNSIL.W.G. 

8705280013 

50-445 

A 

COUNSIUW.G. 

8705280015 

50-445 

Q 

COUNSIUW.G. 

8705280033 

50-445 

S 

COUNSIL.W.G. 

8705280116 

50-445 

Q 

COURTRIGHT.E.L. 

8705120087 

NUREG 


COUTU.R.E. 

8705290237 

PR 


COVILLE.E. 

8705010051 

PR 


COWAN.S.P. 

8705080033 

WASTE MGT 

COWELL, A. 

8705070277* 

50-29 

P 

COWGILL,C. 

8705270046 

50-277 

S 

COWGILL,C. 

8705270332 

50-277 

s 

COWLES.R.B. 

8705180258 

50-354 

s 

COX,A.J. 

8705120394 

PR 


COX.W.E. 

8705120140 

PR 


COYLE.J.J. 

8705120336 

PR 


COYLE.M. 

8705120119 

PR 


CRAFTON.C.J. 

8705040312 

PR 


CRAIG.A.F. 

8705050044 

PR 


CRAM.P. 

8705200075 

PR 


CRANE.P.A. 

8705060227* 

50-498 

A 

CRANE,P.A. 

8705060260* 

50-498 

A 

CRANE.P.A. 

8705060339* 

50-490 

A 

CRANSTON.G.V. 

8705270264* 

50-312 

P 

CRANWELUR.M. 

8705120196 

WASTE RES 

CRAVEN.W.P. 

8705040330 

PR 


CRAWFORD, B.J. 

8705140379 

PR 


CRAWFORD.K.C. 

8705040215 

50-72 

R 

CRAWFORD.S.B. 

8705120291 

PR 


CRAWFORD.S.J. 

8705220256 

50-483 

F 

CRAWFORD.W.R. 

8705200075 

PR 


CREED.J.R. 

8705050236* 

50-409 

Q 

CREED,J.R. 

8705150365 

50-461 

S 

CREED, J.R. 

8705220447* 

50-10 

Q 

CREED, J.R. 

0706010117* 

60-254 

Q 

CREIGHTON, M.A. 

8705190530 

PR 


CRELLIN.G.U 

0705120362* 

50-324 

P 

CRELLIN.G.L. 

8705120372* 

50-324 

P 

CRESCENZO.F. 

8705180231* 

50-213 

V 

CRESCENZO.F. 

8705180325* 

50-322 

V 

CRIDER, K.G. 

8705140379 

PR 


CRLENJAK.R.V. 

8705050391 * 

50-336 

Q 

CROCKER, L. 

8705130142 

50-321 

P 

CROCKER, L.B. 

8705060206 

50-321 

P 

CROCKER.L.P. 

8705260044 

50-321 

P 

CROCKETT, J.O. 

8705190095* 

50-412 

A 

CROKE.M. 

8705140379 

PR 


CRONIN, J.T. 

8705290237 

PR 


CROOKER.R.F. 

8705120252 

PR 


CROSBIE,K.H, 

8705120257 

PR 


CROSBY, M. 

8705200006 

PR 


CROTEAU.R. 

8705280096 

50-280 

S 

CROW.W.T, 

8705140164 

40-8027 


CROW.W.T. 

8705140160* 

40-8027 


CROW.W.T. 

8705150164 

70-3016 


CROW.W.T. 

8706150186* 

70-3016 


CROWLEY, M.J. 

8705050017 

PR 


CRUTCHFIELD.D. 

87050601 1 1 

50-397 

P 

CRUTCHFIELD.D. 

8705070209 

50-382 

P 

CRUTCHFIELD.D. 

8705180028 

50-482 

H 

CRUTCHFIELD.D. 

8705190440 

50-498 

A 
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CUCCO.AJ. 8705200020 PR DAVIS, MJ. 8705070057 50-528 P DIEDERICH.G.J. 8705070345 50-374 S 

CULPERSON.D.G. 8705120161 70-135 DAVIS.S. 8705200092 PR DIEDERICH.G.J. 8705190018 50-373 R 

CULBERSON, D.G. 8705270014 70-135 DAVIS, S.N. 8705190537 NUREG DIEDERICH.G.J. 8705190322 50-373 S 

CULLEN, J.F. 8705060154 40-8911 DAVIS,W.E. 8705010030* 50-322 G DIEDERICH.GJ. 8705190599 50-374 S 

CULLINANE,M.A. 8705050039 PR DAWSON,G.E. 8705120084 PR DIEDERtCH.GJ. 8705210339 50-374 S 

CUMMING.W.R. 8705180067 50-322 G DAWSON,M. 8705040118 50-255 F DIEDERICH.G.J. 8705210374 50-373 S 

CUMMING.W.R. 8705270154 50-322 G DAWSON,M. 8705040140 50-255 F DIEDERICH.G.J. 8705270283 50-374 S 

CUMMINGS, G.E. 8705260367 WASTE RES DAWSON, M. 8705050328 50-255 F DIEDRICH.G.J. 8705070082 50-374 S 

CUMMINGS.L.W. 8705120359 PR DAY.A.M. 8705150416 PR DIESING.P. 8705200075 PR 

CUMMINS, J.E. 8705210688* 50-482 Q DE AGAZIO.A.W. 8705260119 50-346 P DIETRICH.R.G. 8705050044 PR 


CUMMINS, J.E. 
CUNNINGHAM.A. 
CUNNINGHAM.G.E. 
CUNNINGHAM, LJ. 
CUNNINGHAM, L.J. 

8705220427* 

8705200006 

8705120114 

8704240087* 

0705180442 

50-498 

PR 

70-754 

50-313 

50-277 

Q 

H 

Q 

DE LIMA,V. 

DE MAIO.L. 

DE SANTI.C. 

DEACON, W.H. 
DEAN.C.B. 

8705050157 

8705120262 

8705120336 

8705050020* 

8705220189 

PR 

PR 

PR 

50-293 

50-213 

R 

R 

DIETRICK.J. 

DIETZ.C.R. 

DIETZ.C.R. 

DIETZ.C.R. 

DIETZ.C.R. 

8705200006 
8705040246 
87050501 18 
8705050306 
8705070031 

PR 

50-325 

50-325 

50-324 

50-324 

S 

S 

S 

Q 

CUNNINGHAM, R.E. 
CUNNINGHAM.R.E. 
CUNNINGHAM, R.E. 
CUNNINGHAM.R.E. 
CUNNINGHAM.R.E. 

8705070053 

8705070162 

8705200083 

8705260419* 

8705270580 

50-280 

70-135 

70-135 

PR 

40-8027 

Y 

DEANGELIS,A.R. 

DEASON.C. 

DEAVEY,R.A. 

DECHI AVA.M. 
DECKER.T.R. 

8705040293 

8705280133 

8705290283 

8705060368 

8705190150* 

PR 

40-8684 

PR 

PRM 

50-338 

Q 

DIETZ.C.R, 

DIETZ.C.R. 

DIETZ,C.R. 

DIETZ.C.R. 

DIETZ.C.R. 

8705130141 

8705280257 

8705290010 

8705290011 

8705290134 

50-324 

50-325 

50-325 

50-324 

50-324 

S 

S 

s 

s 

Q 

CUOMO.M.M. 
CURRAN, D. 

CURRAN, D. 

CURRAN, D. 
CURRAN.D. 

8705180159* 

8705060035 

8705060035 

8705110296 

8705110296 

50-322 

50-443 

50-443 

PR 

PR 

Q 

G 

G 

DECKER, T.R. 

DECKER.T.R. 

DECLIN.R.E. 

DEDDENS.J.C. 

DEDDENS.J.C. 

8705280251 * 
8705280396* 
8705290237 
8705190155 
8705260123 

50-160 

50-259 

PR 

50-458 

50-458 

Q 

Q 

P 

P 

DIGGS.R.M. 

DIGGS.R.M. 

DIGGS.R.M. 

DIGGS.R.M. 

DIGGS.R.M. 

8705010041 

8705060119 

8705070276 

8705130226 

8705130231 

TOPREP 

50-327 

50-333 

TOPREP 

50-261 

P 

P 

P 

CURRAN, D. 
CURRAN.D. 
CURRAN.D, 
CURRAN.D, 
CUSHING.T. 

8705110296 

8705130064 

8705180070 

8705100070 

8705200053 

PR 

50-443 

50-443 

50-443 

PR 

G 

G 

G 

DEEMER,K.C. 

DEERINWATER,J. 

DEERINWATER,J. 

DEFAYETTE.R. 

DEFAYETTE.R. 

8705120359 

8705070139 

8705180230 

8705070091 

8705120256* 

PR 

40-8027 

FOIA 

50-346 

50-282 

S 

Q 

DIGGS.R.M. 

DIGGS.R.M. 

DIGGS.R.M. 

DIGGS.R.M. 

DIGGS.R.M. 

8705130232 

8705140256 

8705260045 

8705260047 

8705290183 

50-206 

50-315 

50-278 

50-254 

50-315 

P 

P 

F 

F 

P 

CUTTER.A.B. 

CUTTER, A.B. 
CUZNER.M.M. 
D’ANGELO.A. 
D'ANTONIO,J.R. 

8705060366 

8705120329 

8705290273 

8705120270 

8705050397 

50-261 P 

50-324 P 

PR 

50-312 S 

WASTE MGT 

DEFAYETTE,R. 

DEFAYETTE.R. 

DEFAYETTE.R.W. 

DEFFENBAUGH,J. 

DELANEY.J. 

8705180233 

8705260014* 

8705260068* 

8705280412 

8705150160 

50-346 

50-346 

50-305 

NUREG 

PR 

S 

Q 

Q 

DIGNAN.T.G. 

DIGNAN.T.G. 

DIIANNI.D.C. 

DILLON.P. 

DILLON,R. 

8705270143 

8705270143 

8705190004 

8705210466 

8705190530 

50-443 

50-443 

50-282 

50-245 

PR 

G 

G 

P 

F 

D*ANTONIO,J.R. 

D‘ANTONIO.J.R. 

D‘ANTONIO.J.R. 

D’ANTONIO.J.R. 

D’ANTONIO.J.R. 

8705070251 

8705070274 

8705070279 

8705070352 

8705080174 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

DELANEY.M.L 

DELANO,B.J. 

DELELLIS.V. 

DELHAGEN.E. 

DELLA RATTA.A. 

8705290237 

8705040293 

8705120119 

8705050044 

8705260422* 

PR 

PR 

PR 

PR 

50-286 

Q 

DILWORTH.S.C. 

DINGELLJ.D. 

DINGER.E.A. 

DIPOU2IO.M.E. 

DIRCKS.W.J. 

8705190268 

8705190356* 

8705190530 

8705050207 

8012160444* 

50-424 

50-445 

PR 

50-10 

50-254 

R 

U 

F 

F 

D’ANTONIO.J.R. 

D'ANTONIO,J.R. 

D’ESPOSITO.C.M. 

DALE.J. 

DALLETT.C.H. 

8705220415 

8705280058 

8705200053 

8705120336 

8705120274 

WASTE MGT 
WASTE MGT 

PR 

PR 

PR 

DELLON,A. 

DELOACH, J. 
DELOACH.J. 
DELOACH, R.J. 
DEMARIA, P.H. 

8705200006 

8705200035 

8705200075 

8705120140 

8705050044 

PR 

PR 

PR 

PR 

PR 


DIRCKS,W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

8210210528* 

8303160642* 

8311080106* 

8408090367* 

8502200475* 

FOIA 

50-275 

50-275 

FOIA 

FOIA 

T 

E 

DALPAN.J.A. 

DALTON.R. 

DALTROFF.S.L 

DALTROFF.Sl, 

DALTROFF,S.L 

8705130104 

8705200601 

8705210179* 

8705210198* 

8705210216* 

PR 

PR 

50-277 

50-277 

50-277 

P 

P 

Q 

DEMEO.LD. 

DEMING,E.J. 

DEMING,E.J. 

DEMING.E.J. 

DEMING.EJ. 

8705010051 

8705190111* 

8705190237* 

8705190498* 

8705280163* 

PR 

70-824 

TOPREP 

70-27 

70-27 


D1RCKS.W.J. 

DIRCKS,W.J. 

DIRCKS.W.J. 

DIRCKS.W.J. 

DIRCKS,W.J. 

8705180265* 

8705280473* 

8705290029* 

8705290281* 

8705290288* 

FOIA 

50-275 

50-275 

50-483 

50-483 

T 

E 

P 

P 

DALY,D.A. 

DAMATO.I.E, 

DAMM.R.G. 

DAMON.A.D. 

DANCE, H.C. 

8705120257 

8705190530 

8705120150 

8705040330 

8705050211* 

PR 

PR 

70-1308 

PR 

50-245 

P 

DENTON, H.R. 
DENTON, H.R. 
DENTON, H.a 
DENTON.H.R. 
DENTON.H.R. 

8606110660* 

8702060260* 

8705200089 

8705200160* 

8705200172* 

NUREG 

PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 


DISKEN.D.M. 

DOANE,G.A. 

DOCTOR.S.R. 

DODDS.R.T. 

DODGE, H. 

8705050044 

8705120291 

8705280412 

8705040167* 

8705290273 

PR 

PR 

NUREG 

50-397 

PR 

Q 

DANCE.H.C. 

DANESHCAR.F. 

DANIEL.J.A. 

DANIEL, M.F. 
DANIELE.C. 

8705190289* 

8705120168* 

8705010132* 

8705120291 

8705150160 

50-416 

71-9151 

50-320 

PR 

PR 

Q 

P 

DENTON.H.R. 

DENTON.H.R. 

DENTON.H.R. 

DENTON.H.R. 

DENTON.H.R, 

8705200182* 

8705200204* 

8705200217* 

8705200242* 

8705200252* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


DOELL,A. 

• DOHERTY.F.R. 
DOHERTY.J.F. 
DOHERTY.M. 

DOLAN, J.E. 

8705140379 

8705040293 

8705140389 

8705120394 

8705190530 

PR 

PR 

PR 

PR 

PR 


DANIELS.T, 
DANIELSON, B.R. 

DANIELSON, D.R 
DANIELSON, D.H, 
DANIELSON, D.H. 

8705120257 

8705210420 

8705070169* 

8705110145* 

8705110161* 

PR 

50-213 

50-305 

50-341 

60-483 

S 

Q 

Q 

Q 

DENTON.H.R. 

DENTON.H.R, 

DENULIS.B.S. 

DEON.L 

DEPALMA.T.L. 

8705200259* 

8705290268* 

8705050157 

8705200020 

8705140379 

XPORTLIC 

FOIA 

PR 

PR 

PR 


DOLGON,F. 

DOLLY.G. 

DOMER.J.A. 

DOMER.J.A. 

DOMER,J.A. 

8705200171 

8705200601 

8705050302 

8705270308 

8705270366 

PR 

PR 

50-327 

50-327 

50-327 

Q 

P 

Q 

DANIELSON, D.H. 
DANIELSON, D.H. 
DANNIGELIS.R. 
DASS.P.R. 
DAVENPORT, R.E. 

8705120273* 

8705260290* 

8705060056* 

8705120183 

8705200020 

50-457 

60-346 

50-322 

PR 

PR 

Q 

Q 

G 

DERRAH.N.S, 
DESEUP. 
DESUNDES,K.D. 
DESMOND, J. 
DESMOND.M. 

8705050017 

8705200020 

8705270129 

8705200006 

8705040330 

PR 

PR 

50-336 

PR 

PR 

S 

DOMER.J.A. 
DONAHUE.J.F. 
DONAHUE, J.F. 
DONLON.WJ. 
DONNARU.C. 

8705270420 

8705290300* 

8706010117* 

8705210406 

8705200020 

50-327 

50-254 

50-254 

50-410 

PR 

P 

F 

F 

P 

DAVERIO.C. 

DAVID, J. 

DAVIDSON, B.S. 
DAVIDSON, B.S. 
DAVIDSON, B.S. 

8705010038 

8705140379 

8705050013* 

8706110213* 

8705270556* 

50-322 

PR 

50-272 

50-317 

50-286 

T 

Q 

Q 

Q 

DEV.M. 

DEVINCENTIS.J. 

DEVINE.P. 

DEVLIN,J.W. 

DEVLIN.R.L 

8706040258* 

8705210282 

8705040330 

8705080186 

8705120274 

50-317 

PR 

PR 

50-322 

PR 

Q 

S 

DONOHEW.J.N. 
DONOVAN, C.P. 
DONOVAN, J.A. 
DONOVAN.J.B. 
DONOVAN.S. 

8705290280 

8705210339 

8705050017 

8705200075 

8705040293 

50-327 

50-374 

PR 

PR 

PR 

P 

S 

DAVIS, A.A. 

DAVIS, A.B. 
DAVIS.A.B. 

DAVIS, A,B. 
DAVIS.A.B. 

8705120112 

8705000219 

8705080234 

8705080240 

8705110234 

PR 

50-456 

50-341 

50-454 

50-255 

Q 

Q 

Q 

P 

Dl GIAKINAI.D. 

Dl LANDIO.A. 

DICHARRY.R.D. 

DICK.G. 

DICK,G. 

8706200020 

8706200020 

8705110249 

8706060222 

8706220460* 

PR 

PR 

71-9056 

50-313 

50-313 

P 

P 

DOOLEY.R. 
DORMMUND.C.O. 
DORSEY, M. 
DORSEY, M. 
DOSCHER,D.A. 

8705200006 

8705200020 

8705010157 

8705050201 

8705120257 

PR 

PR 

CONTRACT 

CONTRACT 

PR 

DAVIS, A.B. 

DAVIS, A.B. 

DAVIS, A.B, 

DAVIS, A,B. 

DAVIS, J.E. 

8705190252 

8705190277* 

8705190303 

8705280317 

8705120243 

50-341 

50-341 

50r10 

50-263 

50-483 

Q 

Q 

Q 

V 

S 

DICKINSON.D. 
DICKINSON, D. 
DICKSON, T.E. 
DICUS.GJ. 
DIEDERICH,G.J. 

8705120183 

8706120291 

8705110260 

8705220210 

0705050203 

PR 

PR 

71-9033 

60-313 

50-374 

R 

S 

DOSKOUL,A.C. 
DOSKOUL,LE. 
DOUGLAS, S. 
DOW.E.P. 
DOWDEN.D. 

8705120140 

8705130104 

8705010005 

8705120084 

8705120287 

PR 

PR 

PR 

PR 

PR 


DAVIS, J.G. 

DAVIS, M.B. 
DAVIS.M.J. 

8705260464* 

8705120262 

8705010143 

PR 

PR 

50-530 

P 

DIEDERICH.GJ. 

DIEDERICH,G.J. 

DIEDERICH,G.J. 

8705050248 

8705060158 

8705060291 

50-373 

50-373 

50-373 

S 

S 

s 

DOWNING, J.R. 
DOWNTON.C.E. 
DOYLE,J, 

8705190479 

8705050017 

8705040089 

PR 

PR 

50-456 

S 
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DRAGOUN.T. 

8705110111* 

50-322 

Q 

EDDLEMAN.W. 

8705120183 

PR 


ELSASSER.T.C. 

8705270421* 

50-54 

Q 

DRASKIN.M. 

8705200020 

PR 


EDELMAN.M.R. 

8705010181 

50-440 

R 

EMERSON.M. 

8705180082* 

50-445 

Q 

DRESSER.T.M. 

8705290273 

PR 


EDELMAN.M.R. 

8705050172 

50-440 

P 

EMERSON.S. 

8705130221* 

71-82 


DREW-MOYER.C.S. 

8705120257 

PR 


EDELMAN.M.R. 

8705050193 

50-440 

Q 

EMERSON.S.D. 

8705120052 

40-8027 


DROKE.R.P. 

8705110005* 

70-143 


EDELMAN.M.R. 

8705060028 

50-440 

Q 

EMERSON.S.D. 

8705220158 

40-8027 


DROMERICKA 

8705290196 

50-219 

P 

EDELMAN.M.R. 

8705060445 

50-440 

S 

EMERSON.W. 

8705280130 

50-346 

S 

DROMERICKAW. 

8705060309 

50-219 

P 

EDELMAN.M.R. 

8705080170 

50-440 

P 

EMRICH,W. 

8705050364 

60-219 

S 

DROUIN.B. 

8705050236* 

50-409 

Q 

EDELMAN.M.R. 

8705110189 

50-440 

S 

ENGEL.W.P. 

8705260480 

71-5874 


DRUCQUER.M.D. 

8705120084 

PR 


EDELMAN.M.R. 

8705110323 

50-440 

F 

ENGELDER.P. 

8705260062* 

WASTE MGT 

DRUGA.RJ. 

8705060306 

50-334 

R 

EDELMAN.M.R. 

8705120285 

50-440 

S 

ENGELHARD. A. 

8705200006 

PR 


DRUGA.RJ. 

8705150313 

50-334 

S 

EDELMAN.M.R. 

8705210190 

50-440 

R 

ENGLE.L. 

8705290182 

50-338 

F 

DRUGA.R.J. 

8705150325 

50-334 

S 

EDELMAN.M.R. 

8705210201 

50-440 

S 

ENGLE,L.B. 

8705070267 

50-338 

P 

DRULLER.E. 

8705200601 

PR 


EDELMAN.M.R. 

8705210697 

50-440 

P 

ENGLE.LB. 

8705130067 

50-338 

P 

DUBBS.D. 

8705270506 

XPORTLIC 


EDELMAN.M.R. 

8705280218 

50-440 

P 

ENGLE.LB. 

8705180453 

50-338 

P 

DUBE.J. 

8705120183 

PR 


EDELMAN.M.R. 

8705280481 

50-440 

P 

ENGLE,L.B. 

8705190001 

50-339 

P 

DUBOIS, D. 

8705270481 

XPORTLIG 


EDELMAN.M.R. 

8705290005 

50-440 

F 

ENGLE.LB. 

8705290238 

50-338 

P 

DUBOIS, D. 

8705270515 

XPORTLIG 


EDELMAN.M.R. 

8705290022 

50-440 

F 

ENGLERT.C. 

8705280426 

50-456 

F 

DUBOIS.D. 

8705270611 

XPORTLIC 


EDELMAN.M.R. 

8705290098 

50-440 

Q 

ENNIS.J.D. 

8705180392* 

50-395 

Q 

DUBOIS.D.L 

8705120222* 

50-267 

Q 

EDES.S. 

8705200075 

PR 


ENOS,J.T. 

8705050116 

50-313 

Q 

DUBOIS.D.L 

8705180319* 

60-298 

Q 

EDGAR.G.L 

8705200029 

50-456 

G 

ENOS,J.T. 

8705050135 

50-313 

Q 

DUDDY.S. 

8705120394 

PR 


EDGAR.G.L 

8705200029 

50-456 

G 

ENOS,J.T. 

8705080055* 

50-313 

Q 

DUDLEY, a 

8705120291 

PR 


EDGEWORTH.P. 

8705010003 

CONTRACT 

ENOS.J.T. 

8705130193 

50-313 

P 

DUDLEY.D.H. 

8705120119 

PR 


EDGEWORTH.P.J. 

8705180009* 

CONTRACT 

ENOS,J.T. 

8705220196 

50-313 

S 

DUDLEY, R.F. 

8705040034 

50-206 

P 

EDISON.G.E. 

8705180331 

50-289 

P 

ENOS.J.T. 

8705270142 

50-313 

P 

DUDLEY.S.C. 

8705200171 

PR 


EDISON.G.E. 

8705260177 

50-289 

P 

ENOS.J.T. 

8705280027 

50-313 

R 

DUER.aa 

8705190530 

PR 


EDISON.G.E. 

8705260186 

50-289 

P 

ENOS,J.T. 

8705280400 

50-368 

R 

DUGGER, CA 

8705080259* 

50-369 

P 

EDLES.G.J. 

8705190501* 

50-341 

S 

ENZINNA,R.S. 

8705220143* 

50-302 

P 

DUGSTAD,D. 

8705110284 

50-282 

R 

EDWARDS,C.J. 

8705120359 

PR 


ENZINNA,R.S. 

8705220153* 

50-302 

P 

DUKAKIS, M.S. 

8705060067* 

50-443 

G 

EDWARDS.D.H. 

8705060381 

50-261 

R 

ENZINNA.R.S. 

8705220183* 

50-302 

P 

dunaal 

8705010051 

PR 


EDWARDS.D.W. 

8705060451 

PR 


ENZINNA.R.S. 

8705220217* 

50-302 

P 

DUNBAR, E.E 

8705120084 

PR 


EDWARDS.D.W. 

8705200171 

PR 


EPP.W. 

8705050044 

PR 


DUNCAN.A. 

8705040256* 

50-412 

Q 

EDWARDS.J.P. 

8705130104 

PR 


EPSTEIN.D. 

8706190530 

PR 


DUNCAN,W. 

8705290273 

PR 


EDWARDS.M.D. 

8705290273 

PR 


ERICKSEN 

8705200020 

PR 


DUNFEY.J.W. 

8705210282 

PR 


EENIGENBURG.E. 

8705080284 

50-237 

P 

ERICKSON.J.T. 

8705200053 

PR 


DUNN.GA 

8705060447* 

50-440 

S 

EENIGENBURG.E. 

8705110215 

50-237 

S 

ERICKSON.P.B. 

8705010156 

50-16 

P 

DUNN.GA 

8705060449* 

50-440 

S 

EENIGENBURG.E. 

8705120268 

50-249 

S 

ERICKSON.P.B. 

8705060219 

50-3 

P 

DUNN.GA 

8705070010* 

50-440 

S 

EENIGENBURG.E. 

8705130049 

50-237 

s 

ERICKSON,R.A. 

8705140113 

50-412 

F 

DUNN.GA 

8705110189 

50-440 

S 

EENIGENBURG.E. 

8705130283 

50-249 

s 

ERVIN.A.M. 

8705280472 

50-354 

S 

DUNN.GA 

8705120296* 

50-440 

S 

EENIGENBURG.E. 

8705210072 

50-237 

R 

ERVIN.P.F. 

8705120084 

PR 


DUNN.GA 

8705120304* 

50-440 

S 

EENIGENBURG.E. 

8705210127 

50-237 

s 

ERWOOD.W. 

8705120140 

PR 


DUNN.GA 

8705120316* 

50-440 

S 

EENIGENBURG.E. 

8705260485 

50-10 

R 

ESCHELS.C. 

8705200601 

PR 


DUNN.GA 

8705210190 

50-440 

R 

EENIGENBURG.E. 

8705270593 

50-237 

S 

ESELGROTH.P.W. 

8705050357* 

50-443 

Q 

DUNN.GA 

8705210217* 

50-440 

S 

EENIGENBURG.E. 

8705280009 

50-237 

s 

ESELGROTH.P.W. 

8705110211* 

60-443 

Q 

DUNN.GA 

8705210226* 

50-440 

S 

EENIGENBURG.E. 

8705280021 

50-249 

s 

ESELGROTH.P.W. 

8705180449* 

50-412 ’ 

Q 

DUNN.GA 

8705210232* 

50-440 

S 

EENIGENBURG.E. 

8705280222 

50-237 

s 

ESKRIDGE.H.E. 

8705110195 

70-36 


DUPPER.HA 

8705200092 

PR 


EFFERDING.LE. 

8705130149* 

PROJ 


ESPOSITO.W. 

8705200601 

PR 


DUQUETTE.J.M. 

8705040117 

50-255 

F 

EGAN.D.M. 

8705290273 

PR 


ESTELLA.J.W. 

8705190087* 

WASTE MGT 

DUQUETTE.J.M. 

8705040263 

50-255 

F 

EGAN.R. 

8705120359 

PR 


ETRINGER,A. 

8705120394 

PR 


DUQUETTE.J.M. 

8705040268 

50-255 

F 

EGBERT.D. 

8705200601 

PR 


EVANS, D.J. 

8704240177* 

50-397 

U 

DURAY.J.R. 

8705260055 

WASTE MGT 

EGGELING.W.S. 

8705060036 

50-445 

G 

EVERETT.A.C. 

8706010051 

PR 


DURENBERGER.D. 

8705180420* 

50-263 

H 

EGGELING.W.S. 

8705060036 

50-445 

G 

EVERETT.J.L. 

8705180369* 

50-277 

P 

DURFEE.L 

8705040293 

PR 


EGGERS.B. 

8705210681 

TOPREP 


EVERETT.R.J. 

8705010083 

40-8027 


DURFEE.PJ. 

8705120007 

71-426 


EHMANN.E. 

8705200020 

PR 


EVINGER.LC. 

8705200053 

PR 


DURITSA,C.A. 

8705210671* 

70-135 


EICHEL.T. 

8705050157 

PR 


EWING.R.C. 

8705200253 

NUREG 


DURYEA,J.H. 

8705190530 

PR 


EICHELDINGER.C. 

8705060354* 

50-498 

A 

EYSTER.V. 

8705050044 

PR 


DUSTIN.S.R. 

8705120274 

PR 


EICHORN.J.F. 

8705120274 

PR 


EZZELL,R. 

8705110237 

71-476 


DUTTON.R.T. 

8705290283 

PR 


EICHORN.J.F. 

8705200601 

PR 


FAGAN.D. 

8706200006 

PR 


DVORAK.M. 

8705200601 

PR 


EIFERT.W.M. 

8705280413* 

50-412 

A 

FAHEY.M.K. 

8705290237 

PR 


DYER.H.B. 

8705120183 

PR 


EIMERT.F.J. 

8705040293 

PR 


FAHRBACH.E. 

8705200006 

PR 


DYER.M. 

8705200171 

PR 


EISENHUT.D.G. 

8705070140* 

50-275 

P 

FAIRTILE.M.B. 

8705010054 

50-305 

P 

DZURIS.W.H. 

8705050017 

PR 


EISENHUT.D.G. 

8705280467* 

50-275 

P 

FAIRTILE.M.B. 

8705010059* 

50-305 

P 

EAGLE.L 

8705120331* 

PR 


EKSTAN.A. 

8705200006 

PR 


FALEVITS.Z. 

8705080353* 

50-483 

Q 

EAMES.R. 

8705010051 

PR 


ELASSER,T.C. 

8705280485* 

50-225 

Q 

FALLON.J.V. 

8706120359 

PR 


EAPEN.P.K. 

8705040256* 

50-412 

Q 

ELDRIDGE,B.H. 

8705040032 

XPORTLIC 


FANNON.M.M. 

8705070303 

WASTE RES 

EAPEN.P.K. 

8705130046* 

50-272 

Q 

ELDRIDGE.B.H. 

8705040033* 

XPORTLIC 


FANUELE,0. 

8705290237 

PR 


EAPEN.P.K. 

8705180395* 

50-272 

Q 

ELDRIDGE.B.H. 

8705200152 

XPORTLIC 


FARBER.I.I. 

8705290237 

PR 


EAPEN.P.K. 

8705210597* 

50-333 

Q 

ELDRIDGE,L. 

8705140379 

PR 


FARLEY, M.K. 

8705210247 

50-281 

P 

EARLE.R.B. 

8705120262 

PR 


ELDRIDGE.W.T. 

8705120084 

PR 


FARNELL.K.T. 

8705120291 

PR 


EASTERLING.N. 

8705150160 

PR 


ELGLAND.R. 

8705120084 

PR 


FARNSTROM,K.A. 

8704270362 

50-259 

P 

EASTERLING.N. 

8705200075 

PR 


ELIN.J.O, 

8705180475 

50-275 

V 

FARNUM.G.C. 

8705120359 

PR 


EASTON, R. 

8705190530 

PR 


ELLIOTT.C. 

8705120183 

PR 


FARRAR.D.L. 

8705080249* 

50-454 

Q 

EATON, J.J. 

8705050017 

PR 


ELLIOTT, C. 

8705120266 

PR 


FARRAR, D.L 

8705130094* 

50-456 

Q 

EATON, P. 

8705200020 

PR 


ELLIOTT, D. 

8705040113* 

50-312 

P 

FARRAR.D.L. 

8705260009 

50-456 

Q 

EBNETER.S.a 

8705080081 

50-327 

Q 

ELLIOTT.W. 

8705200020 

PR 


FARRAR.D.L 

8705260027 

50-455 

Q 

EBNETER.S.D. 

8705080092* 

50-327 

Q 

ELLIS, B.L 

8706050017 

PR 


FARRAR.D.L 

8705260038 

50-455 

Q 

EBNETER.S.a 

8705290264 

50-327 

P 

ELLIS,J. 

8705010014 

50-445 

G 

FARRAR.D.L 

8705270384 

71-6574 


EGGLESTON, K.T. 

8705060367 

50-261 

P 

ELLIS,J. 

8705010016 

50-445 

G 

FARRAR.D.L. 

8705280365 

50-237 

Q 

EGGLESTON, K,T. 

8705130281 

50-261 

P 

ELLIS.J. 

8705060010 

50-445 

G 

FARRAR,J.P. 

8705120155 

50-62 

P 

EGGLESTON, K.T. 

8705290208 

60-261 

P 

ELLIS,J. 

8705060057 

50-445 

G 

FARRAR.D.L 

8705280265 

50-237 

Q 

EGGLESTON, K.T. 

8705290306 

60-261 

P 

ELLIS,J. 

8705060193 

50-445 

G 

FARRELLE. 

8705220031 

50-171 

J 

EGKART.D.E. 

8705220170* 

QA999 


ELLIS,J. 

8705060233 

50-445 

G 

FARRELL.E. 

8705260307 

50-302 

J 

EGKER.J.E 

8705060026 

50-409 

G 

ELLIS,J.M. 

8705200601 

PR 


FARRELLE. 

8705280103 

50-327 

J 

EGKER,J.E. 

8705060026 

50-409 

G 

ELLIS,S.R. 

8705210282 

PR 


FARRELL, R.E. 

8705120222* 

50-267 

Q 

EGKERT.EG. 

8705270557* 

50-259 

P 

ELMS,A.L 

8705120207 

50-423 

R 

FARRELL.R.F. 

8705120177* 

40-8903 


EGONOMOS.N. 

8705060094* 

50-338 

Q 

ELROD, S.A. 

8705050004* 

50-259 

Q 

FARRINGTON,J. 

8705270327* 

50-445 

1 

EDDLEMAN.W. 

8705120124 

PR 


ELROD,S.A. 

8705190409* 

50-438 

Q 

FASANO.A.N. 

8705050122* 

50-320 

P 

EDDLEMAN.W. 

8705120124 

PR 


ELROD,S.A. 

8705280385* 

50-390 

Q 

FASCELL.D.B. 

8705060209* 

50-251 

H 

EDDLEMAN.W. 

8705120124 

PR 


ELSASSER.T. 

8705210233* 

50-29 

Q 

FAULLJ.H. 

8705040293 

PR 
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FAY.C.W. 

8705050107 

PR 


FLEISCHHAUER.H. 

8705260062* 

WASTE MGT 

GAGLIARDO,J.E. 

8705040109 

50-285 

F 

FAY.C.W. 

8705050176 

50-266 

P 

FLEISCHMAN.B. 

8705270284* 

50-410 

P 

GAGLIARDO.J.E. 

8705040122 

50-498 

Q 

FAY.C.W. 

8705080235 

50-266 

S 

FLEMING, P.B. 

8705040057* 

CONTRACT 


GAGLIARDO.J.E. 

8705040134 

50-445 

V 

FAY.C.W. 

8705110018 

50-266 

Q 

FLETCHER.C.R. 

8705200092 

PR 


GAGLIARDO,J.E. 

8705040146 

50-285 

F 

FAY.C.W. 

8705110310 

PR 


FLETCHER.R.G. 

8705120160 

PR 


GAGLIARDO,J.E. 

8705040251 

50-382 

Q 

FAY.C.W. 

8705130052 

50-266 

S 

FLOREK.D. 

8705180449* 

50-412 

Q 

GAGLIARDO.J.E. 

8705040253 

50-498 

Q 

FAY.C.W. 

8705210664 

50-266 

P 

FLYNN.J. 

8705130104 

PR 


GAGLIARDO.J.E. 

8705050034 

50-498 

Q 

FAY.C.W. 

8705220018 

50-266 

P 

FLYNN.K.F. 

8705120218* 

70-8 


GAGLIARDO.J.E. 

8705050076 

50-382 

Q 

FAY.C.W. 

8705220435 

50-266 

P 

FLYNN.M.J. 

8705040002 

CONTRACT 


GAGLIARDO.J.E. 

8705050121 

50-188 

S 

FAY.C.W. 

8705270463 

50-266 

Q 

FLYNN.M.J, 

8705080328 

CONTRACT 


GAGLIARDO.J.E. 

8705070391 

50-267 

S 

FAY.C.W. 

8705280308 

50-266 

S 

FLYNN.R.M. 

8705150371 

50-286 

1 

GAGLIARDO.J.E. 

8705080028 

50-382 

Q 

FEESER.H.J. 

8705120165* 

70-920 


FOLEY.C. 

8705200053 

PR 


GAGLIARDO,J.E. 

8705080050 

50-313 

Q 

FEIGENBAUM.T.C. 

8705280262 

50-443 

P 

FOLEY.W.J. 

8705050133* 

50-265 

S 

GAGLIARDO.J.E. 

8705080206 

50-407 

V 

FEIGENBAUM.T.C. 

8705290050 

50-443 

F 

FORAND.R. 

8705010051 

PR 


GAGLIARDO.J.E. 

8705110011 

50-458 

Q 

FEINAUER.E. 

8705120084 

PR 


FORNEY.W. 

8705060407 

50-295 

S 

GAGLIARDO.J.E. 

8705120217 

50-267 

Q 

FEIST, M. 

8705200601 

PR 


FORNEY.W.L 

8705130291* 

50-295 

Q 

GAGLIARDO,J.E. 

8705130238 

50-285 

Q 

FEIST.S. 

8705200075 

PR 


FORNEY.W.L 

8705180476 

50-454 

S 

GAGLIARDO.J.E. 

8705130277 

50-285 

Q 

FEKETE,M.J. 

8705080303* 

50-267 

F 

FORNEY.W.L 

8705220434 

50-454 

S 

GAGLIARDO,J.E. 

8705130286 

50-313 

Q 

FELTZ.D.E. 

8705210534 

50-128 

Q 

FORSHEY.D. 

8705220191 

WASTE MGT 

GAGL1ARDO.J.E. 

8705140002 

50-285 

F 

FELTZ.D.E. 

8705270287 

50-128 

P 

FORSYTHE,J. 

8705040293 

PR 


GAGLIARDO,J.E. 

8705180273 

50-285 

Q 

FERGUSON.R. 

8705190144 

50-423 

P 

FORTE.R.V. 

8705200020 

PR 


GAGLIARDO,J.E. 

8705180302 

50-298 

Q 

FERGUSON, R.L 

8705200058 

50-423 

P 

FOSS.D. 

8705200020 

PR 


GAGLIARDO.J.E. 

8705180342 

50-498 

Q 

FERLAND,E.J. 

8705120140 

PR 


FOSTER. J.E. 

8705180063* 

50-329 

A 

GAGLIARDO,J.E. 

8705180436 

50-313 

Q 

FEROLI.A.E. 

8705040293 

PR 


FOSTER, J.H. 

8705050203 

50-374 

S 

GAGLIARDO,J.E. 

8705180443 

50-458 

Q 

FERRIN.P. 

8705120183 

PR 


FOUGEROUSSE.R. 

8705210391* 

50-499 

Q 

GAGLIARDO,J.E. 

8705210685 

50-482 

Q 

FERRIS, M. 

8705140379 

PR 


FOWLER, B.R. 

8705150160 

PR 


GAGLIARDO,J.E. 

8705220144 

50-285 

Q 

FERSTER,A. 

8705060035 

50-443 

G 

FOX,C.H. 

8705190487* 

50-327 

P 

GAGLIARDO.J.E. 

8705220172 

50-285 

F 

FERSTER,A. 

8705060035 

50-443 

G 

FOX.E.F. 

8705050279* 

50-412 

Q 

GAGLIARDO.J.E. 

8705220187 

50-285 

F 

FERSTER,A. 

8705180070 

50-443 

G 

FOX.E.F. 

8705280156* 

50-412 

Q 

GAGLIARDO,J.E. 

8705220273 

50-298 

F 

FERSTER,A. 

8705180070 

50-443 

G 

FRAIN.W.T. 

8705120084 

PR 


GAGLIARDO.J.E. 

8705220300 

50-458 

Q 

FESETTE,D. 

8705190530 

PR 


FRANCE.G.M. 

8705150439’ 

70-1308 


GAGLIARDO.J.E. 

8705220313 

50-382 

Q 

FEY,F.L 

8705280405 

50-282 

F 

FRANCIS.E. 

8705120140 

PR 


GAGLIARDO,J.E. • 

8705220368 

50-498 

Q 

FIEDLER.P.B. 

8705040240 

50-219 

S 

FRANCO.F.F. 

8705040155 

50-285 

F 

GAGLIARDO,J.E. 

8705260099 

50-285 

Q 

FIEDLER.P.B. 

8705050364 

50-219 

S 

FRANCO.F.F. 

8705070093* 

50-285 

F 

GAGLIARDO.J.E. 

8705260318 

50-498 

Q 

FIEDLER.P.B. 

8705110302 

50-219 

S 

FRANK.J. 

8705120262 

PR 


GAGLIARDO,J.E. 

8705270066 

50-498 

Q 

FIEDLER.P.B. 

8705120398 

50-219 

s 

FRANK,K.C. 

8705200601 

PR 


GAGLIARDO.J.E. 

8705270293 

50-285 

Q 

FIEDLER.P.B. 

8705220367 

50-219 

p 

FRANK.L. 

8705180352* 

FOIA 


GAGLIARDO,J.E. 

8705270296 

50-267 

S 

FIEDLER.P.B. 

8705270573* 

50-219 

Q 

FRANK, M. 

8705190530 

PR 


GAGLIARDO.J.E. 

8705270304 

50-482 

Q 

FIELD.E.L 

8705120084 

PR 


FRANKLIN, L 

8705120291 

PR 


GAGLIARDO.J.E. 

8705270424 

50-298 

F 

FIELDER.S.L 

8705120042 

50-133 

G 

FRANS.M. 

8705080202 

50-285 

S 

GAGLIARDO,J.E. 

8705280179 

50-382 

S 

FIELDER, S.L 

8705130060 

50-133 

G 

FRANS, M.T. 

8705210294 

50-285 

S 

GAGUARDO.J.E. 

8705280188 

50-498 

Q 

FIELDER.S.L. 

8705130060 

50-133 

Q 

FRANTZ.S.P. 

8705050093 

FOIA 


GAGUARDO.J.E 

8705280198 

50-498 

Q 

FIELDS, G.F. 

8705120148 

50-332 

P 

FRASER.J.W. 

8705200601 

PR 


GAGLIARDO,J.E. 

8705280235 

50-382 

Q 

FIELDS.J. 

8705010164 

CONTRACT 


FRAZER.W.H. 

8612100244 

71-9151 


GAGLIARDO.J.E 

8705280329 

50-498 

Q 

FIELDS.J. 

8705270018 

CONTRACT 


FRAZER, W.H. 

8705120138 

71-9151 


GAGLIARDO,J.E 

8705280364 

50-298 

Q 

FIELDS.JA 

8705110318 

CONTRACT 


FRAZER.W.H. 

8705130191* 

71-9151 


GAGNON,A.F. 

8705180206* 

50-412 

E 

FIELDS, J.A. 

8705150457 

CONTRACT 


FRAZIER.V.E. 

8705050313* 

50-261 

R 

GALANTINE, R. 

8705210282 

PR 


FIELDS.J.S. 

8705110117 

50-387 

R 

FRAZIER.V.E. 

8705120263 

50-261 

R 

GALE,AJ. 

8705190479 

PR 


FIELDS.J.S. 

8705270270 

50-387 

R 

FREDRICKSON, P. 

8705060068* 

50-324 

Q 

GALE.B.G. 

8705080089 

WASTE 

MGT 

FIERCE,A.R. 

8705270147* 

50-443 

G 

FREDRICKSON.P. 

8705190089* 

50-261 

Q 

GALLAGHER.D. 

8705200006 

PR 


FIERCE,A.R. 

8705270158* 

50-443 

G 

FRENCH.B.C. 

8705140379 

PR 


GALLAGHER, J.W. 

8705040296 

50-277 

Q 

FIERCE, A.R. 

8705270161* 

50-443 

G 

FRENIERE.H.F. 

8705040293 

PR 


GALLAGHER.J,W. 

8705110047 

50-277 

P 

FIERCE,A.R. 

8705270169* 

50-443 

G 

FRENKELE. 

8705040224* 

FOIA 


GALLAGHER.J.W. 

8705140178 

50-352 

F 

FIERCE.A.R. 

8705270174* 

50-443 

G 

FRIED.A. 

8705120183 

PR 


GALLAGHER, J.W. 

8705180150 

50-277 

P 

FINFROCK,I.R. 

8705040203* 

50-219 

P 

FRIED, C. 

8705050039 

PR 


GALLAGHER.J.W. 

8705180274 

50-277 

P 

FINFROCK.I.R. 

8706040271 * 

50-219 

P 

FRIEDMAN.B.E. 

8705120119 

PR 


GALLAGHER.J.W. 

8705210507 

50-352 

p 

FINKEUA. 

8705180236* 

50-412 

Q 

FRIEDMAN, E. 

8705200020 

PR 


GALLAGHER.J.W. 

8705280216 

50-352 

P 

FINLEY.R. 

8705050017 

PR 


FRIES,E.V. 

8705070160 

50-423 

S 

GALUGHER.J.W. 

8705290080 

50-352 

F 

FINOCCHIO.J. 

8705130104 

PR 


FRISCH, R.R. 

8705210577 

50-155 

Q 

GALLAGHER.T. 

8705290283 

PR 


FIORE.B.J. 

8705200075 

PR 


FRISCH.R.R. 

8705220033 

50-155 

Q 

GALLAGOS/PETERS 

8705050044 

PR 


FIORELLI.G. 

8705220011 

50-529 

S 

FRISCH.R.R. 

8705220050 

50-155 

P 

GALLEN.K.P. 

8705010022 

50-409 

G 

FISCHER,A. 

8705050044 

PR 


FRISHMAN.S. 

8705080056 

WASTE MGT 

GALLEN,K.P. 

8705010022 

50-409 

G 

FISCHER.D.C. 

8705070183 

50-272 

P 

FRITTON,J.M. 

8705040178 

50-285 

S 

GALLEN,K.P. 

8705010032 

50-409 

G 

FISCHER.D.C. 

8705070252 

50-272 

P 

FRtTTON,J.M. 

8705040182 

50-285 

S 

GALLEN.K.P. 

8705010032 

50-409 

G 

FISCHER.D.C. 

8705260150 

50-272 

P 

FROEHLICH.C.H. 

8705270709* 

50-325 

P 

GALLER.H.R. 

8705040293 

PR 


FISCHER, E. 

8705080080* 

CONTRACT 

FROUNFELKER.R. 

8705190246 

50-255 

J 

GALLO,J. 

8705270088 

50-456 

G 

FISH.E.V, 

8705120359 

PR 


FUENTES.H.R. 

8705190513 

NUREG 


GALLO,J. 

8705270088 

50-456 

G 

FISH.R. 

8705040147* 

50-344 

Q 

FUGERE.D.L 

8705040118 

50-255 

F 

GALLO.R. 

8705110064 

50-57 

V 

FISH.R. 

8705260410* 

50-528 

Q 

FUGERE.D.L. 

8705050379 

50-255 

F 

GALLO, R. 

8705180248 

50-277 

S 

FISH.R.F. 

8705280344 

50-275 

F 

FUHT,J.P. 

8705040179 

50-255 

F 

GALLO.R. 

8705270046 

50-277 

S 

FISHER.W.L. 

8705140075 

50-262 

Q 

FULLER, C, 

8705110363 

PR 


GALLO.R. 

8705290273 

PR 


FISHER.W.L 

8705180239 

50-284 

Q 

FULLER.S.B. 

8705120359 

PR 


GALLO, R.M. 

8705050012 

50-286 

V 

FISHER.W.L 

8705180374 

40-8027 


FULMER.D.C. 

8705080094 

WASTE MGT 

GALLO.R.M. 

8705060315 

50-272 

Q 

FISHER.W.L 

8705280274 

40-8027 


FUNCHES.J.L 

8610170026* 

PR 


GALLO,R.M. 

8705110076 

50-354 

Q 

FISK.R.H. 

8705190437 

XPORTLIC 


FUNCHES.J.L 

8702190494* 

ORG 


GALLO,R.M. 

8705110259 

50-353 

Q 

FISK,R.H. 

8705190444* 

XPORTLIC 


FUNCHES.J.L 

8704270150 

ORG 


GALLO.R.M. 

8705180368* 

50-277 

Q 

FITZPATRICK.E. 

8705040089 

50-456 

S 

PUNCHES, J.L 

8705180060* 

50-446 

A 

GALM.D.T. 

8705120159 

70-698 


FITZPATRICK.E. 

8705040272 

50-456 

S 

PUNCHES, L 

8705260201* 

FOIA 


GAMARI,D.J. 

8705120128 

PR 


FITZPATRICK.E. 

8705050304 

50-456 

S 

FURLONG, J.F. 

8705050017 

PR 


GAMBARINI.P. 

8705140379 

PR 


FITZPATRICK.E. 

8705210491 

50-456 

R 

FURSHPAN,N. 

8705140379 

PR 


GAMSBY,E.H. 

8705200006 

PR 


FITZPATRICK.E. 

8705260439 

50-456 

S 

FURTADO.V.C. 

8705050119 

50-275 

P 

GARDE.B.P. 

8705040209 

50-445 

A 

FlX.S.M. 

8705200020 

PR 


GABIS.A. 

8705040293 

PR 


GARDE, B.P. 

8705050130 

MISC 


FLACH.W.T. 

8705210391* 

50-499 

Q 

GABRIELSKI.J. 

8705190530 

PR 


GARDE,B.P. 

8705080262 

FOIA 


FLACK E 

8705070151 

l&E 


GAD.R.K. 

8705060011 

50-445 

G 

GARDE.B.P. 

8705130079 

50-341 

G 

FLACK, E. 

8705110220 

l&E 


GAD.R.K. 

8705060011 

50-445 

G 

GARDE.B.P. 

8705130079 

50-341 

G 

FLACK, E. 

8705110325 

l&E 


GAD.R.K, 

8705120030 

50-445 

G 

GARDE.B.P. 

8705140144 

50-445 

A 

flack'e] 

8705280046 

50-186 

Q 

GAD.R.K. 

8705120030 

50-445 

G 

GARDEB.P. 

8705150219 

50-445 

A 

flack’e. 

8705280360 

l&E 


GADLOIS.LO. 

8705120084 

PR 


GARDNER.R.N. 

8705080353* 

50-483 

Q 
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GARNER, B. 

8705210379 

50-338 

R 

GOLDBERG.J.H. 

8705280146 

50-498 

S 

GRANT.W.B. 

8705270482* 

50-331 

C 

GARNER.E.F. 

8705050017 

PR 


GOLDEN.J.C. 

8705050374 

50-10 

F 

GRANTTHAM.C.R. 

8705120183 

PR 


GARNER.LW. 

8705060068* 

50-324 

Q 

GOLDMAN.D. 

8705120183 

PR 


GRAVINO.T. 

8705200006 

PR 


GARRINGER.V.A. 

8705140379 

PR 


GOLDMAN.S. 

8705200601 

PR 


GRAY 

8705200020 

PR 


GARRISON.F. 

8705120266 

PR 


GOLDSMITH.R. 

8705280470* 

50-275 

P 

GRAY,D.A. 

8705010152 

XPORTLIC 


GARRY, RA 

8705190530 

PR 


GOLDSMITH.S. 

8705080102 

WASTE MGT 

GRAY,D.A. 

8705010192* 

XPORTLIC 


GARTNER, R.E. 

8705210282 

PR 


GOLDSTEIN.A.T. 

8705010051 

PR 


GRAY.D.A. 

8705200314 

XPORTLIC 


GARVEY, L 

8705050157 

PR 


GOLDSTEIN.B.L. 

8705110077 

FOIA 


GRAY.D.A. 

8705200320* 

XPORTLIC 


GARVIN, E. 

8705130104 

PR 


GOLDSTEIN.R. 

8705010101 

XPORTLIC 


GRAZIADEI.L 

8705200020 

PR 


GARY,D.E. 

8705200092 

PR 


GOLLA,J.A. 

8705190394* 

50-335 

Q 

GRECO.C.C. 

8705050017 

PR 


GASKIN,a 

8705180100* 

50-445 

A 

GOLLA.J.A. 

8705280006* 

50-333 

Q 

GREEN.D.L. 

8705050017 

PR 


GATES,A.H. 

8705120140 

PR 


GOLLA.J.A. 

8705280220* 

50-309 

Q 

GREEN.J.W. 

8705120014 

PR 


GATTI,B. 

8705200006 

PR 


GOLLER.K.R. 

8705190421* 

NUREG 


GREEN.K. 

8705120257 

PR 


GAUMONT.E. 

8705120359 

PR 


GOLLEY.B. 

8705190530 

PR 


GREEN.M.E. 

8705120291 

PR 


GAUTAM,A.S. 

8705270334* 

50-331 

Q 

GOLLY.J. 

8705190530 

PR 


GREEN.W.C. 

8705050385 

50-335 

S 

GAVIN, C.C. 

8705010051 

PR 


GONDEK.J. 

8705200053 

PR 


GREENBERG,J. 

8705290265 

PR 


GAVUTIS.S. 

8705130059 

50-443 

G 

GONZALES. R.O. 

8705060109 

WASTE MGT 

GREENBERG.S. 

8705200020 

PR 


GAZIN.D. 

8705200050 

PR 


GOOD.M.S. 

8705280412 

NUREG 


GREENBERG.S. 

8705210666* 

CONTRACT 

GEANEY,G.W. 

8705080303* 

50-267 

F 

GOODMAN,J.J. 

8705200171 

PR 


GREENE.G.N. 

8705270253* 

50-498 

A 

GEARS,G. 

8705260348 

50-259 

P 

GOODMAN.L. 

8705190530 

PR 


GREENFIELD.E. 

8705120183 

PR 


GEARS.G. 

8705290094 

50-259 

P 

GOODMAN.M. 

8705050039 

PR 


GREENHALGH.R.G. 

8705010051 

PR 


GEDEN.J.H. 

8705120140 

PR 


GOODNOW.G. 

8705120257 

PR 


GREENHORN.R.A. 

8705110105* 

CONTRACT 

GEEKIE.S. 

8705050039 

PR 


GOODWIN.F.O. 

8705040293 

PR 


GREENMAN,E.G. 

8705280202 

50-341 

Q 

GEFFKER,J. 

8705140379 

PR 


GORAUH.B. 

8705200053 

PR 


GREENMAN.E.G. 

8705280206* 

50-341 

Q 

GEIGER, D.R. 

8705040293 

PR 


GORDON.A.E. 

8705040330 

PR 


GREENMAN.E.G. 

8705280213* 

50-341 

Q 

GENDLER,E. 

8705120291 

PR 


GORDON.A.W. 

8705050377 

50-259 

S 

GREENMAN.E.G. 

8705290140* 

50-346 

P 

GENTRY,H. 

8705120394 

PR 


GORDON.A.W. 

8705140384 

50-259 

S 

GREENSTEIN 

8705120394 

PR 


GEOGHEGAN.A.L. 

8705040293 

PR 


GORDON.A.W. 

8705280276 

50-259 

S 

GREENWOOD.M.T. 

8705210282 

PR 


GEORGE, C.S. 

8705200601 

PR 


GORDON.B. 

8705120394 

PR 


GREGER.LR. 

8705120306* 

50-16 

Q 

GEORGINE,RA 

8705120359 

PR 


GORDON.E.M. 

8705120257 

PR 


GREGER.LR. 

8705150439* 

70-1308 


GEPHARDT, RA 

8705180263 

50-443 

U 

GORDON.G.M. 

8705150275* 

50-293 

Q 

GREGER.LR. 

8705270482* 

50-331 

Q 

GERHARD, R.A. 

8705200601 

PR 


GORDON.L. 

8705050157 

PR 


GREGG.H.I. 

8705110314* 

50-410 

Q 

GERMAN,!. 

8705190479 

PR 


GORDON,!. 

8705150160 

PR 


GREGORIO.D. 

8705200075 

PR 


GERRITSEN.H.J. 

8705120262 

PR 


GORE.A. 

8705200388* 

COMMISSION 

GREGORY.C.F. 

8705200171 

PR 


GERSHUN.E. 

8705200601 

PR 


GORE.N.C. 

8705040330 

PR 


GREGORY, G.B. 

8705040293 

PR 


GERSON,J.E. 

8705190530 

PR 


GORMAN.J.J. 

8705040316 

50-375 

J 

GREGORY.W.D. 

8705130265 

70-2982 


GEST.R.E. 

8705120200 

70-754 


GORN.J. 

8705290250* 

FOIA 


GREHER,E.A. 

8705180109* 

50-445 

A 

GHOSH, T, 

8705120168* 

71-9151 


GORN.J. 

8705290258* 

FOIA 


GREHER.E.A. 

8705180240* 

50-446 

A 

GIACALONE.R. 

8705200075 

PR 


GOSLINE.R.B. 

8705010009* 

CONTRACT 

GREHER,E.A. 

8705180243* 

50-446 

A 

GIARD.LJ. 

8705200067 

PR 


GOSSICK,L.V. 

8705180352* 

FOIA 


GREHER.E.A. 

8705190488* 

50-446 

A 

GIBBONS.E.C. 

8705290237 

PR 


GOTT.B.H. 

8705120257 

PR 


GREMP.W.J. 

8705190479 

PR 


GIBBS, R.R, 

8705120390* 

50-327 

P 

GOULD.R.W. 

8705120140 

PR 


GRIDLEY.R. 

8705050245 

50-327 

R 

GIBBS,R.R. 

8705120396* 

50-327 

P 

GOULET.J.F. 

8705120084 

PR 


GRIDLEY.R. 

8705050261 

50-259 

Q 

GIBBS.R.R. 

8705120400* 

50-327 

P 

GOW.C. 

8705290260* 

40-943 


GRIDLEY.R. 

8705050291 

50-327 

P 

GIBBS.R.R. 

8705120403* 

50-327 

P 

GRAAE.J.E. 

8705040293 

PR 


GRIDLEY.R. 

8705060110 

50-259 

Q 

GIBBS.R.R. 

8705120404* 

50-327 

P 

GRABER.W.E. 

8705110353 

71-9094 


GRIDLEY.R. 

8705060122 

50-259 

R 

GIBBS.R.R. 

8705120407* 

50-327 

P 

GRACE.J.N. 

8705040115 

70-1113 


GRIDLEY.R. 

8705060131 

50-327 

P 

GIBBS, V.R. 

8705290237 

PR 


GRACE,J.N. 

8705040189 

50-425 

A 

GRIDLEY.R. 

8705060133 

50-390 

S 

GIBSON.G.F. 

8705040175* 

50-280 

Q 

GRACE.J.N. 

8705050068 

50-416 

Q 

GRIDLEY.R. 

8705070060 

50-390 

S 

GIBSON.G.F. 

8705040305* 

50-269 

Q 

GRACE.J.N. 

8705050090 

50-269 

P 

GRIDLEY.R. 

8705070105 

50-390 

s 

GIBSON.G.F. 

8705180370* 

70-143 


GRACE.J.N. 

8705050210 

50-400 

Q 

GRIDLEY.R. 

8705120231 

50-327 

P 

GIBSON.J. 

8705120354 

50-336 

R 

GRACE.J.N. 

8705050324 

50-160 

Q 

GRIDLEY.R. 

8705120369 

50-259 

Q 

GIGLIOTTI.R.J. 

8705270083 

70-371 


GRACE.J.N. 

8705110267 

50-400 

Q 

GRIDLEY.R. 

8705150295 

50-327 

P 

GILBERT.LD. 

8705050041* 

50-498 

Q 

GRACE.J.N. 

8705190167 

50-269 

Q 

GRIDLEY.R. 

8705180252 

50-259 

R 

GILBERT.LD. 

8705130282* 

50-285 

Q 

GRACE.J.N. 

8705190171 

50-269 

Q 

GRIDLEY.R. 

8705210526 

50-390 

S 

GILL,E.F. 

8705040293 

PR 


GRACE.J.N. 

8705190272 

50-269 

Q 

GRIDLEY.R. 

8705260310 

50-327 

Q 

G1LL.R.L 

8705290078 

TOPREP 


GRACE.J.N. 

8705190291 

50-348 

Q 

GRIDLEY.R. 

8705260368 

50-327 

p 

GILUR.L 

8705290078 

TOPREP 


GRACE.J.N. 

8705190302 

50-369 

Q 

GRIDLEY.R. 

8705260448 

50-259 

P 

GILLAND.J.E. 

8705050089* 

50-259 

P 

GRACE.J.N. 

8705190307* 

50-369 

Q 

GRIDLEY.R. 

8705270051 

50-259 

Q 

GILLIES.O. 

8705120119 

PR 


GRACE.J.N. 

8705190320* 

50-269 

Q 

GRIDLEY.R. 

8705270224 

50-259 

V 

GIRARD.E.H. 

8705280440* 

50-259 

Q 

GRACE.J.N. 

8705190334 

50-302 

F 

GRIDLEY.R. 

8705270244 

50-259 

Q 

GIRARDO.M.T. 

8705290283 

PR 


GRACE.J.N. 

8705190336 

50-321 

Q 

GRIDLEY.R. 

8705270258 

50-327 

P 

GIUSTINA.A. 

8705040330 

PR 


GRACE.J.N. 

8705190386 

STATE PRO G 

GRIDLEY.R. 

8705270272 

50-327 

P 

GLENN.J. 

8705130089* 

50-346 

H 

GRACE.J.N. 

8705190419 

50-424 

P 

GRIDLEY.R. 

8705270297 

50-259 

P 

GLENN, J.E. 

8705150285 

70-2958 


GRACE.J.N. 

8705190468 

70-27 


GRIDLEY.R. 

8705270328 

50-259 

P 

GNAM,A.G. 

8705200006 

PR 


GRACE.J.N. 

8705280104 

50-369 

Q 

GRIDLEY.R. 

8705270339 

50-327 

P 

GNUGNOLI.G.N. 

8705220307 

WASTE MGT 

GRACE, J.N. 

8705280185 

50-424 

Q 

GRIDLEY.R. 

8705270386 

50-327 

P 

GOBEIL.D. 

8705290237 

PR 


GRACE, J.N. 

8705280297 

50-83 

Q 

GRIDLEY.R. 

8705270530 

50-327 

F 

GOBELUJ.N. 

8705280027 

50-313 

R 

GRACE,J.N. 

8705280395 

50-321 

Q 

GRIDLEY.R. 

8705270555 

50-327 

P 

GOCLOWSKI.M. 

8705120266 

PR 


GRACE.J.N. 

8705280458 

50-413 

Q 

GRIDLEY.R. 

8705280035 

50-327 

Q 

GODDEN,D. 

8705200053 

PR 


GRACE.J.N. 

8705280465* 

50-413 

Q 

GRIDLEY.R.L. 

8705050209 

50-259 

Q 

GODDETTE, R. 

8705120119 

PR 


GRACE, J.N. 

8705280476 

50-280 

F 

GRIDLEY.R.L. 

8705060145 

50-390 

A 

GODECK.J. 

8705120394 

PR 


GRACE,S.R. 

8705070226* 

40-8768 


GRIDLEY.R.L 

8705060189 

40-1341 


G0EPP1NGER,J.R. 

8705210282 

PR 


GRAFF.G.M, 

8705290265 

PR 


GRIDLEY.R.L 

8705070043 

50-438 

s 

GOETZ, C.J. 

8705200601 

PR 


GRAHAM.D. 

8705120284 

50-302 

R 

GRIDLEY.R.L 

8705120240 

50-390 

Q 

GOETZ, G. 

8705200006 

PR 


GRAHAM, D.L 

8705280054 

40-8904 


GRIDLEY.R.L 

8705130236 

REGGD 


GOLDBERG, B.J. 

8705190530 

PR 


GRAMS.D, 

8705120164 

40-8829 


GRIDLEY.R.L 

8705190071 

50-438 

A 

GOLDBERG,J.H. 

8705010153 

50-498 

Q 

GRANDO.C.J. 

8705120364 

QA999 


GRIDLEY.R.L 

8705190166 

50-259 

P 

GOLDBERG.J.H. 

8705070050 

50-498 

S 

GRANGER,J. 

8705200020 

PR 


GRIDLEY.R.L 

8705190586 

PR 


GOLDBERG, J.H. 

8705120208 

50-498 

S 

GRANT, E,E. 

8705120336 

PR 


GRIDLEY.R.L 

8705260018 

50-259 

F 

GOLDBERG, J.H. 

8705150056 

PR 


GRANT, E.R. 

8705210474 

50-458 

S 

GRIDLEY.R.L 

8705260023 

50-327 

p 

GOLDBERG.J.H. 

8705210413 

50-498 

S 

GRANT, E.R. 

8705280029 

50-458 

S 

GRIDLEY.R.L 

8705260066 

50-327 

P 

GOLDBERG.J.H. 

8705210436 

50-498 

S 

GRANT, E.R. 

8705280138 

50-458 

S 

GRIDLEY.R.L 

8705270571 

50-269 

F 

GOLDBERG.J.H. 

8705210628 

50-498 

S 

GRANT,J.B. 

8705120262 

PR 


GRIDLEY.R.L 

8705280142 

50-327 

P 

GOLDBERG.J.H. 

8705220160 

50-498 

A 

GRANT, J.T. 

8705200601 

PR 


GRIDLEY.R.L. 

870528021 1 

50-327 

P 

GOLDBERG, J.H. 

8705260025 

50-498 

F 

GRANT.M.W. 

8705210533 

50-250 

R 

GRIDLEY.R.L. 

8705290039 

50-259 

P 

GOLDBERG.J.H, 

8705260144 

50-498 

A 

GRANT.P.J. 

8303160605* 

50-320 

P 

GRIEK,G.G. 

8705200006 

PR 


GOLDBERG.J.H, 

8705270233 

50-498 

S 

GRANT.W.B. 

8705150439* 

70-1308 


GRIFFIN.E. 

8705050044 

PR 
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GRIFFITH.S. 

8705200075 

PR 


GRILL, R.P. 

8705190392* 

NUREG 


GRIMES, B.K. 

8611030132 

WASTE MGT 

GRIMES, D.F. 

8705190479 

PR 


GRIMES,D.F. 

8705200001 

PR 


GRIMSLEY.D. 

8705180489 

FOIA 


GRIMSLEY.D. 

8705190005 

FOIA 


GRIMSLEY.D. 

8705190435 

50-275 

P 

GRIMSLEY.D. 

8705190634 

50-312 

P 

GRIMSLEY.D. 

8705200162 

FOIA 


GRIMSLEY.D. 

8705200675 

50-171 

Q 

GRIMSLEY.D. 

8705220004 

FOIA 


GRIMSLEY.D. 

8705220014 

50-528 

P 

GRIMSLEY.D. 

8705220026 

50-219 

P 

GRIMSLEY.D. 

8705220142 

FOIA 


GRIMSLEY.D. 

8705280008 

FOIA 


GRIMSLEY.D. 

8705290038 

50-400 

P 

GRIMSLEY.D. 

8705290135 

50-346 

P 

GRIMSLEY.D. 

8705290195 

40-6908 


GRIMSLEY.D. 

8705290286 

50-254 

Q 

GRIMSLEY.D.H. 

8705010037 

FOIA 


GRIMSLEY.D.H. 

8705010104 

FOIA 


GRIMSLEY.D.H. 

8705010115 

50-382 

P 

GRIMSLEY.D.H. 

8705010130 

50-213 

V 

GRIMSLEY.D.H. 

8705040040 

50-272 

S 

GRIMSLEY.D.H. 

8705040067 

FOIA 


GRIMSLEY.D.H. 

8705040079 

FOIA 


GRIMSLEY.D.H. 

8705040086 

50-443 

P 

GRIMSLEY.D.H, 

8705040184 

50-254 

P 

GRIMSLEY.D.H. 

8705050101 

FOIA 


GRIMSLEY.D.H. 

8705050150 

50-272 

S 

GRIMSLEY.D.H. 

8705050383 

FOIA 


GRIMSLEY.D.H. 

8705070129 

50-498 

A 

GRIMSLEY.D.H. 

8705070130 

50-275 

P 

GRIMSLEY.D.H. 

8705070138 

50-266 

Q 

GRIMSLEY.D.H. 

8705110026 

FOIA 


GRIMSLEY.D.H. 

8705110050 

FOIA 


GRIMSLEY.D.H. 

8705110065 

40-8027 


GRIMSLEY.D.H. 

8705110090 

FOIA 


GRIMSLEY.D.H. 

8705110119 

FOIA 


GRIMSLEY.D.H. 

8705130183 

40-8027 


GRIMSLEY.D.H. 

8705130250 

50-498 

A 

GRIMSLEY.D.H. 

8705140095 

FOIA 


GRIMSLEY.D.H. 

8705180015 

FOIA 


GRIMSLEY.D.H. 

8705180027 

50-280 

Q 

GRIMSLEY.D.H. 

8705180029 

50-445 

A 

GRIMSLEY.D.H. 

8705180040 

50-445 

Q 

GRIMSLEY.D.H. 

8705180047 

50-329 

A 

GRIMSLEY.D.H. 

8705180135 

FOIA 


GRIMSLEY.D.H. 

8705180259 

FOIA 


GRIMSLEY.D.H. 

8705180394 

FOIA 


GRIMSLEY.D.H. 

8705180398 

FOIA 


GRIMSLEY.D.H. 

8705190030 

50-223 

P 

GRIMSLEY.D.H. 

8705190056 

FOIA 


GRIMSLEY.D.H. 

8705190168 

FOIA 


GRIMSLEY.D.H. 

8705190485 

50-341 

S 

, GRIMSLEY.D.H. 

8705210151 

50-277 

P 

GRIMSLEY.D.H. 

8705220043 

40-7580 


GRIMSLEY.D.H. 

8705220071 

FOIA 


GRIMSLEY.D.H. 

8705220099 

50-277 

P 

GRIMSLEY.D.H. 

8705220243 

FOIA 


GRIMSLEY.D.H. 

8705260094 

50-3 

P 

GRIMSLEY.D.H. 

8705260481 

50-29 

P 

GRIMSLEY.D.H. 

8705280460 

50-275 

P 

GRIMSLEY.D.H. 

8705290036 

50-528 

S 

GRIMSLEY.D.H. 

8705290060 

FOIA 


GRIMSLEY.D.H. 

8705290069 

FOIA 


GRIMSLEY.D.H. 

8705290100 

FOIA 


GRIMSLEY.D.H. 

8705290138 

50-133 

P 

GRIMSLEY.D.H. 

8705290181 

50-483 

P 

GRISCOM.N.T. 

8705010051 

PR 


GROPP.R.W. 

8705190315 

50-352 

R 

GROSSMAN.H. 

8705180075 

50-456 

G 

GROSSMAN, H. 

8705200075 

PR 


GROSSMAN.H. 

8705270116 

50-456 

Q 

GROSSO.B. 

8705050044 

PR 


GROTENHUIS.M. 

8705060135 

50-237 

F 

GROTENHUIS.M. 

8705140076 

50-237 

P 

GROTENHUIS.M. 

8705140091* 

50-237 

P 

GRUNERT.P.T. 

8705050039 

PR 


GRUNSEICH.R.W. 

8705120084 

PR 


GRUNSEICH.R.W. 

8705190650 

50-322 

S 

GRUSZEWSKI.F.M. 

8705010008 

PR 


GUBBINS.H.E. 

8705050044 

PR 


GUCWA.L.T. 

8705010131 

50-321 

R 

GUCWA.LT. 

8705050026 

50-424 

S 

GUCWA,L.T. 

8705050087 

50-424 

Q 

GUCWA.L.T. 

8705050098 

50-424 

P 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

GUCWA.L.T. 

8705050171 

50-424 

P 

GUCWA,LT. 

8705050370 

50-424 

S 

GUCWA,L.T. 

8705060168 

50-424 

S 

GUCWA.L.T. 

8705060423 

PR 


GUCWA,L.T. 

8705080184 

50-321 

P 

GUCWA.L.T. 

8705080197 

50-321 

P 

GUCWA,L.T. 

8705080330 

50-424 

Q 

gucwa.lt. 

8705110151 

50-321 

Q 

GUCWA.L.T- 

8705110172 

50-424 

F 

GUCWA,L.T. 

8705110204 

71-9176 


GUCWA.L.T. 

8705110227 

50-424 

S 

GUCWA.L.T. 

8705120376 

50-424 

S 

GUCWA.L.T. 

8705180025 

50-321 

P 

GUCWA,L.T. 

8705190264 

50-321 

P 

gucwa.lt. 

8705190268 

50-424 

R 

gucwa.lt. 

8705190292 

50-321 

Q 

GUCWA.L.T. 

8705190443 

50-321 

P 

GUCWA.L.T. 

8705190556 

PR 


GUCWA,L.T. 

8705190644 

50-424 

Q 

GUCWA.L.T. 

8705200113 

50-321 

P 

gucwa.lt. 

8705210138 

50-321 

R 

GUCWA.L.T. 

8705210421 

50-424 

S 

gucwa.lt. 

8705210444 

50-424 

S 

GUCWA.L.T. 

8705210459 

50-424 

S 

GUCWA,L.T. 

8705220095 

50-424 

S 

GUCWA.L.T. 

8705220133 

50-321 

P 

GUCWA.L.T. 

8705260395 

50-424 

P 

gucwa.lt. 

8705260463 

50-321 

S 

GUCWA.LT. 

8705260469 

50-321 

V 

gucwa.lt. 

8705270037 

50-321 

S 

GUCWA,L.T. 

8705270108 

50-424 

Q 

GUCWA,LT. 

8705270288 

50-321 

Q 

GUCWA.L.T. 

8705280252 

50-424 

S 

gucwa.lt. 

8705280337 

50-424 

P 

gucwa.lt. 

8705280376 

50-321 

S 

gucwa.lt. 

8705280407 

50-366 

S 

GUCWA.L.T. 

8705280464 

50-321 

P 

GUENTHER, S. 

8705190432* 

50-369 

Q 

GUERNSEY.N.P. 

8705040293 

PR 


GUFFNEY.P.M. 

8705200020 

PR 


GUIDI,J.J. 

8705190479 

PR 


GUILL,P.F. 

8705210610 

50-287 

S 

GUINN.P.R. 

8705290287* 

40-6908 


GUINN.P.R. 

8705290290* 

40-6908 


GUU,K. 

8705120183 

PR 


GULDEMOND.W. 

8705070091 

50-346 

S 

GULDEMOND.W. 

8705180233 

50-346 

S 

GULDEMOND.W.G. 

8705050281 

50-409 

Q 

GULDEMOND.W.G. 

8705060344 

50-255 

Q 

GULDEMOND.W.G. 

8705060345* 

50-255 

Q 

GULDEMOND.W.G. 

8705070042 

50-409 

S 

GULDEMOND.W.G. 

8705120254 

50-282 

Q 

GULDEMOND.W.G. 

8705120255* 

50-282 

Q 

GULDEMOND.W.G. 

8705260007 

50-346 

Q 

GULDEMOND.W.G. 

8705260011* 

50-346 

Q 

GULDEMOND.W.G. 

8705260059 

50-305 

Q 

GULIELMO.F.J. 

8705040297 

50-245 

1 

GUNNIGLE.T.E. 

8705180493* 

50-424 

H 

GUREVITCH.J. 

8705200020 

PR 


GUSH.T. 

8705200020 

PR 


GUSTAFERRO.F.J. 

8705120291 

PR 


GUSTAFSON,D.A. 

8705070215* 

50-29 

P 

GUSTAFSON.D.A. 

8705070219* 

50-29 

P 

GUTHRIE.G.L 

8705200601 

PR ‘ 


GUTIERREZ,J.M. 

8705080182 

50-277 

P 

GUY,K.K. 

8705200075 

PR 


HAAG.M. 

8705010051 

PR 


HAASE.M.R. 

8705120262 

PR 


HADLEY, C, 

8705290232* 

40-6908 


HADLEY.C. 

8705290253* 

40-943 


HADLEY.C. 

8705290278* 

40-943 


HADLEY.C. 

8705290284* 

40-943 


HADLOCK.D.J. 

8705040330 

PR 


HAEBE.I. 

8705200020 

PR 


HAGAN,T.F. 

8705040005* 

CONTRACT 

HAGAN, T.F. 

8705070133* 

CONTRACT 

HAGAN.T.F. 

8705080341* 

CONTRACT 

HAGAN, T.F. 

8705180444* 

CONTRACT 

HAGARTY.V.M. 

8705190530 

PR 


HAGER,G.W. 

8705130135* 

50-320 

P 

HAGEY.H. 

8705050208* 

CONTRACT 

HAGEY.H. 

8705180006 

CONTRACT 

HAGEY.H. 

8705270524 

CONTRACT 

HAGEY.H, 

8705280411 

CONTRACT 

HAGGART.K.D. 

8705220324 

50-354 

P 

HAGGERTY,S.D. 

8705040330 

PR 


HAGGETT.J.E. 

8705010051 

PR 


HAGHI,M.A. 

8705180219 

50-269 

S 


AUTHOR 
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NUMBER 
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HAGNER.E. 

8705120183 

PR 


HAIMAN.D.L. 

8705120359 

PR 


HAINES.D. 

8705040304 

50-482 

R 

HALAPATZ,J. 

8705010108 

50-382 

P 

HALE,A. 

8705080097 

WASTE MGT 

HALE, A. 

8705110003 

WASTE MGT 

HALE.P. 

8705180031* 

50-482 

H 

HALEY 

8705120119 

PR 


HALFMOON.R.T. 

8705180022 

WASTE MGT 

HALLD.G. 

8704270202 

NUREG 


HALL.D.P. 

8705060404 

50-461 

P 

HALL.D.P. 

8705070059 

50-461 

P 

HALL.D.P. 

8705110194 

50-461 

P 

HALL.D.W. 

8705120394 

PR 


HALL.G.G. 

8705050329 

50-395 

R 

HALL.I.B. 

8705200067 

PR 


HALLJ.R. 

8705190618 

50-155 

P 

HALLJ.R. 

8705260133 

50-155 

P 

HALLM.E. 

8705200006 

PR 


HALLER, W.A. 

8705110286* 

50-413 

R 

HAMADA,G.H. 

8705130032* 

50-275 

Q 

HAMILTON,A. 

8705120336 

PR 


HAMILTON.P. 

8705210057 

50-293 

R 

HAMILTON.S.K. 

8705200075 

PR 


HAMM.J. 

8705180119 

ORG 


HAMRE,J.A. 

8705290273 

PR 


HAMRICK.J.S. 

8705120401 

40-8681 


HANCOCK.P. 

8705120119 

PR 


HANLEY, M.A. 

8705200012 

PR 


HANNA,H,N. 

8705050044 

PR 


HANSEN.D. 

8705200020 

PR 


HANSEN.L. 

8705050157 

PR 


HANSEN.W. 

8704090267* 

50-528 

P 

HANSON. R. 

8705120086 

NUREG 


HANWRIGHT,J. 

8705200006 

PR 


HAPLER.R. 

8705200043 

PR 


HARBOUR.J. 

8705270086 

50-443 

G 

HARD,J.E. 

8705260068* 

50-305 

Q 

HARDIMAN,J. 

8705290190* 

50-322 

H 

HARE.E.A. 

8705110170* 

50-2 

V 

HARE.S.M. 

8705180404* 

50-282 

V 

HARENBERG.P. 

8705140379 

PR 


HARIZI.P.D. 

8705040293 

PR 


HARKINS.E. 

8705120336 

PR 


HARMAN.P.L. 

8705120262 

PR 


HARMON.D.F. 

8705290299* 

40-6908 


HARMON.D.F. 

8705290313* 

40-6908 


HARMON.P.E. 

8705280259* 

50-327 

Q 

HARPER.F.T. 

8705200221 

50-327 

S 

HARPER,J.C. 

8705110116* 

QA999 


HARRELL.E.W. 

8705120301 

50-339 

S 

HARRELL.E.W. 

8705120308 

50-339 

S 

HARRELL,E.W. 

8705130269 

50-338 

S 

HARRELL.E.W. 

8705210334 

50-338 

S 

HARRELL.E.W. 

8705210372 

50-338 

S 

HARRINGTON.B.A. 

8705120394 

PR 


HARRINGTON.M.A. 

8705080178 

50-458 

R 

HARRIS,A.T, 

8705200020 

PR 


HARRIS.B.L 

8705070202* 

50-412 

A 

HARRIS, J.R. 

8705190174* 

50-416 

Q 

HARRIS.R.H. 

8705040199* 

50-312 

Q 

HARRIS.R.H. 

8705120110* 

50-293 

Q 

HARRISON.D. 

8705050039 

PR 


HARRISON.D.F. 

8705280400 

50-368 

R 

HARRISON.J.J. 

8705070166 

50-305 

Q 

HARRISON,J.J. 

8705080352 

50-483 

Q 

HARRISON.J.J. 

8705110141 

50-341 

Q 

HARRISON, J.J. 

8705110152 

50-483 

Q 

HARRISON, J.J. 

8705110155 

50-255 

Q 

HARRISON, J.J- 

8705120269 

50-457 

Q 

HARRISON,J.J. 

8705120305 

50-455 

Q 

HARRISON,J.J. 

8705190358 

50-373 

Q 

HARRISON, J.J. 

8705190367* 

50-373 

Q 

HARRISON,J.J. 

8705210627 

50-295 

Q 

HARRISON, J.J. 

8705210641* 

50-295 

Q 

HARRISON, J.J. 

8705220455 

50-409 

Q 

HARRISON.J.J. 

8705220458* 

50-409 

Q 

HARRISON, J.J. 

8705260285 

50-346 

Q 

HARRISON, J.J. 

8705270312 

50-331 

Q 

HARRISON.J.J. 

8705270324* 

50-331 

Q 

HARRISON,J.J. 

8705280007 

50-483 

Q 

HARRISON.P 

8705060429* 

50-445 

A 

HART.G. 

8705120257 

PR 


HART,R.D. 

8705220163 

WASTE RES 

HART.R.D, 

8705260408 

WASTE RES 

HART.R.D. 

8705280270 

50-250 

S 

HARTER, A.G. 

8705290273 

PR 


HARTMANN, J. 

8705200006 

PR 
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CATEGORY 


HARTSHORNE.J.D. 

8705200006 

PR 


HEHL.C.W. 

8705200336 

50-155 

V 

HINDS,J.A. 

HARVEY, H.W. 

8704270352 

50-259 

P 

HEHUC.W, 

8705280345 

50-263 

V 

HINDS.J.A. 

HASFURTHER 

8705120359 

PR 


HEIDENREICH,J. 

8705040018* 

CONTRACT 

HINDS,R.A. 

HASKINS.J. 

8705280320* 

50-228 

F 

HEIDER.LH. 

8705040281* 

50-271 

P 

HINKLE.N.E. 

HASKINS.LJ. 

8705120183 

PR 


HEIDER,W. 

8705120183 

PR 


HINMAN.D.B. 

HASSE.R.A. 

8705270411* 

50-341 

Q 

HEIN.M. 

8705050044 

PR 


HINTON.LW. 

HATCH.C.B. 

8705130104 

PR 


HEINEMAN.R. 

8705060253* 

50-498 

A 

HINTZ.D.C. 

HATCH.E.E 

8705290273 

PR 


HEITNER.K.L 

8705060160 

50-267 

P 

HINTZ.D.C. 

HATFIELD, R.H. 

8705200006 

PR 


HEITNER.K.L 

8705080260 

50-267 

P 

HINTZ.D.C. 

HATTON.E.W. 

8705290237 

PR 


HEITNER.K.L 

8705080323 

50-267 

P 

HINTZ.D.C. 

HAVERLY.J.S. 

8705060436 

50-346 

S 

HEITNER,K.L 

8705140272 

50-267 

P 

HINTZ.D.C. 

HAWK,R. 

8705120291 

PR 


HEITNER.K.L 

8705180389 

50-267 

P 

HINTZ.D.C. 

HAWKINS.C.K. 

8705050044 

PR 


HELD.J.T. 

8705200221 

50-327 

S 

HINTZ.D.C, 

HAWKINS.D. 

8705190647 

CONTRACT 

HELGESON,K.A. 

8705120129 

70-820 


HINTZ.D.C. 

HAWKINS.DA 

8705010185 

CONTRACT 

HELGESON.K.A. 

8705120212 

70-820 


HINTZ.D.C. 

HAWKINS.DA 

8705040051 

CONTRACT 

HELLER.LW. 

8312230075* 

50-275 

E 

HINTZ.D.C. 

HAWKINS, DA 

8705200132 

CONTRACT 

HELLER,R.K. 

8705060212 

50-272 

S 

HINTZ.D.C. 

HAWKINS.E.F. 

8705060058 

40-8714 


HELLER.R.K. 

8705150356 

50-311 

S 

HINTZ.D.C. 

HAWK1NS.E.F. 

8705060088 

40-8829 


HELLER,R.K. 

8705190016 

50-272 

S 

HIRSCH.S. 

HAWKINS.E.F. 

8705060109 

WASTE MGT 

HELLER.R.K. 

8705290139 

50-272 

S 

HIRSHBERG.E. 

HAWKINS.E.F. 

8705060143 

WASTE MGT 

HELMS,J. 

8705190225* 

50-400 

H 

HIRST, C.W. 

HAWKINS.E.F. 

8705060149 

40-8452 


HELMS.N. 

8705120291 

PR 


HIRT,J.A. 

HAWKINS.E.F. 

8705060151 

WASTE MGT 

HENDERSON.H.L. 

8705200084 

27-39 


HIRT.J.A. 

HAWKINS.E.F. 

8705060164 

40-8452 


HENDERSON.H.L. 

8705200099 

27-39 


HIRT,J.A. 

HAWKINS.E.F. 

8705060169 

40-8926 


HENDERSON.J.B. 

8705050106* 

50-265 

S 

HITCHCOCK.A. 

HAWKINS.E.F. 

8705060372 

WASTE MGT 

HENDRICKSON.P. 

8705120266 

PR 


HUDIK,A.F. 

HAWKINS.E.F. 

8705130126 

40-8857 


HENNINGER.W.A. 

8705130149* 

PROJ 


HOBBINS.R.R. 

HAWKINS.E.F. 

8705130138* 

40-8857 


HENRIES, W.E. 

8705290259 

PR 


HOBBS.R.E. 

HAWK1NS.E.F. 

8705270694 

40-8911 


HENRY.W.E. 

8705120274 

PR 


HOBBS.S. 

HAWKINS,E.F. 

8705280020 

40-8684 


HENSLEY.K.D. 

8705110005* 

70-143 


HOCH.J.B. 

HAWKINS, E.F. 

8705280057 

40-1341 


HENSLEY, K.D. 

8705120133 

70-143 


HOFFMAN.R. 

HAWKINS, E.F. 

8705280060 

40-8684 


HENSLEY,K.D. 

8705120146 

70-143 


HOFFNAR.B. 

HAWKINS, E.F. 

8705280066 

40-8102 


HENZE.C.R. 

8705210282 

PR 


HOGABOOM,A.G. 

HAWKINS, E.F. 

8705280154 

40-8452 


HERBERT, E.E. 

8705120257 

PR 


HOGAN.LS. 

HAWKINS,J.W. 

8705140379 

PR 


HERDT.A.R. 

8705040192 

50-335 

Q 

HOGE.H.J. 

HAWLEY.E.B. 

8705290237 

PR 


HERDT.A.R. 

8705040283 

50-269 

Q 

HOIT,J. 

HAY.R.H. 

8705120084 

PR 


HERDT,A.R. 

8705040307 

50-395 

Q 

HOLAHAN.G.M. 

HAYDEN.R. 

8705180257 

50-298 

F 

HERDT.A.R. 

8705040313 

50-250 

Q 

HOLAHAN.G.M. 

HAYDEN.R. 

8705220104 

50-298 

F 

HERDT,A.R. 

8705050220 

50-338 

Q 

HOLAHAN.G.M. 

HAYDEN.R.T. 

8705120084 

PR 


HERDT.A.R. 

8705190169 

50-416 

Q 

HOLCOMBE, J.C. 

HAYES.B.B. 

8705290018* 

50-275 

P 

HERDT,A.R. 

8705190297 

60-324 

Q 

HOLDER,A.L 

HAYES.B.B. 

8705290024* 

50-275 

P 

HERDT.A.R. 

8705190341 

50-348 

Q 

HOLDER.LS. 

HAYES.B.B. 

8705290058* 

FOIA 


HERDT.A.R. 

8705190354 

50-348 

Q 

HOLDSWORTH.C.R. 

HAYES.J.J. 

8705130293 

50-334 

P 

HERDT,A.R. 

8705190359 

50-414 

Q 

HOLLAND.W.H. 

HAYES.R.D. 

8705290273 

PR 


HERDT,A.R. 

8705190391 

50-335 

Q 

HOLLEY.L 

HAYMON,D.J. 

8705040153 

QA999 


HERDT.A.R. 

8705280298 

50-269 

Q 

HOLLINGWORTH.B. 

HAYNESJ.G. 

8705040003 

50-530 

S 

HERDT.A.R. 

8705280350 

50-424 

Q 

HOLLINGWORTH.B. 

HAYNES, J.6. 

8705050401 

50-528 

S 

HERDT,A.R. 

8705290053 

50-281 

Q 

HOLLOWAY, C.J. 

HAYNES,J.G. 

8705060373 

50-528 

R 

HERFIELD.R. 

8705050157 

PR 


HOLLOWAY.C.J. 

HAYNES, J.G. 

8705070014 

50-528 

P 

HERR.R.K. 

8705180052* 

50-445 

Q 

HOLLOWAY, C.J. 

HAYNES, J.G. 

8705070063 

50-528 

R 

HERR.R.K. 

8705180053* 

FOIA 


HOLLOWAY,C.J. 

HAYNES,J.G, 

8705080291 

50-528 

P 

HERR.R.K. 

8705180057* 

50-445 

Q 

HOLLOWAY,R. 

HAYNES, J.G. 

8705080307 

50-528 

P 

HERRERA, J.R. 

8705120132 

50-323 

P 

HOLMAN,R. 

HAYNES.J.G. 

8705120244 

50-528 

S 

HERRERA.J.R. 

8705120227* 

50-323 

P 

HOLMBERG.B.A. 

HAYNES.J.G. 

8705120309 

50-529 

S 

HERRINGTON.J.S. 

8705200067 

PR 


HOLMES,G.A. 

HAYNES, J.G. 

8705120315 

50-528 

P 

HERSSEY.M.L 

8705120119 

PR 


HOLT,J. 

HAYNES.J.G. 

8705140161 

50-528 

P 

HESS.C.M. 

8705050017 

PR 


HOLZ.M. 

HAYNES, J.G. 

8705180074 

50-528 

S 

HESS.R.J. 

8705140134 

50-344 

R 

HOMAN,F.P. 

HAYNES,J.G. 

8705180211 

50-529 

S 

HESS,R,J. 

8705210687 

50-344 

S 

HON,A. 

HAYNES,J.G. 

8705210402 

50-528 

R 

HESSE, S.M. 

8705120119 

PR 


HONEY.J.E. 

HAYNES.J.G. 

8705210465 

50-528 

F 

HETMANEK,R. 

8705010051 

PR 


HOOD.D. 

HAYNES,J.G. 

8705210501 

50-530 

J 

HETTINGER.F. 

8705060421* 

50-445 

A 

HOOD.D. 

HAYNES,J.G. 

8705220167 

50-528 

P 

HETTINGER.F. 

8705060425* 

50-445 

A 

HOOGLUND.B. 

HAYNES, J.G. 

8705220174* 

50-528 

P 

HETTINGER.F. 

8705060429* 

50-445 

A 

HOOKER,C. 

HAYNESiJ.G. 

8705220267 

50-528 

P 

HEWICK,C. 

8705200171 

PR 


HOOKER.C. 

HAYNES,J.G. 

8705220291 

50-528 

P 

HEYDER,E. 

8705290265 

PR 


HOOKER, C.A. 

HAYNESJ.G. 

8705260269 

50-528 

S 

HIATT, S.L 

8705120257 

PR 


HOOKER.C.A. 

HAYNESJ.G. 

8705260372 

50-529 

S 

HICKEY,J.P. 

8705180077 

50-320 

G 

HOOKS,K.R. 

HAYNES,J.G. 

8705260375 

50-529 

S 

HICKEY,J.P. 

8705180077 

50-320 

G 

HOOPES.J. 

HAYNES,J.G, 

8705270532 

50-528 

S 

HICKS, LH. 

8705200601 

PR 


HOPKINS, J.A. 

HAYNESIJ.G. 

8705270654 

50-529 

S 

HICKSON.J.F. 

8705190479 

PR 


HOPKINS, J.B. 

HAYNES^.G. 

8705280087 

50-529 

S 

HIGGINS, W.R. 

8705050227 

50-395 

S 

HOPKINS.J.B. 

HEADLEY, R. 

8705190479 

PR 


HIGGINS, W.R. 

8705120229 

50-395 

S 

HOPKINS,J.B. 

HEADLEY, R.F. 

8705210282 

PR 


HIGINS,W.R. 

8705210012 

50-395 

S 

HOPKINS, M. 

HEAP,H. 

8705120274 

PR 


HILBERT, S. 

8705200020 

PR 


HOPKINS.R.G. 

HEASLER,P.G. 

8705280412 

NUREG 


HILDENBRAND.P. 

8705150422 

WASTE MGT 

HORAN, W.V. 

HEAVEN,E. 

8705140379 

PR 


HILL.C. 

8705280095 

40-8584 


HORN.G.R. 

HEBDON.FJ. 

8611190076* 

FOIA 


HILL,J. 

8705270078 

50-267 

S 

HORN.M. 

HEFRONJ.F. 

8705120084 

PR 


HILLER.L 

8705220444 

MISC 


HORNE, J.M 

HEHL,C.W. 

8705040220 

50-266 

Q 

HILLIARD.M.A. 

8705120336 

PR 


HORNE.J.M. 

HEHL.aW. 

8705050254 

50-315 

V 

HiaiARD.R.D. 

8705120084 

PR 


HORNE, J.M. 

HEHL,C.W. 

8705050262 

50-346 

V 

HILLS, D.E. 

8705270411* 

50-341 

Q 

HORNER, H.R. 

HEHL,C,W. 

8705050318 

50-461 

V 

HIND,J.A. 

8705150414 

70-1308 


HORVATH,L.C. 

HEHL,C.W. 

8705070064 

50-305 

Q 

HIND,J.A. 

8705150434* 

70-1308 


HORWITZH 

HEHL,C.W. 

8705110165 

50-2 

V 

HIND.J.A. 

8705220440 

50-10 

Q 

HOSEY.C.M.’ 

HEHL.C.W. 

8705180391 

50-282 

V 

HINDS.J.A. 

8705050134* 

FOIA 


HOSEY.C.M. 

hehl,c.w. 

8705190007 

50-454 

Q 

HINDS,J.A. 

8705050249* 

50-254 

P 

hosey’c M 

HEHL,C.W. 

8705190009* 

50-454 

Q 

HINDS.J.A. 

8705050263* 

FOIA 


hoseyIcm] 


ACCESSION 

NUMBER 


8705050276* 

8705050290* 

8705040330 

8705280379 

8705200092 

8705120290 

8705050228 

8705050270 

8705050321 

8705060289* 

8705060392 

8705070062 

8705110139 

8705110295 

8705120068 

8705120140 

8705180286 

8705280026 

8705190530 

8705050039 

8705050334* 

8705070097 

8705180375 

8705210435 

8705150160 

8705050017 

8705190198* 

8705040330 

8705210467 

8705070156* 

8705200006 

8705060324 

8705040293 

8705050039 

8705150416 

8705120287 

8705060117* 

8705270472 

8705270640 

8705050388* 

8705210277 

8705180458 

8705210282 

8705110253* 

8705010083 

8705200020 

8705200075 

8604080494* 

8604240358* 

8705060245 

8705260057 

8705110088* 

8705140400 

8705050293 

8705290025 

8705130026 

8705120274 

8705120119 

8705110012* 

8705120142 

8705130027 

8705180455 

8705120291 

8705120298 

8705270610 

8705050181* 
8705280454* 
8705080107* 
8705220411 
870527041 1 * 

8705050079 

8705130285* 

8705150412 

8705120291 

8705050017 

8705290273 

8705130128 

8705110045* 

8705110270* 

8705110289* 

8705110298* 

8705120211 

8705200020 

8705120084 

8705040218* 

8705040326* 

8705050333* 

8705190256* 


SUBJECT 

CATEGORY 

50-254 P 

FOIA 

PR 

NUREG 

PR 

PR 

50-305 P 

50-305 P 

50-305 Q 

50-305 Q 

50-305 S 

PR 

50-305 F 

50-306 S 

50-305 Q 

PR 

50-305 R 

50-305 F 

PR 
PR 

50-280 P 

50-387 S 

50-388 S 

50-387 R 

PR 


PR 

50-416 R 

50-275 P 

PR 

PR 

PR 

PR 

PR 

PR 

50-397 P 

50-323 P 

50-323 P 

50-206 P 

50-382 S 

50-264 J 

PR 

50-461 P 

40-8027 

PR 

PR 

50-445 A 

50-445 A 

50-302 P 

50-302 P 

CONTRACT 
50-10 F 

50-460 S 

50-528 P 

50-247 H 

PR 

PR 

50-206 Q 

40-3392 

60-369 P 

50-369 P 

PR 

50-344 S 

50-344 S 

50-275 Q 

50-344 Q 

50-327 Q 

WASTE MGT 
50-341 Q 

50-395 P 

50-261 P 

60-395 P 


PR 

50-298 R 

70-1374 
50-530 P 

50-530 P 

50-530 P 

70-143 


50-400 Q 

50-250 Q 

50-160 Q 

60-261 Q 
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SUBJECT 

AUTHOR 
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SUBJECT 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

HOSEY.C.M, 

8705200734* 

50-395 

Q 

hunstad,a.a. 

8705040232 

50-282 

S 

JOHNSON.B.D. 

8705050187 

50-155 

R 

HOSPODOR.S. 

8706290061 

nureg 


HUNSTAD.A.A. 

8705120334 

50-282 

S 

JOHNSON.B.D. 

8705050390 

50-255 

p 

HOSSLER.D.E 

8705130123* 

50-320 

P 

HUNT,A. 

8705120291 

PR 


JOHNSON.B.D. 

8705120018 

50-255 

S 

HOTCHKISS.W. 

8705210282 

PR 


HUNT.M.D, 

8705040196* 

50-335 

Q 

JOHNSON.B.D, 

8705120249 

50-155 

F 

HOUGHTON.N.T. 

8705120394 

PR 


HUNTER.D.R. 

8705210688* 

50-482 

Q 

JOHNSON.B.D. 

8705120264 

50-155 

S 

HOUSER, J.A. 

8705120266 

PR 


HUNTER.J. 

8705040256* 

50-412 

Q 

JOHNSON.B.D. 

8705190477 

50-255 

S 

HOUSTEAU.L 

8705120127* 

50-498 

A 

HUNTER,J.G. 

8705210597* 

50-333 

Q 

JOHNSON.B.D. 

8705260352 

50-255 

s 

HOVEY.LC. 

8705120119 

PR 


HURLBUTT.E.O. 

8705270549* 

CONTRACT 


JOHNSON.B.D. 

8705270329 

50-155 

p 

HOWARD.H. 

8705120274 

PR 


HURLEY.H. 

8705200053 

PR 


JOHNSON.B.D. 

8705280356 

50-255 

s 

HOWARD.H.W. 

8705200020 

PR 


HUSAR.I.W. 

8705060033 

50-322 

T 

JOHNSON.B.H. 

8705120274 

PR 


HOWARD, K.E. 

8705060269* 

50-331 

P 

HUSTED.OA. 

8705270050 

50-289 

G 

JOHNSON, C. 

8705050039 

PR 


HOWE, A. 

8705060271 

50-400 

S 

HUTCHERSON.M.N. 

8705050017 

PR 


JOHNSON.C.R. 

8705050157 

PR 


HOWE.A. 

8705190612 

50-400 

S 

HYATT.G. 

8705070051 

TOPREP 


JOHNSON.D.L 

8705060248 

PR 


HOWER,L 

8705200020 

PR 


HYDE.A. 

8705120336 

PR 


JOHNSON.E. 

8705220263 

50-482 

Q 

HOWES.T.E. 

8705290237 

PR 


IGNATONIS,A. 

8705010029* 

50-259 

Q 

JOHNSON.EE 

8705120257 

PR 


HOYLE,J.C. 

8705120185 

70-143 


IMADA,T. 

8705260469 

PROJ 


JOHNSON, EH. 

8705080009 

50-445 

Q 

HOYLE,J.C. 

8705190646* 

50-443 

G 

IMBRO.E.V. 

8612010289* 

50-424 

Q 

JOHNSON.E.H. 

8705280263 

50-313 

P 

HOYLE,J.C. 

8705270525* 

50-443 

G 

INGRAM.F. 

8705060307* 

70-135 


JOHNSON, F.W. 

8705200035 

PR 


HOYLE,S. 

8705120119 

PR 


INGRAM.F. 

8705260435* 

PR 


JOHNSON.G.D. 

8705180146* 

50-498 

A 

HOYT.H.F. 

8705060015 

50-443 

G 

INGRAM.F. 

8705260483* 

PR 


JOHNSON.G.E 

8705060029 

50-322 

G 

HOYT.H.F, 

8705060024 

50-443 

G 

INTERRANTE.C.G. 

8705260233 

WASTE RES 

JOHNSON.G.E. 

8705060102 

50-320 

G 

HOYT.H.F. 

8705120055 

50-443 

G 

INTERRANTE.C.G. 

8705260257 

WASTE RES 

JOHNSON.G.E 

8705270122 

50-320 

G 

HOYT.H.F. 

8705130051 

50-346 

G 

lOVINO.B. 

8705010040 

PR 


JOHNSON.G.L. 

8704090267* 

50-528 

P 

HOYT.H.F. 

8705180212* 

50-443 

G 

lOVINO.B. 

8705010092 

PR 


JOHNSON.I.M. 

8705050239 

50-254 

P 

HOYT.H.F. 

8705270086 

50-443 

G 

lOVINO.B. 

8705200545 

PR 


JOHNSON.I.M. 

8705080276 

50-237 

R 

HOYT.H.F. 

8706270112 

50-443 

G 

lOVINO.B. 

8705290303 

PR 


JOHNSON.I.M. 

8705180094 

50-237 

P 

HSIl.Y.G. 

8705220078 

TOPREP 


IRELAND.R.E. 

8705050041* 

50-498 

Q 

JOHNSON.I.M. 

8705180290 

50-237 

P 

HUBBARD.LS. 

8705290273 

PR 


IRELAND.R.E 

8705080035* 

50-382 

Q 

JOHNSON.I.M. 

8705260312 

50-237 

R 

HUBER.M.P. 

8705270411* 

50-341 

Q 

IRELAND.R.E. 

8705130282* 

50-285 

Q 

JOHNSON.J.E. 

8705050057 

50-267 

R 

HUBER,S.A. 

8705040073 

FOIA 


IREUND.R.E. 

8705270087* 

50-498 

Q 

JOHNSON.J.M. 

8705290237 

PR 


HUCKINS.B.B. 

8705120266 

PR 


IREUND.R.E 

8705280205* 

50-498 

Q 

JOHNSON, J.P. 

8705290212* 

40-6908 


HUDEC.W.S. 

8705010150 

XPORTLIC 


IRELAND.R.E 

8705280250* 

50-382 

Q 

JOHNSON, J.P. 

8705290287* 

40-6908 


HUDEC.W.S. 

8705010159 

XPORTLIC 


IRVINE.A.R. 

8705060251 

PR 


JOHNSON, M. 

8705180255 

FOIA 


HUDEC.W.S. 

8705010182 

XPORTLIC 


ISELIN.C.W. 

8705120081 

PR 


JOHNSON.M. 

8705180482 

FOIA 


HUDEC.W.S. 

8705040024 

XPORTLIC 


ISHIKAWA.M. 

8705190577 

NUREG 


JOHNSON.M. 

8705190624 

FOIA 


HUDEC.W.S. 

8705040031 

XPORTLIC 


ISLEY.T. 

8705120011 

50-346 

S 

JOHNSON, P.H. 

8705040167* 

50-397 

Q 

HUDEC.W.S. 

8705190581 

XPORTLIC 


IVERSON.O.N. 

8705260063 

50-263 

S 

JOHNSON,P.H. 

8705050352* 

50-206 

Q 

HUDEC.W.S. 

8705200041 

XPORTLIC 


JABLONSKI,F.J. 

8705120317* 

50-455 

Q 

JOHNSON.P.H. 

8705110010* 

50-206 

Q 

HUDSON.EG. 

8705120077 

50-369 

P 

JABLOWSKI,F.J. 

8706280011* 

50-483 

Q 

JOHNSON.P.H. 

8705110012* 

50-206 

Q 

HUDSON.O.N. 

8705180101 

50-400 

S 

JACKIW.I.N. 

8705010048 

50-409 

S 

JOHNSON.P.H. 

8705270354* 

50-206 

Q 

HUDSON.O.N. 

8705180245 

50-400 

S 

JACKIW.I.N. 

8705050289* 

50-409 

Q 

JOHNSON.R.A. 

8705270188 

71-9200 


HUEBNER.LG. 

8705050226* 

50-341 

R 

JACKIW.I.N. 

8705070042 

50-409 

S 

JOHNSON.R.H. 

8705110215 

50-237 

S 

HUEHMER.H. 

8705120084 

PR 


JACKIW.I.N. 

8705220254* 

50-263 

Q 

JOHNSON,S.A. 

8705110176 

50-302 

F 

HUETER.U. 

8705180332* 

50-409 

Q 

JACKLIN.N.W. 

8705070345 

50-374 

S 

JOHNSON.S.C. 

8705120090 

70-143 


HUETER.LJ. 

8705260068* 

50-305 

Q 

JACKSON.D.R. 

8705190479 

PR 


JOHNSON.S.G. 

8705050342 

50-302 

R 

HUEY.F.R. 

8705110012* 

50-206 

Q 

JACKSON.G. 

8705110261* 

71-393 


JOHNSON.T. 

8705180165 

50-277 

s 

HUFF.D.A. 

8705060197 

PR 


JACOB.L 

8705050044 

PR 


JOHNSON.T. 

8705270332 

50-277 

s 

HUFF.V.J. 

8705120291 

PR 


JACOBS.G.K. 

8705070321 

WASTE RES 

JOHNSON,W.J. 

8705130136 

PROJ 


HUG.M.T. 

8705270595 

50-275 

R 

JACOBS.G.K. 

8705220331* 

WASTE RES 

JOHNSON.W.J. 

8705130149* 

PROJ 


HUGHEL,D.J. 

8705120140 

PR 


JACOBS.J.L. 

8705280339 

50-272 

1 

JOHNSON,W.J. 

8705130237 

PROJ 


HUGHES.H. 

8705010051 

PR 


JACOBY.D.L 

8705060149 

40-8452 


JOHNSON.W.J. 

8705180123 

TOPREP 


HUGHEY.J.L 

8705060283 

50-315 

S 

JACOBY.D.L. 

8705060372 

WASTE MGT 

JOHNSON,W.J. 

8705180235 

QA999 


HUKILL.H.D. 

8705050238 

50-289 

P 

JACOBY.D.L 

8705280154 

40-8452 


JOHNSON.W.J. 

8705180416 

TOPREP 


HUKILL.H.D. 

8705080327 

50-289 

S 

JAFFE.D.H. 

8705010125 

50-336 

P 

JOHNSON.W.J. 

8705260250 

TOPREP 


HUKILL.H.D. 

8705150221 

50-289 

F 

JAFFE,D.H. 

8705190067 

50-336 

Q 

JOHNSTON, J.B, 

8705120084 

PR 


HUKILUH.D. 

8705180016 

50-289 

P 

JAMES.V.N. 

8705130010 

PR 


JOHNSTON.K. 

8705040260* 

50-312 

Q 

HUKILL.H.D. 

8705180204 

50-289 

F 

JANECZKO.P.B. 

8705120262 

PR 


JOHNSTON.W.V. 

8705040243 

50-317 

Q 

HUKILUH.D. 

8705190195 

50-289 

P 

JANETOS.D.R. 

8705120026 

50-443 

G 

JOHNSTON.W.V. 

8705040250 

50-412 

Q 

HUKILUH.D. 

8705260320 

50-289 

P 

JANIS.W.J. 

8705200231 

NUREG 


JOHNSTON.W.V. 

8705050050 

50-289 

Q 

HUKILUH.D. 

8705260436 

50-289 

R 

JANKOWSKI.B.J. 

8705010146 

XPORTLIC 


JOHNSTON.W.V. 

8705050346 

50-443 

Q 

HUKILL.H.D. 

8705270074 

50-289 

P 

JANSON.OH. 

8705200020 

PR 


JOHNSTON.W.V. 

8705060297 

50-293 

Q 

HUKILUH.D. 

8705280352 

50-269 

P 

JANUARY.R.Q. 

8705200092 

PR 


JOHNSTON.W.V. 

8705080252 

50-293 

Q 

HULL.J.L. 

8705210402 

50-528 

R 

JAPE.F. 

8705190394* 

50-335 

Q 

JOHNSTON.W.V. 

8705110202 

50-443 

Q 

HULMAN.LQ. 

8703230085* 

50-293 

P 

JAPE.F. 

8705280300* 

50-269 

Q 

JOHNSTON.W.V. 

8705110232 

50-412 

Q 

HULMAN.L.G. 

8705120047 

50-322 

T 

JAPE,F. 

8705280357* 

50-424 

Q 

JOHNSTON.W.V. 

8706110238 

50-322 

Q 

HULMAN.UG. 

8705120047 

50-322 

T 

jarrelud. 

8705110373* 

50-352 

Q 

JOHNSTON.W.V. 

8705110293 

50-410 

Q 

HULMAN.LG. 

8705120198 

TOPREP 


JAUDON,J.P. 

8705040265* 

50-382 

Q 

JOHNSTON.W.V. 

8705110367 

50-352 

Q 

HULMAN.LG. 

8705220219 

ORG 


JAUDON.J.P. 

8705080156 

50-267 

S 

JOHNSTON.W.V. 

8705120104 

50-293 

Q 

HULTSCH,R.A. 

8705110187 

50-186 

P 

JAUDON,J.P. 

8705120222* 

50-267 

Q 

JOHNSTON.W.V. 

8705120405 

50-277 

Q 

HUMPHREY, C.J. 

8705280094* 

50-277 

U 

JAUDON,J.P. 

8705180319* 

50-298 

Q 

JOHNSTON.W.V. 

8705130008 

50-423 

Q 

HUMPHREY, G.J. 

8705120119 

PR 


JAUDON.J.P. 

8706180450* 

50-458 

Q 

JOHNSTON.W.V. 

8705130042 

50-272 

Q 

HUMPHREY, P.G. 

8705050004* 

50-259 

Q 

JAYNE,W. 

8705010051 

PR 


JOHNSTON.W.V. 

8705180226 

50-412 

Q 

HUMPHREY, P.G. 

8705280385* 

50-390 

Q 

JENISON.KM. 

8705280259* 

50-327 

.Q 

JOHNSTON.W.V. 

8705180382 

50-272 

Q 

HUNEGS,G.K. 

8706280269* 

50-327 

Q 

JENKINS.R.W. 

8705130104 

PR 


JOHNSTON.W.V. 

8705180413 

50-412 

Q 

HUNNICUTT.D.M. 

8705180280* 

50-285 

Q 

JENSEN, H. 

8705210621* 

50-354 

R 

JOHNSTON.W.V. 

8705210587 

50-333 

Q 

HUNNICUTT,D.M. 

8705270087* 

50-498 

0 

JERCINOVIC.M.J. 

8705200253 

NUREG 


JOHNSTON.W.V. 

8705220017 

50-289 

Q 

HUNNICUTT,D.M. 

8705280260* 

50-382 

Q 

JIERREE.C.C. 

8705060153 

40-299 


JOHNSTON.W.V. 

8705280005 

50-333 

Q 

HUNSADER.S.C. 

8705040154 

50-456 

P 

JIERREE.C.C. 

8705060161* 

40-299 


JOHNSTON.W.V. 

8705280214 

50-309 

Q 

HUNSADER,S.C. 

8705060300 

50-456 

S 

JIERREE,C.C. 

8705060287 

40-299 


JOHNSTON.W.V. 

8705280311 

50-213 

Q 

HUNSADER,S.C. 

8705110167 

50-456 

P 

JIERREE.C.C. 

8705180188* 

40-8380 


JOHNSTON.W.V. 

8705280321 

50-247 

Q 

HUNSADER.S.C. 

8705110326 

50-456 

Q 

JIM.R. 

8705180133 

WASTE MGT 

JONES.C. 

8705290237 

PR 


HUNSADER.S.C. 

8706110355 

50-457 

Q 

JOHNS, C.B. 

8705120262 

PR 


JONES.D.E. 

8705110161* 

50-483 

Q 

HUNSADER.S.C. 

8705130045 

50-467 

Q 

JOHNSON.A. 

8705040108* 

50-397 

Q 

JONES,LJ. 

8705140379 

PR 


HUNSADER,S.C. 

8705180321 

50-456 

S 

JOHNSON.A.D. 

8706060199* 

50-243 

Q 

JONES.M.A. 

8705120351* 

50-324 

P 

HUNSADER.aC. 

8705190369 

50-456 

P 

JOHNSON.A.F. 

8705130071 

50-322 

G 

JONES.R. 

8705280099 

40-299 


HUNSADER.S.C. 

8705270251 

50-456 

F 

JOHNSON,B.D. 

8705010151 

50-156 

S 

JONES,R.L 

8705120359 

PR 


HUNSADER S C 

8705270511 

50-467 

S 

JOHNSON.B.D. 

8705040131 

50-255 

R 

JONES, R,V. 

8705120257 

PR 


hunsader!s!c. 

8705290065 

50-454 

P 

JOHNSON.B.D. 

8705050185 

50-255 

R 

JONES,S.B. 

8705110254 

50-259 

s 
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JONES.S.B. 

8705280195 

50-259 

S 

KATO.W.Y. 

8705260437* 

50-443 

P 

JONES.V.H. 

8705270159 

50-280 

R 

KATZ,D.N. 

8705060264* 

50-498 

A 

JONES.W.B. 

8705180450* 

50-458 

Q 

KATZ.H.B. 

8705200171 

PR 


JONES.W.M. 

8705010035 

50-358 

A 

KATZ.S.L. 

8705220001 

FOIA 


JONOS 

8705200006 

PR 


KAUFFMAN, J. 

8705180012 

60-528 

G 

JOOSTEN.J.M. 

8705200102 

PR 


KAUFMAN, L. 

8705190630 

PR 


JORDAN.E.L. 

8705050183 

REVIEW GR P 

KAUFMAN.N.C. 

8705280160* 

70-371 


JORDAN.E.L. 

8705140058 

REVIEW GR P 

KA2ANAS.N.C. 

8705270395* 

50-327 

P 

JORDAN, G.W. 

8705190470* 

50-327 

P 

KAZOR.W.R. 

8705190087* 

WASTE MGT 

JORGENSON.L. 

8705180271* 

50-443 

H 

KEARNEY,J.J. 

8705110311 

PR 


JOSEPH.M. 

8705040072 

50-267 

S 

KEARNEY.J.J. 

8705110311 

PR 


JOSEPH.M.A. 

8705040329 

50-267 

S 

KEARNEY.M.F. 

8705050157 

PR 


JOSEPH.M.A. 

8705120415 

50-267 

S 

KEATING.J.J. 

8705080058 

WASTE MGT 

JOSEPH.M.A. 

8705180247 

50-267 

S 

KEATING.J.J. 

8705180328 

WASTE MGT 

JOSEPH.M.A. 

8705180256 

50-267 

S 

KEATING, J.J. 

8705190024 

WASTE MGT 

JOSEPH.M.A. 

8705260362 

50-267 

s 

KEELEY.G.S. 

8705010177 

50-445 

S 

JOSEPH, M.A. 

8705270078 

50-267 

S 

KEELEY.G.S. 

8705040077 

50-445 

Q 

JOSIE.T.R. 

8705210282 

PR 


KEELEY.G.S. 

8705040216 

50-445 

S 

JOSIGER.W.A. 

8705060085 

50-3 

R 

KEELEY.G.S. 

8705050191 

50-445 

S 

JOSIGER.W.A. 

8705080145 

50-286 

S 

KEELEY.G.S. 

8705050204 

50-445 

S 

JOSIGER.W.A. 

8705220329 

50-286 

Q 

KEELEY.G.S. 

8705050327 

50-445 

S 

JOSIGER.W.A. 

8705220339 

50-286 

R 

KEELEY.G.S. 

8705060175 

50-445 

S 

JOSlGER,W.A. 

8705260433 

50-286 

S 

KEELEY.G.S. 

8705060431 

50-445 

Q 

JOSIGER,W.A. 

8705280203 

50-286 

Q 

KEELEY.G.S. 

8705060439 

50-445 

S 

JOURDAN.C. 

8705140105* 

50-295 

H 

KEELEY.G.S. 

8705070003 

50-445 

S 

JOYCE.R.F. 

8705290273 

PR 


KEELEY.G.S. 

8705070062 

PR 


JOYCE.T. 

8705050025 

50-455 

S 

KEELEY.G.S. 

8705080189 

50-445 

Q 

JUDD.Q. 

8705120015* 

70-920 


KEELEY.G.S. 

8705080209 

50-445 

Q 

JULIAN.C.A. 

8705040226 

50-250 

Q 

KEELEY.G.S. 

8705120253 

50-445 

A 

JULIAN, C.A. 

8705190162 

50-250 

Q 

KEELEY.G.S. 

8705120275 

50-445 

Q 

JULIAN,C.A. 

8705190275 

50-413 

Q 

KEELEY.G.S. 

8705120303 

60-445 

Q 

JULIAN.C.A. 

8705190300 

50-348 

Q 

KEELEY.G.S, 

8705120312 

50-445 

S 

JULIAN, C.A. 

8705280278* 

50-327 

Q 

KEELEY.G.S. 

8705120348 

50-445 

S 

JULIAN, C.A. 

8705280371 

50-400 

Q 

KEELEY.G.S. 

8705120365 

50-445 

Q 

JUNG.R.J. 

8705140099 

PT21 


KEELEY.G.S. 

8705120371 

50-445 

S 

JUNK1NS,C.A. 

8705040293 

PR 


KEELEY.G.S, 

8705130040 

50-445 

A 

JUSTUS, A.L. 

8705120218* 

70-8 


KEELEY.G.S. 

8705130101 

50-445 

S 

KADAMBl.N.P. 

8705010052 

60-368 

P 

KEELEY.G.S. 

8705130130 

50-445 

S 

KADAMBI.N.P. 

8705070193 

50-498 

A 

KEELEY.G.S. 

8705130255 

50-445 

Q 

KADAMBl.N.P. 

8705130257* 

50-498 

S 

KEELEY.G.S. 

8705180246 

50-445 

S 

KADAMBI.N.P. 

8705270477 

50-498 

A 

KEELEY.G.S. 

8705260339 

50-445 

A 

KADESCH.T. 

8705120262 

PR 


KEELEY,G.S. 

8705270040 

50-445 

Q 

KAES2.D. 

8705120183 

PR 


KEELEY.G.S. 

8705270310 

50-445 

1 

KAHLE.J.B. 

8705210025* 

50-400 

Q 

KEELEY.G.S. 

8705270699 

50-445 

S 

KAHN, A. 

8705040293 

PR 


KEELEY.G.S. 

8705280013 

50-445 

A 

KAISER.G. 

8705190429* 

NUREG 


KEELEY.G.S. 

8705280033 

50-445 

S 

KALE.S. 

8705180237 

WASTE MGT 

KEELY.C. 

8705140379 

PR 


KALE.S.H. 

8705070168 

WASTE MGT 

KEENE, J. 

8705120262 

PR 


KALE.S.H. 

8705070177 

WASTE MGT 

KEENE.P.R. 

8705120262 

PR 


KALE,S.H. 

8705080007 

WASTE MGT 

KEENE.W,A. 

8705290237 

PR 


KALE,S.H. 

8705080071 

WASTE MGT 

KEIMIG.R.R. 

8705180442 

50-277 

Q 

KALE,S.H. 

8705080122 

WASTE MGT 

KEIMIG.R.R. 

8705260422* 

50-286 

Q 

KALEMBA.E.M. 

8705120140 

PR 


KEIMIG.R.R. 

8705280159* 

50-352 

Q 

KALINA, L. 

8705140379 

PR 


KEIMIG.R.R. 

8705280178* 

70-398 


KALMAN, G. 

8705270475 

50-312 

P 

KEIMIG.R.R. 

8705280442* 

50-3 

Q 

KAMMERER.C. 

8705040090* 

50-443 

F 

KEIMIG.R.R. 

8705290031* 

50-247 

Q 

KAMMERER.C. 

8705040094* 

50-443 

F 

KEISER.H.W. 

8705010195 

60-387 

R 

KAMMERER.C. 

8705040099* 

50-443 

F 

KEISER.H.W. 

8705060362 

PR 


KAMMERER.C. 

8705140128* 

50-295 

H 

KEISER.H.W. 

8705110157 

50-388 

P 

KAMMERER,C. 

8705270004 

STATE PRO G 

KEISER.H.W. 

8705110175 

50-387 

P 

KANE,P. 

8705290237 

PR 


KEISER.H.W. 

8705110330 

71-9184 


KANE,W.F. 

8705050029* 

50-286 

V 

KEISER.H.W. 

8705110330 

71-9184 


KANE.W.F. 

8705180215 

50-277 

Q 

KEISER.H.W. 

8705180309 

50-388 

P 

KANE.W.F. 

8705180333 

50-277 

Q 

KEISER.H.W. 

8705200012 

PR 


KANE,W.F. 

8705270553 

50-219 

Q 

KEISER.H.W. 

8705210435 

50-387 

R 

KANTOR,F. 

8705120047 

50-322 

T 

KEISER.H.W. 

8705210439 

50-387 

F 

KANTOR.F. 

8705120047 

50-322 

T 

KEISER.H.W. 

8705220443 

50-387 

P 

KANZ.I. 

8705190530 

PR 


KEISER.H.W. 

8705270270 

50-387 

R 

KAPLAN.A. 

8705190221 

50-440 

R 

KEISER.H.W, 

8705270434 

50-387 

P 

KAPLAN.A. 

8705290237 

PR 


KEISER.H.W. 

8705280176 

50-387 

P 

KAPLAN.F. 

8705200601 

PR 


KEITH.B.W. 

8705190234 

50-483 

R 

KARP.L 

8705050044 

PR 


KEITH.H.N. 

8705070389 

50-333 

S 

KARWAN.R. 

8705040293 

PR 


KELLER.A.T. 

8705270595 

50-275 

R 

KASHKIN.M.R. 

8705120257 

PR 


KELLER.R. 

8705040238* 

50-289 

V 

KASPER.J. 

8705010005 

PR 


KELLER.R. 

8705080195* 

50-219 

V 

KASTEN.M.J. 

8705050157 

PR 


KELLER.R. 

8705080305* 

50-289 

V 

KATO.W.Y. 

8705190396* 

NUREG 


KELLER, R. 

8705110073* 

50-57 

V 

KATO.W.Y. 

8705260265* 

50-443 

P 

KELLER.R. 

8705180216* 

50-54 

V 

KATO.W.Y. 

8705260274* 

50-443 

P 

KELLER.R. 

8705180231* 

50-213 

V 

KATO,W.Y. 

8705260301* 

50-3 

P 

KELLER.R. 

8705180325* 

50-322 

V 

KATO.W.Y. 

8705260390* 

50-443 

P 

KELLER, R.M. 

8705050029* 

50-286 

V 

KATO.W.Y. 

8705260397* 

50-443 

P 

KELLER.R.M. 

8705180345* 

50-387 

V 

KATO.W.Y. 

8705260399* 

50-443 

P 

KELLEY, D.L 

8705080016* 

50-445 

Q 

KATO.W.Y. 

8705260401* 

50-443 

P 

KELLEY,D.L 

8705220427* 

50-498 

Q 

KATO.W.Y. 

8705260403* 

50-443 

P 

KELLEY, J.E. 

8705200171 

PR 


KATO.W.Y. 

8705260406* 

50-443 

P 

KELLEY.J.L. 

8705270140 

50-320 

G 

KATO.W.Y. 

8705260424* 

50-443 

P 

KELLEY.J.T. 

8705010051 

PR 


KATO.W.Y. 

8705260427* 

50-443 

P 

KELLY,A.F. 

8705280378* 

50-298 

Q 


AUTHOR 


KELLY.J.A. 
KELLY, JJ. 

KELLY, J.L 
KELLY,L. 

KELLY, T. 

KELMERS,A.D. 

KELMERS.A.D. 

KEMP.J.S. 

KEMPSTER,D. 

KENNEDY,EE. 

kennedy.ee. 

kennedy.ee. 

KENNEDY.EM. 

KENNEDY.F. 

KENNEDY.J. 

KENNEDY,W.J. 

KENNEY.L. 

KENNEY.R. 

KENT.J.F. 

KENT-BASHAM.V. 

KENYON, B.D. 
KENYON.B.D. 
KENYON.R.D. 
KENYON, T.J. 
KENYON.T.J. 

KEOHAN.P.J. 

KEPPLER.J.G. 

KEPPLER.J.G. 

KEPPLER.J.G. 

KEPPLER.J.G. 

KEPPLER,J.G. 

KEPPLER.J.G. 

KERCH.H. 

KERCH.H.W. 

KERCH.H.W. 

KERNS.R. 

KERR.G.W. 

KERR.G.W. 

KERR.K. 

KERR.W. 

KERR.W. 
KERR.W.B. 
KERRIGAN, B. 
KERRY, J. 
KERSHAW.M. 

KERSHUUB. 

KERSHUL,B. 

KESSLER.L.R. 

KESTENBAUM.I. 

KEZELIS.EZ. 

KEZELIS.E.Z. 

KHATIB-RAHBAR 

KHATTAK,M.S. 

KHAZRAI.M. 

KIDO.C. 

KIDO.C. 

KIDO.C. 

KIDO.C. 

KIEJZO,A. 
KIMBALL, E. 

KIMBALL,H.E. 

KIMBALL.J.W. 

KING.J. 

KING.M.S. 

KING.P. 

KING.T.L. 

KING.T.L 

KING.T.L 

KING,V.A. 

KING.W. 

KINGERY.C. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSLEY.O.D, 

KINGSLEY.O.D. 

KINGSLEY.O.D. 

KINGSTON.M. 

KINNAMAN.R. 

KINNEMAN,J.D. 

KINTNER.L 


ACCESSION 

NUMBER 


8705280336* 

8705050017 

8705260091 

8705220339 

8705120394 

8705220319 

8705260158 

8705040293 

8705120183 

8705120175 

8705120177* 

8705280151 

8705120073 

8705120262 

8705180051 

8705200033 

8705190530 

8705050044 

8705200092 

8705140379 

8705260070 

8705260074* 

8705120084 

8705060173 

8705190121 

8705120082* 

8705190557* 

8705260429* 

8705260455* 

8705290164 


SUBJECT 

CATEGORY 

50-498 Q 

PR 

50-259 P 

50-286 R 

PR 

WASTE RES 
WASTE RES 
PR 
PR 

40-8903 

40-8903 
40-8903 
50-443 G 

PR 

WASTE MGT 

PR 

PR 

PR 

PR 

PR 

50-387 P 

50-387 P 

PR 

50-601 A 

50-601 A 

CONTRACT 
50-341 S 

PR 
PR 

50-259 P 


8705290187* 

8705290285* 

8705110242* 

8705040199* 

8705120110* 

8705120291 

8705260432* 

8705260449* 

8705060025 

8705110209 

8705190590 

8705110096* 

8705120336 

8705120073 

8705010051 


50-483 P 

50-483 P 

50-412 Q 

50-312 Q 

50-293 Q 

PR 
PR 
PR 

50-322 
50-2 

ACRS 
FOIA 
PR 

50-443 G 

PR 


8705070294 

8705220446 

8705040080 

8705190530 

8705120034 

8705120034 

8705260124* 

8705280379 

8705270301 

8703310117* 

8703310117* 

8705180059* 

8705180059* 

8705040293 

8705120084 


50-344 S 

50-344 S 

XPORTLIC 
PR 

50-456 G 

50-456 G 

50-443 P 

NUREG 
50-346 R 

50-400 P 

50-400 P 

50-498 A 

50-498 A 

PR 
PR 


8705120394 PR 
8705120359 PR 
8705190530 PR 
8705200006 PR 
8705200020 PR 


8705050058 PROJ 

8705050149 PROJ 

8705050168 PROJ 

8705050343 50-482 R 

8705120394 PR 

8705200075 PR 

8705040273 50-416 R 

8705050284 50-416 R 

8705060437 PR 

8705110300 50-416 P 


8705190241 50-416 F 

8705200101 50-416 V 

8705210467 50-416 R 

8705210517 50-416 S 

8705270566 50-416 P 


8705270577* 50-416 P 
8705280113 50-416 J 
8705280290 50-416 P 
8705280312 50-416 P 
8705130104 PR 


8705140379 PR 
8509190470* FOIA 
8705060196 50-416 P 


■oO 
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AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 

KINTNER.LL 

8705070232 

50-416 

S 

KINTNER.LL 

8705270261 

50-416 

P 

KINTNER.LL 

8705290157 

50-416 

R 

KIRBY.MJ. 

8705040330 

PR 


KIRBY.V.F. 

8705140379 

PR 


KIRCHNER.GJ. 

8705190018 

50-373 

R 

KIRK,J. 

8705190530 

PR 


KIRSCH.D.F. 

8705040104 

50-397 

Q 

KIRSCH.D.F. 

8705040145 

50-397 

F 

KIRSCH.D.F. 

8705040191 

50-312 

Q 

KIRSCH.D.F. 

8705040249 

50-312 

Q 

KIRSCH.D.F. 

8705050003 

50-312 

V 

KIRSCH.D.F. 

8705050008 

50-275 

P 

KIRSCH.D.F. 

8705050339 

50-312 

P 

KIRSCH.D.F. 

8705070006 

50-361 

Q 

KIRSCH.D.F. 

8705130108 

50-275 

Q 

KIRSCH.D.F. 

8705180090 

50-529 

Q 

KIRSCH.D.F. 

8705190463* 

FOIA 


KIRTLEY.J.L 

8705010051 

PR 


KISSINGER.C.F. 

8705140429 

PR 


KLASH,S.J. 

8705120257 

PR 


KLAUS, B.J. 

8705150160 

PR 


KLEIN.R. 

8705190530 

PR 


KLEINBERG.R. 

8705120287 

PR 


KLEINSMITH.M.E. 

8705270709* 

50-325 

P 

KLEINSORGE.W.P. 

8705040318* 

50-250 

Q 

KLELLY.R.B. 

8705190487* 

50-327 

P 

KLETZIEN.R.M. 

8705190479 

PR 


KLINE, S.L 

8705130154* 

50-320 

P 

KLOPP.F. 

8705200012 

PR 


KNAPIK.M. 

8705180128 

FOIA 


KNAPP, M.R. 

8705060116* 

WASTE MGT 

KNAPP.M.R. 

8705080070 

WASTE MGT 

KNAPP, M.R. 

8705080123 

WASTE MGT 

KNAPP,W.J, 

8705130210* 

50-277 

R 

KNIGHT, B.E. 

8705110002 

70-143 


KNIGHT.B.E. 

8705110212 

70-143 


KNIGHT.J. 

8705080084 

WASTE MGT 

KNIGHT.J. 

8705150454* 

WASTE MGT 

KNIGHT.J. 

8705180030 

WASTE MGT 

KNIGHT, J.P. 

8705070295 

WASTE MGT 

KNIGHT, J.P. 

8705080015 

WASTE MGT 

KNIGHT.J.P. 

8705080113 

WASTE MGT 

KNIGHT.J.P. 

8705150443 

WASTE MGT 

KNIGHT.J.P. 

8705180166 

WASTE MGT 

KNIGHT.J.P. 

8705260187 

WASTE MGT 

KNIGHT, W.R. 

8705130013* 

50-312 

P 

KNIGHTON, G. 

8705070094 

50-528 

P 

KNIGHTON, G. 

8705070106* 

50-528 

P 

KNIGHTON.G.W. 

8705060124* 

50-397 

P 

KNIGHTON,G.W. 

8705070038 

50-312 

P 

KNIGHTON.G.W. 

8705180425 

50-397 

F 

KNIGHTON.G.W. 

8705190212 

50-206 

P 

KNIGHTON.G.W. 

8705270608 

50-344 

Q 

KNIGHTON.G.W. 

8705270612 

50-528 

P 

KNIGHTON.G.W. 

8705270631 

50-344 

Q 

KNIGHTON.G.W. 

8705290148 

50-312 

P 

KNIGHTON.G.W. 

8705290243* 

50-397 

P 

KNOP.R.C. 

8705070047 

50-440 

S 

KNOWLES.H.F. 

8705120154 

PR 


KNOWLES.P.W. 

8705180088* 

50-443 

G 

KNUDSON.M.O. 

8705280079 

40-8905 


KOBELJ. 

8705120394 

PR 


KOBEL.L. 

8705050039 

PR 


KOBER.R.W. 

8705010188 

50-244 

S 

KOBER.R.W. 

8705130288 

50-244 

P 

KOBER.R.W. 

8705210417 

50-244 

R 

KOBER.R.W. 

8705270252 

50-244 

F 

KOBER.R.W. 

8705280335 

50-244 

Q 

KOBER.R.W. 

8705290244 

50-244 

S 

KOBRICK.T.E. 

8705120078 

PR 


KOBYUK.M. 

8705200006 

PR 


KOCH.E.H. 

8706040224* 

FOIA 


KOCHENDARFER.R. 

8705060305* 

TOPREP 


KOCHER.D.C. 

8705120181 

PR 


KOEHLER.R. 

8705050039 

PR 


KOEHN.R.K. 

8705200063 

PR 


KOETH.B. 

8705120266 

PR 


KOHL,C. 

8705260411* 

PR 


KOHL,C. 

8705260412* 

PR 


KOLONAUSKI.L. 

8705180346* 

50-387 

V 

KOMORIYA,H. 

8705270164* 

CONTRACT 


KONKLIN.J.E. 

8705080107* 

50-327 

Q 

KONWINSKI.G.R. 

8705060058 

40-8714 


KONWINSKI.G.R. 

8705060088 

40-8829 


KONWINSKI,Q.a 

8705060169 

40-8926 


KORB.C. 

8705120291 

PR 


KORCHOWSKY 

8705040293 

PR 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KORS.G.R. 

8705060006 

50-322 

G 

KORS.G.R. 

8705060006 

50-322 

G 

KORTHAS.S. 

8705120119 

PR 


KOSLOFF.D.C. 

8705290145* 

50-346 

P 

KOSLOW.A. 

8705270284* 

50-410 

P 

KOUBA.W. 

8705120242 

50-454 

S 

KOUUAS.E.M. 

8705010051 

PR 


KOURY.W.L. 

8705040293 

PR 


KOUTS.H. 

8705190524 

NUREG 


KOUTS,H.J. 

8705190396* 

NUREG 


K02INETZ.A.J. 

8705120084 

PR 


KOZMAN,J. 

8705060269* 

50-331 

P 

K02UP.C.S. 

8705120018 

50-255 

S 

KOZUP.C.S. 

8705190477 

50-255 

S 

KOZUP.C.S. 

8705220299 

50-255 

F 

KOZUP.C.S. 

8705260352 

50-255 

S 

KOZUP.C.S. 

8705280356 

50-255 

S 

KRAMER.G. 

8705200020 

PR 


KRASOPOULOS.A. 

8705120410* 

50-277 

Q 

KRAUSE.C.W. 

8705180390 

50-266 

R 

KRAUSE.M.K. 

8705200020 

PR 


KREGER.D.E. 

8705200171 

PR 


KREGER.W.E. 

8009190562* 

50-445 

A 

KREGER.W.E. 

8103040765* 

50-483 

P 

KREH,J.L. 

8705280396* 

50-259 

Q 

KRIEGER.K. 

8705270401 

50-247 

R 

KRIMM.R.W. 

8705180435 

50-334 

F 

KRIMM.R.W. 

8705290019 

50-250 

F 

KRIMM.R.W. 

8705290045 

50-334 

F 

KRIMM.R.W. 

8705290143 

50-331 

F 

KROPP,W.J. 

8705070086* 

50-456 

Q 

KRUG.H.E. 

8705190089* 

50-261 

Q 

KRYSINSKI.E.T. 

8705010051 

PR 


KRZYWDA.F. 

8705290237 

PR 


KUCHNIA.M. 

8705120287 

PR 


KUEMIN.J.L. 

8705040176 

50-255 

P 

KUEMIN.J.L 

8705040193 

50-255 

P 

KUEMIN.J.L 

8705120340 

50-255 

P 

KULCHAK.R.D. 

8705220303 

PT21 


KULLBERG.R. 

8705200020 

PR 


KUNCL,LG. 

8705190213 

50-298 

P 

KUNIHIRO.D. 

8705260315 

STATE PRO G 

KUNSMAN.D.M. 

8705200197 

50-327 

P 

KUO.P.T. 

8705140081* 

50-382 

P 

KUPPERMAN,J. 

8705200601 

PR 


KURTZ, C.F. 

8705200020 

PR 


KURTZ, E.F. 

8705190117 

FOIA 


KURZ.R. 

8705120119 

PR 


KUSICK,B. 

8705200020 

PR 


KUSTEK.P.A. 

8705190530 

PR 


KUZO.G.B. 

8705040218* 

50-400 

Q 

L’HOMMEDIEN,A. 

8705200171 

PR 


LABATE.J. 

8705200020 

PR 


LABONTE.W.T. 

8705050002 

50-382 

S 

LABRUNA.S. 

8705280472 

50-354 

S 

LABY.R. 

8705290273 

PR 


UCEY.W.S. 

8705150313 

50-334 

S 

LACEY.W.S. 

8705150325 

50-334 

S 

LACEY.W.S. 

8705260040* 

50-412 

A 

LACY.J.T. 

8705120359 

PR 


LADD.M. 

8705210270 

50-282 

F 

UEFFLER.E. 

8705200020 

PR 


UFFORD.G.R. 

8705150416 

PR 


UFORGE.J. 

8705190530 

PR 


UGOMARSINO.R. 

8704290035* 

50-433* 

P 

UGUARDIA.K. 

8705120257 

PR 


LAHEY.L. 

8705120291 

PR 


LAINAS.G.C. 

8705140191 

50-324 

P 

LAKE.C. 

8705120119 

PR 


ULIBERTE-CAREY 

8705190530 

PR 


LAMBERT.J.T. 

8705120394 

PR 


UMMERS,E.O. 

8705060032 

40-8027 


LAMVERMEYER.D. 

8705270137 

PROJ 


LAMY.M.R. 

8705120359 

PR 


LANDERS.D.F. 

8705190487* 

50-327 

P 

LANDMAN, R, 

8705120257 

PR 


LANEN.T.A. 

8705120140 

PR 


LANGABEER.E. 

8705200020 

PR 


LANGE, D. 

8705180325* 

50-322 

V 

LANGE.D.J. 

8705080195* 

50-219 

V 

LANGEMEIER,R.N. 

8705120106 

40-8943 


LANGER,S. 

8705190479 

PR 


LANKES.J.B. 

8705290237 

PR 


LANNING.W. 

8705120189 

50-269 

S 

LANNING.W. 

8705280073 

50-270 

S 

LANNING.W. 

8705280190 

50-219 

S 

LANPHER.LC. 

8705120093 

50-322 

G 

LANPHER.LC. 

8705120093 

50-322 

G 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

LANPHER.LC. 

8705130085 

50-322 

G 

LANPHER.LC. 

8705130085 

50-322 

G 

LAPLATNEY,J.J. 

8705080214 

50-213 

S 

LAPONTE,G.P. 

8705050039 

PR 


LARANSINO.C.A. 

8705050274 

50-280 

R 

LAROCHE.G. 

8705050165* 

70-893 


LAROCHE, G. 

8705190032 

40-7580 


LARRAGOITE.L.S. 

8705060427 

50-317 

S 

LARSEN.M.A. 

8705050017 

PR 


LARSEN.S. 

8705050157 

PR 


LARSON, C.E. 

8705110198 

50-263 

P 

LASALLE.I. 

8705050039 

PR 


LASCELLE.K. 

8705290265 

PR 


LASFER.N. 

8705130104 

PR 


LASKER,J. 

8705120257 

PR 


LASKORSKI.R.S. 

8705290237 

PR 


LATHAM.S.B. 

8705010024 

50-322 

G 

LATHAM.S.B. 

8705060022 

50-322 

G 

LATHAM.S.B. 

8705060022 

50-322 

G 

LATHAM.S.B. 

8705120054 

50-322 

G 

UTHAM.S.B. 

8705120054 

50-322 

G 

LATHAM.S.B. 

8705120058* 

50-322 

G 

LATHAM.S.B. 

8705120058* 

50-322 

G 

LATHAM.S.B. 

8705120093 

50-322 

G 

LATHAM.S.B. 

8705120093 

50-322 

G 

LATHAM.S.B. 

8705130091 

50-322 

G 

LATHAM.S.B. 

8705130091 

50-322 

G 

UTHAM.S.B. 

8705180081 

50-322 

G 

UTHAM.S.B. 

8705180081 

50-322 

G 

UTHAM.S.B. 

8705180131 

50-322 

G 

UTHAM.S.B. 

8705180131 

50-322 

G 

UTHAM.S.B. 

8705270081 

50-322 

G 

UTHAM.S.B. 

8705270081 

50-322 

G 

UTTA,R.M. 

8705190089* 

50-261 

Q 

UU.F.L. 

8705050334* 

50-280 

P 

UU,J. 

8705200053 

PR 


UU,K. 

8705200053 

PR 


UUBER.F. 

8705120287 

PR 


UUGHERY.K.R. 

8704270073 

NUREG 


UW.C.K. 

8705050017 

PR 


UWRENCE,N.L. 

8705120257 

PR 


UWYER.LL. 

8705050102* 

50-324 

V 

UZARUS.W. 

8705050046* 

50-286 

Q 

UZARUS.W.J. 

8705040309* 

50-271 

Q 

LAZARUS.W.J. 

8705040317 

50-277 

F 

UZARUS,W.J. 

8705050279* 

50-412 

Q 

LAZARUS,W.J. 

8705110060 

50-354 

F 

UZARUS.W.J. 

8705210308* 

50-244 

Q 

UZARUS.W.J. 

8705220047* 

50-272 

Q 

UZARUS.W.J. 

8705280156* 

50-412 

Q 

UZO.R.M. 

8705200129 

50-250 

G 

LEAFE.J. 

8705120257 

PR 


LEAHEY,J. 

8705270284* 

50-410 

P 

LEAHY, T.J. 

8705200221 

50-327 

S 

LEARY.G.E. 

8705120084 

PR 


LEAVITT.W.T. 

8705040330 

PR 


LEBUNC.C.W. 

8705120336 

PR 


LEBUNC.J,G. 

8705120257 

PR 


LEBLOND.P.C. 

8705050100 

50-295 

Q 

LEBLOND.P.C. 

8705210599 

50-454 

P 

LEBLOND.P.C. 

8705280404 

50-295 

P 

LEBMON.M. 

8705200020 

PR 


ledbetter.j.l 

8702120641* 

FOIA 


LEE,D.W. 

8705280379 

NUREG 


LEE,J.C. 

8705190451 

ACRS 


LEE,T.D. 

8705010201* 

70-143 


LEE.W.S. 

8705280119 

TOPREP 


LEFECRE.H.E. 

8705260053 

WASTE MGT 

LEFEVRE.H.E. 

8705110052 

WASTE MGT 

LEFEVRE.H.E. 

8705180036 

WASTE MGT 

LEFEVRE.H.E. 

8705180174 

WASTE MGT 

LEFEVRE.H.E. 

8705180184 

WASTE MGT 

LEFEVRE.H.E. 

8705180296 

WASTE MGT 

LEFEVRE.H.E. 

8705220255 

WASTE MGT 

LEITCH.G.M. 

8705200283 

50-277 

S 

LEIVANT.D. 

8705050039 

PR 


LEJACY.S.S. 

8705200601 

PR 


LELLOUCHE.G.S. 

8705040028 

PR 


LEMONS, J.R. 

8705060427 

50-317 

S 

LEMONS, J.R. 

8705210114 

50-317 

S 

LEMONS.J.R. 

8705210433 

50-317 

R 

LEMONS.J.R. 

8705280170 

50-317 

S 

LEMPGES.TE. 

8705040150 

50-220 

R 

LEMPGES.T.E. 

8705070008 

50-410 

S 

LEMPGES.TE. 

8705110228 

50-410 

S 

LEMPGES.T.E. 

8705140367 

50-410 

s 

LEMPGES.T.E. 

8705270437 

50-410 

s 

LEMPGESJ.E. 

8705280372 

50-410 

p 
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AUTHOR 

ACCESSION 
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NUMBER 
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LEMPGES.T.E. 

8705290102 

50-410 

S 

LIEBERMAN.J. 

8611180005* 

40-8027 


LOIGNON,G.A. 

8705110256* 

50-395 

R 

LENART.D.L 

8705280032* 

50-341 

P 

LIEBERMAN.J. 

8702120544* 

50-280 

S 

LOMBARDI.M.J. 

8705150160 

PR 


LENART.D.L 

8705280037* 

50-341 

P 

LIEBERMAN.J. 

8705010066 

50-220 

Q 

LOMBARDLM.J. 

8705220171 

50-317 

S 

LENART.D.L 

8705280042* 

50-341 

P 

LIEBERMAN,J. 

8705070151 

l&E 


LONG,A. 

8705140379 

PR 


LENART.R.S. 

8705080190 

50-341 

S 

LIEBERMAN,J. 

8705110046 

50-454 

Q 

LONG,D.A. 

8705120183 

PR 


LENART.R.S. 

8705120389 

50-341 

S 

LIEBERMAN.J. 

8705110220 

l&E 


LONG.F. 

8705120140 

PR 


LENART.R.S. 

8705120417 

50-341 

S 

LIEBERMAN.J, 

8705110325 

l&E 


LONG.G, 

8705190479 

PR 


LENART.R.S. 

8705210133 

50-341 

S 

LIEBERMAN.J. 

8705130249 

50-454 

Q 

LONG,J.A. 

8705110327 

70-143 


LENART.R.S. 

8705210156 

50-341 

S 

LfEBERMAN,J. 

8705130258 

50-10 

Q 

LONG,J.A. 

8705120225 

70-143 


LENART.R.S. 

8705210178 

50-341 

S 

LIEBERMAN.J. 

8705130289 

50-482 

Q 

LONG.J.A. 

8705130048 

70-143 


LENART.R.S. 

8705210440 

50-341 

R 

LIEBERMAN.J. 

8705140111 

l&E 


LONG,J.A. 

8705130147 

70-143 


LENART.R.S. 

8705270431 

50-341 

S 

LIEBERMAN,J. 

8705140146 

ORG 


LONG,J.A. 

8705270377 

70-143 


LENART.R.S. 

8705280139 

50-341 

S 

LIEBERMAN,J. 

8705190641 

50-341 

Q 

LONG.J.A. 

8705270517* 

70-143 


LENNARTZ.J.A. 

8705180404* 

50-282 

V 

LIEBERMAN,J. 

8705260451 

50-250 

Q 

LONG,J.A. 

8705290108* 

70-143 


LENNON.E. 

8705050039 

PR 


LIEBERMAN,J. 

8705270298 

TOPREP 


LONG,J.L. 

8705210540 

50-327 

S 

LENTZ.R.S. 

8705290273 

PR 


LIEBERMAN.J. 

8705270500 

ORG 


LONG,S.M. 

8705060371 

50-443 

T 

LEONARD.J.D. 

8705050095 

50-322 

R 

LIEBERMAN,J. 

8705280046 

50-186 

Q 

LONG.W.O. 

8705080001 

50-298 

P 

LEONARD, J.D. 

8705180238 

50-322 

J 

LIEBERMAN,J. 

8705280360 

l&E 


LONGWELUG.L. 

8705060324 

PR 


LEONARD.J.D. 

8705190626 

PR 


LIEBERMAN.J. 

8705290002 

ORG 


LOOHAHILL,J.D. 

8705110099* 

50-320 

P 

LEONARD.J.D. 

8705220121 

50-322 

P 

LINDBERG.LL. 

8705120183 

PR 


LOPOZZI.L. 

8705010051 

PR 


LEONARD,J.D. 

8705290030 

50-322 

P 

LINDEMAN.H. 

8705120183 

PR 


LORD.J.S. 

8705120140 

PR 


LEONARD, J.D. 

8705290245 

50-322 

P 

LINDSAY.R.C. 

8705050044 

PR 


LORD.W.S. 

8705040284 

PR 


LEONARD, R.B. 

8705040293 

PR 


LINDSTROM.M. 

8705070030 

XPORTLIC 


LORD.W.S. 

8705060019 

50-443 

G 

LEONG.D.K. 

8705050355* 

50-29 

P 

LINEHAN.J.J. 

8705070243 

WASTE MGT 

LORENZ.M.S. 

8705190372* 

50-344 

F 

LEQUIA.D.P. 

8705210291* 

50-309 

Q 

LINEHAN.J.J. 

8705120008 

WASTE MGT 

LOTT.D. 

8705150160 

PR 


LERNA,A. 

8705200020 

PR 


LINEHAN,J.J. 

8705180217 

WASTE MGT 

LOU.M.A. 

8705200053 

PR 


LEROY.S.E. 

8705270404 

50-369 

S 

LINEHAN.J.J. 

8705220270 

WASTE MGT 

LOUDERBACK,T.E. 

8705120099 

40-8714 


LEROY, S.E. 

8705280072 

50-369 

S 

LINENBERGER.G. 

8705270086 

50-443 

G 

LOUGE.R.H. 

8705290017 

50-277 

S 

LESSARD.L. 

8705120257 

PR 


LINGREN.C.L 

8705120140 

PR 


LOUX,R.R. 

8705070217 

WASTE MGT 

LESSARD.R. 

8705200006 

PR 


LINN.R.R. 

8705200171 

PR 


LOVE.A.R. 

8705060081 

50-352 

G 

LESSCO.P. 

8705290237 

PR 


LINVILLE.J. 

8705040185 

50-272 

S 

LOVE,A.R. 

8705060081 

50-352 

G 

LESSER.M.S. 

8705290083* 

50-413 

Q 

LINVILLE.J. 

8705080012 

50-247 

S 

LOVE,R.S. 

8705270411* 

50-341 

Q 

LETSCHE.K.J. 

8705130091 

50-322 

G 

LINVILLE.J. 

8705180165 

50-277 

S 

LOVEJOY.F. 

8705140379 

PR 


LETSCHE.K.J. 

8705130091 

50-322 

G 

LINVILLE.J. 

8705180248 

50-277 

S 

LOVEJOY.J.F. 

8705200004 

PR 


LETSCHE.K.J. 

8705180083 

50-322 

G 

LINVILLE.J.C. 

8705070020 

50-410 

V 

LOVELESS, D.P. 

8705280259* 

50-327 

Q 

LETSCHE,K.J. 

8706180083 

50-322 

G 

LINVILLE.J.C. 

8705110283* 

50-353 

Q 

LOVELL,S.F. 

8705290273 

PR 


LETSCHE,K.J. 

8705180083 

50-322 

G 

LINVILLE.J.C. 

8705180368* 

50-277 

Q 

LOWENTHAL,M. 

8705290283 

PR 


LETSCHE.K.J. 

8705180083 

50-322 

G 

LIONCHICK.J. 

8705200601 

PR 


LUBELCZYK,J.W. 

8705290237 

PR 


LETSCHE.K.J. 

8706180131 

50-322 

G 

LIPCHAK,J.B. 

8705060264* 

50-498 

A 

LUBOW,S. 

8705290249 

PR 


LETSCHE,K.J. 

8706180131 

50-322 

G 

LIPIRISKI.J.F. 

8705200006 

PR 


LUCAS,J. 

8705200006 

PR 


LETSCHE,K.J. 

8705180189* 

50-322 

G 

LITCHFIELD.E. 

8705050157 

PR 


LUCAS,K. 

8705120183 

PR 


LETSCHE,K.J. 

8705180189* 

50-322 

G 

LITNA,C. 

8705200020 

PR 


LLICK,L. 

8705190577 

NUREG 


LETSCHE.K.J. 

8705270081 

50-322 

G 

LITTLE.M. 

8705050136 

CONTRACT 


LUCKETT.R.M. 

8705110140 

50-275 

S 

LETSCHE,K.J. 

8706270081 

50-322 

G 

LITTLE, M. 

8705110084 

CONTRACT 


LUEHMAN.J.G. 

8705040265* 

50-382 

Q 

LEUGERS.M.J. 

8705270076 

50-322 

G 

LITTLE.M. 

8705290236 

CONTRACT 


LUERE.P.A. 

8705190530 

PR 


LEUGERS,M.J. 

8705270076 

50-322 

G 

LITTLE.O.T. 

8705290237 

PR 


LUKE.G. 

8705200020 

PR 


LEVANDI.G. 

8705120119 

PR 


LITTLE.W.S. 

8705070075 

50-456 

Q 

LUNDHOLM,D.A. 

8705200012 

PR 


LEVANGIA,T. 

8705040330 

PR 


LITTLE.W.S. 

8705070078* 

50-456 

Q 

LUNEAU.B.R. 

8705120183 

PR 


LEVARCHECK;C. 

8705200601 

PR 


LITTLE.W.S. 

8705070086* 

50-456 

Q 

LUNIEWICZ.LK. 

8705150160 

PR 


LEVENSON.M. 

8705180018 

NUREG 


LITTLEHALES.G. 

8705180474 

QAOOg 


LUNN.B.P. 

8705080218 

50-293 

S 

LEVESQUE.R.R. 

8705200092 

PR 


LIU.L. 

8705200068* 

50-331 

1 

LUNN.B.P. 

8705140033 

50-293 

S 

LEVINE.J. 

8705200601 

PR 


LIU.W.C. 

8705120273* 

50-457 

Q 

LUNN.B.P. 

8705140346 

50-293 

S 

LEVINE.S. 

8705200016 

PR 


LIVERMORE, H,H. 

8705280367* 

50-424 

Q 

LUNT.H.E. 

8705040293 

PR 


LEVY.S. 

8705150160 

PR 


LIZALEK.J.F. 

8705280009 

50-237 

S 

LUPIEN,S.A. 

8705290237 

PR 


LEWALD,G.H. 

8705060042 

50-443 

G 

LLOYD.M. 

8705060194* 

50-327 

U 

LUPTAK.A.J. 

8705210597* 

50-333 

Q 

LEWALD.G.H. 

8705060042 

50-443 

G 

LLOYD, R.L. 

8705080107* 

50-327 

Q 

LUTZ.R.A. 

8705120359 

PR 


LEWALD,G.H. 

8705060059 

50-443 

G 

LO,R. 

8705070179 

50-322 

P 

LYNCH.J. 

8705220153* 

50-302 

P 

LEWALD.G.H. 

8705060059 

50-443 

G 

LOBL.E.M. 

8705200601 

PR 


LYNCH, J.E. 

8705220143* 

50-302 

P 

LEWALD.G.H. 

8705060069* 

50-443 

G 

LOCH.R. 

8705200171 

PR 


LYNCH.J.E. 

8705220183* 

50-302 

p 

LEWALD.G.H. 

8705060069* 

50-443 

G 

LOCKE.R.F. 

8705180069 

50-275 

G 

LYNCH.J.E. 

8705220217* 

50-302 

P 

LEWALD.G.H. 

8705060144 

50-443 

G 

LOCKE.R.F. 

8705180125 

50-133 

G 

LYON.D.M. 

8705060158 

50-373 

S 

LEWALD.G.H. 

8705060144 

50-443 

G 

LOCKE,R.F. 

8705200040 

50-275 

G 

LYONS.P.J. 

8705270714 

40-299 


LEWIS.B. 

8705290283 

PR 


LOCKER, H. 

8705190530 

PR 


LYTLE-VIEIRA,J. 

8705200020 

PR 


LEWIS,K.R. 

8705200001 

PR 


LOCY,R.A. 

8705120385 

50-333 

S 

MACADAM.W.K. 

8705120084 

PR 


LEWfS.M. 

8705110347 

PR 


LODEWYK,A.J. 

8705110242* 

50-412 

Q 

MACCALLUM.B.R. 

8705050017 

PR 


LEWIS, R.L 

8705050377 

50-259 

S 

LOESCH.R. 

8705110111* 

50-322 

Q 

MACCARY.R.R. 

8705050052* 

FOIA 


LEWIS.R.L 

8705110254 

50-259 

s 

LOFY,R.A. 

8705050133* 

50-265 

S 

MACCARY,R.R. 

8705050169* 

FOIA 


LEWIS.R.L 

8705140384 

50-259 

s 

LOGAN.K.G. 

8705190519* 

50-341 

S 

MACCARY.R.R. 

8705050242* 

50-254 

S 

LEWIS, R.L 

8705270533 

50-259 

R 

LOGAN,N.E. 

8705210093 

PR 


MACCONI,P. 

8705200012 

PR 


LEWIS.R.L 

8705280195 

50-259 

s 

LOGRANDE,M.A. 

8705180176* 

50-322 

G 

MACDONALD.C.E. 

8705050288 

70-3041 


LEWIS, R.L 

8705280276 

50-259 

s 

LOGSDON, M.J. 

8705180065* 

WASTE MGT 

MACDONALD.C.E. 

8705080096 

50-298 

F 

LEWIS, S.H. 

8705120027 

27-39 


LOGSDON, M.J. 

8705220436 

WASTE RES 

MACDONALD.C.E. 

8705130088 

71-630 


LEWIS.S.H. 

8705120088 

40-8027 


LOGSDON, M.J. 

8705260388 

WASTE RES 

MACDONALD.C.E. 

8705130095* 

71-630 


LEWIS.S.H. 

8705200013 

40-2061 


LOGSDON,M.J. 

8705260400 

WASTE RES 

MACDONALD.C.E. 

8705130099 

71-426 


LEWIS, S.R. 

8705200197 

50-327 

p 

LOGSDON.M.J. 

8705260420 

WASTE RES 

MACDONALD.C.E. 

8705130105* 

71-426 


LEWIS, W.J. 

8705200601 

PR 


LOGUE.R.H. 

8705010123 

50-277 

S 

MACDONALD.C.E. 

8705130150 

71-9036 


LEY.F.L 

8705210270 

50-282 

F 

LOGUE,R.H. 

8705050332 

50-277 

S 

MACDONALD.C.E. 

8705130170 

71-6227 


LIAW.B.D. 

8705080318 

50-327 

P 

LOGUE.R.H. 

8705050371 

50-278 

S 

MACDONALD.C.E. 

8705130182 

71-9056 


LIAW.B.D. 

8705290200 

50-259 

F 

LOGUE,R.H. 

8705080041 

50-278 

S 

MACDONALD.C.E. 

8705130197 

71-9168 


LIBERFARB.S. 

8705150160 

PR 


LOGUE,R.H. 

8705110115 

50-278 

S 

MACDONALD.C.E. 

8705130220 

71-631 


LICITRA,EA 

8705040030 

50-528 

P 

LOGUE,R.H. 

8705120363 

50-277 

S 

MACDONALD.C.E. 

8705130229* 

71-631 


LICITRA.E.A. 

8705070018 

50-528 

P 

LOGUE.R.H. 

8705190561 

50-352 

S 

MACDONALD.C.E. 

8705130233 

71-9133 


LICITRA,E.A. 

8705070230 

50-528 

P 

LOGUE,R.H. 

8705210588 

50-277 

S 

MACDONALD.C.E. 

8705130247* 

71-9133 


LICITRA,E.A. 

8705080317 

50-528 

P 

LOGUE.R.H. 

8705260208 

50-352 

S 

MACDONALD.C.E. 

8705180400 

71-5796 


LICITRA.E.A. 

8705110241 

50-530 

P 

LOHAUS,P. 

8705070244 

WASTE MGT 

MACDONALD.C.E. 

8705180408 

71-9156 


LICITRA.E.A. 

8706190295 

50-528 

P 

LOHAUS,P.H. 

8705070224 

WASTE MGT 

MACDONALD.C.E. 

8705180467 

71-9176 


LICITRA.E.A. 

8706270627* 

50-528 

P 

LOHAUS.P.H, 

8705070320 

WASTE MGT 

MACDONALD.C.E. 

8705180503 

71-477 


LIDDELL.R.M. 

8705120140 

PR 


LOHMILLER.B. 

8705150416 

PR 


MACDONALD.C.E. 

8705190011 

71-473 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MACDONALD.C.E. 

8705190017 

71-5787 


MARGULIES.M.B. 

8705130084 

50-322 

G 

MARUTZKY.S.J. 

8705260062* 

WASTE MGT 

MACDONALD, C.E. 

8705190019 

71-9184 


MARGULIES.M.B. 

8705180143 

50-322 

G 

MARVIN.A. 

8705200006 

PR 


MACDONALD.C.E. 

87051 90035 

71-3 


MARGULIES.M.B. 

8705200019 

50-322 

G 

MASCHKA.P.R. 

8705060200* 

70-1359 


MACDONALD.C.E. 

8705190040* 

71-3 


MARGULIES.M.B. 

8705200031 

50-322 

G 

MASCIANTONIO.A. 

8705140025 

50-498 

A 

MACDONALD.C.E. 

8705190043 

71-499 


MARINO.J.T. 

8705050017 

PR 


MASE.R.D. 

8705120257 

PR 


MACDONALD.C.E. 

8705190102 

71-9070 


MARINO.R. 

8705120252 

PR 


MASNIK.M. 

8705050055 

50-320 

p 

MACDONALD.C.E. 

8705190120 

71-424 


MARKARIAN.G. 

8705290237 

PR 


MASNIK.M. 

8705130044 

50-320 

P 

MACDONALD.C.E. 

8705190141 

71-9098 


MARKEY.E.J. 

8701060032* 

NUREG 


MASNYK.O.M. 

8705120418* 

50-400 

Q 

MACDONALD.C.E. 

8705200002 

50-2 

P 

MARKEY.E.J. 

8705120073 

50-443 

G 

MASULLO.C. 

8705200006 

PR 


MACDONALD.C.E. 

8/05210523 

71-82 


MARKEY.E.J. 

8705190356* 

COMMISSIO N 

MATAKAS.R.A. 

8705040058* 

50-272 

Q 

MACDONALD.C.E. 

8705210622 

71-6574 


MARKEY.E.J. 

8705220170* 

QA999 


MATASSA.A.M. 

8705200053 

PR 


MACDONALD.C.E. 

8705210653 

71-9200 


MARKEY.E.J. 

8705220186* 

QA99g 


MATHIS.J.L. 

8705280300* 

50-269 

Q 

MACDONALD.C.E. 

8705210657* 

71-9200 


MARKOW.E.G. 

8705040293 

PR 


MATHIS.J.L. 

8705280357* 

Rn-4?4 

n 

MACDONALD.C.E. 

8705210662 

71-9208 


MARLBOROUGH, R. 

8705050017 

PR 


MATSUNAGA.S. 

8705190553* 

COMMISSIO N 

MACDONALD.C.E. 

8705210668* 

71-9208 


MARQUART.M. 

8705200006 

PR 


MATTHEWS.D.B. 

8612290361* 

50-400 

F 

MACDONALD.C.E. 

8705220118 

71-9184 


MARRO.LC. 

8705120359 

PR 


MATTHEWS.T.P. 

8705190260 

50-286 

R 

MACDONALD.C.E. 

8705220123 

71-9168 


MARSHALL, J.S. 

8705270562 

50-445 

S 

MATTSON.R.J. 

8405260445* 

FOIA 


MACDONALD.C.E. 

8705220130 

71-9203 


MARSHALL, W.J. 

8705110099* 

50-320 

P 

MAUGHAN.S. 

8705050039 

PR 


MACDONALD.C.E. 

8705270476 

71-9099 


MART.G.A. 

8705280412 

NUREG 


MAUPIN.M.W. 

8705270050 

50-289 

G 

MACDONALD.C.E. 

8705270715 

50-62 

P 

MARTIN.B. 

8705150160 

PR 


MAURA.F. 

8705070070* 

50-305 

Q 

MACDONALD.D.I. 

8705200573* 

COMMISSION 

MARTIN.D.E. 

8705070348 

WASTE MGT 

MAXWELL.B. 

8705290121 

50-346 

P 

MACDONALD.J.B. 

8705010193* 

50-250 

Q 

MARTIN, D.E. 

8705070365 

WASTE MGT 

MAXWELL,D.C. 

8705210072 

50-237 

R 

MACDONALD.M.F. 

8705290237 

PR 


MARTIN.D.E. 

8705070382 

WASTE MGT 

MAY,M.J. 

8705010191 

50-259 

F 

MACDOUGALL.M. 

8705050044 

PR 


MARTIN.D.E. 

8705220357 

WASTE MGT 

MAY,M.J. 

8705120220 

50-259 

F 

MACE.E. 

8705180257 

50-298 

F 

MARTIN.J.A. 

8705190392* 

NUREG 


MAY.M.J. 

8705120223 

50-259 

F 

MACHAND.D. 

8705200601 

PR 


MARTIN, J.A. 

8705220370* 

50-219 

P 

MAY,M.J. 

8705120295 

50-259 

F 

MACK.R.P. 

8705120336 

PR 


MARTIN.J.B. 

8705050363 

50-312 

P 

MAY.M.J. 

8705130001 

50-259 

F 

MACKENSEN.W.J. 

8705210282 

PR 


MARTIN,J.B. 

8705120252 

PR 


MAYER.LO. 

8705040300* 

50-263 

P 

MACKEY, P. 

8705200053 

PR 


MARTIN,J.B. 

8705130041 

50-323 

P 

MAYER.LO. 

8705050314* 

50-263 

P 

MACKINNON,A.H. 

8705010051 

PR 


MARTIN.J.B. 

8705300003 

50-312 

S 

MAYNE.C. 

8705140379 

PR 


MACKLIN.R. 

8705190530 

PR 


MARTIN.M.R. 

8705140379 

PR 


MAZ2A.R.J. 

87051 90530 

PR 


MACLACHLAU.C.C. 

8705050157 

PR 


MARTIN.M.S. 

8705040201 

50-327 

P 

MCADEN.D.C. 

8705270253* 

50-498 

A 

MACLEAN.A.F. 

8705120084 

PR 


MARTIN.M.S. 

8705120380 

50-327 

P 

MCALISTER.W.H. 

8705050017 

PR 


MACLEAN.P. 

8705260068* 

50-305 

Q 

MARTIN.M.S. 

8705120390* 

50-327 

P 

MCALPINE.E.J. 

8706010201* 

70-143 


MACNEIL.N. 

8705200171 

PR 


MARTIN.M.S. 

8705120396* 

50-327 

P 

MCALPINE.E.J. 

8705190506* 

50-83 

Q 

MADDEN.C.A. 

8705050044 

PR 


MARTIN.M.S. 

8705120400* 

50-327 

P 

MCALPINE.E.J. 

8705280331* 

70-893 


MADSEN, A.M. 

8705180250* 

50-322 

G 

MARTIN.M.S. 

8705120403* 

50-327 

P 

MCARTY.B.E. 

8705220411 

WASTE MGT 

MADSON.Q. 

8705200006 

PR 


MARTIN.M.S. 

8705120404* 

50-327 

P 

MCAULEY.S.S. 

8705200006 

PR 


MAGGIN.T. 

8705200092 

PR 


MARTIN.M.S. 

8705120407* 

50-327 

P 

MCBRIDE,J.A. 

8705290307* 

40-6908 


MAGGIO.L. 

8705190530 

PR 


MARTIN.M.S. 

8705190452 

50-327 

P 

MCCABE, D.E. 

8706190631 

NUREG 


MAGRUDER.J. 

8705150160 

PR 


MARTIN.M.S. 

8705190470* 

50-327 

P 

MCCABE.E. 

8705270024 

50-423 

S 

MAHONY.G.P. 

8705040330 

PR 


MARTIN.R. 

8705050039 

PR 


MCCABE,E.C. 

8705040333* 

50-245 

Q 

MAIDRAND.D.A. 

8705210282 

PR 


MARTIN, R.D. 

8705040116 

50-382 

Q 

MCCABE.E.C. 

8705280309* 

60-213 

Q 

MAIER.T. 

8705150160 

PR 


MARTIN, R.D. 

8705050267 

50-274 

S 

MCCAFFREY.B.R. 

8705060063 

50-322 

T 

MAIO,J. 

8705200006 

PR 


MARTIN.R.D. 

8705180076* 

50-445 

Q 

MCCAFFREY.D. 

8705120287 

PR 


MAIZE.K.P. 

8705110369 

PRM 


MARTIN, R.D. 

8705220275 

50-482 

Q 

MCCALLIG.E.H. 

8705120274 

PR 


MALINGS.B. 

8705140379 

PR 


MARTIN, R.D. 

8705260430* 

PR 


MCCARTHY.LJ. 

8705120266 

PR 


MALLETT.B. 

8705080349 

l&E 


MARTIN.R.D. 

8705270167 

50-313 

Q 

MCCASKILL.R.E. 

8705270343* 

50-445 

I 

MALLETT.B.S. 

8705040088* 

FOIA 


MARTIN.R.D. 

8705270440 

50-298 

P 

MCCAUGHEY,D.A. 

8705150338* 

70-3016 


MALMQUIST.H. 

8705200006 

PR 


MARTIN, R.E. 

8705070286 

50-352 

P 

MCCAUGHEY.W.P. 

8705280170 

50-317 

S 

MALODY.C.W. 

8705110203 

71-3 


MARTIN, R.E. 

8705120399 

50-277 

P 

MCCLARIGAN.B. 

8705120287 

PR 


MALODY.C.W. 

8705110210* 

71-3 


MARTIN.R.E. 

8705180279 

50-352 

P 

MCCLELLAN.M.M. 

8705060338 

50-320 

D 

MALODY.C.W. 

8705120232 

70-1257 


MARTIN.R.E. 

8705180470 

50-352 

P 

MCCLENNAN.J.H. 

8705050017 

PR 


MALODY.C.W. 

8705270073 

70-1257 


MARTIN.R.H. 

8705180225 

50-458 

R 

MCCLOSKEY,P,J. 

8705190327 

50-346 

R 

MALONEY.C. 

8705200092 

PR 


MARTIN.T.T. 

8705010174 

50-333 

F 

MCCLURE.J.A. 

8705120084 

PR 


MALSCH.M.G. 

8705290048* 

50-275 

P 

MARTIN.T.T. 

8705010203 

50-333 

Q 

MCCONNELL, K.I. 

8705180177 

WASTE MGT 

MANCHANEL,H. 

8705200601 

PR 


MARTIN.T.T. 

8705040302 

50-271 

Q 

MCCORKLE.G. 

8705180100* 

50-445 

A 

MANCUSO.F. 

8705050157 

PR 


MARTIN.T.T. 

8705050001 

50-277 

Q 

MCCORMACK,L. 

8705290265 

PR 


MANCUSO.G. 

8705200006 

PR 


MARTIN.T.T. 

8705050007 

50-272 

Q 

MCCORMACK.M. 

8705050044 

PR 


MANGAN.C.V. 

8705010119 

50-410 

P 

MARTIN.T.T. 

8705050035 

50-286 

Q 

MCCOY.F. 

8705080045 

50-327 

S 

MANGAN.C.V. 

8705010137 

50-410 

P 

MARTIN.T.T. 

8705050258 

50-412 

Q 

MCCOY.S.B. 

8705110262 

71-9210 


MANGAN.C.V. 

8705050033 

50-410 

Q 

MARTIN.T.T. 

8705060304 

70-135 


MCCULLUGH.R.W. 

8705220105* 

70-1257 


MANGAN.C.V. 

8705080176 

50-410 

Q 

MARTIN.T.T. 

8705070048 

70-135 


MCCUTCHEN.P. 

8705280036* 

CONTRACT 


MANGAN.C.V. 

8705120236 

50-220 

P 

MARTIN.T.T. 

8705080172 

70-135 


MCCUTCHEON.G. 

8705050044 

PR 


MANGAN.C.V. 

8705120360 

50-410 

F 

MARTIN.T.T. 

8705110104 

50-322 

Q 

MCDANIEL.D.T. 

8705050178 

50-423 

S 

MANGAN.C.V. 

8705130207 

50-410 

P 

MARTIN.T.T. 

8705110201 

50-317 

Q 

MCDANIEL.K. 

8705190630 

PR 


MANGAN.C.V. 

8705180178 

50-220 

F 

MARTIN.T.T. 

8705180193 

50-317 

F 

MCDONALD.D.G. 

8705010093 

50-250 

P 

MANGAN.C.V. 

8705180191 

50-220 

P 

MARTIN.T.T. 

8705180283 

50-219 

F 

MCDONALD.D.G. 

8705070308 

50-251 

P 

MANGAN.C.V. 

8705180268 

50-410 

F 

MARTIN.T.T. 

8705210023 

50-220 

Q 

MCDONALD.D.G. 

8705180372 

50-250 

P 

MANGAN.C.V. 

8705190235 

50-220 

P 

MARTIN.T.T. 

8705210267 

50-309 

Q 

MCDONALD.D.G. 

8705190070 

50-250 

P 

MANGAN.C.V. 

8705270262 

50-410 

P 

MARTIN.T.T. 

8705210298 

50-244 

Q 

MCDONALD.D.G. 

8705190640 

50-250 

P 

MANGAN.C.V. 

8705270372 

50-220 

Q 

MARTIN.T.T. 

8705220037 

50-271 

Q 

MCDONALD,J.A. 

8705200020 

PR 


MANGAN.C.V. 

8705270382* 

50-220 

Q 

MARTIN.T.T. 

8705220040 

50-272 

Q 

MCDONALD.LP. 

8705120274 

PR 


MANN.D.E. 

8705070372 

WASTE MGT 

MARTIN.T.T. 

8705220062 

50-412 

Q 

MCDONALD.R.P. 

8705040042 

50-348 

R 

MANN.F. 

8705120291 

PR 


MARTIN.T.T. 

8705260418 

50-286 

Q 

MCDONALD.R.P. 

8706060336 

50-348 

R 

MANN.F, 

8705140216 

PR 


MARTIN.T.T. 

8705270276 

50-219 

Q 

MCDONALD.R.P. 

8705060441 

50-348 

F 

MANTENFEL.M.B. 

8705040330 

PR 


MARTIN.T.T. 

8705270438 

50-219 

Q 

MCDONALD.R.P. 

8705060451 

PR 


MANYAN.G. 

8705120394 

PR 


MARTIN.T.T. 

8705270547 

50-286 

Q 

MCDONALD.R.P. 

8706070045 

50-348 

P 

MAPES.J.R. 

8705260438* 

PR 


MARTIN.T.T. 

8705270713 

50-213 

Q 

MCDONALD.R.P. 

8705070098 

50-364 

P 

MAPES.J.R. 

8705260458* 

PR 


MARTIN.T.T. 

8705280149 

50-412 

Q 

MCDONALD.R.P. 

8705120020 

50-348 

P 

MARASCO.F.W. 

8705060264* 

50-498 

A 

MARTIN.T.T. 

8705280150 

70-371 


MCDONALD.R.P. 

8705120347 

50-348 

P 

MARCEAU.K. 

8705120287 

PR 


MARTIN.T.T. 

8705280155 

50-352 

Q 

MCDONALD.R.P. 

8705180064 

50-348 

S 

MARCOUX.E.J. 

8705120016 

71-468 


MARTIN.T.T. 

8705280171 

70-398 


MCDONALD.R.P. 

8706180185 

50-348 

P 

MARCROFT.M.E. 

8705200075 

PR 


MARTIN.T.T, 

8705280268 

50-317 

Q 

MCDONALD.R.P. 

8705180269 

50-348 

R 

MARDEN.W. 

8705200020 

PR 


MARTIN.T.T. 

8705280430 

50-3 

Q 

MCDONALD.R.P. 

8705180399* 

FOIA 


MARGULIES.M.B. 

8705060016 

50-322 

G 

MARTIN.T.T. 

8705290016 

50-247 

Q 

MCDONALD.R.P. 

8705190125 

50-348 

F 

MARGULIES.M.B. 

8705120041 

50-322 

G 

MARTIN, V.E. 

8705200601 

PR 


MCDONALD.R.P. 

8705210282 

PR 


MARGULIES.M.B. 

8705130069 

50-322 

G 

MARTUCCI.E. 

8705200063 

PR 


MCDONALD.R.P. 

8705220316 

50-348 

P 
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AUTHOR 
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NUMBER 

CATEGORY 

MCDONNELL.E. 

8705200006 

PR 


MC[X)NNELL.U. 

8705040320 

50-266 

R 

MCDONOUGH.T.L 

8705050017 

PR 


MCDOWELL.J.A. 

8705120084 

PR 


MCDOWELL.W.H. 

8705280280 

50-270 

S 

MCDUFRE.M.A. 

8705190408 

50-400 

P 

MCEACHERN.P. 

8705010027* 

50-443 

G 

MCEACHERN.P. 

8705010027* 

50-443 

G 

MCEACHERN.P. 

8705120039 

50-443 

G 

MCEACHERN.P. 

8705120039 

50-443 

G 

MCELROY.W.N. 

8705120103 

NUREG 


MCFADDEN.J. 

8705270441 * 

50-219 

Q 

MCGARRY.J.M. 

8705060138* 

50-269 

G 

MCGARRY.J.M. 

8705060138* 

50-269 

G 

MCGARRY.J.M. 

8705060181* 

50-269 

G 

MCGARRY.J.M. 

8705060181* 

50-269 

G 

MCGAUGHY.R.W. 

8705050198 

50-331 

P 

MCGAUGHY.R.W. 

8705060268 

50-331 

P 

MCGAUGHY.R.W. 

8705080290 

50-331 

R 

MCGAUGHY.R.W. 

8705180359 

50-331 

Q 

MCGAUGHY.R.W. 

8705190381 

50-331 

P 

MCGAUGHY.R.W. 

8705200062 

50-331 

1 

MCGINTY.C.T. 

8705200171 

PR 


MCGLYNN.B. 

8705050157 

PR 


MCGOLDRICK.F. 

8705010175 

XPORTLIC 


MCGOLDRICK.F. 

8705040068 

XPORTLIC 


MCGOLDRICK.F. 

8705200038 

XPORTLIC 


MCGOLDRICK.F. 

8705200094 

XPORTLIC 


MCGOVERN, J.J. 

8705270257 

70-687 


MCGRATH.K. 

8705260225* 

50-443 

P 

MCGRATH.K. 

8705260253* 

50-443 

P 

MCGUIRE.D. 

8705190242 

50-424 

S 

MCGUIRE.D.R, 

8705040175* 

50-280 

Q 

MCGUIRE, D.R. 

8705040288* 

50-324 

Q 

MCGUIRE, D.R. 

8705040305* 

50-269 

Q 

MCGUIRE.D.R. 

8705040315* 

50-413 

Q 

MCGUIRE.D.R. 

8705120418* 

50-400 

Q 

MCGUIRE.D.R. 

8705180370* 

70-143 


MCGUIRE.D.R. 

8705180392* 

50-395 

Q 

MCHENRY.T.J. 

8705200404* 

50-424 

P 

MCHUGH.N.T. 

8705120359 

PR 


MCHUGH, T. 

8705120394 

PR 


MCKAY, J. 

8705120170 

70-143 


MCKAY.J. 

8705120170 

70-143 


MCKAY, J. 

8705130024 

70-143 


MCKAY,J. 

8705270017 

71-143 


MCKAY, J. 

8705280010 

70-143 


MCKAY.J. 

8705280010 

70-143 


MCKAY.J. 

8705280016* 

70-143 


MCKAY.J. 

8705280016* 

70-143 


MCKAY,J. 

8705290179 

50-254 

Q 

MCKAY.R.B. 

8705050157 

PR 


MCKEE 

8705220204 

50-302 

P 

MCKEE.D.D. 

8705120183 

PR 


MCKEE,K.R, 

8705270614 

70-143 


MCKEE.P.F. 

8705050004* 

50-259 

Q 

MCKEE, P.F. 

8705050342 

50-302 

R 

MCKEE.P.F. 

8705110191 

50-302 

F 

MCKENNA,E. 

8705010116 

50-29 

P 

MCKENNA.E. 

8705060228 

50-29 

P 

MCKENNA.E. 

8705190021 

50-29 

P 

MCKENNA.E. 

8705260077 

50-29 

Q 

MCKENNA, E. 

8705270011 

50-29 

P 

MCKENNA,E. 

8705270574 

50-29 

P 

MCKENNA,E.M. 

8705130144 

50-29 

P 

MCKENNA.E.M. 

8705140409 

50-29 

P 

MCKENNA, E.M. 

8705260078 

50-29 

P 

MCKENNA,E.M. 

8705270144* 

50-29 

P 

MCKENNA.J.T. 

8705140379 

PR 


MCKENNEY.LC. 

8705010051 

PR 


MCKENZIE.A.A. 

8705120274 

PR 


MCK1BBEN.W.A. 

8705010061 

PR 


MCKINSTRY,J.R. 

8705130082 

50-352 

G 

MCLEAREN.T. 

8705080333 

CONTRACT 

MCLOUGHLIN,D. 

8705050157 

PR 


MCLOUGHLIN.D. 

8705270364 

50-285 

F 

MCLOUGHLIN,J.M. 

8705120140 

PR 


MCMACKIN.J. 

8705110207* 

70-143 


MCMAHON.S.W. 

8705120287 

PR 


MCMAHON.F. 

8705050157 

PR 


MCMILLEN.M.A. 

8705050309 

50-333 

F 

MCMURRAY.C.M. 

8705060022 

50-322 

G 

MCMURRAY.C.M. 

8705060022 

50-322 

G 

MCMURRAY.C.M. 

8705060027 

50-322 

G 

MCMURRAY.C.M. 

8705060027 

50-322 

G 

MCMURRAY.C.M. 

8705060049* 

50-322 

G 

MCMURRAY.C.M. 

8705060049* 

50-322 

G 

MCMURRAY.C.M. 

8705060084 

50-322 

G 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

MCMURRAY.C.M. 

8705060084 

50-322 

G 

MCMURRAY.C.M. 

8705060091* 

50-322 

G 

MCMURRAY.C.M. 

8705060091* 

50-322 

G 

MCMURRAY.C.M. 

8705060098* 

50-322 

G 

MCMURRAY,C.M. 

8705060098* 

50-322 

G 

MCMURRAY.C.M. 

8705120062 

50-322 

G 

MCMURRAY.C.M. 

8705120062 

50-322 

G 

MCMURRAY.C.M. 

8705180081 

50-322 

G 

MCMURRAY.C.M. 

8705180081 

50-322 

G 

MCNAMARA, A.E. 

8705210417 

50-244 

R 

MCNAMARA.W.E. 

8705190479 

PR 


MCNEIL,C.A. 

8705070379 

50-272 

P 

MCNEIL.C.A. 

8705180494 

50-272 

P 

MCNEIL,C.A. 

8705260477 

50-354 

P 

MCNEIL.M. 

8705080040 

WASTE MGT 

MCNEIL.M.B. 

8705220175 

WASTE MGT 

MCNEIL, S.A. 

8705060182 

50-317 

P 

MCNEIL.S.A. 

8705060201 

50-317 

P 

MCNEIL.S.A. 

8705060225 

50-318 

P 

MCNEIL, S.A. 

8705130184 

50-318 

P 

MCNEILL,C.A. 

8705040039 

50-354 

P 

MCNEILL.C.A. 

8705060009 

50-354 

R 

MCNEILL.C.A. 

8705070009 

50-311 

Q 

MCNEILUC.A. 

8705070040 

50-354 

P 

MCNEILL,C.A. 

8705070103 

50-272 

R 

MCNEILL.C.A. 

8705080025 

50-354 

P 

MCNEILL,C.A. 

8705110280 

50-272 

P 

MCNEILL.C.A. 

8705120209 

50-354 

P 

MCNEILL,C.A. 

8705180222 

50-354 

P 

MCNEILUOA. 

8705180301 

50-354 

P 

MCNEILUOA. 

8705180433 

50-272 

P 

MCNEILL.C.A. 

8705190370 

50-354 

P 

MCNEILL.C.A. 

8705220110 

50-311 

Q 

MCNEILL.C.A. 

8705220304 

50-311 

P 

MCNEILL.C.A. 

8705280129 

50-272 

R 

MCNEILL.C.A. 

8705290122 

50-354 

P 

MCNULTY.L 

8705120084 

PR 


MCOY.F. 

8706280259* 

50-327 

Q 

MCPUGH.K. 

8705140379 

PR 


MCRAE, L 

8705050017 

PR 


MCSHANE.B. 

8705200006 

PR 


MCSHERA.P. 

8705050017 

PR 


MCSWEENY,J.M. 

8705120394 

PR 


MCWHERTER.N. 

8705150160 

PR 


MEAD VON SALIS 

8705120183 

PR 


MEAD.E. 

8705120183 

PR 


MEADE.K.E. 

8705210463 

50-327 

S 

MEDFORD.M.O. 

8705040264 

50-206 

R 

MEDFORD.M.O, 

8705050307 

50-206 

P 

MEDFORD.M.O. 

8705050335 

50-206 

P 

MEDFORD.M.O. 

8705060096 

50-206 

P 

MEDFORD.M.O. 

8706110297 

50-206 

P 

MEDFORD.M.O. 

8705110320 

50-361 

F 

MEDFORD.M.O. 

8705150056 

PR 


MEDFORD.M.O. 

8705190371 

50-206 

P 

MEDFORD.M.O. 

8705260032 

50-206 

P 

MEDFORD.M.O. 

8705280227 

50-206 

P 

MEDFORD.M.O. 

8705280303 

50-206 

P 

MEDFORD.M.O. 

8705280423 

50-361 

P 

MEDIO.C.M. 

8705120119 

PR 


MEEHAN, B. 

8705070126 

CONTRACT 


MEEHAN.B. 

8705180426 

CONTRACT 


MEEHAN, D. 

8705120084 

PR 


MEINZER.H. 

8705200020 

PR 


MELAS-KYRIAZI 

8705180371* 

50-443 

H 

MELBYE.N.L 

8705290273 

PR 


MELILLO.D. 

8705290265 

PR 


MELNICOFF,M.A. 

8705260439 

50-456 

S 

MELTZER.H. 

8705140379 

PR 


MENDELUL 

8705200020 

PR 


MENDELSON.LN. 

8705280417* 

CONTRACT 


MENDEZ.R. 

8705040230* 

50-266 

Q 

MENDIOLA,A. 

8705110373* 

50-352 

Q 

MENDONCA,M. 

8705280024 

50-344 

S 

MENDONCA,M.M. 

8705050184* 

50-344 

Q 

MENDONCA.M.M. 

8705280240* 

50-275 

Q 

MENDONCA.M.M. 

8705280340* 

50-344 

Q 

MENDOZA.V.N. 

8705180203 

50-389 

S 

MENGERS,C.A. 

8705190561 

50-352 

S 

MENGERS,C.A. 

8705260208 

50-352 

S 

MENNELIAJ. 

8705200035 

PR 


MENNING,J£. 

8705290180* 

50-321 

Q 

MENZ.J.R. 

8705290120 

FOIA 


MERRILUD.N. 

8705120274 

PR 


MERRILL, O.S. 

8705080076 

WASTE MGT 

MERRITT, S. 

8705130049 

50-237 

S 

MERRITT, S. 

8705280021 

50-249 

S 

MERRITT, S. 

8705280222 

60-237 

S 
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MERRITZ.R.J. 

8705200001 

PR 


MERRIWE.ATHER.T. 

8705050044 

PR 


:v£RSCr-iOrF.E>^ 

8705050006 

QA999 


;^EPSCf-iCFF.E.Vy. 

8705070073 

50-348 

Q 

^^rRSCHCFF,E.^V. 

8705080179 

QA999 


MERSCHOFF.E.W. 

8705080217 

QA999 


MERSCHOFF.E.W. 

8705080336 

QA999 


MERSCHOFF.E.W. 

8705110038 

QA999 


MERSCHOFF.E.W. 

8705110107 

QA999 


MERSCHOFF.E.W. 

8705130113 

QA999 


MERSCHOFF.E.W. 

8705130199 

50-331 

Q 

MERSCHOFF.E.W. 

8705140152 

50-344 

Q 

MERSCHOFF.E.W. 

8705180136 

QA999 


MERSCHOFF.E.W. 

8705180149 

QA999 


MERSCHOFF.E.W. 

8705180169 

QA999 


MERSCHOFF.E.W. 

8705190135 

QA999 


MERSCHOFF.E.W. 

8705270204 

QA999 


MESERVE.R.A. 

8705180084* 

40-2061 


MESERVE.R.A. 

8705180084* 

40-2061 


MESERVE.R.A. 

8705270109 

40-8027 


MESERVE,R.A. 

8705270109 

40-8027 


METZGER.N. 

8705210683* 

CONTRACT 


METZLER.R.A. 

8705120183 

PR 


MEYER.M.A. 

8705190636 

NUREG 


MEYER.R.E. 

8705120359 

PR 


MEYER.R.E. 

8705220201 

WASTE RES 

MEYER.T.A. 

8705050334* 

50-280 

P 

MICHAELS.B.J. 

8705050039 

PR 


MICHAUD.P.W. 

8705120222* 

50-267 

Q 

MIDDLETON.F.C. 

8705120336 

PR 


MIDDLETON.LL 

8705210432 

50-277 

R 

MIGHILL.J.B. 

8705120140 

PR 


MIKOWSKI.J. 

8705040127* 

FOIA 


MIKOWSKI.J. 

8705050259* 

FOIA 


MIKOWSKI.J.J. 

8705040102* 

FOIA 


MIKOWSKI,J.J. 

8705040136* 

FOIA 


MILANO.P. 

8705010066 

50-220 

Q 

MILES.A.T. 

8705010051 

PR 


MILES, B.S. 

8705210282 

PR 


MILES.C.L. 

8705150160 

PR 


MILES.N.H. 

8705120394 

PR 


MILETI.D. 

8705060047 

50-322 

T 

MILETI.D. 

8705060047 

50-322 

T 

MILETI.D.S 

8705060048 

50-322 

T 

MILETI.D.S. 

8705270117* 

50-322 

T 

MILURD.H.T. 

8705110164 

50-274 

P 

MILLER.A. 

8705150160 

PR 


MILLER.C.L. 

8705220401 

toprep 


MILLER.D.B. 

8705080214 

50-213 

S 

MILLER.D.B. 

8705110344 

71-9070 


MILLER.D.B. 

8705210420 

50-213 

S 

MILLER.D.B. 

8705210605 

50-213 

S 

MILLER.D.B. 

8705220189 

50-213 

R 

MILLER.D.D. 

8705050057 

50-267 

R 

MILLER.D.E. 

8705150439* 

70-1308 


MILLER.F. 

8705110322 

40-7455 


MILLER.F.L. 

8705120038 

50-530 

G 

MILLER, F.L 

8705120038 

50-530 

G 

MILLER.F.L. 

8705130007 

50-530 

M 

MILLER.F.L 

8705130007 

50-530 

M 

MILLER.F.L. 

8705270099 

50-530 

G 

MILLER.F.L 

8705270099 

50-530 

G 

MILLER.G. 

8705190317 

50-382 

R 

MILLER.G.K. 

8705070342* 

50-247 

P 

MILLER.G.K. 

8705070342* 

50-247 

P 

MILLER, H.J. 

8705040248 

QA999 


MILLER, H,J. 

8705060166 

QA999 


MILLER, H.J. 

8705280343 

QA999 


MILLER, J. 

8705010165 

XPORTLIC 


MILLER, J. 

8705010168* 

XPORTLIC 


MILLER, J. 

8705010173* 

XPORTLIC 


MILLER.J. 

8705010179* 

XPORTLIC 


MILLER,J.I. 

8705050017 

PR 


MILLER, J.S. 

8705120119 

PR 


MILLER.L 

8705040254* 

50-312 

Q 

MILLER, L. 

8705040260* 

50-312 

Q 

MILLER.L 

8705120270 

50-312 

S 

MILLER.L. 

8705180108* 

50-312 

Q 

MILLER.L. 

8705180110* 

50-312 

Q 

MILLER.L. 

8705180113* 

50-312 

Q 

MILLER.L 

8705220010 

50-311 

R 

MILLER.L 

8705280305 

50-312 

S 

MILLER, LF. 

8705040195* 

50-312 

Q 

MILLER, LK. 

8705210514 

50-272 

R 

MILLER.LW. 

8705270596 

50-416 

P 

MILLER,M.A. 

8705080279 

50-424 

F 

MILLER,M.A. 

8705080320 

50-424 

P 

MILLER.M.A. 

8705260164 

50-425 

A 
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MILLER.M.A. 

8705290173 

50-424 

P 

MORGAN.R.E. 

8705050250 

50-261 

S 

MROCZKA,E.J. 

8705270561 

50-245 

Q 

MILLEP.M.T. 

8705220070* 

50-412 

Q 

MORGAN.R.E. 

8705050308 

50-261 

R 

MR(X;ZKA.E.J. 

8705270625 

50-213 

P 

MILLER.P.B. 

8705200171 

PR 


MORGAN.R.E. 

8705060381 

50-261 

R 

MROCZKA.EJ. 

8705270625 

50-213 

P 

MILLER, R. 

8705200348* 

50-155 

V 

MORGAN.R.E. 

8705120263 

50-261 

R 

MROCZKA.E.J. 

8706270625 

50-213 

P 

MILLER.S. 

8705120076 

50-322 

G 

MORGAN.R.E. 

8705120357 

50-261 

F 

MROCZKA,E.J. 

8705270721 

5C-213 

P 

MILLER.S. 

8705120076 

50-322 

G 

MORGAN.R.E. 

8705130102 

50-261 

S 

MROCZKA.E.J. 

8705280191 

50-213 

F 

MILLER.S.W. 

8705010028 

50-322 

G 

MORGAN.R.E. 

8705220454 

50-261 

S 

MROCZKA.EJ. 

8705280273 

50-423 

P 

MILLER, S.W. 

8705010028 

50-322 

G 

MORGEN, B.A. 

8705290273 

PR 


MROCZKA,E.J. 

8705280273 

50-423 

P 

MILLER,S.W. 

8705010036 

50-322 

G 

MORGENSTERN.M. 

8705130146 

40-7102 


MROCZKA.EJ. 

8705290237 

PR 


MILLER,S.W. 

8705010036 

50-322 

G 

MORIARTY.P. 

8705210129 

50-277 

Q 

MROCZKA.E.J. 

8705290237 

PR 


MILLER,S.W. 

8705130117 

50-322 

G 

MORIN.L 

8705150160 

PR 


MROCZKA.EJ. 

8705290237 

PR 


MILLER, S.W. 

8705130117 

50-322 

G 

MORRILL,P.J. 

8705070149* 

50-275 

P 

MUDGE.E. 

8705120359 

PR 


MILLER.S.W. 

8705270058 

50-322 

G 

MORRIS.A.E. 

8705130116* 

50-320 

P 

MUELLER, JJ. 

8705070069* 

50-528 

R 

MILLER.S.W. 

8705270058 

50-322 

G 

MORRIS,A.E. 

8705130276* 

50-320 

P 

MUELLER,P. 

8705120359 

PR 


MILLER.W.M. 

8705290237 

PR 


MORRISON.J. 

8705200020 

PR 


MUELLER.R.C. 

8705180483 

50-409 

1 

MILLIGAN.B.W. 

8705200171 

PR 


MORRISROE.J. 

8705200075 

PR 


MUGGLESTON.K.P. 

8705120084 

PR 


MILLIKEN,C.J. 

8705050017 

PR 


MORROW.M.C. 

8705120357 

50-261 

F 

MULLER.D.R. 

8705050103 

50-237 

P 

MILLS.M. 

8705120287 

PR 


MORSE, G. 

8705050039 

PR 


MULLER.D.R. 

8705050110* 

50-454 

P 

MILLS.T.M. 

8705200020 

PR 


MORSE,G. 

8705050157 

PR 


MULLER.D.R. 

8705060234 

50-461 

p 

MILTON.H. 

8705190530 

PR 


MORSE, J. 

8705120291 

PR 


MULLER.D.R. 

8705110014 

50-373 

P 

MINARD.R.K. 

8705120257 

PR 


MORSE.M.I. 

8705040298 

PR 


MULLER.D.R. 

8705110020* 

50-373 

P 

MINECK.D.L 

8705110335 

71-5926 


MORSE.S.H. 

8705290283 

PR 


MULLER, D.R. 

8705110163 

50-295 

P 

MINECK,D.L. 

8705110335 

71-5926 


MORSE.T.S. 

8705120140 

PR 


MULLER.D.R. 

8705110305 

60-249 

P 

MINECK.D.L 

8705210102 

50-331 

R 

MORZENTI,S.P. 

8705120066 

40-8857 


MULLER.D.R. 

8705180116 

50-374 

P 

MINECK,D.L. 

8705210117 

50-331 

S 

MOSCA.P. 

8705120394 

PR 


MULLER.D.R. 

8706180366* 

60-295 

P 

MINECK,D.L 

8705210455 

50-331 

S 

MOSCATELLI.M. 

8705150160 

PR 


MULLER.D.R. 

8705180412* 

50-454 

P 

MINECK.D.L. 

8705270503 

50-331 

S 

MOSER.J. 

8705120060 

50-269 

P 

MULLER.D.R. 

8705190478 

60-295 

F 

MINECK,D.L. 

8705270551 

50-331 

S 

MOSKOWITZ.S. 

8705050039 

PR 


MULLER.D.R. 

8705260140 

50-374 

P 

MINECK.D.L. 

8705280092 

50-331 

S 

MOTHERWAY.T. 

8705190530 

PR 


MULLER.D.R. 

8705260148 

50-461 

P 

MINEK.O.L 

8705280333 

50-331 

S 

MOTT.J.H. 

8705200020 

PR 


MULLER.D.R. 

8705260214 

50-254 

P 

MINER.J.H. 

8705010106 

50-455 

M 

MOTTOLA.P. 

8705050157 

PR 


MULLER.D.R. 

8705290156 

50-456 

P 

MINOGUE.R.B. 

8705050132* 

FOIA 


MOUGHAN.R.J. 

8705050039 

PR 


MULLER.R. 

8705290265 

PR 


MINOGUE.R.B. 

8705050148* 

FOIA 


MOUSTAKAS.S.J. 

8705200601 

PR 


MULLINS.J.J. 

8705290273 

PR 


MINOR.G.C. 

8705010033* 

50-322 

G 

MOWERY.E.C. 

8705110088* 

CONTRACT 


MULQUEENJ. 

8705200006 

PR 


MINTZ.M. 

8705210282 

PR 


MOY.M.E. 

8705120268 

50-249 

S 

MUMFORD,J.R. 

8705120140 

PR 


MIRAGLIA,F.J. 

8705060232 

50-220 

Q 

MOY.M.E. 

8705130283 

50-249 

S 

MUNRO.J.F. 

8705050102* 

50-324 

V 

MIRAGLIA.F.J. 

8705110372 

50-3 

P 

MOYA.S.C. 

8705130104 

PR 


MUNTER.C. 

8705120140 

PR 


MIRAGLIA.F.J. 

8705260184 

50-482 

Q 

MOYER.H. 

8705190257* 

COMMISSION 

MURFIN.W.B. 

8705200197 

50-327 

P 

MIRARCHI.S. 

8705050137 

50-272 

S 

MOYER.H. 

8705190283* 

COMMISSION 

MURLEY.T. 

8705140072 

50-382 

p 

MITCHELL, K.H. 

8705120257 

PR 


MROCKZA.E.J. 

8705210253 

50-245 

P 

MURLEY.T.E. 

8705010194 

60-312 

P 

MITCHELL.S. 

8705200171 

PR 


MROCZKA,E.J. 

8705040267 

50-213 

R 

MURLEY.T.E. 

8705010196* 

60-312 

P 

MIZNER.J.H. 

8705180072 

50-443 

G 

MROCZKA.E.J. 

8705040267 

50-213 

R 

MURLEY.T.E. 

8705060020 

50-312 

G 

MIZUNO.G.S. 

8705270149 

50-445 

G 

MROCZKA.E.J. 

8705050043 

50-336 

P 

MURLEY.T.E. 

8705080002* 

50-298 

P 

MOBLEY,E.V. 

8705070231 * 

50-302 

P 

MROCZKA.E.J. 

8705050043 

50-336 

P 

MURLEY.T.E. 

8705080331 

ORG 


MOBLEY.M. 

8705290249 

PR 


MROCZKA,E.J. 

8705050074 

50-245 

P 

MURLEY.T.E. 

8705110035 

TOPREP 


MOELLING.D.S. 

8705120140 

PR 


MROCZKA.E.J. 

8705050074 

50-245 

P 

MURLEY.T.E. 

8705130270 

50-295 

P 

MOFFATT.L.W. 

8705060140 

50-302 

S 

MROCZKA.E.J. 

8705050143 

50-245 

R 

MURLEY.T.E. 

8705180490 

50-424 

H 

MOFFATr.L.W. 

8705120235 

50-302 

S 

MROCZKA,E.J, 

8705050143 

50-245 

R 

MURLEY.T.E. 

8705260416* 

PR 


MOFFATT,L.W. 

8705220046 

50-302 

s 

MROCZKA.EJ. 

8705050143 

50-245 

R 

MURLEY.T.E. 

8705270508 

50-443 

G 

MOFFATT.LW. 

8705280043 

50-302 

s 

MROCZKA,E.J. 

8705050206 

50-423 

P 

MURLEY.T.E. 

8705280143 

50-29 

p 

MOFFETT,E.L 

8705120125 

PR 


MROCZKA,E.J. 

8705050206 

50-423 

P 

MURLEY.T.E. 

8705280260 

ORG 


MOLER.R.B. 

8705260264 

WASTE RES 

MROCZKA,E.J. 

8705050299 

50-245 

F 

MURPHY.A. 

8705120287 

PR 


MOLNAR,J.S. 

8705120102* 

50-498 

A 

MROCZKA,E.J. 

8705050299 

50-245 

F 

MURPHY.A.J. 

8705290091* 

FOIA 


MOMENEE.C. 

8705040233 

50-346 

S 

MROCZKA.E.J. 

8705060001 

50-423 

R 

MURPHY.D. 

8705200075 

PR 


MONAGHAN.J.A. 

8705120070 

50-322 

G 

MROCZKA,E.J. 

8705060001 

50-423 

R 

MURPHY.E. 

8705190537 

NUREG 


MONAGHAN, J.A. 

8705120070 

50-322 

G 

MROCZKA,E.J. 

8705060156 

50-336 

P 

MURPHY.M.A. 

8705120183 

PR 


MONDELL.N.R. 

8705200053 

PR 


MROCZKA.E.J. 

8705060156 

60-336 

P 

MURPHY.M.M. 

8705200601 

PR 


MONFORD.A. 

8705200020 

PR 


MROCZKA,E.J. 

8705060184 

50-213 

Q 

MURPHY.P. 

8705120257 

PR 


MONGAN.M.M. 

8705140379 

PR 


MROCZKA.E.J. 

8705060348 

PR 


MURPHY, W.H. 

8705120084 

PR 


MONGERSON.C. 

8705190629 

PR 


MROCZKA.E.J. 

8705060348 

PR 


MURPHY, WJ. 

8705120291 

PR 


MONNIE,D.L 

8705070261* 

50-305 

P 

MROCZKA.E.J. 

8705060348 

PR 


MURPHY.W.P. 

8705040183 

50-271 

Q 

MONTAGNA.L 

8705120119 

PR 


MROCZKA,E.J. 

8705080203 

50-213 

P 

MURPHY, W.P. 

8705060351 

50-271 

p 

MONTEIRO.A.J. 

8705120084 

PR 


MROCZKA.E.J. 

8705110134 

50-423 

Q 

MURPHY.W.P. 

8705120361 

50-271 

Q 

MONTGOMERY, B. 

8705190410* 

50-317 

F 

MROCZKA.E.J. 

8705110134 

50-423 

Q 

MURPHY.W.P, 

8705180480 

50-271 

P 

MONTGOMERY.H. 

8705140379 

PR 


MROCZKA.E.J. 

8705110184 

50-213 

P 

MURPHY.W.P. 

8706200689 

50-271 

R 

MONTGOMERY,J.L 

8705060112 

70-1359 


MROCZKA.E.J. 

8705110285 

50-336 

F 

MURRAY, B. 

8705270218* 

50-131 

Q 

MONTGOMERY, J.L 

8705060192 

70-1359 


MROCZKA.E.J. 

8705110285 

50-336 

F 

MURRAY, Z. 

8705120291 

PR 


MONTGOMERY,J.L 

8705180194 

70-754 


MROCZKA,E.J. 

8705110290 

50-245 

P 

MURTHA,J.P. 

8705200107* 

70-135 


MONTGOMERY.J.L. 

8705220092 

70-1257 


MROCZKA,E.J. 

8705110290 

50-245 

P 

MURTHA.M. 

8705270695* 

50-346 

F 

MONTGOMERY,J.L. 

8705270381 

50-397 

F 

MROCZKA,E.J. 

8705140131 

50-213 

F 

MUSINSKY.E.J, 

8705120119 

PR 


MONTGOMERY,J.L 

8705270604 

70-734 


MROCZKA,E,J. 

8705150393 

50-423 

P 

MUSOLF.D. 

8705040232 

50-282 

S 

MONTGOMERY,J.L 

8705280184 

70-734 


MROCZKA.EJ. 

8705150393 

50-423 

P 

MUSOLF.D, 

8705060264 

50-263 

S 

MOON.Y. 

8705040037 

XPORTLIC 


MROCZKA.EJ. 

8705150417 

50-213 

P 

MUSOLF.D. 

8705110284 

50-282 

R 

MOORE, D.L 

8705200221 

50-327 

S 

MROCZKA,EJ. 

8705200007 

PR 


MUSOLF.D. 

8705120238 

50-263 

R 

MOORE,L 

8705140379 

PR 


MROCZKA.E.J. 

8705200007 

PR 


MUSOLF.D. 

8705120334 

50-282 

S 

MOORE,M.G. 

8705010051 

PR 


MROCZKA,EJ. 

8705200007 

PR 


MUSOLF.D. 

8705180459 

60-263 

S 

MOORE,M.Q. 

8705150056 

PR 


MROCZKA.EJ. 

8705210079 

50-246 

P 

MUSOLF.D. 

8705190325 

60-263 

Q 

MOORE.O. 

8705120183 

PR 


MROCZKA.EJ. 

8705210079 

50-245 

P 

MUSOLF.D. 

8705210062 

50-263 

S 

MOORE,R.N. 

8705040004 

XPORTLIC 


MROCZKA,E.J. 

8705210253 

50-245 

P 

MUSOLF.D. 

8706260063 

50-263 

S 

MOORE.R.N. 

8705040017 

XPORTLIC 


MROCZKA,EJ, 

8705210466 

50-245 

F 

MUSOLF,D. 

8705270668 

50-263 

Q 

MOORE,R.N. 

8705040056 

XPORTLIC 


MROCZKA.E.J. 

8705260016 

50-245 

P 

MYERS,L. 

8705110373* 

50-352 

Q 

morefield,lg. 

8705110207* 

70-143 


MROCZKA,E.J. 

8705260016 

50-245 

P 

MYERS.M. 

8705120183 

PR 


MORGAN, H.E 

8705190378 

50-361 

R 

MROCZKA,E.J. 

8705260030* 

60-245 

P 

MYERS.T.J. 

8705270645* 

50-346 

p 

MORGAN, H.E. 

8705040168 

50-361 

S 

MROCZKA,EJ. 

8705260484 

50-245 

Q 

MYRABO.A.L 

8706120238 

50-263 

R 

MORGAN,H.E. 

8705040242 

50-361 

Q 

MROCZKA,E.J. 

8705260484 

50-246 

Q 

NAGRODSKY.G.D. 

8706120084 

PR 


MORQAN.H.E. 

8705190139 

50-361 

S 

MROCZKA,EJ. 

8705270191 

50-245 

Q 

NAIDU,K.R. 

8705080346* 

QA99g 


MORGAN.H.E. 

8705190158 

50-206 

R 

MROCZKA.EJ. 

8705270191 

50-245 

Q 

NAIDU,K,R. 

8705130119* 

QA999 


MORGAN.H.E. 

8705210553 

50-362 

S 

MROCZKA.E.J. 

8705270661 

50-245 

Q 

NAIDU,K.R, 

8705180141* 

QA999 
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AUTHOR 

ACCESSION 

SUBJECT 


NUUBER 

CATEGORY 

NALEZNY.C.L 

8705070342* 

50-247 

P 

NAPUDA.G. 

8705040256* 

50-412 

Q 

NAPUDA,G. 

8705210597* 

50-333 

Q 

NARD1.AJ. 

8705120108 

71-631 


NARDI,AJ- 

8705120131 

70-1151 


NARDIAJ. 

8705120151 

70-1151 


NARDf.AJ. 

8705120152 

70-1151 


NARDf,AJ. 

8705120172 

70-1151 


NARDONE.P. 

8705190254 

50-443 

R 

NARUSYEWECY.H. 

8705120140 

PR 


NASH.DA 

8705110067 

50-395 

J 

NASH, DA 

8705130240 

50-348 

J 

NAUMAN.DA 

8705050227 

50-395 

S 

NAUMAN.DA 

8705050329 

50-395 

R 

NAUMAN.DA 

8705050349 

50-395 

Q 

NAUMAN.DA 

8705070229 

50-395 

Q 

NAUMAN.DA 

8705110168 

50-395 

S 

NAUMAN.DA 

8705110252 

50-395 

R 

NAUMAN.DA 

8705120229 

50-395 

S 

NAUMAN.DA 

8705190605 

50-395 

P 

NAUMAN.DA 

8705210012 

50-395 

S 

NAUMAN.DA 

8705210669 

50-395 

R 

NAUMAN.DA 

8705220035 

50-395 

Q 

NAUMAN.DA 

8705280081 

50-395 

S 

NEIGHBORS.J.D. 

8705070301 

50-220 

P 

NEIGHBORS, J.D. 

8705260017 

50-410 

P 

ne:gh50rs.j.d. 

8705260137 

50-410 

P 

NEIGHBORS.J.D. 

8705260328 

50-410 

P 

iNEiGH50RS,J.D. 

8705270615 

50-410 

P 

NE.'LSCN.T. 

8705200053 

PR 


NEJSLER.J. 

8705080107* 

50-327 

Q 

NE!SLER,J.H. 

8705260068* 

50-305 

Q 

NELKENS.S. 

8705120257 

PR 


NELSON.J.B. 

8705050039 

PR 


NELSON, J.D. 

8705280379 

NUREG 


NELSON, T.A. 

8705270559 

50-275 

S 

NEMETH.8. 

8705200601 

PR 


NEMETHY.E. 

8704140518 

PR 


NERSES, V. 

8705060448 

50-443 

F 

NERSES.V. 

8705070145 

50-293 

P 

NERSES.V. 

8705130162* 

50-29 

P 

NERSES, V. 

8705140417* 

50-29 

P 

NERSES.V. 

8705190025* 

50-29 

P 

NERSES, V. 

8705260200 

50-443 

T 

NERSES.V. 

8705280120* 

50-309 

P 

NESENGER.P. 

8705200601 

PR 


NEUMANN, J.E. 

8705210282 

PR 


NEWACHECK.R.L 

8705280314 

50-228 

F 

NEWACHECK.R.L 

8705280320* 

50-228 

F 

NEWACHECK.R.L. 

8705280468 

50-228 

H 

NEWBURGH.G. 

8705120332 

50-245 

R 

NEWMAN.E.H. 

8705050157 

PR 


NEWMAN.J.R. 

8705040293 

PR 


NEWSOM.A,L 

8705180042* 

50-445 

A 

NEWSOM.A.L 

8705180111* 

50-445 

A 

NEWSOM.A.L. 

8705180249* 

50-445 

A 

NEWSOME.B.D. 

8705150160 

PR 


NEWSOME.R.W. 

8705040311* 

50-395 

Q 

NEWTON.C 

8705080054 

WASTE MGT 

NEWTON.C. 

8705070271 

WASTE MGT 

NEWTON, C. 

8706070388 

WASTE MGT 

NEWTON.C. 

8705070393 

WASTE MGT 

NEWTON.C. 

8705080014 

WASTE MGT 

NEWTON,C. 

8706080043 

WASTE MGT 

NEWTON.C. 

8705080091 

WASTE MGT 

NEWTON.C. 

8705080095 

WASTE MGT 

NEWTON.C. 

8705080117 

WASTE MGT 

NEWTON.C. 

8705080246 

WASTE MGT 

NEWTON.C. 

8705110006 

WASTE MGT 

NEWTON.C. 

8705190104 

WASTE MGT 

NEWTON.EA 

8705290237 

PR 


NEY,W.R. 

8705130092* 

50-320 

P 

NEYMOUN.LY. 

8705190595 

50-259 

P 

NiCHiPOR.R.L 

8705140379 

PR 


NICHOUS.D. 

8705050157 

PR 


N1CH0LS0N.J. 

8705040233 

50-346 

S 

NICKAS.D.L 

8705290273 

PR 


NiCCS!A.M. 

8705290283 

PR 


NIELSEN.D.M. 

8705290273 

PR 


NIEMEYER.E. 

8705270650 

CONTRACT 


NIEMEYER.E. 

8705270658* 

CONTRACT 


NiEMEYER.E. 

8705280025 

CONTRACT 


NIEMEYER.E. 

8705280036* 

CONTRACT 


N!NH,S.Q. 

8705190506* 

50-83 

Q 

N1NH.S.Q. 

8705280331* 

70-893 


NOBLE, S.H. 

8705120266 

PR 


NOBLES.LM. 

8705040278 

50-327 

S 

NOBLES, LM. 

8705050340 

50-327 

S 


AUTHOR 

ACCESSION 

NUMBER 

NOBLES.LM. 

8705210463 

NOBLES.LM. 

8705210540 

NOBLES.LM. 

8705270597 

NOBLES.LM. 

8705280422 

NOGA,D.M. 

8705270543* 

NOLAN, J.M. 

8705290273 

NOON.T.W. 

8705040293 

NORDERHAUG.L 

8705040279 

NORELIUS.C.E. 

8705060314 

NORELIUS.C.E. 

8705060379 

NORELIUS.C.E. 

8705110236 

NORELIUS.C.E. 

8705110294 

NORELIUS.C.E. 

8705120248 

NORELIUS,C.E. 

8705120324 

NORELIUS.C.E. 

8706180484 

NORELIUS.C.E. 

8705190058 

NORELIUS.C.E. 

8705190069* 

NORELIUS.C.E. 

8705220086 

NORELIUS.C.E. 

8705220238 

NORELIUS.C.E. 

8705220246* 

NORELIUS.C.E. 

8705260308 

NORELIUS.C.E. 

8705270021 

NORELIUS.C.E. 

8705280183 

NORMAN, D.E. 

8705080035* 

NORMAN, E. 

8705050044 

NORMAN.J. 

8705120119 

NORMAN.R.P. 

8705120266 

NORRHOLM.L 

8705040185 

NORRHOLM.L 

8705080012 

NORRHOLM.L 

8705110102* 

NORRHOLM.LJ. 

8705060337* 

NORRIS.G.H. 

8705200075 

NORRIS, JA 

8705180351 

NORRY.P.Q. 

8705260414* 

NORRY.P.G. 

8705260470* 

NORTH.J. 

8705120394 

NORTH.P.J. 

8705040314 

NORTH.PJ. 

8705110351 

NORTH, P.J. 

8705220318 

NOT2,K.J. 

8705120084 

NOUFEL.N.T. 

8705040330 

NOURSE.I.F. 

8705200092 

NOVACHEK.F.J. 

8705210618 

NOWASKI.V. 

8705200020 

NUGAl.T. 

8705290237 

NUNN,K.B. 

8704300154 

NUNN.K.B. 

8704300154 

NUNN.K.B. 

8705180078 

NUNN,K.B. 

8705180078 

NUSSBAUM.R. 

8705120394 

NUSSBAUMER.D.A. 

8705080046 

NUSSBAUMER,D.A. 

8705080131 

NUSSBAUMER.D.A. 

8705290239* 

NUSSBAUMER.D.A. 

8705290271* 

NUSSBAUMER,D.A. 

8705290294* 

NUSSBAUMER.D.A. 

8705290302* 

NUTE.J. 

8705120291 

NYE.E. 

8705270327* 

NYE,J.W. 

8705010051 

NYE.S. 

8705010051 

NYKIELA. 

8705040022 

O’BRIEN, J. 

8705270354* 

O'BRIEN, M.P. 

8705200020 

0’CONNOR.D.J. 

8705220466 

O’CONNOR.D.J. 

8705260364 

0’CONNOR.D.J. 

8705260381 

O’DONNELUE. 

8705120092 

0’DONNELL.E.E. 

8705200012 

O’DONNELL, E.W. 

8705040272 

0’HARA.P.E. 

8705010051 

0’HARA.S.K. 

8705120274 

0’KEEFE.J. 

8705200006 

0’KEEFE.L. 

8705120084 

0’LAUGHLIN,R.J. 

8705190372* 

O’LEAR.J.W. 

8705050044 

0’MALLEY,J.F. 

8705050017 

O’NEIL, J.F. 

8705120274 

0’REAR.J.H. 

8705040293 

0’REGAN.P.J. 

8705200012 

0’REILLY.J.P. 

8705110304 

0’REILLY.J.P. 

8705150354 

O’REILLY, J.P. 

8705200399* 

0’REILLY.J.P. 

8705200404* 

0’REfLLY.J.P. 

8705210046 

OBENCHAIN.C.F. 

8705070201 

OBENCHAIN.C.F. 

8705070201 

OBENCHAIN.C.F. 

8705070222 

OBENCHAIN.C.F. 

8705070222 


SUBJECT 

AUTHOR 

CATEGORY 


50-327 

S 

OBENCHAIN.C.F; 

50-327 

S 

OBENCHAIN.C.F. 

50-327 

S 

OBENCHAIN.C.F. 

50-327 

S 

OBENCHAIN.C.F. 

CONTRACT 

OBENCHAIN.C.F. 

PR 


OBENCHAIN.C.F. 

PR 


OBENCHAIN.C.F. 

50-312 

S 

OBENCHAIN.C.F. 

50-315 

Q 

OBENCHAIN.C.F. 

50-315 

Q 

OBENCHAIN.C.F. 

60-483 

Q 

OBENCHAIN.C.F. 

50-341 

P 

OBENCHAIN.C.F. 

50-254 

Q 

ODEGAARDEN.R.H. 

50-341 

P 

ODEGAARDEN.R.H. 

50-263 

P 

ODEGAARDEN.R.H. 

50-373 

Q 

OFT.R.R. 

50-373 

Q 

OGDEN, A. 

50-454 

S 

OISCHER.E.A. 

50-263 

Q 

OKAILY.A.A. 

50-263 

Q 

OLDHAM.J.G. 

50-305 

Q 

OLIPHANT.V.N. 

50-237 

P 

OLIVA,J. 

50-155 

P 

OLIVADOTI.J.R. 

50-382 

Q 

OLIVEIRA, W. 

PR 


OLIVEIRA, W. 

PR 


OLIVIERI.T.P. 

PR 


OLMSTEAD,C.A. 

50-272 

S 

OLMSTEAD.C.A. 

50-247 

S 

OLMSTEAD.C.A. 

50-354 

Q 

OLMSTEAD.W.J. 

50-272 

Q 

OLMSTEAD.W.J. 

PR 


OLMSTEAD.W.J. 

50-295 

P 

OLMSTEAD,W.J. 

PR 


OLMSTEAD.W.J. 

PR 


OLSCHEWSKI.E. 

PR 


OLSEN, A.F. 

50-270 

S 

OLSEN, H.H. 

50-287 

S 

OLSEN, K. 

50-270 

S 

OLSEN, T.T. 

PR 


OLSHAN.L 

PR 


OLSHAN.LN. 

PR 


OLSHAN.LN. 

50-267 

R 

OLSON.P.D. 

PR 


OPTROWSKI.D. 

PR 


ORDERS.W. 

XPORTLIC 


ORDORICA,S.E. 

XPORTLIC 


ORDORICA.S.E. 

XPORTLIC 


ORDORICA,S.E. 

XPORTLIC 


ORDORICA,S.E. 

PR 


ORDORICA.S.E. 

WASTE MGT 

ORTH.E.L 

27-47 


OSGOOD.S. 

40-943 


OSHYPKO.J. 

40-943 


OSIENSKY,J.L 

40-6908 


OSTER,J. 

40-6908 


OSTERHOUT,K.S. 

PR 


OSWALD.N.A. 

50-445 

1 

OTT.R. 

PR 


OTT.U. 

PR 


OTTO.S.M. 

50-295 

F 

OTTO.T.G. 

50-206 

Q 

OUERIO.R.E. 

PR 


OVERLOCK.P.H. 

50-244 

J 

OVERTON, A. 

50-220 

J 

OWEN.F.M. 

50-293 

J 

OWEN.W.H. 

NUREG 


OWEN.W.H. 

PR 


OWEN.W.H. 

50-456 

S 

OXTON.D. 

PR 


OZAWA, M. 

PR 


OZAWA, M. 

PR 


OZAWA.M. 

PR 


PAASALACQUA,T. 

50-344 

F 

PACKARD, G.C. 

PR 


PADGLICK,M.A. 

PR 


PAGE.B.M. 

PR 


PAGE.M. 

PR 


PAGE.M. 

PR 


PAGE.M. 

50-321 

P 

PAGE.M. 

50-321 

Q 

PAGE,M. 

50-424 

P 

PAINTER.N. 

50-424 

P 

PAINTER.N. 

50-366 

p 

PALAST.G.A. 

50-412 

A 

PALLADINO,N.J. 

50-412 

A 

PALLADINO.N.J. 

50-302 

P 

PALMER.B. 

50-302 

P 

PALOMINO.F.G. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8705070249 

50-305 

8705070249 

50-305 

8705070255 

TOPREP 

8705070255 

TOPREP 

8705070314 

50-424 

8705070314 

50-424 

8705070316 

50-289 

8705070316 

50-289 

8705070329 

50-400 

8705070329 

50-400 

8705190156* 

FOIA 

8705190156* 

FOIA 

8705130151 

71-9010 

8705130169 

71-6601 

8705130271 

MISC 

8706180206* 

50-412 1 

8705120394 

PR 

8705040330 

PR 

8704200396* 

50-29 1 

8705070270 

40-6500 

8705290198 

50-538 1 

8706290265 

PR 

8705220148 

71-9070 

8705040256* 

50-412 ( 

8705130046* 

50-272 C 

8705190530 

PR 

8705070294 

50-344 ! 

8705120228 

50-344 1 

8705220446 

50-344 1 

8610230238* 

PR 

8611140346* 

PR 

8611260046* 

PR 

8702110085* 

PR 

8705260467* 

PR 

8705290283 

PR 

8705130208 

70-824 

8705200092 

PR 

8705290283 

PR 

8705280057 

40-1341 

8705080150 

50-454 I 

8705050097 

50-454 I 

8705180397 

50-454 I 

8705220098 

50-508 i 

8705050044 

PR 

8705190432* 

50-369 C 

8705110224 

71-9033 

8705110239 

71-9007 

8705110308 

71-9141 

8705110338 

71-9032 

8705120118 

71-9147 

8705120274 

PR 

8705110272 

70-1426 

8705150160 

PR 

8705080121 

WASTE RES 

8705210698 

50-264 

8705290237 

PR 

8705120262 

PR 

8705190530 

PR 

8705190630 

PR 

8705080327 

50-289 J 

8705270126 

50-352 C 

8705220039 

50-454 F 

8705120140 

PR 

8705290070* 

FOIA 

8705200601 

PR 

8701300616* 

FOIA 

8705180253* 

FOIA 

8705220139 

50-414 C 

8705180360* 

60-443 F 

8705010144 

XPORTLIC 

8705010162 

XPORTLIC 

8705040091 

XPORTLIC 

8705050044 

PR 

8705120338 

50-255 F 

8705060288 

50-387 1 

8705190492 

ACRS 

8705010058 

CONTRACT 

8705190310 

CONTRACT 

8705220005 

CONTRACT 

8705270540 

CONTRACT 

8705280462 

CONTRACT 

8705140379 

PR 

8705150160 

PR 

8706220134 

FOIA 

8303160646* 

50-275 

8705180228* 

WASTE MGT 

8705210282 

PR 

8705010024 

50-322 C 


0 . 0 . 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

PALOMINO.F.G. 

8705120054 

50-322 

G 

PATTERSON.J.S. 

8705260040* 

50-412 

A 

PETTENGILL,H.J. 

8705130161 

WASTE MGT 

PALOMINO, F.G. 

8705120058* 

50-322 

G 

PATTI, F.J. 

8705040330 

PR 


PETTENGILL,H.J. 

8705130171 

40-8698 


PALOMINO.F.G. 

8705120093 

50-322 

G 

PAUL.R.A. 

8705120306* 

50-16 

Q 

PETTENGILL.H.J. 

8705130224 

WASTE MGT 

PALOMINO.F.G. 

8705130085 

50-322 

G 

PAUL.R.A. 

8705260068* 

50-305 

Q 

PETTENGILL,H.J. 

8705130263 

40-8084 


PALOMINO.F.G. 

8705130091 

50-322 

G 

PAUL,W.T. 

8705190479 

PR 


PETTENGILL.H.J. 

8705180049* 

40-8905 


PALOMINO.F.G. 

8705270081 

50-322 

G 

PAULIS.M.A. 

8705200601 

PR 


PETTENGILUH.J. 

8705180188* 

40-8380 


PALUSAMY.S.S. 

8705270092* 

50-498 

A 

PAULITZ,F. 

8705060301* 

50-293 

Q 

PETTENGILL,H.J. 

8705270618 

40-4492 


PANDEY.S. 

8612160195 

50-316 

P 

PAULITZ,F. 

8705110251* 

50-322 

Q 

PETTENGILL,H.J. 

8705270659 

WASTE MGT 

PANGBURN.G.C. 

8705080090 

27-47 


PAULK.G.L. 

8705010029* 

50-259 

Q 

PETTENGILL.H.J. 

8705280067 

40-8905 


PANGBURN.G.C. 

8705120121 

NUREG 


PAULSEN,G.A. 

8705200231 

NUREG 


PETTENGILL.H.J. 

8705280075 

40-8857 


PANTALIO.J.H. 

8705200053 

PR 


PAULSON, W.A. 

8705060174 

50-285 

P 

PETTENGILL.H.J. 

8705280132 

40-3453 


PAOLINO,R.J. 

8705040258* 

50-317 

Q 

PAULSON, W.A. 

8705130098 

50-285 

P 

PETTENGILUH.J. 

8705280199 

40-8698 


PAOLINO,R.J. 

8705220027* 

50-209 

Q 

PAULSON, W.A. 

8705180347 

50-285 

P 

PETTENGILL,H.J. 

8705280316 

40-1162 


PAPALIA,C.A. 

8705010051 

PR 


PAYSON.N.C. 

8705150416 

PR 


PETTENGILL.H.J. 

8705290046 

40-6622 


PAPANIC.G, 

8705040130 

50-29 

R 

PAZDON.J. 

8705050017 

PR 


PETTICREW.R.E. 

8705050044 

PR 


PAPANIC.G. 

8705050344 

50-29 

P 

PEACOCK, B.M. 

8705190033 

50-456 

R 

PEVEAR.R.C. 

8705050157 

PR 


PAPANIC.G. 

8705070159 

50-29 

P 

PECK.D.L 

8705190321* 

COMMISSIO N 

PEVEAR.R.C. 

8705050157 

PR 


PAPANIC.G. 

8705070165* 

50-29 

P 

PEDERSEN.R. 

8705130121 

50-334 

P 

PEVEAR.R.C. 

8705050157 

PR 


PAPANIC.G. 

8705110226 

50-29 

P 

PEEBLES,T.A. 

8705040229 

50-280 

P 

PEYTON.E.M. 

8705050039 

PR 


PAPANIC.G. 

8705110292 

50-29 

F 

PEEBLES.T.A. 

8705190202* 

50-269 

Q 

PFAFF.S.J. 

8705070096 

40-6659 


PAPANIC.G. 

8705120219 

50-29 

Q 

PEEBLES.T.A. 

0705190432* 

50-369 

Q 

PFAFF.S.J. 

8705270698 

40-6659 


PAPARATTO.J. 

8705120257 

PR 


PEEBLES.T.A. 

8705280471 

50-321 

Q 

PFITZER.B. 

8705120394 

PR 


PAPAZIOSIMO.G. 

8705010005 

PR 


PEEBLES.T.A. 

8705290083* 

50-413 

Q 

PHIFER, T.K. 

8705280422 

50-327 

S 

PAPERIELLO,C.J. 

8705010140* 

50-213 

V 

PELLI.J.A. 

8705120336 

PR 


PHILBRICK,H. 

8705120183 

PR 


PAQUETTE.C.H. 

8705210282 

PR 


PELLI.J.A. 

8705150416 

PR 


PHILLEY.G.H. 

8705070215* 

50-29 

P 

PARADIS.J.R. 

8705260362 

50-267 

S 

PENNINGTON.W.S. 

8705010071* 

70-1068 


PHILLEY.G.H. 

8705070219* 

50-29 

P 

PARDUS.D.G. 

8705200601 

PR 


PENNY.C. 

8705200006 

PR 


PHILLEY.G.H. 

8705070312* 

50-29 

P 

PARDUS.D.G. 

8705290237 

PR 


PENROD.K. 

8705040118 

50-255 

F 

PHILLIP.G.A. 

8706010117* 

50-254 

F 

PARIS.O.H. 

8705270106 

70-364 


PENROD.K. 

8705050379 

50-255 

F 

PHILLIPS.H.S. 

8705200053 

PR 


PARKER.B.A. 

8705040293 

PR 


PEPER.C.W. 

8705290237 

PR 


PHILLIPS.M.P. 

8705270411* 

50-341 

Q 

PARKER.C.M. 

8705270557* 

50-259 

P 

PERCH.R.L. 

8705260156 

50-498 

A 

PHIPPS.K.C. 

8705120266 

PR 


PARKER.F. 

8705190577 

NUREG 


PEREIRA.D. 

8705280024 

50-344 

S 

PICARD.P.O. 

8705010051 

PR 


PARKER,G.J. 

8705080021 

WASTE MGT 

PEREIRA.D.B. 

8705280340* 

50-344 

Q 

PICARILLO,J. 

8705150056 

PR 


PARKER.G.J. 

8705080039 

WASTE MGT 

PERGOLIZZI.J. 

8705200035 

PR 


PICKENS.T.A. 

8705060272 

TOPREP 


PARKER, J. 

8705140379 

PR 


PERKINS.G.W. 

8705200075 

PR 


PICKENS,T.A. 

8705070026 

PR 


PARKER.J.M. 

8705120177* 

40-8903 


PERRAULT.J. 

8705190530 

PR 


PICKENS,T.A. 

8705200024 

PR 


PARKER.W.G. 

8705270343* 

50-445 

1 

PERROTTI.D.J. 

8705060082* 

50-443 

G 

PICKETT.D.V. 

8705280050 

50-298 

F 

PARKHILL.R. 

8612010289* 

50-424 

Q 

PERRY, D.K. 

8705110210* 

71-3 


PIERCE, J.A. 

8705120274 

PR 


PARKINS, R.N. 

8705260046* 

WASTE MGT 

PESHEL.J.J. 

8705080006 

WASTE RES 

PIERCE,L 

8705200171 

PR 


PARLER.W.C. 

8703160408* 

PR 


PETERS.J.F. 

8705120221 

50-397 

F 

PIERCE.N.S. 

8705210247 

50-281 

P 

PARLER.W.C. 

8705120085 

50-443 

G 

PETERS.J.P. 

8705060291 

50-373 

S 

PIERCE-BJORKLUN 

8705270552* 

50-293 

H 

PARLER.W.C. 

8705260377* 

PR 


PETERS,J.P. 

8705190599 

50-374 

S 

PIGOTT.D.R. 

8705150362* 

50-361 

P 

PARLER.W.C. 

8705260396* 

PR 


PETERS.M.R. 

8705110255 

71-466 


PINKOWITZ,B. 

8705180182 

50-423 

S 

PARLER.W.C. 

8705260404* 

PR 


PETERSEN.J.B. 

8705050044 

PR 


PINKOWITZ,B. 

8705180354 

50-423 

S 

PARR.O.D. 

8307200562* 

50-312 

P 

PETERSON.B.W. 

8705290237 

PR 


PISCITELLI.E. 

8705190530 

PR 


PARR.O.D. 

8705060243* 

50-498 

A 

PETERSON.M.R. 

8705010155 

XPORTLIC 


PIZZUTI.R.P. 

8705120140 

PR 


PARR.O.D. 

8705060263* 

50-498 

A 

PETERSON, M.R. 

8705010161 

XPORTLIC 


PLASTINA.M. 

8705190530 

PR 


PARRY.W. 

8705010008 

PR 


PETERSON.M.R. 

0705010170 

XPORTLIC 


PLATT, P.S. 

8705190530 

PR 


PARSONS, R. 

8705050017 

PR 


PETERSON.M.R. 

8705010172 

XPORTLIC 


PLETTNER,E.A. 

8705180319* 

50-298 

Q 

PARSONS.V.M. 

8705290237 

PR 


PETERSON.M.R. 

8705010103 

XPORTLIC 


PLIML,G. 

8705120135 

71-9168 


PARULIS,P.J. 

8705080158 

50-336 

S 

PETERSON.M.R. 

8705010107 

XPORTLIC 


PLIML,G.J. 

8705040044 

50-304 

S 

PASCIAK.W. 

8705280059 

50-220 

S 

PETERSON.M.R. 

8705040036 

XPORTLIC 


PLIML,G.J. 

8705050177 

50-295 

S 

PASCIAK,W.J. 

8705010204* 

50-333 

Q 

PETERSON.M.R. 

8705040050 

XPORTLIC 


PL1ML,G.J. 

8705050368 

50-295 

S 

PASCIAK,W.J. 

8705050013* 

50-272 

Q 

PETERSON.M.R. 

8705040055 

XPORTLIC 


PLIML,G.J. 

8705050400 

50-304 

S 

PASCIAK.W.J. 

8705110213* 

50-317 

Q 

PETERSON.M.R. 

8705040096 

XPORTLIC 


PL1ML,G.J. 

8705060087 

50-295 

R 

PASCIAK,W.J. 

8705210039* 

50-220 

Q 

PETERSON,M.R. 

8705070023 

XPORTLIC 


PLIML.G.J. 

8705200677 

50-295 

R 

PASCIAK.W.J. 

8705220070* 

50-412 

Q 

PETERSON.M.R. 

8705070027 

XPORTLIC 


PLIMPTON, F.F. 

8705290273 

PR 


PASCIAK,W.J. 

8705270556* 

50-286 

Q 

PETERSON.M.R. 

8705070035 

XPORTLIC 


PLOSKI.T. 

8705180498* 

50-346 

Q 

PASSALACQUA,L. 

8705050044 

PR 


PETERSON.M.R. 

8705070080 

XPORTLIC 


PLOSKI.T. 

8705190116* 

50-454 

Q 

PASSARO.G. 

8705060425* 

50-445 

A 

PETERSON, M.R. 

8705070157 

XPORTLIC 


PLOTT.C. 

8704270073 

NUREG 


PASTEUR.R.D. 

8705290114 

50-400 

R 

PETERSON.M.R. 

8705190339 

XPORTLIC 


PLOURDE,C.J. 

8705120257 

PR 


PASTIS.H. 

8705060252 

50-269 

P 

PETERSON.M.R. 

0705190362 

XPORTLIC 


PODEVELS.B. 

8705120257 

PR 


PASTIS.H.N. 

8705010149 

50-269 

P 

PETERSON.M.R. 

8705190377 

XPORTLIC 


POERTNER.W.K. 

8705280259* 

50-327 

Q 

PASTIS.H.N. 

8705010186 

50-269 

P 

PETERSON.M.R. 

0705190384 

XPORTLIC 


POHLE.J.A. 

8705000051 

WASTE RES 

PASTIS.H.N, 

8705060213 

50-269 

P 

PETERSON.M.R. 

8705190591 

XPORTLIC 


POINDEXTER, T.C. 

8705050108* 

50-320 

P 

PASTIS.H.N. 

8705060363 

50-269 

P 

PETERSON.M.R. 

8705200023 

XPORTLIC 


POOLE,G.R. 

8705220007* 

CONTRACT 


PASTIS,H.N. 

8705070218 

50-269 

P 

PETERSON.M.R. 

8705270509 

XPORTLIC 


POPE,H. 

8705190530 

PR 


PASTIS.H.N. 

8705070272 

50-269 

P 

PETERSON.M.R. 

8705270681 

XPORTLIC 


POPE,W.T. 

8705120183 

PR 


PASTIS.H.N. 

8705070302 

50-269 

P 

PETERSON.M.R. 

8705280304 

XPORTLIC 


PORTER, E.A. 

8705120274 

PR 


PASTIS.H.N. 

8705120387 

50-269 

P 

PETERSON.M.R. 

8705290021 

XPORTLIC 


POSTLEWAIT.T.K. 

8705050326 

50-316 

S 

PASTIS.H.N. 

8705130025 

50-269 

P 

PETRAS.A.V. 

8705200035 

PR 


POTAPOVS.U. 

8705180173* 

QA999 


PASTIS.H.N. 

8705130039 

50-269 

P 

PETRI.T.E. 

0705280044* 

MISC 


POTKIN.J.a 

8705200067 

PR 


PASTVA,M.J. 

8705040246 

50-325 

S 

PETRONE,C. 

8705110373* 

50-352 

Q 

POTKIN.M.L 

8705290273 

PR 


PASTVA.M.J. 

8705050306 

50-324 

S 

PETRONE,C. 

8705130012* 

50-423 

Q 

POTTER, J.C. 

8705280101 

40-8564 


PASTVA,M.J. 

8705130141 

50-^24 

S 

PETTENGILL.H. 

0705280077 

40-8902 


POUND,R.C. 

8705120336 

PR 


PASTVA,M.J. 

8705280257 

50-325 

S 

PETTENGILL,HJ. 

8705050394 

40-8902 


POWELL, J.M. 

8705210283 

50-335 

S 

PASTVA,M.J, 

8705290010 

50-325 

S 

PETTENGILL,H.J. 

0705050399 

40-8905 


POWELL, P.L 

8705060352 

50-397 

R 

PASTVA,M.J. 

8705290011 

50^324 

S 

PETTENGILL,H.J. 

0705060108 

40-1162 


POWELL, T,B. 

8705280385* 

50-390 

Q 

PATE.R. 

8705040100* 

50-397 

Q 

PETTENGILL,H.J. 

0705060118 

40-8905 


POWER.M.S. 

8705190649* 

CONTRACT 


PATE,R.J. 

8705040139 

50-206 

Q 

PETTENGILL,H.J. 

8705060141 

40-8902 


POWERS.C.M. 

8705060352 

50-397 

R 

PATE.R.J. 

8705040200 

50-528 

Q 

PETTENGILL,H.J. 

8705060153 

40-299 


POWERS.C.M. 

8705130234 

50-397 

S 

PATE.R.J. 

8705180229 

50-206 

V 

PETTENGILL,H.J. 

8705060161* 

40-299 


PRACHT.E. 

8705200601 

PR 


PATE.R.J. 

8705210414 

50-27 

P 

PETTENGILL.H.J. 

8705060171 

40-299 


PRATER.J.T. 

8705120087 

NUREG 


PATE,R.L. 

8705120414 

50-312 

V 

PETTENGILL,H.J. 

8705060287 

40-299 


PRATER, J.T. 

8705120091 

NUREG 


PATTEN, T.W. 

8705010051 

PR 


PETTENGILL,H.J. 

8705070128* 

40-8084 


PRATT, A.L. 

8705120274 

PR 


PATTERSON,A.R. 

8705120117 

71-9133 


PETTENQILL,HJ, 

8705120346 

40-8584 


PRATT, A.W. 

8705050017 

PR 


PATTERSON, C.A. 

8705010029* 

50-259 

Q 

PETTENGILL.H.J, 

8705120352* 

40-8584 


PRATT,W.T. 

8705190396* 

NUREG 


PATTERSON,J.P. 

8705180311* 

50-255 

Q 

PETTENGILL,HJ. 

8705130115 

40-8084 


PRELUJ. 

8705180236* 

50-412 

Q 
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NUMBER 

CATEGORY 

PRENDERGAST,A. 

8705010051 

PR 


PRENTICE, W.H. 

8705120336 

PR 


PRESLEY,W. 

8705010005 

PR 


PRESS-SAMPSON 

8705140379 

PR 


PRESTHOLT.P.T. 

8705070188 

WASTE MGT 

PRESTHOLT.PT. 

8705070190 

WASTE MGT 

PRESTHOLT.P.T. 

8705070194 

WASTE MGT 

PRESTHOLT.P.T. 

8705070220 

WASTE MGT 

PRESTHOLT.P.T. 

8705070297 

WASTE MGT 

PRESTHOLT.P.T. 

8705070360 

WASTE MGT 

PRESTHOLT.P.T. 

8705080024 

WASTE MGT 

PRESTHOLT.P.T. 

8705110004 

WASTE MGT 

PRESTHOLT.P.T. 

8705110008 

WASTE MGT 

PRESTHOLT.P.T. 

8705110009* 

WASTE MGT 

PRESTHOLT.P.T. 

8705190045* 

WASTE MGT 

PRESTHOLT.P.T. 

8705190054* 

WASTE MGT 

PRESTHOLT.P.T. 

8705190248 

WASTE MGT 

PRESTHOLT.P.T. 

8705190259* 

WASTE MGT 

PRESTHOLT.P.T. 

8705220097 

WASTE MGT 

PRESTHOLT.P.T. 

8705220108 

WASTE MGT 

PRESTHOLT.P.T. 

8705220120 

WASTE MGT 

PRESTHOLT.P.T. 

8705220361 

WASTE MGT 

PRESTHOLT.P.T. 

8705220381 

WASTE MGT 

PRESTON, B.A. 

8705010097 

50-272 

H 

PRESTON.B.A. 

8705010141 

50-354 

H 

PR1CE,N. 

8705190530 

PR 


PRICE,S.M. 

8705180035 

WASTE MGT 

PRIEST.E. 

8705120274 

PR 


PRIVIDY.U. 

8705210597* 

50-333 

Q 

PROBST,J.R. 

8705210117 

50-331 

S 

PROBST.J.R. 

8705280333 

50-331 

S 

PROCACCI.A.J. 

8705190530 

PR 


PROUH,J,A. 

8705200012 

PR 


PROVENCHER.R. 

8705180122* 

40-8027 


PROVENCHER.R.B. 

8705180013* 

40-8027 


PROVENCHER,R.B. 

8705270036* 

70-157 


PRUSER.M.A. 

8705130104 

PR 


PRYOR.D. 

8705220103* 

COMMISSIO N 

PUCEL.P. 

8705120097 

40-6622 


PUITER,G.H. 

8705180286 

50-305 

R 

PULKKINEN.T.E. 

8705180099* 

50-443 

G 

PULLANI,S. 

8705120410* 

50-277 

Q 

PURCARO.C. 

8705200601 

PR 


PURDY.R.E. 

8705050017 

PR 


PURSER.F.E 

8705120140 

PR 


PYLES, D.N. 

8705110303 

PR 


QUALLS.P.M. 

8705050352* 

50-206 

Q 

QUALLS.P.M. 

8705270354* 

50-206 

Q 

QUAY.T.R. 

8705280197 

50-305 

P 

QUEMMOZ.S. 

8705290026 

50-313 

F 

QUERIO.R.E. 

8705040306 

50-454 

R 

QUERIO.R.E. 

8705050025 

50-455 

S 

QUERIO.R.E. 

8705120242 

50-454 

S 

QUERIO.R.E. 

8705120413 

50-454 

S 

QUER10,R.E. 

8705210515 

50-454 

S 

QUERIO.R.E. 

8705270019 

50-454 

S 

QUERIO.R.E. 

8705280437 

50-455 

S 

RADE.K. 

8705120119 

PR 


RADER,R.M. 

8705060089 

27-39 


RADER, R.M. 

8705060089 

27-39 


RAEIHLE,G. 

8705120084 

PR 


RAMOS, F. 

8705050304 

50-456 

S 

RAMP,K.S. 

8705150275* 

50-293 

Q 

RAMSEY.C. 

8705040108* 

50-397 

Q 

RAMSEY.M. 

8705040140 

50-255 

F 

RAMSEY.S. 

8705040142*^ 

50-206 

Q 

RAND.A.a 

8705200092 

PR 


RAND.C. 

8705200075 

PR 


RANDALL.J. 

8705120119 

PR 


RANHAI 1 .t D. 

8705220208 

WASTE MGT 


8705050331* 

50-331 

P 


8705070008 

50-410 

S 


8705110228 

50-410 

S 


8705140357 

50-410 

S 


8705270437 

50-410 

S 


8705290102 

50-410 

s 


8705200006 

PR 



8705070198* 

TOPREP 



8705070198* 

TOPREP 



8705190530 

PR 



8705070261* 

50-305 

p 


8705130104 

PR 



8705200006 

PR 



8705210282 

PR 



8706190530 

PR 



8705190448* 

CONTRACT 



8706200006 

PR 



8705120336 

PR 



AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

RATTA,A.D. 

8705280442* 

50-3 

Q 

RAYMOND, P.D. 

8705040289* 

50-220 

P 

RAYMONT.M. 

8705120274 

PR 


REA.M. 

8705140379 

PR 


READ,J. 

8605090387* 

NUREG 


READ.J. 

8605190430* 

NUREG 


REAGAN.P.L 

8705010051 

PR 


REASOR.V. 

8705120274 

PR 


REAVIS,J.A. 

8705220085 

50-269 

R 

REAVIS, J.A. 

8705260013 

50-369 

R 

REAVIS.J.A. 

8705260428 

50-413 

R 

RECCA.A. 

8705190530 

PR 


REDLICH.S. 

8705200171 

PR 


REDMANN,K.P. 

8705120364 

QA999 


REED.C. 

8705070146 

50-456 

P 

REED.D.P. 

8705130104 

PR 


REED.G. 

8705150160 

PR 


REERSBILK,D.A. 

8705120257 

PR 


REESE,T.J. 

8705070200 

WASTE MGT 

REESE, T.J. 

8705070386 

WASTE MGT 

REESMAN.A.L. 

8705290297 

NUREG 


REETZ.S. 

8705120291 

PR 


REEVES.E.A. 

8705060327 

50-348 

F 

REGNA.J. 

8705010005 

PR 


REHM.TA. 

8705110051 

COMMISSION 

REHM.TA. 

8705110110 

COMMISSION 

REHM,T.A. 

8705260179 

COMMISSIO N 

REHM.TA. 

8705270107 

COMMISSIO N 

REICHENBACH.W. 

8705110200 

40-3392 


REIDINGER.T.D. 

8705180404* 

50-282 

V 

REIFSNYDER.M. 

8705290283 

PR 


REINHOLDTJ. 

8705270551 

50-331 

S 

REINSCH.H.O. 

8705120252 

PR 


REIS,E.J. 

8705060090 

50-322 

G 

REIS.E.J. 

8705130062 

50-322 

G 

REIS.EJ. 

8705130086 

50-322 

G 

REIS.E.J. 

8705200008 

50-322 

G 

RE1S.E.J. 

8705200021 

50-322 

G 

REIS.KF. 

8705010039 

50-250 

G 

REIS.H.F, 

8705010039 

50-250 

G 

REIS.T. 

8705220427* 

50-498 

Q 

REISS 

8705200020 

PR 


REMIEN.G.L. 

8705200020 

PR 


RENNIE.C.M. 

8705290237 

PR 


RENTON.T.E. 

8705200110 

PR 


RESCHESKE,P.R. 

8705190010* 

50-454 

Q 

REUBEN.J.H. 

8705120125 

PR 


REUTERSHAN.M.E. 

8705120394 

PR 


REVSIN.B.K. 

8705050333* 

50-160 

Q 

REYDE,L. 

8705060235 

PRM 


REYES.LA. 

8705010180 

50-250 

Q 

REYES.LA. 

8705040213 

50-400 

Q 

REYES.LA. 

8705040217* 

50-400 

Q 

REYES.LA. 

8705040282 

50-324 

Q 

REYES.LA. 

8705120144 

50-302 

F 

REYES, LA. 

8705180381 

50-395 

Q 

REYES.L.A. 

8705190096 

50-250 

V 

REYES, L.A. 

8705190266 

50-416 

Q 

REYES.LA. 

8705190274* 

50-416 

Q 

REYES.LA. 

8705190364 

50-269 

P 

REYES, L.A. 

8705190413 

50-414 

Q 

REYES.LA, 

8705190422 

50-369 

Q 

REYES,L.A. 

8705190426* 

50-369 

Q 

REYES.LA. 

8705280144 

50-400 

Q 

REYES, LA. 

8705280302 

50-280 

P 

REYES.LA. 

8705280306 

50-338 

Q 

REYES, LA. 

8705280351 

50-424 

Q 

REYES.LA. 

8705280359* 

50-424 

Q 

REYES.LA. 

8705280480 

50-302 

Q 

REYES, LA. 

8705290089 

50-302 

P 

REYNOLDS.J.W. 

8705280167 

50-155 

1 

REYNOLDS.N.S. 

8705060299 

PR 


REYNOLDS,N.S. 

8705110310 

PR 


REYNOLDS.N.S. 

8705120095 

PR 


REYNOLDS.N.S. 

8705120095 

PR 


REYNOLDS.N.S. 

8705120095 

PR 


REYNOLDS.N.S. 

8705120095 

PR 


REYNOLDS.N,S. 

8705120095 

PR 


REYNOLDS.N.S. 

8705120095 

PR 


REYNOLDS.N.S. 

8705120095 

PR 


REYNOLDS, N.S. 

8705120095 

PR 


REYNOLDS, N.S. 

8705120095 

PR 


REYNOLDS.N.S. 

8705190316 

50-397 

H 

REYNOLDS,SA 

8705120317* 

50-455 

Q 

REYTBLATT.Z. 

8705140039* 

50-295 

H 

REYTBUTT,Z. 

8705140051* 

50-295 

H 

REYTBLATT,Z. 

8705140073* 

50-295 

H 

REYTBLATT.Z, 

8705140080* 

50-295 

H 
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RHOADES.S.H. 

8705200006 

PR 


RHOADS.B. 

8705110117 

50-387 

R 

RHODES.M.A. 

8705120252 

PR 


RICE.P.D. 

8705190281 

50-425 

Q 

RICE, P.D. 

8705220269 

50-424 

K 

RICE.R.C. 

8705110005* 

70-143 


RICHARDS.B.D. 

8705120183 

PR 


RICHARDS.G. 

8705150160 

PR 


RICHARDS.M. 

8705200006 

PR 


RICHARDS.S. 

8705040108* 

50-397 

Q 

RICHARDS.S. 

8705040142* 

50-206 

Q 

RICHARDS.S. 

8705040211* 

50-528 

Q 

RICHARDS.S. 

8705220011 

50-529 

S 

RICHARDS.S. 

8705280261 

50-530 

S 

RICHARDSON.H.C. 

8705120359 

PR 


RICHARDSON, J.E. 

8705140020 

REVIEW GR P 

RICHARDSON.J.H. 

8705210138 

50-321 

R 

RICHARDSON,J.L. 

8705080259* 

50-369 

P 

RICHMOND.M.C. 

8705150160 

PR 


RICHTER, A. 

8705200020 

PR 


RICHTER.J. 

8705120359 

PR 


RIDGWAY.K.R. 

8705010048 

50-409 

S 

RIDGWAY.K.R. 

8705110170* 

50-2 

V 

RIDKY.R.W. 

8705120092 

NUREG 


RIECK,T. 

8705050260 

50-295 

F 

RIECK,T. 

8705060199 

50-295 

F 

RIEIK,B.G. 

8705120357 

50-261 

F 

RIEL,E.A. 

8705010051 

PR 


RIESLAND.J.I. 

8705050120* 

50-265 

S 

RIESLAND.J.I. 

8705050265* 

50-254 

S 

RIESLIND,J.I. 

8705040285* 

50-265 

P 

RIGGS, R. 

8705190228* 

FOIA 


RIGNEY.LP. 

8705200053 

PR 


RILEY.C.I. 

8705130148* 

50-320 

P 

RILEY, J.L 

8705110346 

PR 


RILEY, J.T. 

8705150160 

PR 


RILEY.K.M. 

8705120257 

PR 


RING.H. 

8705120394 

PR 


RING.M. 

8705190078* 

50-373 

Q 

RIOS.A.J. 

8705200092 

PR 

RITCHIE.A.H. 

8705120262 

PR 


RITCHIE.M.B. 

8705050157 

PR 


RITTENBERG.R.B. 

8705080138 

27-48 


RITTENBERG.R.B. 

8705220421 

27-48 


RITTENBERG,R.B. 

8705260413 

27-48 


RIVENBARK.G. 

8705070195 

50-354 

P 

RIVERA.J.E. 

8705200012 

PR 


RIVERS, C.L 

8705190479 

PR 


RIVERS.M.E. 

8705010139 

50-259 

R 

RIZZO, 1. 

8705120266 

PR 

RIZZO.R. 

8705200601 

PR 


ROACH.K. 

8705110350 

PR 


ROARTY.D.H. 

8705010103* 

50-498 

A 

ROBBINS, D.J. 

8705120140 

PR 


ROBBINS.J. 

8705200075 

PR 


ROBERSON.M.E. 

8705290283 

PR 


ROBERTS,E.W. 

8705070233 

50-289 

P 

ROBERTS,E.W. 

8705070233 

50-289 

P 

ROBERTS.E.W. 

8705070242* 

50-289 

P 

ROBERTS, E.W. 

8705070242* 

50-289 

P 

ROBERTS, E.W. 

8705070250 

50-335 

P 

ROBERTS.E.W. 

8705070250 

50-335 

P 

ROBERTS.E.W. 

8705070336 

50-247 

P 

ROBERTS,E.W. 

8705070336 

50-247 

P 

ROBERTS.J.P. 

8705070150 

PRO! 


ROBERTS.J.P. 

8705070370 

PROJ 


ROBERTS,J.P. 

8705200057 

50-261 

Y 

ROBEY.R.A. 

8705190210 

50-254 

P 

ROBEY,R.A. 

8705210396 

50-254 

R 

ROBICHAUD.M.P. 

8705120336 

PR 


ROBINSON.A.L. 

8705120274 

PR 


ROBINSON.ED. 

8705010023 

50-322 

T 

ROBINSON, G. 

8705120394 

PR 


ROBINSON.J.G. 

8705210282 

PR 


ROBINSON, K.W. 

8705280455* 

CONTRACT 


ROBINSON, L. 

8705200370 

50-424 

P 

ROBINSON, P. 

8705130258 

50-10 

Q 

ROBINSON.P. 

8705140111 

l&E 


ROBINSON, R. 

8705200006 

PR 


ROBINSON.T.B. 

8705120140 

PR 


ROBINSON, T.J. 

8705190530 

PR 


ROBINSON, W.E. 

8705120084 

PR 


ROBINSON.W.R. 

8705190231 

50-483 

S 

ROCK.P.J. 

8705120359 

PR 


ROCKHOLD,H.C. 

8705070261* 

50-305 

P 

ROCKHOLD.H.C. 

8705070324* 

50-424 

P 

ROCKHOLD.H.C. 

8705070324* 

50-424 

P 

RODA.C. 

8705130072* 

50-322 

G 
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RODGERS, D. 

8705200012 

PR 


RODRIGUEZ.RJ. 

8304060222 

50-312 

P 

RODRIGUEZ, RJ. 

8506190479 

50-312 

P 

RODRIGUEZ.RJ. 

8509110269 

50-312 

S 

ROE,K.K. 

8705060401 

TOPREP 


ROGERS.D.W. 

8705040179 

50-255 

F 

ROGERS, D.W. 

8705040214 

50-255 

F 

ROGERS.D.W. 

8705050021 

50-255 

F 

ROGERS.GJ. 

8705120274 

PR 


ROGERS.M. 

8705050039 

PR 


ROGERS.P.C. 

8705220196 

50-313 

S 

ROHAY.A.C. 

8705180035 

WASTE MGT 

ROHDE, K.G. 

8705270570 

50-287 

P 

ROISMAN.A.Z. 

8705120071 

50-445 

G 

ROISMAN.A.Z. 

8705120071 

50-445 

G 

ROLLINS.R. 

8705120274 

PR 


ROMAIN.A.C. 

8705270164* 

CONTRACT 

ROMAN.T.W. 

8705180178 

50-220 

F 

ROMANCHUK,W.F. 

8705140412 

PR 


ROMATOWSKI.R.G. 

8705060080 

WASTE MGT 

ROMBOUGH.C.T. 

8705060305* 

TOPREP 


ROOFJ.F. 

8705050039 

PR 


ROONEY.V.L 

8705260238 

50-271 

P 

ROSANO.R.P. 

8705180442 

50-277 

Q 

ROSE.H.D. 

8705280075 

40-8857 


ROSENBAUM, L 

8705120262 

PR 


ROSENBERG,E. 

8705200006 

PR 


ROSENFELD,J. 

8705270658* 

CONTRACT 


ROSENTHAUA.S. 

8705260479* 

PR 


ROSENTHAL,A.S. 

8705270089 

50-456 

G 

ROSS.F.W. 

8705220140 

WASTE MGT 

ROSS.P.A. 

8705120010 

NUREG 


ROSS,R.D. 

8705120277 

PR 


ROSS,R.D. 

8705190479 

PR 


ROSS,T.M. 

8705200064 

50-265 

P 

ROSS,W.J. 

8705190224* 

50-250 

Q 

ROSS,W.J. 

8705210025* 

50-400 

Q 

ROSSELLE,C.J. 

8705220182 

WASTE RES 

ROSSI,C.E. 

8612110095 

50-443 

P 

ROSSI,C.E. 

8704090238 

50-327 

P 

ROSSI,C.E. 

8704160063 

50-3 

Q 

ROSSI,C.E. 

8705060040 

50-3 

Q 

ROSSI, C.E. 

8705060075 

l&E 


ROSSI,C.E. 

8705060147 

50-482 

Q 

ROSSI,C.E. 

8705180155 

50-3 

Q 

ROSSI,C.E. 

8705290177* 

50-321 

Q 

ROSSMAN.R.J. 

8706210282 

PR 


ROTELLA,T.S. 

8705140468 

50-327 

P 

ROTELU.T.S. 

8705190177 

50-327 

P 

ROTELLA.T.S. 

8705260093 

50-327 

T 

ROTELLA,T.S. 

8705270527 

50-327 

P 

ROTELLA,T.S. 

8705280318 

50-327 

P 

ROTH,J. 

8705280178* 

70-398 


ROTH.S. 

8705050039 

PR 


ROTH.S. 

8705190530 

PR 


ROTH.T. 

8705220391 * 

MISC 


ROTHMAN,H. 

8705200035 

PR 


ROUDIBUSH.S.L 

8705120183 

PR 


ROUGHAN.C.M. 

8706270041 

71-9147 


ROURKE.D. 

8705050157 

PR 


ROUSE.LC. 

8705010067 

70-1068 


ROUSE,L.C. 

8706010145 

40-8027 


ROUSE,LC. 

8705060224 

70-143 


ROUSE,LC. 

8705060282 

70-143 


ROUSE.LC. 

8705070152 

PROJ 


ROUSE.LC. 

8705130176 

70-143 


ROUSE.LC. 

8705130177* 

70-143 


ROUSE.LC. 

8705130180* 

70-143 


ROUSE.LC. 

8705180007 

40-8027 


ROUSE, LC. 

8705180013* 

40-8027 


ROUSE.LC. 

8705180115 

40-8027 


ROUSE.LC. 

8705180122* 

40-8027 


ROUSE.LC. 

8705180213 

70-1151 


ROUSE.LC. 

8705180218* 

70-1151 


ROUSE.LC. 

8705180223* 

70-1151 


ROUSE,LC. 

,, 8706190294 

40-6940 


ROUSE.LC. 

8705220009 

40-6563 


ROUSE.LC. 

8706220028* 

40-6563 


ROUSE.LC. 

8705260271 

70-135 


ROUSE.LC. 

8705280039 

70-1151 


ROUSE, LC. 

8705280047* 

70-1151 


ROUSE.LC. 

8705280051* 

70-1151 


ROUSSEAU, K.R. 

8705290259 

PR 


ROWE, A. 

8705290283 

PR 


ROWE,H.S. 

8705290237 

PR 


ROWLAND.E. 

8705290283 

PR 


ROWLINGS, R. 

8706120291 

PR 


ROY.A.R. 

8705120119 

PR 
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ROZNER.M. 

8705200601 

PR 


RUANE.H.W. 

8705040330 

PR 


RUBENSTEIN.LS. 

8705060157 

50-416 

P 

RUBENSTEIN.LS. 

8705070338 

50-335 

Q 

RUBENSTEIN.LS. 

8705130075* 

50-338 

P 

RUBENSTEIN.LS. 

8705190002* 

50-339 

P 

RUBENSTEIN.LS. 

8705270120* 

50-302 

P 

RUBIN.LG, 

8705120359 

PR 


RUBINO 

8705200006 

PR 


RUBINTON.D. 

8705070083 

FOIA 


RUBINTON.D.S. 

8705180023 

50-445 

A 

RUBINTON,D.S. 

8705190051 

FOIA 


RUCKER.V.L 

8705200092 

PR 


RUDOLF.J.M. 

8705200601 

PR 


RUFFJ.F. 

8705280379 

NUREG 


RUHNKE.E.V. 

8705290273 

PR 


RULAND.W.H. 

8705060068* 

50-324 

Q 

RUNDBERG.E.E. 

8705120035 

71-9006 


RUNDLE.T.A. 

8705120101 

NUREG 


RUPERTO.D.A. 

8705120257 

PR 


RUSCHE.B.C. 

8705080063 

WASTE MGT 

RUSCHE.B.C. 

8705200026 

PR 


RUSCHE.B.C. 

8705220230 

WASTE MGT 

RUSLING.D.H. 

8705050277* 

50-274 

S 

RUSSELLB. 

8705120119 

PR 


RUSSELL.J. 

8705180142 

WASTE MGT 

RUSSELLJ.R. 

8705190470* 

50-327 

P 

RUSSELLJ.R. 

8705190491* 

50-327 

P 

RUSSELLS.W. 

8705140379 

PR 


RUSSELL.W.T. 

8705040053 

50-333 

Q 

RUSSELLW.T. 

8705040059* 

50-333 

Q 

RUSSELL.W.T. 

8705050189 

50-309 

Q 

RUSSELLW.T. 

8705060150 

50-354 

Q 

RUSSELL, W.T. 

8705070184 

50-412 

Q 

RUSSELL.W.T. 

8705070191* 

50-412 

Q 

RUSSELLW.T. 

8705080281 

50-220 

Q 

RUSSELL, W.T. 

8705080293* 

50-220 

Q 

RUSSELLW.T. 

8706180284 

50-289 

Q 

RUSSELL,W.T. 

8705210651 

70-135 


RUSSELLW.T. 

8705270226 

50-423 

Q 

RUSSELL.W.T. 

8705270514 

50-410 

Q 

RUSSELL.W.T. 

8705270564* 

50-219 

Q 

RUTBERG.J. 

8705200018 

50-352 

G 

RUTLEDGE,C. 

8705060177 

40-8502 


RUTLEDGE, C. 

8705280166 

40-8502 


RUTSTEIN.C. 

8705200171 

PR 


RUZICKA,W.G. 

8703030774* 

FOIA 


RUZICKA,W.G. 

8705180220* 

50-54 

V 

RUZICKA.W.G. 

8705180497 

70-687 


RUZICKA,W.G. 

8705270678 

50-54 

R 

RYAN.R.M, 

8705120004 

70-920 


RYAN.T.P. 

8705190530 

PR 


RYDBERG, T. 

8705120257 

PR 


RYDER.T.S. 

8705180277 

50-388 

S 

RYDER, T.S. 

8705210556 

50-387 

S 

RYDER.T.S. 

8705220451 

50-388 

s 

RYDER.T.S. 

8705280421 

50-387 

s 

SABATT.N. 

8705200012 

PR 


SACKS,S.E. 

8705180011 

50-280 

Q 

SAEMANN.J. 

8705120257 

PR 


SAGET.R.P. 

8705180156 

WASTE MGT 

SAGET,R.P. 

8705180198 

WASTE MGT 

SAGET.R.P. 

8705190024 

WASTE MGT 

SAHA.P. 

8705190595 

50-259 

P 

SAIJA.M.A. 

8705050017 

PR 


SAINT-LAURENT 

8705120359 

PR 


SAKSON.M. 

8705050039 

PR * 


SALAMON.G. 

8705180120 

50-251 

s 

SALENIUS,P. 

8705290265 

PR 


SALUJA,J. 

8705180444* 

CONTRACT 


SALVESEN.R.S. 

8705110156 

50-354 

s 

SALVESEN.R.S. 

6705180258 

50-354 

s 

SALVESEN,R.S. 

8705210693 

50-354 

R 

SALYARDS.LE. 

8705130093 

50-317 

P 

SAMAHA.C. 

8705120257 

PR 


SAMPSON, G. 

8705050017 

PR 


SAMPSON.M.R. 

8705220235 

WASTE MGT 

SAMPSON, P,S. 

8705070082 

50-374 

S 

SAMPSON, P.S. 

8705210374 

50-373 

S 

SAMSON, N.W. 

8705010051 

PR 


SAMUELS.J. 

8705190012 

50-331 

J 

SAMUELS,J. 

8705190022 

70-895 


SAMUELS,J. 

8705190574 

50-313 

J 

SAMUELS,J. 

8705190621 

60-445 

J 

SAMUELS, J. 

8705220034 

50-458 

J 

SAMWORTH.R. 

8705290235 

50-397 

P 

SANBOW.I.B. 

8705050051 

PR 


SANDERS.C.F. 

8705050056 

70-1151 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SANDERSON.R.E. 

8705130214* 

50-320 

P 

SANDQUIST.G.M. 

8705280134 

50-72 

F 

SANDS.M.S. 

8705040293 

PR 


SANFORD.LJ. 

8705150416 

PR 


SANFORD.T. 

8705190142* 

50-400 

H 

$ANNA,L.J. 

8705220284 

50-250 

J 

SANNA,L.J. 

8705260100 

50-272 

J 

SARGENT.B. 

8705120394 

PR 


SARTOR,W,M. 

8705280251* 

50-160 

Q 

SARWtCKI.C. 

8705150160 

PR 


SASSER.J. 

8705200388* 

COMMISSION 

SAUNDERS.R.F. 

8705040261 

50-280 

S 

SAUNDERS, R.F. 

8705080242 

50-281 

S 

SAUNDERS.S.P. 

8705040330 

PR 


SAYLES.M. 

8705150160 

PR 


SAYRE.D. 

8705220454 

50-261 

S 

SCACE.S. 

8705180182 

50-423 

S 

SCACE.S. 

8705180182 

50-423 

S 

SCACE.S.E. 

8705050178 

50-423 

S 

SCACE.S.E. 

8705050178 

50-423 

S 

SCACE.S.E. 

8705050350 

50-336 

Q 

SCACE.S.E. 

8705070160 

50-423 

S 

SCACE.S.E. 

8705070160 

50-423 

S 

SCACE.S.E. 

8706080158 

50-336 

S 

SCACE.S.E. 

8705080158 

50-336 

S 

SCACE.S.E. 

8705110287 

50-423 

S 

SCACE,S.E. 

8705110287 

50-423 

S 

SCACE.S.E. 

8705120207 

50-423 

R 

SCACE.S.E. 

8705120207 

50-423 

R 

SCACE.S.E. 

8705120332 

50-245 

R 

SCACE.S.E. 

8705120332 

50-245 

R 

SCACE.S.E. 

8705120354 

50-336 

R 

SCACE.S.E. 

8705120354 

50-336 

R 

SCACE.S.E. 

8705180127 

50-423 

S 

SCACE.S.E. 

8705180127 

50-423 

S 

SCACE.S.E. 

8705180354 

50-423 

S 

SCACE,S.E. 

8706180354 

50-423 

S 

SCACE.S.E. 

8705260280 

50-245 

S 

SCACE.S.E. 

8705260280 

50-245 

S 

SCACE.S.E. 

8705270129 

50-336 

S 

SCACE.S.E. 

8705270129 

50-336 

S 

SCALETTI.D.C. 

8705290178 

50-263 

s 

SCANLON.J. 

8705120084 

PR 


SCARANO.R.A. 

8705120302 

50-344 

Q 

SCARANO.R.A. 

8705270548 

50-362 

Q 

SCARANO,R.A. 

8705280410 

50-362 

Q 

SCARANO.R.A. 

8705280448 

50-344 

Q 

SCARANO.R.A. 

8705280454* 

50-344 

Q 

SCHAEFER, D. 

8705040279 

50-312 

s 

SCHAEFER,D.W. 

8705270426 

50-528 

T 

SCHAEFER.H.F. 

8705130104 

PR 


SCHAFFER, J.L 

8705010005 

PR 


SCHALLER.R.F. 

8705050078 

50-461 

s 

SCHALLER.R.F. 

8705050125 

50-461 

s 

SCHALLER.R.F. 

8705080019 

50-461 

s 

SCHALLER.R.F. 

8705110148 

50-461 

s 

SCHALLER.R.F. 

8705220439 

50-461 

s 

SCHALLER.R.F. 

8705290255 

50-461 

s 

SCHAUS.R.L. 

8705220002 

50-413 

s 

SCHEIN.T.V. 

8705120262 

PR 


SCHERER,A.E. 

8705060451 

PR 


SCHERER.A.E. 

8705130104 

PR 


SCHERER.A.E. 

8705180492 

50-368 

s 

SCHERER, A.E. 

8705210093 

PR 


SCHIEGOLEIT,A. 

8705040330 

PR 


SCHIERLING.H. 

8705270135 

50-445 

T 

SCHUCHMAN.D. 

8705180318* 

50-443 

H 

SCHMIDT.A. 

8705210396 

50-254 

R 

SCHNEIDER.H. 

8705010005 

PR 


SCHNELUD.F. 

8705050237 

50-483 

P 

SCHNELLD.F. 

8705050244 

50-483 

R 

SCHNELUD.F. 

8705060216 

50-483 

Q 

SCHNELLD.F. 

8705110219 

50-483 

H 

SCHNELUD.F. 

8705220082 

50-483 

Q 

SCHNEPPER.F. 

8705040293 

PR 


SCHOONMAKER.L 

8705120183 

PR 


SCHOPPMANN.H. 

8705060421* 

50-445 

A 

SCHOPPMANN.H. 

8705060425* 

50-445 

A 

SCHOPPMANN.H. 

8705060429* 

50-445 

A 

SCHORLAND.T.E. 

8705200053 

PR 


SCHOSSLER.M. 

8705150160 

PR 


SCHULINGKAMP.C. 

8705290031* 

50-247 

Q 

SCHULTZ,LH. 

8705210282 

PR 


SCHULZ.R.K. 

8705120092 

NUREG 


SCHULZE,R.T. 

8705270661* 

50-277 

U 

SCHUMACHER.M.C. 

8705180332* 

50-409 

Q 

SCHUSTER.M.D. 

8705270407 

50-528 

T 

SCHUSTER.T. 

8705120413 

50-454 

S 
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SCHUSTER, T.K. 

8705270019 

50-454 

S 

SCHUT.D. 

8705200053 

PR 


SCHUTT.P.F. 

8705180071 

QA999 


SCHUTZ.S. 

8705060249 

PRM 


SCHWABENBAUER 

8705180145 

50-400 

S 

SCHWABENBAUER 

8705280172 

50-400 

S 

SCHWABENBAUER 

8705280245 

50-400 

S 

SCHWABENBAUER 

8705280348 

50-400 

S 

SCHWARTZ.S. 

8705120021 

PR 


SCHWELLENSATTL 

8705070084 

PT21 


SCHWOERER.F. 

8705110263 

71-9102 


SCINTO,J. 

8705270744* 

50-245 

P 

SCOTT.M.L 

8705180012 

50-528 

G 

SCOTT, P.M. 

8705190623 

NUREG 


SCOTT.S.A. 

8705200053 

PR 


SCOTT.W. 

8705010051 

PR 


SCOTTI,W.G. 

8705290273 

PR 


SEABURY.D.S. 

8705200020 

PR 


SEABURY.D.S. 

8705290249 

PR 


SEABURY,J.B. 

8705120119 

PR 


SEARS.P,M. 

8705010091 

50-309 

P 

SEARS.P.M. 

8705060259 

50-309 

P 

SEARS, P.M. 

8705130030 

50-309 

P 

SEARS.P.M. 

8705130112 

50-309 

P 

SEARS.P.M. 

8705280114 

50-309 

P 

SEATON,S.M. 

8705200006 

PR 


SECKEL,C. 

8705200601 

PR 


SEEGLIT2.W. 

8705290237 

PR 


SEEGOTT.J. 

8705190530 

PR 


SEGRU.G. 

8705200601 

PR 


SEHON.W. 

8705120291 

PR 


SEIBER.J.D. 

8705010012 

50-334 

R 

SEIBERT,H.R. 

8705210093 

PR 


SEIFULLIN.K. 

870S120127* 

50-498 

A 

SEITZ.D. 

8705200601 

PR 


SEITZ.K.W. 

8705200092 

PR 


SELDIN.M. 

8705200092 

PR 


SELIGSON.C.H. 

8705120009 

PR 


SELLARt.G. 

8705200020 

PR 


SELLECK.K.A. 

8705060070 

50-443 

G 

SELLECK.K.A. 

8705060070 

50-443 

G 

SELLECK,T.G. 

8705130070 

50-443 

G 

SELLECK.T.G. 

8705130070 

50-443 

G 

SELMAN.M. 

8705060329 

50-247 

Q 

SELMAN.M. 

8705070109 

50-3 

R 

SELMAN.M. 

8705070144 

50-3 

F 

SELMAN.M. 

8705070147 

50-3 

F 

SELMAN.M. 

8705130145 

50-247 

Q 

SELMAN.M. 

8705180469 

50-247 

Q 

SELMAN.M. 

8705190041 

50-247 

P 

SELMAN.M. 

8705210696 

50-247 

Q 

SELMAN.M. 

8705270401 

50-247 

R 

SELMAN.M. 

8705280224 

50-247 

Q 

SELUB.C. 

8705120262 

PR 


SENEY,M.A. 

8705200006 

PR 


SESSIONS.K.L 

8705050089* 

50-259 

P 

SEVEX,M. 

8705120257 

PR 


SEWELUH.M. 

8705180009* 

CONTRACT 

sewelu.r. 

8705040293 

PR 


SHABAZIANA 

8705120140 

PR 


SHAFER.E 

8705150160 

PR 


SHAFER, W.D. 

8705120300 

50-16 

Q 

SHAFER.W.D. 

8705120353 

50-331 

F 

SHAFER.W.D. 

8705180285 

50-255 

Q 

SHAFER.W.D. 

8705180316 

50-409 

Q 

SHAFER, W.D. 

8705180322* 

50-409 

Q 

SHAFER,W.D. 

8705180491 

50-346 

Q 

SHAFER,W.a 

8705190085 

50-454 

Q 

SHAFER.W.D. 

8705190090* 

50-454 

Q 

SHAFER.W.D. 

8705270473 

50-331 

Q 

SHAFER.W.D. 

8705270688 

50-282 

F 

SHAFFELL,E.W. 

8705120336 

PR 


SHAFFER.H.C. 

8705120084 

PR 


SHAFFER,H.C. 

8705290273 

PR 


SHAIKH,A. 

8705280379 

NUREG 


SHANBAKY.M. 

8705110111* 

50-322 

Q 

SHANBAKY.M. 

8705210291* 

50-309 

Q 

SHANBAKY.M. 

8705270441* 

50-219 

Q 

SHANBAKY.M. 

8705270717* 

50-213 

Q 

SHARAK,J. 

8705200020 

PR 


SHARLAND,J. 

8705290237 

PR 


SHARP.J. 

8705050044 

PR 


SHARP, P.R. 

8705190356* 

50-445 

U 

SHAW,A.E. 

8705190479 

PR 


SHAW.M. 

8705120291 

PR 


SHAW.R.L 

8705050017 

PR 


SHEA,E.D. 

8705040292 

PR 


SHEA.J.R. 

8705190164 

XPORTLIC 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SHEAFFER 

8705120291 

PR 


SHEARIN.R.L 

8705060381 

50-261 

R 

SHEARIN.R.L. 

8705290114 

50-400 

R 

SHEDLOSKY.J. 

8705270024 

60-423 

S 

SHEEHY.C. 

8705040330 

PR 


SHELDON, H.M. 

8705290237 

PR 


SHELDON.R.T. 

8705010051 

PR 


SHELNUTT,E.H. 

8705120187 

70-1207 


SHELTON.D.C. 

8705040112 

60-346 

R 

SHELTON.D.C. 

8705040206 

50-346 

P 

SHELTON.D.C. 

8705060308 

PR 


SHELTON.D.C. 

8705060377 

50-346 

S 

SHELTON.D.C. 

8705110177 

50-346 

P 

SHELTON.D.C. 

8705120381 

50-346 

P 

SHELTON.D.C. 

8705120392* 

50-346 

P 

SHELTON.D.C. 

8705180234 

50-346 

P 

SHELTON.D.C. 

8705180410 

50-346 

P 

SHELTON.D.C. 

8705270464 

50-346 

Q 

SHELTON.D.C. 

8705270641 

50-346 

P 

SHELTON.D.C. 

8705270691 

50-346 

F 

SHELTON.D.C. 

8705290041 

50-346 

P 

SHELTON.D.C. 

8705290051* 

50-346 

P 

SHELTON, S. 

8705120394 

PR 


SHELTON.S. 

8705290283 

PR 


SHEMBARGER,K.M. 

8705060392 

50-305 

S 

$HEMBARGER.K.M. 

8705110295 

50-305 

S 

SHENNAN.LL. 

8705200171 

PR 


SHEPARD.R. 

8705200006 

PR 


SHEPPARD.R.E. 

8705120374* 

50-320 

P 

SHERBINI.S, 

8705270441* 

50-219 

Q 

SHERBINI.S. 

8705270717* 

50-213 

Q 

SHERRY.R. 

8705190429* 

NUREG 


SHERWOOD.G.G. 

8705180190* 

FOIA 


SHIELDS.A. 

8705200006 

PR 


SHIELDS,M.T. 

8705040293 

PR 


SHIFF£L,B.J. 

8705280032* 

50-341 

P 

SHIFFEL,B.J. 

8705280037* 

50-341 

P 

SHIFFEL.B.J. 

8705280042* 

50-341 

P 

SHIFFER.J.D. 

8705040095 

50-275 

Q 

SHIFFER.J.D. 

8705040204 

50-275 

S 

SHIFFER.J.D. 

8705050269 

50-323 

S 

SHIFFER.J.D. 

8705060107 

50-133 

F 

SHIFFER.J.D. 

8705080224 

50-275 

P 

SHIFFER.J.D. 

8705110027 

50-275 

Q 

SHIFFER.J.D. 

8705110140 

50-275 

S 

SHIFFER,J.D. 

8705110208 

50-275 

P 

SHIFFER,J.D. 

8705110214 

50-275 

F 

SHIFFER,J.D. 

8705120391 

50-323 

S 

SHIFFER,J.D. 

8705180132 

50-275 

Q 

SHIFFER,J.D. 

8705180197 

50-323 

S 

SHIFFER.J.D. 

8705180402 

50-275 

P 

SHIFFER.J.D. 

8705190614 

50-323 

S 

SHIFFER.J.D. 

8705210093 

PR 


SHIFFER.J.D. 

8705210634 

50-323 

P 

SHIPPER, J.D. 

8705210659 

50-275 

Q 

SHIPPER, J.D. 

8705260153 

50-275 

P 

SHIFFER.J.D. 

8705260160* 

50-275 

P 

SHIPPER, J.D. 

8705260374 

50-275 

P 

SHIFFER,J.D. 

8705270015 

50-275 

P 

SHIFFER.J.D. 

8705270559 

50-275 

S 

SHIPPER, J.D. 

8705280041 

50-323 

P 

SHIREY.S.I. 

8705180459 

50-263 

s 

SHISSIAS,J.A. 

8705060375 

PRM 


SHIVELY.R.M. 

8705180080* 

50-443 

G 

SHOLEEN.C.M. 

8705120218* 

70-8 


SHOLLY.S.C. 

8705010033* 

50-322 

G 

SHOLLY.S.C, 

8705220051 

FOIA 


SHOLLY.S.C. 

8705220057 

FOIA 


SHOMAKER.E.C. 

8705120178 

70-143 


SHONE.R.P. 

8705200092 

PR 


SHOPENN.N.M. 

8705060108 

40-1162 


SHOPENN.N.M. 

8705120352* 

40-8584 


SHOPENN,N.M. 

8705180049* 

40-8905 


SHOPENN.N.M. 

8705280100 

40-8584 


SHOREMAN.S.W. 

8705040330 

PR 


SHROEDER.E. 

8705120183 

PR 


SHUKLA,G. 

8705270431 

50-341 

S 

SHUKLA.G.S. 

8705120389 

50-341 

S 

SHUKLA.G.S. 

8705120417 

50-341 

S 

SHUKLA,G.S. 

8705210133 

50-341 

S 

SHUKLA.G.S, 

8705210156 

50-341 

S 

SHUKLA,G,S. 

8706210178 

50-341 

S 

SHUKLA.G.S. 

8705210440 

50-341 

R 

SHUKLA,G.S. 

8705280139 

50-341 

s 

SHUM.E.Y. 

8705140160* 

40-8027 


SHUM.E.Y, 

8705180168 

70-820 


SHUM.E.Y. 

8705180218* 

70-1151 


SHUM.E.Y. 

8705280047* 

70-1151 
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SHURCLIFF,A.W. 

8705050039 

PR 


SHYMLOCK.M.B. 

8705040244* 

50-250 

Q 

SHYMLOCK.M.B. 

8705050004* 

50-259 

Q 

SHYMLOCK.M.B. 

8705190173* 

50-250 

Q 

SIACOR.E.R. 

8705190158 

50-206 

R 

SIACOR.E.R. 

8705190378 

50-361 

R 

SIBLEY.E.E. 

8705080259* 

50-369 

P 

SIEBER,J.D. 

8705040019 

50-334 

P 

SIEBER.J.D. 

8705040161 

50-334 

P 

SIEBER,J.D. 

8705040227 

50-334 

P 

SIEBER,J.D. 

8705110013 

50-334 

Q 

SIEBER.J.D. 

8705110086 

50-412 

A 

SIEBER,J.D. 

8705110092 

50-412 

A 

SIEBER,J.D. 

8705110120 

50-334 

P 

SIEBER,J.D. 

8705110123* 

50-334 

P 

SIEBER.J.D. 

8705120246 

50-334 

P 

SIEBER,J.D. 

8705120267* 

50-334 

P 

SIEBER,J.D. 

8705130292 

50-334 

P 

SIEBER.J.D. 

8705190601 

PR 


SIEBER,J.D. 

8705220044 

50-334 

P 

SIEBER.J.D. 

8705220081 

50-334 

P 

SIEBER,J.D. 

8705260392 

50-412 

S 

SIEBER.J.D. 

8705260415 

50-412 

S 

SIEBER.J.D. 

8705270428 

50-334 

P 

SIEBER.J.D. 

8705270519 

50-334 

P 

SIEBER.J.D. 

8705280148 

50-334 

P 

SIEGEL.J.R. 

8705150359 

REVIEW GR P 

SIEGELS. 

8705200020 

PR 


SIFERD.W.D. 

8705040210 

50-346 

S 

SIGGELKOE,R.M. 

8705120359 

PR 


SILBERBERG.B. 

8705290237 

PR 


SILKMAN.R.H. 

8705180341* 

50-309 

P 

SILLEN.J. 

8705050039 

PR 


SILLS.D. 

8705120394 

PR 


SILVA, C.J. 

8705120140 

PR 


SILVA, R.S. 

8705120359 

PR 


SILVER.H. 

8705270110 

60-302 

P 

SILVER,J. 

8705150160 

PR 


SIMICICH.C. 

8705200020 

PR 


SIMMONS,J.K. 

8705290283 

PR 


SIMMS.S.J. 

8705190530 

PR 


SIMONEN.F.A. 

8705280412 

NUREG 


SIMONSON.S.C. 

8705010051 

PR 


SIMPSON, E.C. 

8705040138 

60-302 

P 

SIMPSON.E.C. 

8705050232 

50-302 

Q 

SIMPSON,E.C. 

8705050342 

60-302 

R 

SIMPSON,E.C. 

8705060140 

50-302 

S 

SIMPSON.E.C. 

8705110176 

60-302 

F 

SIMPSON, E.C. 

8705120235 

50-302 

S 

SIMPSON.E.C. 

8705120261 

50-302 

P 

SIMPSON,E.C. 

8705120281 

50-302 

P 

SIMPSON,E.C. 

8705120284 

60-302 

R 

SIMPSON, E.C. 

8705120299 

60-302 

1 

SIMPSON.F.B. 

8705070197 

TOPREP 


SIMPSON.F.B. 

8705070197 

TOPREP 


SINGH.J.N. 

8705070202* 

50-412 

A 

SINGH.M.M. 

8705120101 

NUREG 


SINKOWITZ-BERMA 

8705200601 

PR 


SINKULE,M.V. 

8705280367* 

50-424 

Q 

SISK.D.P. 

8705180197 

50-323 

S 

SISK.D.P. 

8705190614 

50-323 

S 

SITTER.R. 

8705200171 

PR 


SIVANK.E. 

8705200006 

PR 


SKAGGS, E. 

8705190530 

PR 


SKILLINGSTAD.K. 

8705050264 

50-263 

S 

SKINNER, P.H. 

8705290083* 

50-413 

Q 

SKOLNICK.F. 

8705130287* 

50-320 

P 

SKOVHOLT,D.J. 

8705050082* 

50-254 

P 

SKOVHOLT,D.J. 

8705050257* 

50-254 

S 

SKOVHOLT.D.J. 

8705050282* 

50-254 

P 

SLATTUM.H.S. 

8705150416 

PR 


SLAWINSKI,W.J. 

8705150439* 

70-1308 


SLAWINSKI,W.J. 

8705270482* 

60-331 

Q 

SLEGERS,L 

8705040224* 

FOIA 


SLEMMONS.D.B. 

8705260054* 

WASTE MGT 

SLOSSON.M.M, 

8705130267 

50-247 

P 

SLOTNICK,R. 

8705120266 

PR 


SLOVIK.G.C. 

8705190595 

50-259 

P 

SMALL, G.A. 

8705120119 

PR 


SMALL.J. 

8705200006 

PR 


SMART, P.M. 

8705290176* 

60-346 

P 

SMEDLEY.aW. 

8705220137 

50-255 

F 

SMITH, A. 

8705050044 

PR 


SMITH, A. 

8705120359 

PR 


SMITH, C.F. 

8705110368 

PR 


SMITH,C.L 

8705050017 

PR 


SMITH, C.V. 

8705200601 

PR 


SMITH,D.J. 

8705290237 

PR 
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SMITH.I.W. 

8705180086* 

50-320 

G 

SMITH, I.W. 

8705180097* 

50-320 

G 

SMITH.I.W. 

8705180104* 

50-320 

G 

SMITH.I.W. 

8705180106* 

50-320 

G 

SMITH.J.D. 

8705050340 

50-327 

S 

SMITH,J.J. 

8705290042 

50-324 

F 

SMITH.J.P. 

8705200075 

PR 


SMITH, P. 

8705270716 

CONTRACT 


SMITH.P. 

8705270719* 

CONTRACT 


SMITH.P. 

8705280034 

CONTRACT 


SMITH.P. 

8705280038* 

CONTRACT 


SMITH.P.A. 

8705190530 

PR 


SMITH,P.A. 

8705280347 

50-445 

A 

SMITH.R. 

8705120257 

PR 


SMITH.R.C. 

8705010051 

PR 


SMITH.R.D. 

8705050393 

40-6659 


SMITH, R.D. 

8705060077 

40-4492 


SMITH,R.D. 

8705060101 

40-1162 


SMITH.R.D. 

8705060125 

40-8452 


SMITH.R.D. 

8705060126 

40-299 


SMITH.R.D. 

8705060330 

40-8584 


SMITH.R.D. 

8705060335 

40-8102 


SMITH.R.D. 

8705070119 

40-8084 


SMITH.R.D. 

8705070123* 

40-8084 


SMITH.R.D. 

8705070211 

40-8768 


SMITH.R.D. 

8705070221* 

40-8768 


SMITH.R.D. 

8705130172 

WASTE MGT 

SMITH.R.D. 

8705130201 

WASTE MGT 

SMITH.R.D. 

8705180041 

40-8905 


SMITH.R.D. 

8705180046* 

40-8905 


SMITH.R.D. 

8705180175 

40-8380 


SMITH.R.D. 

8705280307 

WASTE MGT 

SMITH.S.R. 

8705040293 

PR 


SMITH.W.F. 

8705190289* 

50-416 

Q 

SMITH.W.G. 

8705050285 

50-315 

S 

SMITH.W.G. 

8705050326 

50-316 

S 

SMITH.W.G. 

8705110340 

50-315 

S 

SMITH.W.G. 

8705120408 

50-315 

S 

SMITH.W.G. 

8705130127 

50-315 

S 

SMITH.W.G. 

8705290008 

50-315 

S 

SMUDA,G. 

8705120257 

PR 


SMYKOWSKI.S. 

8705220417 

40-6500 


SMYTH.C.W. 

8705260436 

50-289 

R 

SNEIDER.C.S. 

8705060061 

50-443 

G 

SNEIDER.C.S. 

8705060071 * 

50-443 

G 

SNEIDER.aS. 

8705270138* 

50-443 

G 

SNELL.W. 

8705180311* 

50-255 

Q 

SNELL.W. 

8705180498* 

50-346 

Q 

SNELL.W. 

8705190116* 

50-454 

Q 

SNIEZEK.J.H. 

8705130274 

50-369 

P 

SNOW.C. 

8705040293 

PR 


SNOW.M. 

8705210515 

50-454 

S 

SNYDER, B.J. 

8705120336 

PR 


SNYDER.J.H. 

8705140379 

PR 


SODEN.B. 

8705040044 

50-304 

S 

SODERBERG.J.P. 

8705120336 

PR 


SOFFER,L 

8608180406* 

NUREG 


SOFFER.L. 

8705190392* 

NUREG 


SOHANCHYK,E. 

8705040293 

PR 


SOKEUF.S. 

8705050017 

PR 


SOLAT,A. 

8705200075 

PR 


SOLDINO.C. 

8705200006 

PR 


SOLOMITA,P.M. 

8705200601 

PR 


SOMMER, K. 

8705190406 

WASTE MGT 

SOONG,A.L 

8705130177* 

70-143 


SOONG,A.L 

8705190191* 

70-1703 


SORENSEN, G.C. 

8705040236 

50-397 

P 

SORENSEN.G.C. 

8705060352 

50-397 

R 

SORENSEN, G.C. 

8705060388 

PR 


SORENSEN.G.C, 

8705080011 

WASTE MGT 

SORENSEN.G.C. 

8705110361 

PR 


SORENSEN.G.C. 

8705120204 

71-9073 


SORENSEN.G.C. 

8705120286 

50-397 

Q 

SORENSEN.G.C. 

8705190204 

50-397 

P 

SORENSEN.G.C. 

8705210282 

PR 


SORENSEN.G.C. 

i 8705270443 

50-397 

R 

SORENSEN, N. 

8705040293 

PR 


SORURUERS 

8705200006 

PR 


SOTIRIOU.B. 

8705200012 

PR 


SOWAAL 

8705200006 

PR 


SOWDON.T.L. 

8705060083 

50-293 

R 

SPADEA,J,R. 

8705120140 

PR 


SPALDING.K.D. 

8705150160 

PR 


SPALDING.P.M. 

8705120183 

PR 


SPANGENBERG.F. 

8705010128 

50-461 

F 

SPANGENBERG.F. 

8705040330 

PR 


SPANGENBERG.F. 

8705050078 

50-461 

S 

SPANGENBERG,F. 

8705050125 

50-461 

S 
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SPANGENBERG.F. 

8705060279 

50-461 

P 

SPANGENBERG.F. 

8705060420 

50-461 

R 

SPANGENBERG,F. 

8705080019 

50-461 

S 

SPANGENBERG.F. 

8705080119 

50-461 

S 

SPANGENBERG.F. 

8705080316 

50-461 

S 

SPANGENBERG.F. 

8705110148 

50-461 

S 

SPANGENBERG.F. 

8705110173 

50-461 

P 

SPANGENBERG.F. 

8705110231 

50-461 

F 

SPANGENBERG.F. 

8705110246 

50-461 

P 

SPANGENBERG.F, 

8705110277 

50-461 

Q 

SPANGENBERG.F. 

8705110328 

50-461 

R 

SPANGENBERG.F. 

8705110334 

50-461 

P 

SPANGENBERG.F. 

8705130152 

50-461 

Q 

SPANGENBERG.F. 

8705130198 

50-461 

V 

SPANGENBERG.F. 

8705140151 

50-461 

Q 

SPANGENBERG.F. 

8705180103 

50-461 

R 

SPANGENBERG.F. 

8705220439 

50-461 

S 

SPANGENBERG.F. 

8705260360 

50-461 

Q 

SPANGENBERG.F. 

8705270342 

50-461 

P 

SPANGENBERG.F. 

8705290075 

50-461 

P 

SPANGENBERG.F. 

8705290099 

50-461 

S 

SPANGENBERG.F. 

8705290107 

50-461 

P 

SPANGENBERG.F. 

8705290255 

50-461 

S 

SPANGLER.LD. 

8705200075 

PR 


SPANGLER, R.C. 

8705110248 

71-393 


SPANGLER.R.C. 

8705110264* 

71-393 


SPANNER, J.C. 

8705280412 

NUREG 


SPANOS.S. 

8705290237 

PR 


SPAULDING.R.L 

8705120084 

PR 


SPEIS.T.P. 

8403210190* 

FOIA 


SPEIS.T.P. 

8510210206 

TOPREP 


SPEIS.T.P. 

8607250205* 

NUREG 


SPERLING.Ll. 

8705220036 

40-7580 


SPERLING.LI. 

8705290194 

FOIA 


SPESSARD,R.L 

8705080016* 

50-445 

Q 

SPILLANE,P.J. 

8705050017 

PR 


SPINA20LA.W.A. 

8705050157 

PR 


SPINELLI.M.S. 

8705200020 

PR 


SPITZER.D.J. 

8705220039 

50-454 

R 

SPITZER.R. 

8705120262 

PR 


SPRINGER.E.P. 

8705190513 

NUREG 


SREDNIAWSKI.J, 

8705200006 

PR 


SRENIAWSKI.D. 

8705260476 

l&E 


ST CLAIR.D. 

8705280437 

50-455 

S 

STACHOWIAK,R.V. 

8705050017 

PR 


STADLER.S.D. 

8705040244* 

50-250 

Q 

STADLER.S.D. 

8705190173* 

50-250 

Q 

STAGGERS.H.O. 

8705200046* 

PROJ 


STAHL.E.F. 

8705290265 

PR 


STAHLE.C.R. 

8705270510 

50-244 

P 

STAKER.T.R. 

8705040265* 

50-382 

Q 

STANDERFER.F.R. 

8705060343 

50-320 

P 

STANDERFER.F.R. 

8705060350* 

50-320 

P 

STANDERFER.F.R. 

8705080196 

50-320 

Q 

STANDERFER.F.R. 

8705080200 

50-320 

F 

STANDERFER.F.R. 

8705080342 

50-320 

P 

STANDERFER.F.R. 

8705110079 

50-320 

P 

STANDERFER.F.R. 

8705110098 

50-320 

P 

STANDERFER.F.R. 

8705110342 

50-320 

H 

STANDERFER.F.R. 

8705120366 

50-320 

P 

STANDERFER.F.R. 

8705130168* 

50-320 

P 

STANDERFER.F.R. 

8705130262* 

50-320 

P 

STANDERFER.F.R. 

8705130275* 

50-320 

P 

STANDERFER.F.R. 

8705150317 

50-320 

P 

STANDERFER.F.R. 

8705190180 

50-320 

P 

STANDERFER.F.R. 

8705190226 

50-320 

R 

STANDERFER.F.R. 

8705220334 

50-320 

P 

STANDERFER.F.R. 

8705270662 

50-320 

P 

STANDERFER.F.R. 

8705280112 

50-320 

Q 

STANDERFER.F.R. 

8705280445 

50-320 

P 

STANG.J. 

8705260348 

50-259 

P 

STANLEYS. 

8705120252 

PR 


STANLEY, W.S. 

8705120274 

PR 


STANTON,C.A. 

8705120084 

PR 


STANZIONE.M. 

8705200601 

PR 


STARK.E,W. 

8705200020 

PR 


STAROSTECKl,R. 

8705040054* 

50-272 

S 

STASEK.S. 

8705210581 

50-443 

S 

STASJOWSKI.J. 

8705040293 

PR 


STASSI,P.J. 

8705080147 

WASTE MGT 

STASSI.P.J. 

8705220271 

WASTE MGT 

STAUTER.J.C. 

8704030409 

40-8905 


STAUTER.J.C. 

8705050091 

40-8027 


STAUTER,J.C. 

8705060130 

40-8905 


STAUTER.J.C. 

8705060293 

REGGD 


STAUTER.J.C. 

8705110321 

71-9100 


STAUTER.J.C. 

8705110362 

40-8027 


STAUTER,J.C. 

8705120057 

40-8027 
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STAUTER.J.C. 

8705130217 

71-82 


STAUTER.J.C. 

8705130221* 

71-82 


STAUTER.J.C. 

8705130251 

40-8027 


STAY.K. 

8705120287 

PR 


STEAD, F.R. 

8705290022 

50-440 

F 

STEARNS.R.G. 

8705290297 

NUREG 


STEELE,J.J. 

8705120119 

PR 


STEELE.T,D. 

8705220282* 

WASTE MGT 

STEF.J.E, 

8705120259 

PR 


STEFANO.J.J. 

8705010031 

50-341 

P 

STEFANO,J.J. 

8705060187 

50-341 

P 

STEHN.J.R. 

8705150056 

PR 


STEIGER, W.E. 

8705080186 

50-322 

S 

STEIGER.W.E. 

8705190650 

50-322 

S 

STEIGER.W.E. 

8705220121 

50-322 

P 

STEIN.S.R. 

8705080107* 

50-327 

Q 

STEINER.D. 

8705120140 

PR 


STELUES.H. 

8705200171 

PR 


STELLO.V. 

8701140121* 

FOIA 


STELLO.V. 

8701140432* 

FOIA 


STELLO.V. 

8701300624* 

FOIA 


STELLO.V. 

8702120630* 

FOIA 


STELLO.V. 

8703020105* 

50-322 

F 

STELLO.V. 

8703020364* 

FOIA 


STELLO.V. 

8703120123* 

FOIA 


STELLO.V. 

8704140105 

SECY 


STELLO.V. 

8705040021 

FOIA 


STELLO.V. 

8705060195 

50-251 

H 

STELLO.V. 

8705060239* 

PR 


STELLO.V. 

8705060359 

50-313 

H 

STELLO.V. 

8705070104 

MISC 


STELLO.V. 

8705080296 

50-445 

T 

STELLO.V. 

8705110069* 

FOIA 


STELLO.V. 

8705130083 

50-346 

H 

STELLO.V. 

8705130212 

50-272 

H 

STELLO.V. 

8705140010 

50-250 

H 

STELLO.V. 

8705140079 

50-341 

P 

STELLO.V. 

8705140159 

50-445 

A 

STELLO.V. 

8705150227 

50-445 

A 

STELLO.V. 

8705180183* 

FOIA 


STELLO.V. 

8705180244 

40-8027 


STELLO.V. 

8705180275* 

50-312 

P 

STELLO.V. 

8705180288* 

FOIA 


STELLO.V. 

8705180320* 

50-309 

P 

STELLO.V. 

8705180355 

50-313 

H 

STELLO.V. 

8705180361* 

50-344 

P 

STELLO.V. 

8705180387* 

FOIA 


STELLO.V. 

8705180406 

60-263 

H 

STELLO.V. 

8705190088* 

FOIA 


STELLO.V. 

8705190119 

40-8027 


STELLO.V. 

8705190134 

60-400 

H 

STELLO.V. 

8705190216 

50-400 

H 

STELLO.V. 

8705190233 

MISC 


STELLO.V. 

8705190296* 

FOIA 


STELLO.V. 

8705200037 

PROJ 


STELLO.V. 

8706220388 

MISC 


STELLO.V. 

8705270451 

FOIA 


STELLO.V. 

8705280040 

MISC 


STELLO.V. 

8705290189 

50-322 

H 

STEMBLER.E. 

8705120084 

PR 


STEPHENS.E. 

8705040293 

PR 


STEPHENSON.B. 

8705060113* 

50-295 

R 

STEPHENSON.J.R. 

8705010051 

PR 


STERLE,W,D. 

8705200171 

PR 


STERN.S.E. 

8705200601 

PR 


STERN.S.M. 

8704300307 

50-458 

P 

STERN, S.M. 

8705010064 

50-458 

P 

STERN.S.M. 

8705040006 

50-458 

P 

STERN.S.M. 

8705040061 

50-458 

P 

STERN.S.M. 

8705190331* 

50-458 

P 

STERN,S.M. 

8705260168 

50-458 

P 

STERN.S.M. 

870529Q267 

50-458 

S 

STERN.S.M. 

8705290272* 

50-458 

S 

STETAR.E.A. 

8705120166 

70-143 


STETT.G.E. 

8705120119 

PR 


STETZ,J.P. 

8705050350 

50-336 

Q 

STEUERWALD.M.B. 

8705140379 

PR 


STEVENS, B. 

8705190479 

PR 


STEVENS, R. 

8705120291 

PR 


STEVENS, T.R. 

8705200092 

PR 


STEVENS,W.W. 

8705050039 

PR 


STEVENSON.W.G. 

8705050017 

PR 


STEWART, G.D. 

8705060430 

PRM 


STEWART.R. 

8705180444* 

CONTRACT 


STEWART, W.L 

8705050274 

50-280 

R 

STEWART.W.L 

8705050323 

50-280 

P 

STEWART.W.L. 

8705050347 

60-338 

R 

STEWART.W.L. 

8705210247 

50-281 

P 
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STEWART, W.L. 

8705210379 

50-338 

R 

SUMMERS.R.J. 

8705060337* 

50-272 

Q 

THEOCHARES.N. 

8705290237 

PR 

STEWART.W.L. 

8705220467 

50-338 

F 

SUNDHOLM.J. 

8705120257 

PR 


THEOFANOUS.T.G. 

8705260141* 

FOIA 

STEWART.W.L. 

8705260079 

50-280 

P 

SUSSMAN.LG. 

8705190530 

PR 


THEOFANOUS.T.G. 

8705260147* 

FOIA 

STEWART.W.L 

8705270159 

50-280 

R 

SUTPHIN.R.N. 

8705260068* 

50-305 

Q 

THERIAULT.J. 

8705010005 

PR 

STEWART.W.L 

8705270686 

50-280 

Q 

SUTTER.C. 

8705050017 

PR 


THIBODEAU,A.M. 

8705120274 

PR 

STEWART.W.L. 

8705280019 

50-338 

P 

SUTTON, K.E. 

8705130128 

50-298 

R 

THIELE.B. 

8705120257 

PR 

STEWART.W.L. 

8705280127 

50-280 

F 

SU2UKI.O. 

8705070347 

WASTE MGT 

THINNES.G.L. 

8705070202* 

60-412 / 

STEWART.W.L. 

8705290277 

50-338 

Q 

SWAMY.S.A. 

8705010103* 

50-498 

A 

THOMAS.B.N. 

8705270503 

50-331 S 

STILL, E.T. 

8705130221* 

71-82 


SWAMY.S.A. 

8705270092* 

50-498 

A 

THOMAS.B.N. 

8705280092 

50-331 S 

STILL, N. 

8705070318 

WASTE MGT 

SWANSON.R. 

8705050039 

PR 


THOMAS.C.O. 

8705110307 

50-213 C 

STILWAREN.W. 

8705200020 

PR 


SWANSON.R. 

8705290273 

PR 


THOMAS.C.O. 

8705270371 

50-245 F 

STINSON, R.C. 

8705040330 

PR 


SWEENEY, O.A. 

8705180201 

50-443 

G 

THOMAS.C.O. 

8705270480* 

50-245 F 

STnT.J.E. 

8705120119 

PR 


SWEENEY.O.A. 

8705200030 

50-443 

G 

THOMAS.G.S. 

8704290232 

50-443 G 

STOFFELJ.W. 

8703030696* 

50-335 

P 

SWEET.S.D. 

8705290273 

PR 


THOMAS.G.S. 

8705050054 

50-443 

STOFFEL.J.W. 

8703030696* 

50-335 

P 

SWINTON.C.W. 

8705200067 

PR 


THOMAS.G.S. 

8705060031 

50-443 G 

STOFFELJ.W. 

8704150145* 

50-295 

F 

SWITZER.D.C. 

8705050062* 

50-245 

P 

THOMAS.G.S. 

8705060078* 

50-443 G 

STOHR.G. 

8705050017 

PR 


SYKES.W.D. 

8705050017 

PR 


THOMAS.G.S. 

8705060298 

50-443 S 

STOHR,J.P. 

8705040157 

70-27 


SYLVESTER, E.D. 

8705130080 

50-324 

P 

THOMAS.G.S. 

8705080292 

50-443 F 

STOHR,J,P. 

8705040170 

70-27 


SYLVESTER.E.D. 

8705190607 

50-324 

P 

THOMAS.G.S. 

8705130061 

50-443 G 

STOHR.J.P. 

8705190199 

70-1113 


SYLVESTER, E.D. 

8705260466 

50-325 

P 

THOMAS.G.S. 

8705190254 

50-443 R 

STOHR.J.P. 

8705190319 

STATE PRO 

G 

SYLVESTER.E.D. 

8705270052 

50-325 

P 

THOMAS.G.S. 

8705210581 

50-443 S 

STOHR.J.P. 

8705200706 

50-395 

Q 

SYLVESTER, E.D. 

8705270499 

50-324 

P 

THOMAS.G.S. 

8705210692 

50-443 Q 

STOHR,J.P. 

8705200759* 

50-395 

Q 

SYLVIA,B.R. 

8705270677 

50-341 

P 

THOMAS.M. 

8705200053 

PR 

STOHR.J.P. 

8705270493 

70-143 


SYLVIA, B.R. 

8705280004 

50-341 

P 

THOMAS.M. 

8705280300* 

50-269 Q 

STOHR.J.P. 

8705280366 

70-143 


SYLVIA,B.R. 

8705280022 

50-341 

P 

THOMAS.M. 

8705280357* 

50-424 Q 

STOHR,J.P. 

8705280478 

50-335 

Q 

SYMONS.W.D. 

8705040293 

PR 


THOMAS.M.E. 

8705010189* 

CONTRACT 

STOKES.S.E. 

8705120084 

PR 


SYNAR.B. 

8705130066 

40-8027 


THOMAS.M.E. 

8705280455* 

CONTRACT 

STOKLER.O.P. 

8705290237 

PR 


SYRJALA,S.A. 

8705120119 

PR 


THOMAS.R.D. 

8705180200* 

70-754 

STOLZ,J.F. 

8311090422 

50-312 

P 

S2C2EPANIC,A. 

8705280357* 

50-424 

Q 

THOMAS, W.M. 

8705290052* 

50-275 P 

STOL2,J.F. 

8508270323 

50-312 

P 

TABAKA.A.E. 

8705190150* 

50-338 

Q 

THOMPSON.C.A. 

8705120291 

PR 

STOLZ,J.F. 

8705010112 

50-289 

P 

TAFT.T.R. 

8705120394 

PR 


THOMPSON.H.L 

8705060257 

70-135 

STOL2.J.F. 

8705010160* 

50-334 

P 

TAILLEART.D.R. 

8705200092 

PR 


THOMPSON.H.L. 

8705260226 

40-8027 

STOLZ.J.F. 

8705040029 

50-289 

P 

TALOS.B. 

8705050039 

PR 


THOMPSON.H.L. 

8705260237* 

40-8027 

STOU.J.F. 

8705070088* 

50-412 

A 

TAM.P.S. 

8705010154 

50-334 

P 

THOMPSON.H.L 

8705260294 

40-3392 

STOL2.J.F. 

8705180171* 

50-334 

P 

TAM.P.S. 

8705010171 

50-412 

A 

THOMPSON.H.L 

8705260305* 

40-3392 

STOLZ.J.F. 

8705190110 

50-336 

P 

TAM.P.S. 

8705060155 

50-412 

E 

THOMPSON.O.O. 

8705180164 

WASTE MGT 

STOL2.J.F. 

8705190151* 

50-423 

P 

TAM.P.S. 

8705070076 

50-412 

A 

THOMPSON.R.D. 

8705010189* 

CONTRACT 

STOL2.J.F. 

8705260132 

50-219 

P 

TAM.P.S. 

8705180163 

50-334 

P 

THOMPSON.R.D. 

8705040057* 

CONTRACT 

STOLZ.J.F. 

8705260142 

50-336 

P 

TAM.P.S. 

8705190052 

50-334 

P 

THOMPSON.R.D. 

8705190649* 

CONTRACT 

STOL2.J.F. 

8705260155 

50-289 

P 

TAM.P.S. 

8705190091 

50-412 

F 

THOMPSON.R.D. 

8705270164* 

CONTRACT 

STOLZ.J.F. 

8705260181* 

50-289 

P 

TAM.P.S. 

8705190580 

50-334 

P 

THOMPSON.R.D. 

8705280355* 

CONTRACT 

STOLZ,J.F. 

8705260192* 

50-289 

P 

TANG,M.A. 

8705110137 

WASTE MGT 

THOMPSON.R.D. 

8705280363* 

CONTRACT 

STOLZ,J.F. 

8705270294 

50-289 

P 

TANNER.J.E. 

8705040330 

PR 


THOMPSON, T. 

8705120183 

PR 

STONE.J.C. 

8705080346* 

QA999 


TAPIA, J.l. 

8705270087* 

50-498 

Q 

THOMPSON.T.C. 

8705080313* 

PROJ 

STONE.J.C. 

8705110116* 

QA999 


TAPIA.J.I. 

8705280250* 

50-382 

Q 

THOMSON.B.A. 

8705200020 

PR 

STONE.J.C. 

8705130119* 

QA999 


TARBELL.E.S. 

8705190479 

PR 


THORNBERRY.R.C. 

8705060323 

50-275 S 

STONE.J.C. 

8705180141* 

QA999 


TARCA,A.P. 

8705040293 

PR 


THORNBERRY.R.C. 

8705270595 

50-275 R 

STONE.M.B. 

8705200075 

PR 


TASSINARI,R.P. 

8705290237 

PR 


THORNBURG, LH. 

8705120297* 

PR 

STONE, T.E. 

8705120084 

PR 


TATUM,J.E. 

8705110012* 

50-206 

Q 

THORNTON.P. 

8705270088 

50-456 G 

STORMARK.G. 

8705050157 

PR 


TAYLOR.A.C. 

8705120183 

PR 


THORNTON.P. 

8705270088 

50-456 G 

STORMS.L 

8705190530 

PR 


TAYLOR.C.G. 

8705290273 

PR 


THORPE,J.R. 

8705150056 

PR 

STORY.R.M. 

8705210093 

PR 


TAYLOR,J.H. 

8705060302 

TOPREP 


THORPE.J.R. 

8705190594 

PR 

STORZ.LF. 

8705040210 

50-346 

S 

TAYLOR, J.H. 

8705260346 

TOPREP 


THORSTEINSON,J. 

8705210455 

50-331 S 

STORZ.LF. 

8705040233 

50-346 

S 

TAYLOR.J.H. 

8705290071 

FOIA 


THRELKELD.A.M. 

8705120291 

PR 

STORZ,L.F. 

8705060139 

50-346 

s 

TAYLOR,J.M. 

8705060217* 

PR 


THUMAN.O. 

8705200020 

PR 

STOR2.L.F. 

8705060436 

50-346 

s 

TAYLOR.J.M. 

8705220241* 

QA999 


TICHLER.P.R. 

8705120084 

PR 

STORZ.LF. 

8705120011 

50-346 

s 

TAYLOR,J.M. 

8705260407* 

PR 


TIER.D. 

8705120394 

PR 

STORZ.L.F. 

8705190327 

50-346 

R 

TAYLOR.J.M. 

8705260474* 

PR 


TIERNAN,J.A. 

8705060034 

50-317 P 

STORZ,LF. 

8705270301 

50-346 

R 

TAYLOR.J.M. 

8705280463 

50-186 

Q 

TIERNAN,J.A. 

8706060241 

PR 

STOR2,LF. 

8705280130 

50-346 

s 

TAYLOR.J.M. 

8705280466* 

50-186 

Q 

TIERNAN,J.A. 

8705060303 

PR 

STOWELLH. 

8705200601 

PR 


TAYLOR.J.W. 

8705060273 

50-409 

P 

TIERNAN,J.A. 

8705080191 

50-317 P 

STRACCIA.F.P. 

8705200067 

PR 


TAYLOR.J.W. 

8705280175 

50-409 

P 

TIERNAN.J.A. 

8706190335 

50-317 Q 

STRAKA.M. 

8705040231 

50-123 

R 

TAYLOR.M.E. 

8705110358 

50-483 

S 

TIERNAN,J.A. 

8705190347 

50-317 P 

STRANGE.C. 

8705130104 

PR 


TAYLOR.M.E. 

8705130017 

50-483 

S 

TIERNAN,J.A. 

8705280444 

50-317 P 

STRAUS.D.A- 

8705120183 

PR 


TAYLOR.P.K. 

8705120291 

PR 


TILLMAN.A. 

8705040288* 

50-324 Q 

STRAUSS.R.C. 

8705200171 

PR 


TAYLOR.T.E. 

8705070086* 

50-456 

Q 

TILLMAN,A. 

8705040315* 

50-413 Q 

STRINGES.J. 

8705050039 

PR 


TAYLOR.T.T. 

8705280412 

NUREG 


TILLMAN, A. 

8705190242 

50-424 S 

STROHMAN,J.M. 

8705130104 

PR 


TEAGLE.F.H. 

8705050044 

PR 


TING.P. 

8705120086 

NUREG 

STROMBERG.H.M* 

8705180059* 

50-498 

A 

TEDESCO.R.L 

8705050037* 

50-260 

P 

TIRONE,D.H. 

8705120257 

PR 

STROSNIDER,J. 

8705110242* 

50-412 

Q 

TEDESCO.R.L 

8705050144* 

FOIA 


TIRRI,A.J. 

8705200020 

PR 

STROSNIDER,J. 

8705120110* 

50-293 

Q 

TEED.D.M. 

8705050039 

PR 


TOBIN, T.P. 

8705200006 

PR 

STROSNIDER,J.R. 

8705040199* 

50-312 

Q 

TEMPS.R.R. 

8705050029* 

50-286 

V 

TODD.G.A. 

8705190506* 

50-83 Q 

STROSNIDER.J.R. 

8705110314* 

50-410 

Q 

TEMUS.C.J. 

8705110341 

71-9070 


TODD.G.A. 

8705280331* 

70-893 

STRUCKMEYER,R. 

8705210039* 

50-220 

Q 

TEMUS.G.J. 

8705270637 

71-9208 


TODREAS.N.E. 

8706040124 

TOPREP 

STRUGATZ,P. 

8705050044 

PR 


TENBROOK.W. 

8705040147* 

50-344 

Q 

TOIVONEN.LA. 

8705060310* 

70-135 

STRUM.M.S. 

8705290273 

PR 


TENBROOK,W. 

8705130032* 

50-275 

Q 

TOKAR.M. 

8705220301 

WASTE MGT 

STUART.R. 

8705120183 

PR 


TENNEY, D. 

8705140379 

PR 


TOKUHATA.G.K. 

8705130132* 

50-320 P 

STUBBINQS,A, 

8705290283 

PR 


TERC,N.M. 

8705220146* 

50-285 

Q 

TOLEY,O.E. 

8705040330 

PR 

STUCH1NSKI,V.L 

8705130280* 

50-320 

P 

TERKANIAN.H. 

8705290237 

PR 


TOLLB.S. 

8705120257 

PR 

STUDDS.G.E. 

8705120119 

PR 


TERRY, D. 

8705120394 

PR 


TOLME.C.P. 

8705120257 

PR 

STURGEON.W.B. 

8705120140 

PR 


TERRY, D. 

8705200020 

PR 


TOMAN.G.J. 

8612160201* 

50-316 P 

SU6AR,J, 

8705200020 

PR 


TERRY, GA 

8705190603 

PROJ 


TOMKOWITZ,C.P. 

8705120257 

PR 

SUH.G-Y. 

8705050184* 

50-344 

Q 

THAMM.J.K. 

8705270703 

40-8698 


TOMPKINS.B.A. 

8705060007 

50-443 G 

SULLIVAN, D. 

8705150416 

PR 


THARPE,G. 

8705050018 

70-143 


TOMPKINS.B.A. 

8705060012 

27-39 

SULL1VAN,F.M. 

8705180127 

50-423 

s 

THARPE.G. 

8705190223 

70-1100 


TOMPKINS, B.A. 

8705120051 

50-269 G 

SULLIVAN,J.T. 

8705140379 

PR 


THAXTER.S. 

8705200020 

PR 


TOMPKINS, B.A. 

8705130068 

50-443 G 

SULLIVAN, R.L 

8705220277 

50-219 

F 

THAYER.C.O. 

8705120140 

PR 


TOMPKINS.B.A. 

8705270034 

50-443 G 

SULL1VAN.R.S. 

8705040330 

PR 


THEMELIS,J.G. 

8705080207 

WASTE MGT 

TOMPKINS, B.A. 

8705270038 

27-39 
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SUBJECT 
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NUMBER 
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CATEGORY 

TOMPKINS, BA 

8706270123 

50-289 

G 

TUCKER.H.B. 

8705180219 

50-269 

s 

VARGA, S.A. 

8705270545 

50-293 

H 

TOMPKINS, B.A. 

8705270200 

50-456 

G 

TUCKER.H.B. 

8705180278 

50413 

s 

VARGA, S.A. 

8705290169 

50-321 

Q 

TONGUE.T.M. 

8705070086* 

50-456 

Q 

TUCKER.H.B. 

8705180337 

50413 

S 

VARGA.S.A. 

8705290215* 

50-261 

P 

TOPAZIO.E. 

8705120084 

PR 


TUCKER.H.B. 

8705180349 

50413 

s 

VARN.S. 

8705180287* 

50-443 

H 

TORRE, J.G. 

8705010010 

50-414 

S 

TUCKER.H.B. 

8705180362 

50413 

S 

VASI.F.K. 

8705200020 

PR 


TORRE.J.G. 

8705150286 

50-414 

S 

TUCKER.H.B. 

8705190123 

50-369 

s 

VASQUEZ.R.J. 

8705270657 

40-8903 


TORRE,J.G. 

8705160331 

50-413 

S 

TUCKER.H.B. 

8705210558 

50414 

R 

VASSALLO.D-B. 

8705050154* 

FOIA 


TORRE,J.G. 

8705150337 

50-413 

S 

TUCKER.H.B. 

8705210610 

50-287 

S 

VAUGHN.G.E. 

8705120373 

50-498 

Q 

TORRE.J.G. 

8705150348 

50414 

S 

TUCKER.H.B. 

8705220019 

50414 

S 

VELASQUEZ, J.R. 

8705270644 

40-8913 


TORRE,J.G. 

8705150378 

50-414 

S 

TUCKER.H.B. 

8705220025 

50-413 

P 

VERDICCHIO.B. 

8705200020 

PR 


TORRE,J.G. 

8705180004 

50414 

S 

TUCKER.H.B. 

8705220085 

50-269 

R 

VERMA,F.R. 

8705180065* 

WASTE MGT 

TORRE,J.G. 

8705180005 

50-414 

S 

TUCKER.H.B. 

8705220124 

50-269 

P 

VERMA,T. 

8705150422 

WASTE MGT 

TORRE.J.G. 

8705180278 

60413 

S 

TUCKER.H.B. 

8705220318 

50-270 

S 

VERMA.T. 

8705220135 

WASTE MGT 

TORRE.J.G. 

8705180337 

50413 

S 

TUCKER.H.B. 

8705220322 

50-269 

P 

VERNETSON.W.G. 

8705010046 

50-83 

S 

TORRE,J.G. 

8705180349 

50413 

S 

TUCKER.H.B. 

8705260013 

50-369 

R 

VERNETSON.W.G. 

8705060099 

50-83 

Q 

TORRE, J.G. 

8705180362 

50413 

S 

TUCKER.H.B. 

8705260428 

50413 

R 

VERNETSON.W.G. 

8705260105 

50-83 

P 

TORRE.J.G. 

8705220019 

50414 

S 

TUCKER.H.B. 

8705270157 

50-369 

S 

VERRELLI.D.M. 

8705040143 

50-250 

P 

TORRES.C. 

8705190530 

PR 


TUCKER.H.B. 

8705270220 

50-369 

S 

VERRELLI.D.M. 

8705040321 

50-400 

Q 

TORTORA,M. 

8705210466 

50-245 

F 

TUCKER.H.B. 

8705270404 

50-369 

S 

VERRELLI.D.M. 

8705050085 

50-324 

V 

TOSKEY,J.B. 

8705040219 

50-155 

S 

TUCKER.H.B. 

8705270570 

50-287 

P 

VERRELLI.D.M. 

8705050375 

50-335 

Q 

TOURIGNY,E.G. 

8705060237 

50-335 

P 

TUCKER.H.B. 

8705270590 

50-287 

P 

VERRELLI.D.M. 

8705050387* 

50-335 

Q 

TOURIGNY,E.G. 

8705190507 

50-389 

P 

TUCKER.H.B. 

8705270605 

50414 

S 

VERRELLI.D.M. 

8705060054 

50-324 

Q 

TOUSLY,N.C. 

8705200020 

PR 


TUCKER.H.B. 

8705280072 

50-369 

S 

VERRELLI.D.M. 

8705120416 

50-400 

Q 

TOY.H.L 

8705120202 

70-8 


TUCKER,H.B. 

8705280105 

50-369 

P 

VERRELLI.D.M. 

8705190080 

50-261 

Q 

TRACY.M.S. 

8705050157 

PR 


TUCKER.H.B. 

8705280137 

50-369 

Q 

VERRELLI.D.M. 

8705190201 

50-302 

P 

TRAGER,E.A. 

8705280435* 

ORG 


TUCKER.H.B. 

8705280221 

50-269 

P 

VERRELLI.D.M. 

8705190397 

50-395 

F 

TRAVELLI.A. 

8703260568* 

FOIA 


TUCKER,H.B. 

8705280280 

50-270 

S 

VERRELLI.D.M. 

8705190490 

60-83 

Q 

TRAVERS.W. 

8705060281 

50-320 

S 

TUCKER.H.B. 

8705280289 

50-269 

V 

VIDLE.C.C. 

8705290237 

PR 


TRAVERS, W.D. 

8705080003 

50-320 

R 

TUCKER.H.B. 

8705280414 

50-369 

P 

VIETEN.M.J. 

8705260445 

50-271 

J 

TRAVERS.W.D. 

8705130005 

50-320 

P 

TUCKER.H.B. 

8705290006 

50-269 

V 

VIETEN.M.J. 

8705270340 

50-309 

J 

TRAVERS.W.D. 

8705130107 

50-320 

P 

TUCKMAN.M.S. 

8705070141* 

50-269 

F 

VIETH.D.L 

8705070204 

WASTE MGT 

TRAVERS.W.D. 

8705130216 

50-320 

P 

TUDOR, M.P. 

8705040293 

PR 


VIETH.D.L 

8705070298 

WASTE MGT 

TRAVERS.W.D. 

8705140093 

50-320 

R 

TULEY.C.R. 

8705110309* 

50498 

A 

VIETH.D.L. 

8705070326 

WASTE MGT 

TRAVERS.W.D. 

8705270609 

50-320 

R 

TULL.M.W. 

8705270490 

50-313 

F 

VIGLIARODO.G.M. 

8705200171 

PR 


TRAVERS.W.D. 

8705290276 

50-320 

R 

TULL.M.W. 

8705270496* 

50-313 

F 

VIGLIAROLO.L. 

8705120119 

PR 


TRAYLOR.R.C. 

8705040330 

PR 


TURBAK,M.S. 

8705110058 

60-373 

Q 

VIGLIAROLO.L 

8705140379 

PR 


TRBOVICH,A.M. 

8705280237 

40-8904 


TURBAK,M.S. 

8705110063 

50-373 

Q 

VINCE,B. 

8705040304 

50-482 

R 

TREBY.S.A. 

8704090245* 

PR 


TURBAK,M.S. 

8705110144 

60456 

Q 

VINCENO.S. 

8705010051 

PR 


TREJO, J. 

8705060243 

50-272 

R 

TURBAK,M.S. 

8705150380 

50-237 

P 

VINQUIST,J.V. 

8705270668 

50-312 

Q 

TREJO.J. 

8705050262* 

50-272 

R 

TURINSKY,P.J. 

8705050027 

50-297 

Q 

VIRGILIO.M.J. 

8705130215 

50-156 

H 

TREMBLAY, LA. 

8705210282 

PR 


TURK,S.E. 

8705060073 

50-443 

G 

VIRGILIO.M,J. 

8705140032 

50-155 

P 

TRETLER.LJ. 

8705120119 

PR 


TURK.S.E. 

8705200045 

50-443 

G 

VIRGILIO,M.J. 

8705140088* 

50-155 

H 

TREVORS.G.A. 

8706010126 

50-298 

F 

TURNER.C.L 

8705220260 

50-461 

J 

VIRGILIO.M.J. 

8705140444* 

60-331 

P 

TREVORS, G.A. 

8705110142 

50-298 

F 

TURNER.P.M. 

8705290283 

PR 


VIRGILIO,M.J. 

8705280088 

50-156 

H 

TREVORS,G.A. 

8705110310 

PR 


TURPIN.M. 

8705200020 

PR 


VIRGILIO,M.J. 

8705290214 

50-331 

Q 

TREVORS.G.A. 

8705120326 

50-298 

P 

TURSO.R.F. 

8705200020 

PR 


VIROSTEK,C. 

8705060432* 

70-135 


TREVORS.G.A. 

8705180257 

50-298 

F 

TWIGG.R.W. 

8705280413* 

50-412 

A 

VIROSTEK.C. 

8705080177* 

70-135 


TREVORS.G.A. 

8705190479 

PR 


TYLER, M. 

8705150160 

PR 


VITALE, P. 

8705010053 

CONTRACT 


TREVORS.G.A. 

8705220104 

50-298 

F 

TYLER.R. 

8705200601 

PR 


VITALE.P. 

8705010086 

CONTRACT 


TREZISE.E. 

8706120183 

PR 


TYRELL,J.J. 

8705010051 

PR 


VITALE,P. 

8705010127 

50-320 

P 

TRIBBLE,J.E. 

8705210282 

PR 


TYSON.F. 

8705200075 

PR 


VITALE, P. 

8705050123 

CONTRACT 


TRIOLO,S.J. 

8704200396* 

50-29 

P 

UDALLM.K. 

8705190356* 

50445 

U 

VITALE, P. 

8705130133 

CONTRACT 


TRIPP.L 

8705280074* 

50-309 

Q 

UDALLM.K. 

8705190521* 

COMMISSION 

VITALE,P. 

8705150463 

CONTRACT 


TRIPP.LE. 

8705120134* 

50-317 

Q 

UDY.A.C. 

8705190101* 

50-327 

P 

VITALE.P. 

8706270484 

CONTRACT 


TRIPP.LE. 

8705130057* 

50412 

Q 

ULMER, F.J. 

8705120228 

50-344 

R 

VITALE,P.A. 

8705150444 

CONTRACT 


TRIPP, P.F. 

8705120183 

PR 


UPTON, A. 

8705050167 

PR 


VOQAN.C. 

8705060360 

50-286 

P 

TRISHA.P.A. 

8705050157 

PR 


URBANIK,T. 

8705130063 

50-322 

T 

VOGLER.B.H. 

8705200018 

60-352 

Q 

TRIVELPIECE.A. 

8703040549* 

FOIA 


URBANIK,T. 

8705130063 

50-322 

T 

VOGLEWEDE,J, 

8705070313 

WASTE MGT 

TROZZI.V. 

8705200104* 

70-135 


URYC.B. 

8702120532* 

50-280 

S 

VOGLEWEDE.J.C, 

8706080257 

WASTE MGT 

TSAI,T, 

8705200001 

PR 


URYC.B. 

8705280367* 

50424 

Q 

VOGLEWEDE.J.C. 

8705220154 

WASTE MGT 

TSCHAMPION.R 

8705290273 

PR 


UTNAQE,W.L. 

8705120083 

40-8027 


VOLLMER.P. 

8705050039 

PR 


TUBERTY.J.T. 

8705120140 

PR 


VACCARO,R.F. 

8705040293 

PR 


VOLLMER,R.H. 

8702270413 

60-280 

S 

TUCCINARDI.T.E. 

8705050046* 

50-286 

Q 

VAIANA.D.J. 

8705050044 

PR 


VOLLMER,R.H. 

8702270422* 

50-280 

S 

TUCKER.H.B. 

8706010010 

50414 

S 

VALDES, J.J. 

8705070280 

2748 


VOLZA,P. 

8706180178 

50-220 

F 

TUCKER, H.B. 

8705040314 

50-270 

S 

VALENTI.LN. 

8705070266* 

TOPREP 


VOLZA,P. 

8705180268 

50-410 

F 

TUCKER.H.B. 

8705050337 

50-269 

R 

VALENTINE.D.E. 

8705200053 

PR 


VON REYN.J. 

8705290265 

PR 


TUCKER.H.B. 

8705060374 

50413 

R 

VALLEE.M.A. 

8705120140 

PR 


VONROESCHLAUB 

8705200006 

PR 


TUCKER.H.B. 

8705060442 

PR 


VAN BERKUN.F.H. 

8705200020 

PR 


VRLA,M.P. 

8705050248 

60-373 

S 

TUCKER.H.B. 

8705070134 

50-269 

F 

VAN BRUNT, E.E. 

8705180465 

50-628 

Q 

VRLA,M.P. 

8706270283 

60-374 

S 

TUCKER.H.B. 

8706070364 

50-370 

S 

VAN BRUNT.E.E. 

8705220141 

50-628 

K 

WACHTEL,F. 

8705120119 

PR 


TUCKER.H.B. 

8705080254 

50-369 

P 

VAN CISE.J.G. 

8705050017 

PR 


WACHTEL,J. 

8704270073 

NUREG 


TUCKER.H.B. 

8705110171 

50413 

S 

VAN DOORN.P.K. 

8705290083* 

50413 

Q 

WADE,R.O. 

8705070155* 

50-276 

Q 

TUCKER.H.B. 

8705110269 

50413 

R 

VAN DYNE.K.W. 
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A 

WOODY.C.O. 

8705190217 

50-335 

V 

8705120257 

PR 


WISENBURG.M.R. 

8705110186 

50-498 

A 

WOODY.C.O. 

8705210283 

50-335 

S 

8705050167 

PR 


WISENBURG.M.R. 

8705110230 

50-498 

A 

WOODY.C.O. 

8705210361 

50-250 

Q 

8705110181 

50-482 

S 

WISENBURG.M.R. 

8705110279 

50-498 

A 

WOODY.C.O. 

8705210423 

50-250 

R 

8705190569 

50-482 

S 

WISENBURG.M.R. 

8705110365 

50-498 

A 

WOODY, ao. 

8705210533 

50-250 

R 

8705210412 

50-482 

S 

WISENBURG.M.R. 

8705120079 

50-498 

A 

WOODY.C.O. 

8705210562 

50-251 

F 

8705210609 

50-482 

R 

WISENBURG.M.R. 

8705120214 

50-498 

A 

WOODY.C.O. 

8705210604 

50-250 

P 

8705270221 

50-482 

S 

WISENBURG.M.R. 

8705120245 

50-498 

A 

WOODY.C.O. 

8705220453 

50-389 

P 

8705140056 

50-445 

A 

WISENBURG.M.R. 

8705120278 

50-498 

Q 

WOODY.C.O. 

8705260002 

50-335 

P 

8705040064 

FOIA 


WISENBURG.M.R. 

8705120318 

50-498 

A 

WOODY.C.O. 

8705270061 

50-389 

P 

8705050378 

FOIA 


WISENBURG.M.R. 

8705120319 

50-498 

A 

WOODY.C.O. 

8705280270 

50-250 

S 

8705130104 

PR 


WISENBURG,M.R. 

8705120343 

50-498 

A 

WOODY.C.O. 

8705280299 

50-389 

S 

8705040072 

50-267 

S 

WISENBURG.M.R. 

8705120355 

50-498 

Q 

WOODY.C.O. 

8705280419 

50-389 

P 

8705120191 

40-8907 • 


WISENBURG.M.R. 

8705120370 

50-498 

A 

WOODY.L.W. 

8705050157 

PR 


8705120260 

40-8907 


WISENBURG.M.R. 

8705130016 

50-498 

A 

WOOLDRIDGE.R.A. 

8705010049 

50-445 

G 

8705180065* 

WASTE MGT 

WISENBURG,M.R. 

8705130023 

50-498 

F 

WOOLDRIDGE.R.A. 

8705130066 

50-445 

G 

8705220166 

WASTE RES 

WISENBURG.M.R. 

8705130037 

50-498 

A 

WOOLDRIDGE.R.A. 

8705130056 

50-445 

G 

8705270724 

40-8905 


WISENBURG.M.R. 

8705140117 

50-498 

F 

WOOLDRIDGE.R.A. 

8705200111 

50-445 

G 

8705010051 

PR 


WISENBURG,M.R. 

8705180114 

50-498 

A 

WRIGHT.B.G. 

8705290237 

PR 


8705040329 

50-267 

S 

WISENBURG.M.R. 

8705180170 

50-498 

A 

WRIGHT,D.J. 

8705290273 

PR 


8705050057 

50-267 

R 

WISENBURG.M.R. 

8705180409 

50-498 

A 

WRIGHT.F.N. 

8705200734* 

50-395 

Q 

8705050386 

50-267 

P 

WISENBURG.M.R. 

8705180499 

50-498 

A 

WRIGHT, G. 

8705070070* 

50-305 

Q 

8705080278 

50-267 

F 

WISENBURG.M.R. 

8705190026 

50-498 

A 

WRIGHT, G.C. 

8705040230* 

50-266 

Q 

8705120388 

50-267 

Q 

WISENBURG.M.R. 

8705210371 

50-499 

Q 

WRIGHT.G.C. 

8705190010* 

50-454 

Q 

8705120415 

50-267 

S 

WISENBURG.M.R. 

8705210437 

50-498 

A 

WRIGHT.K. 

8705200601 

PR 


8705180247 

50-267 

S 

WISENBURG.M.R. 

8705260370 

50-498 

A 

WRIGHT, W.E. 

8705200006 

PR 


8705180256 

50-267 

S 

WISENBURG.M.R. 

8705270025 

50-498 

A 

WYLAN.B. 

8705150160 

PR 


8705210618 

50-267 

R 

WISENBURG.M.R. 

8705270064 

50-498 

A 

YAGA,H. 

8705040293 

PR 


8705260362 

50-267 

S 

WISENBURG.M.R. 

8705270225 

50-498 

A 

YANDELL,LA. 

8705180367* 

50-498 

Q 

8705270078 

50-267 

S 

WISENBURG.M.R. 

8705270393 

50-498 

E 

YANDELL,LA. 

8705180448* 

50-313 

Q 

8705280327 

50-267 

F 

WISENBURG.M.R. 

8705270478 

50-498 

A 

YANDELL.L.A. 

8705220146* 

50-285 

Q 

8705270172 

MISC 


WISENBURG.M.R. 

8705290014 

50-498 

A 

YANDELULA. 

8705270201 

50-131 

Q 

8705010044 

50-352 

R 

WISENBURG.M.R. 

8705290159 

50-498 

E 

YANDELL,LA. 

8705270256 

50-112 

Q 

8705050322 

50-352 

R 

WITHERS.B.D. 

8705110180 

50-482 

R 

YANDELL,LA. 

8705280194* 

50-498 

Q 

8705180105 

50-277 

P 

WITHERS.B.D. 

8705110181 

50-482 

S 

YANDELL,L.A. 

8705280336* 

50-498 

Q 

8705180313 

50-277 

R 

WITHERS.B.D. 

8705120153 

50-482 

Q 

YANDELL,L.A. 

8705280378* 

50-298 

Q 

8705010193* 

50-250 

Q 

WITHERS.B.D. 

8705120210 

50-482 

Q 

YBARRONDO.LJ. 

8705050140* 

CONTRACT 


8705050391* 

50-335 

Q 

WITHERS.B.D. 

8705120307 

50-482 

Q 

YBARRONDO,LJ. 

8705270026* 

CONTRACT 


8705190211 

50-331 

F 

WITHERS.B.D. 

8705190569 

50-482 

S 

YEE,D.Y. 

8705260280 

50-245 

S 

8705130118* 

50-382 

P 

WITHERS.B.D. 

8705210412 

50-482 

S 

YIN.l.T. 

8705070169* 

50-305 

Q 

8705130192 

50-382 

P 

WITHERS.B.D. 

8705210456 

50-482 

P 

YIN.l.T. 

8705110145* 

50-341 

Q 

8705130200 

50-382 

P 

WITHERS.B.D. 

8705210609 

50-482 

R 

YIN.l.T. 

8705260290* 

50-346 

Q 

8705140003 

50-382 

P 

WITHERS.B.D. 

8705260134 

50-482 

P 

YORK.J.W. 

8705190409* 

50-438 

Q 

8705270453 

50-382 

P 

WITHOUM.C.D. 

8705290283 

PR 


YOUNG.J. 

8705120252 

PR 


8705270456* 

50-382 

P 

WITT.F.J. 

8705010103* 

50-498 

A 

YOUNG, J.N. 

8705200171 

PR 


8705270567* 

CONTRACT 


WITTLER.R.J. 

8705280379 

NUREG 


YOUNG,M. 

8705070334 

WASTE MGT 

8705050157 

PR 


WnTMAN.J. 

8705180142 

WASTE MGT 

YOUNG.M. 

8705070363 

WASTE MGT 

8705200020 

PR 


WOJTON.S.J. 

8705290015* 

50-440 

F 

YOUNG,M.A. 

8705120036 

50-133 

G 

8705180456 

50-219 

P 

WOLF.M.D. 

8705120262 

PR 


YOUNG.R.L. 

8705050157 

PR 


8705260442 

50-219 

Q 

WOLFE.S.J. 

8705180089 

50-352 

G 

YOUNG,T.E. 

8705070198* 

TOPREP 


8705050269 

50-323 

S 

WOLFE.S.J. 

8705270118 

50-352 

G 

YOUNGBLOOD.B.J. 

8705010065 

50-321 

P 

8705290248* 

CONTRACT 


WOLFF.E. 

8705200020 

PR 


YOUNGBLOOD,B.J. 

8705060186 

50-269 

Q 

8705290273 

PR 


WOLFF,J.U. 

8705290273 

PR 


YOUNGBLOOD, B.J. 

8705060226* 

50-269 

P 

8705200053 

PR 


WOLFSON.H. 

8706120266 

PR 


YOUNGBLOOD.B.J. 

8705060378* 

50-269 

P 

8705110199 

70-1113 


WOLFSON.I.N. 

8705120119 

PR 


YOUNGBLOOD,B.J. 

8705130035* 

50-369 

P 

8705040164 

70-1113 


WOLPERT.H.L. 

8705290283 

PR 


YOUNGBLOOD.B.J. 

8705260058* 

50-321 

P 

8705270101 

70-1113 


WONG.H. 

8706190641 

50-341 

Q 

YOUNGBLOOD, B.J. 

8705260162 

50-369 

P 

8705080134 

WASTE RES 

WOOD.B.C. 

8705120140 

PR 


YOUNGBLOOD, B.J. 

8705290174* 

50-321 

Q 

8705200092 

PR 


WOOD.J. 

8705120394 

PR 


YU,Y.J. 

8705290273 

PR 


8705180395* 

50-272 

Q 

WOOD.J. 

8705140441 

PR 


YUHAS.G. 

8706050235 

50-344 

S 

8705120257 

PR 


WOOD.R. 

8705130002 

40-4492 


YUHAS.G. 

8706120298 

50-344 

S 

8705010063* 

CONTRACT 


WOOD.R.S. 

8705120115 

70-143 


YUHAS.G. 

8705270610 

50-344 

S 

8705050030 

50-498 

F 

WOODARD.J. 

8705200020 

PR 


YUHAS.G.P. 

8705050181* 

50-275 

Q 

8705010095 

50-498 

A 

WOODHEAD.C.P. 

8705060065 

50-133 

G 

YUHAS,G.P. 

8705050199* 

50-243 

Q 

8705010096 

50-498 

F 

WOODHEAD.C.P. 

8705120029 

50-446 

G 

YUHAS,G.P. 

8705110135* 

50-288 

Q 

8705010109 

50-498 

A 

WOODHEAD.C.P. 

8705270062 

27-39 


YUHAS.G.P. 

8705130032* 

50-275 

Q 

8705010135 

50-498 

A 

WOODHEAD.C.P. 

8705270080 

50-133 

G 

YUHAS.G,P. 

8705280454* 

50-344 

Q 

8705040001 

50-498 

E 

WOODLAN.D.R. 

8705210649 

50-445 

A 

YUNDT.CP. 

8705190365 

50-344 

F 

8705040228* 

50-498 

E 

WOODRUFF.R.L 

8705190236 

l&E 


ZAFRIS,J. 

8705120017 

PR 


8705040239 

50-498 

E 

WOODS.J.F. 

8705200601 

PR 


2AFRIS,J. 

8705150160 

PR 


8705040299 

50-498 

E 

WOODWORTH,A.H. 

8705120336 

PR 


ZAHNLEUTER,R.J. 

8705060022 

50-322 

G 

8706040308 

50-498 

E 

WOODWORTH, C.L 

8705200006 

PR 


2AHNLEUTER,R.J. 

8705060027 

50-322 

G 

8705050032 

50-498 

A 

WOODY.C.O. 

8705010099 

50-335 

P 

2AHNLEUTER,R.J. 

8705060049* 

50-322 

G 

8705050036 

60-498 

A 

WOODY.C.O. 

8706010110 

50-389 

R 

2AHNLEUTER.R.J. 

8705060072 

50-322 

G 

8705050060 

50-498 

A 

WOODY.C.O. 

8705050272 

50-335 

S 

ZAHNLEUTER,R.J. 

8705060079* 

60-322 

G 

8705050104 

50-498 

F 

WOODY.C.O. 

8705050310 

50-335 

P 

ZAHNLEUTER,R.J. 

8705180081 

50-322 

G 

8705050170 

50-498 

A 

WOODY,C.O, 

8705050385 

50-335 

S 

ZAHNLEUTER,R.J. 

8705180131 

50-322 

G 

8705050188 

50-498 

A 

WOODY.C.O. 

8705060002 

50-335 

Q 

2AHNLEUTER,R.J. 

8705200071 

50-322 

G 

8705050234 

50-498 

A 

WOODY.C.O. 

8705060045 

60-250 

P 

ZAHNLEUTER.R.J. 

8705270185 

50-322 

G 

8705050287 

50-498 

E 

WOODY.C.O. 

8705060055 

50-251 

S 

ZEBROWSKLA. 

8705200006 

PR 


8705050316 

50-498 

A 

WOODY.C.O. 

8705060244 

50-.250 

R 

2ECH.G.G. 

8705010017 

50-259 

Q 

8705050320 

50-498 

A 

WOODY.C.O. 

8705060346 

50-250 

P 

ZECH.G.G. 

8705010021* 

50-259 

Q 

8705050336 

50-498 

A 

WOODY.C.O. 

8705080263 

50-250 

S 

ZECH.G.G. 

8705040186 

50-327 

Q 

8705060207 

50-498 

A 

WOODY.C.O. 

8705110169 

50-250 

F 

ZECH.G.G. 

8705040334 

50-259 

0 

8705070005 

50-498 

A 

WOODY.C.O. 

8705180120 

50-251 

S 

ZECH.G.G. 

8705040335* 

50-259 

C 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUU^BER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

ZECH.G.G. 

8705050071 

50-390 

A 

ZECH.LW. 

8705220068 

QA999 


ZIMMERMAN.S.R. 

8705280109 

50-325 

Q 

ZECH.G.G. 

8705190073 

50-327 

Q 

ZECH.L.W. 

8705220077* 

QA999 


ZIMMERMAN.S.R. 

8705290114 

50-400 

R 

ZECH.G.G. 

8705190108 

50-259 

F 

ZECH.LW. 

8705220203* 

QA999 


ZIMMERMAN.S.W. 

8705190243 

WASTE MGT 

ZECH.G.G. 

8705190349 

50-259 

P 

ZECH.LW. 

8705220228* 

QA999 


ZIOLKOWSKI.P. 

8705010051 

PR 


ZECH.G.G. 

8705190395 

50-438 

Q 

ZECH.LW. 

8705220251 * 

QA999 


ZOOK.H.R. 

8705010019 

50-322 

T 

ZECH.G.G. 

8705280243 

50-327 

Q 

ZECH.LW. 

8705270652 

50-277 

U 

ZUGGER.P.D. 

8705060258* 

50-315 

P 

ZECH.G.G. 

8705280267 

50-327 

Q 

ZECH.LW. 

8705280085 

50-277 

U 

ZUPKO.J.M. 

8705060212 

50-272 

S 

ZECH.G.G. 

8705280269 

50-259 

P 

ZELAZNY.A. 

8706050157 

PR 


ZUPKO.J.M. 

8705150356 

50-311 

S 

ZECH.G.G. 

8705280330 

50-327 

Q 

ZELLNER.R.J. 

8705130122 

40-8724 


ZUPKO.J.M. 

8705190016 

50-272 

S 

ZECH.G.G. 

8705280361 

50-390 

Q 

ZELLNER.R.J. 

8705130209 

40-8724 


ZUPKO.J.M. 

8705210514 

50-272 

R 

ZECH.G.G. 

8705280368* 

50-390 

Q 

ZERVOS.P. 

8705120183 

PR 


ZUPKO.J.M. 

8705220010 

50-311 

R 

ZECH.G.G. 

8705280377 

50-327 

Q 

ZEUGIN.LB. 

8705120098 

50-322 

G 

ZUPKO,J.M. 

8705290139 

50-272 

S 

ZECH.G.G. 

8705280391 

50-259 

Q 

ZEUGIN.LB. 

8705120098 

50-322 

G 

ZURAKOWSKI.P.R. 

8705180200* 

70-754 


ZECH.G.G. 

8705280431 

50-259 

Q 

ZEUGIN.LB. 

8705130076 

50-322 

G 

ZUREK.K.M. 

8705180306* 

50-443 

H 

ZECH.LW. 

8703060118* 

NUREG 


ZEUGIN.LB. 

8705130076 

50-322 

G 

ZWOLINSKI.J.A. 

8705060152 

50-390 

A 

ZECH.LW. 

8704240161 

50-397 

U 

ZEUGIN.LB. 

8705270097 

50-322 

T 

ZWOLINSKI,J.A. 

8705070238 

50-275 

P 

ZECH.LW. 

8704240205 

50-346 

P 

ZEUGIN.LB. 

8705270097 

50-322 

T 

ZWOLINSKI,J.A. 

8705130103 

60-259 

F 

ZECH.LW. 

8704290020 

50-433 

P 

ZIEGLER.M.S. 

8705050022 

PR 


ZWOLINSKI.J.A. 

8705130219 

50-327 

P 

ZECH.LW. 

8705060115 

50-445 

R 

ZIEMANN.D.L 

8705050109* 

50-219 

P 

ZWOLINSKI.J.A. 

8705180377 

50-327 

P 

ZECH.LW. 

8705060190 

50-327 

U 

ZIGROSSI,N.A. 

8705050067 

50-390 

A 

ZWOLINSKI.J.A. 

8705190055 

60-327 

P 

ZECH.LW. 

8705120109 

50-443 

G 

ZIMMERMAN.J.R. 

8705200001 

PR 


ZWOLINSKI.J.A. 

8705260001 

50-327 

P 

ZECH.LW. 

8705190338 

50-445 

U 

ZIMMERMAN.R. 

8705270374 

50-528 

T 

ZWOLINSKI.J.A. 

8705260004* 

50-327 

P 

ZECH.LW. 

8705190383* 

NUREG 


ZIMMERMAN.R. 

8705280261 

50-530 

S 

ZWOUNSKI.J.A. 

8705260019* 

50-327 

P 

ZECH.LW. 

8705190503 

COMMISSION 

ZIMMERMAN.S.R. 

8705050053 

50-400 

F 

ZWOLINSKI.J.A. 

8705260081 

50-390 

Q 

ZECH.LW. 

8705190538 

COMMISSIO N 

ZIMMERMAN.S.R. 

8705110332 

50-324 

P 

ZWOLINSKI.J.A. 

8705270192 

50-259 

P 

ZECH.LW. 

8705190573 

50-320 

P 

ZIMMERMAN.S.R. 

8705260041 

50-324 

P 

ZWOLINSKI.J.A. 

8705270516 

50-259 

P 

ZECH.LW. 

8705200369 

COMMISSIO N 

ZIMMERMAN.S.R. 

8705270230 

50-324 

P 

ZWOLINSKI,J.A. 

8705270523* 

50-259 

P 

ZECH.LW. 

8705200403 

COMMISSIO N 

ZIMMERMAN.S.R. 

8705270370 

50-325 

Q 

ZWOLINSKI.J.A. 

8705270536 

50-327 

P 

ZECH.LW. 

8705200488* 

COMMISSIO N 

ZIMMERMAN.S.R. 

8705270587 

50-324 

F 

ZWOLINSKI.J.A. 

8705270546 

50-259 

P 

ZECH.LW. 

8705200536 

COMMISSION 

ZIMMERMAN.S.R. 

8705270617 

50-261 

P 

ZWOLINSKI.J.A. 

8706270620 

50-259 

P 

ZECH.LW. 

8705200556 

COMMISSIO N 

ZIMMERMAN.S.R. 

8705270701 

50-325 

P 

ZYRA.T.G. 

8705260040* 

50-412 

A 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AITTHOR AFFILIATION 


ANCO Engineers, Inc. 

AT&T CJommunications 
Administrative Conference of the U.S. 

Advanced Nuclear Fuels Corp. (formerly 

Exxon Nuclear Co., Inc.) 


Aerotest Operations, Inc. 


Agriculture, Dept, of, Graduate School, 

Washington, DC 
Alabama Power Co. 


Alaska, State of 

Allegheny County, PA 

Allied General Nuclear Services 
Allied-Signal Corp. 

Altair Resources. Inc. 

American Electric Power Service Corp. 

American Environments Co. 

American Nuclear Corp. 


American Nuclear Society 

American Society of Mechanical Engineers 

Amersham-Tech/Ops RPD 


Amesbury, MA 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8705060446* 

50-445 

A 

8705010107* 

CONTRACT 


8704200012* 

COMMISSIO 

N 

8705210399* 

COMMISSIO 

N 

8705110203 

71-3 


8705110210* 

71-3 


8705120232 

70-1257 


8705120350 

TOPREP 


8705220105* 

70-1257 


8705270073 

70-1257 


8705280314 

50-228 

F 

8705280320* 

50-228 

F 

8705280468 

50-228 

H 

8705220007* 

CONTRACT 


8705040042 

50-348 

R 

8705060336 

50-348 

R 

8705060441 

50-348 

F 

8705060441 

50-348 

F 

8705060451 

PR 


8705070045 

50-348 

P 

8705070045 

50-348 

P 

8705070098 

50-364 

P 

8705070102* 

50-348 

P 

8705070102* 

50-348 

P 

8705070111* 

50-364 

P 

8705120020 

50-348 

P 

8705120020 

50-348 

P 

8705120025* 

50-348 

P 

8705120025* 

50-348 

P 

8705120347 

50-348 

P 

8705120347 

50-348 

P 

8705180064 

50-348 

S 

8705180064 

50-348 

S 

8705180185 

50-348 

P 

8705180185 

50-348 

P 

8705180269 

50-348 

R 

8705180399* 

FOIA 


8705190125 

50-348 

F 

8705190125 

50-348 

F 

8705190129* 

50-348 

F 

8705190129* 

50-348 

F 

8705190137* 

50-348 

F 

8705190137* 

50-348 

F 

8705210282 

PR 


8705220316 

50-348 

P 

8705220210 

50-313 

R 

8705220213* 

50-313 

R 

8705070058* 

70-135 


8705120148 

50-332 

P 

8705110200 

40-3392 


8705120142 

40-3392 


8705120367 

40-3392 


8705120080 

40-8926 


8705060424* 

50-315 

R 

8705210675 

REGGO 


8705120102* 

50-498 

A 

8705270623* 

40-4492 


8705280052 

40-4492 


8705280484 

40-4492 


8705290004 

40-4492 


8705120359 

PR 


8705270303* 

50-327 

P 

8705210550 

PR 


8705270041 

71-9147 


8705040284 

PR 


8705060019 

50-443 

G 


AUTHOR AFFILIATION 


Analytic Sciences Corp. 
Ansul Co. 

Apollo, PA 
Applied Biology. Inc. 
Argonne National Laboratory 


Arizona Nuclear Power Project (formerly 
Arizona Public Service CJo.) 


Arizona, State of 
Arizona, Univ. of, Tucson, AZ 
Arkansas Power & Light Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8705260244* 

WASTE MGT 

8705220169 

PT21 

8705060310* 

70-135 

8705010129* 

50-389 

8703260558* 

FOIA 

8705120218* 

70-8 

8705200253 

NUREG 

8705040003 

50-530 

8705050401 

50-528 

8705060373 

50-528 

8705060373 

50-528 

8705060380* 

50-528 

8705070014 

50-528 

8705070014 

50-528 

8705070063 

50-528 

8705080291 

50-528 

8705080291 

50-528 

8705080291 

50-528 

8705080307 

50-528 

8705080307 

50-528 

8705080307 

50-528 

8705110138* 

50-528 

8705110138* 

50-528 

8705110138* 

50-528 

8705110270* 

50-530 

8705110289* 

50-530 

8705110298* 

50-530 

8705120244 

50-528 

8705120309 

50-529 

8705120315 

50-528 

8705120315 

50-528 

8705120315 

50-528 

8705120320* 

50-528 

8705120320* 

50-528 

8706120320* 

50-528 

8705140161 

50-528 

8705140167* 

50-528 

8705180074 

50-528 

8705180211 

50-529 

8705180465 

50-528 

8705210402 

50-528 

8705210402 

50-628 

8705210402 

50-528 

8705210465 

50-528 

8705210501 

50-530 

8705220141 

50-528 

8705220167 

50-528 

8705220174* 

50-528 

8705220267 

50-528 

8705220267 

50-528 

8705220267 

50-528 

8705220291 

50-628 

8705220291 

50-528 

8705220291 

50-528 

8705260269 

50-528 

8705260372 

50-529 

8705260375 

50-529 

8705270532 

50-528 

8705270654 

50-529 

8705280087 

50-529 

8705120206 

PR 

8705190537 

NUREG 

8705050116 

50-313 

8705050116 

50-313 

8705050135 

50-313 

8705050135 

50-313 

8705080055* 

50-313 


R 


S 

S 
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AUTHOR AFFILIATION 


Arkansas Tech Univ., Russellville, AR 
Ashburnham Municipal Light Plant 
Associated Power Systems, Inc. 
Atlantic City Electric Co. 

Atomic Industrial Forum 


Australia, Govt, of 

BEMW, Inc. (formerly Binder. Elster. 
Mendelson & Wheeler, Inc.) 

BWIP Engineering Management Systems 
BWR Owners Group 


Babcock & Wilcox Co. 


Babcock & Wilcox Operating Plants Owners 
Group 

Backus, Meyer & Solomon 


Baltimore Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705080055‘ 

50-313 

Q 

8705120095 

PR 


8705130193 

50-313 

P 

8705140367 

50-313 

P 

8705140375* 

50-313 

P 

8705220196 

50-313 

S 

8705220297 

50-368 

P 

8705270060 

71-9176 


8705270142 

50-313 

P 

8705270187 

71-9208 


8705270490 

50-313 

F 

8705270496* 

50-313 

F 

8705270579 

50-368 

P 

8705280027 

50-313 

R 

8705280400 

50-368 

R 

8705290026 

50-313 

F 

8705180119 

ORG 


8705120140 

PR 


8705270172 

MISC 


8705280339 

50-272 

1 

8705150276 

50-171 

P 

8705150340 

REVIEW GR 

P 

8705150359 

REVIEW GR 

P 

8705150389 

REVIEW GR 

P 

8705180148* 

FOIA 


8705180304* 

FOIA 


8705200033 

PR 


8705190448* 

CONTRACT 


8705280417* 

CONTRACT 


8705070283 

WASTE MGT 


8705060138* 

50-269 

G 

8705060181* 

50-269 

G 

8705060272 

TOPREP 


8705060276* 

TOPREP 


8705070026 

PR 


8705200024 

PR 


8705060302 

TOPREP 


8705060305* 

TOPREP 


8705120089 

70-27 


8705120158 

70-824 


8705120161 

70-135 


8705120194 

70-1201 


8705120201 

70-1201 


8705130208 

70-824 


8705130222* 

70-824 


8705140018 

70-27 


8705220143* 

50-302 

P 

8705220153* 

50-302 

P 

8705220183* 

50-302 

P 

8705220183* 

50-302 

P 

8705220217* 

50-302 

P 

8705260346 

TOPREP 


8705270014 

70-135 


8705290078 

TOPREP 


8705290078 

TOPREP 


8705290086* 

TOPREP 


8705120050 

50-443 

G 

8705120059 

50-443 

G 

8705200027 

50-443 

G 

8705200027 

50-443 

G 

8705200164 

50-443 

G 

8705200164 

50-443 

G 

8705270057 

50-443 

G 

8705270057 

50-443 

G 

8705270068* 

50-443 

G 

8705270068* 

50-443 

G 

8705270079* 

50-443 

G 

8705270079* 

50-443 

G 

8705270119 

50-443 

G 

8705040009 

50-317 

F 

8705040048 

50-317 

F 

8705060034 

50-317 

P 

8705060034 

50-317 

P 

8705060241 

PR 


8705060303 

PR 


8705060427 

50-317 

S 

8705080191 

50-317 

P 

8705080191 

50-317 

P 

8705110221 

50-317 

F 

8705110221 

50-317 

F 

8705120216 

50-317 

F 

8705130093 

50-317 

P 

8705130093 

50-317 

P 

8705130097* 

50-317 

P 

8705130097* 

50-317 

P 

8705190335 

50-317 

Q 

8705190335 

50-317 

Q 


AUTHOR AFFILIATION 


Basler Electric 

Battelle Memorial Institute, Columbus 
Laboratories 


Battelle Memorial Institute, Pacific 
Northwest Laboratories 


Bear Creek Uranium Co. 

Bechtel Corp. 

Bechtel Western Power Corp. 

Bedford County Environmental Committee 

Bedford. PA 
Bethlehem Steel Corp. 

Bishop, Liberman, Cook, Purcell & 
Reynolds 


Boston Edison Co. 


Bradford Era, Bradford, PA 

Bra 20 s Electric Power Cooperative, Inc. 

Brookhaven National Laboratory 


Burns & Roe Co. 

Business & Professional People for the 

Public Interest 

CBI Na-Con, Inc. 

CYGNA Energy Services 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705190347 

50-317 

P 

8705190347 

50-317 

P 

8705190410* 

50-317 

F 

8705210114 

50-317 

S 

8705210433 

50-317 

R 

8705210457 

50-317 

F 

8705210527 

50-317 

F 

8705210527 

50-317 

F 

8705280017 

50-317 

F 

8705280170 

50-317 

S 

8705280444 

50-317 

P 

8705070084 

PT21 


8705010167* 

CONTRACT 


8705070351 

WASTE MGT 


8705120202 

70-8 


8705180009* 

CONTRACT 


8705190355 

NUREG 


8705190623 

NUREG 


8705260046* 

WASTE MGT 


8705080102 

WASTE MGT 


8705110373* 

50-352 

Q 

8705120087 

NUREG 


8705120091 

NUREG 


8705280412 

NUREG 


8705280186 

40-8452 


8705120252 

PR 


8705180018 

NUREG 


8705110363 

PR 


8705120119 

PR 


8705120078 

PR 


8705050137 

50-272 

S 

8705060138* 

50-269 

G 

8705060181* 

50-269 

G 

8705060299 

PR 


8705120095 

PR 


8705190316 

50-397 

H 

8705050016 

50-293 

R 

8705050020* 

50-293 

R 

8705050205 

50-293 

R 

8705060083 

50-293 

R 

8705070374 

50-293 

P 

8705070381 * 

50-293 

P 

8705080218 

50-293 

S 

8705110268 

50-293 

P 

8705110345 

50-293 

Q 

8705140033 

50-293 

S 

8705140346 

50-293 

S 

8705150264 

60-293 

Q 

8705180021 

50-293 

P 

8705190428 

50-293 

F 

8705210057 

50-293 

R 

8705270275 

50-293 

P 

8705280014 

FOIA 


8705270343* 

50-445 

1 

8703120211* 

50-269 

P 

8703120221* 

50-317 

P 

8703120223* 

50-317 

P 

8705190396* 

NUREG 


8705190524 

NUREG 


8705190695 

60-259 

P 

8705260124* 

50-443 

P 

8705260265* 

50-443 

P 

8705260274* 

50-443 

P 

8705260301 * 

50-3 

P 

8705260390* 

50-443 

P 

8705260397* 

50-443 

P 

8705260399* 

50-443 

P 

8705260401* 

50-443 

P 

8705260403* 

50-443 

P 

8705260406* 

50-443 

P 

8705260424* 

50-443 

P 

8706260427* 

50-443 

P 

8705260437* 

50-443 

P 

8705260444* 

50-443 

P 

8706260450* 

50-443 

P 

8705260453* 

50-443 

P 

8705260456* 

50-443 

P 

8705260457* 

50-443 

P 

8705260461* 

50-443 

P 

8705060401 

TOPREP 


8705060408* 

TOPREP 


8706010120 

50-455 

P 

8705120064 

50-466 

G 

8705150389 

REVIEW GR 

P 

8705050355* 

50-29 

P 
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AUTHOR AFFILIATION 


California, Univ. of, Berkeley, CA 
California, Univ. of, Santa Barbara, CA 


Calspan Corp. (subs. Arvin Industries/ Fr 
anklin Research Center) 


Canada Atomic Energy Control Board 
Canonie, Inc. 

Career Development Service 
Carlile Area Residents Association 

Carolina Power & Light Co. 


Central Iowa Power Cooperative 
Chamber of Commerce, US 
Chas. T. Main, Inc. 


Chem-Nuclear Systems, Inc, 


Chicago, IL 


ACCESSION 

NUiyiBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8705070277* 

50-29 

P 

Chichibu Cement Co., Ltd. 

8705070347 

WASTE MGT 

8705070323* 

50-29 

P 

Cintichem, Inc. 

8703030774* 

FOIA 

8705140056 

50-445 

A 

8705180220* 

50-54 

8705120092 

NUREG 



8705180497 

70-687 

8705260141* 

FOIA 



8705270257 

70-687 

8705260147* 

FOIA 


Cintichem, Inc. (subs, of Medi-Physics. 

8705270678 

50-54 

8612160195 

50-316 

P 

Inc.) 

Citizens Association for Sound Energy 

8702120507* 

50-280 

8612160201* 

50-316 

P 

8702120566* 

50-280 

8704200396* 

50-29 

P 


8705010014 

50-445 

8705110333* 

CONTRACT 



8705010014 

50-445 

8705010176 

XPORTLIC 



8705010016 

50-445 

8705280177* 

40-8502 



8705010016 

50-445 

8705050131* 

CONTRACT 



8705060010 

50-445 

8705060032 

40-8027 



8705060010 

50-445 

8704140457 

PR 



8705060057 

50-445 

8705040246 

50-325 

S 


8705060193 

50-445 

8705050053 

50-400 

F 


8705060193 

50-446 

8705050118 

50-325 

S 


8705060233 

50-445 

8705050250 

50-261 

S 


8705060233 

50-445 

8705050306 

50-324 

S 

Citizens Within the Ten Mile Radius 

8705040312 

PR 

8705050308 

50-261 

R 


8705050051 

PR 

8705050313* 

50-261 

R 


8705050157 

PR 

8705060271 

50-400 

S 

Citizens to Replace LILCO 

8705060066* 

50-322 

8705060366 

50-261 

P 

Cleveland Electric Illuminating Co. 

8705010181 

50-440 

8705060381 

50-261 

R 


8705050172 

50-440 

8705070031 

50-324 

Q 


8705050193 

50-440 

8705080042 

50-400 

Q 


8705060028 

50-440 

8705080253 

50-400 

F 


8705060445 

50-440 

8705110332 

50-324 

P 


8705060447* 

50-440 

8705120263 

50-261 

R 


8705060449* 

60-440 

8705120329 

50-324 

P 


8705070010* 

50-440 

8705120329 

50-324 

P 


8705080170 

50-440 

8705120344* 

50-324 

P 


8705080173* 

50-440 

8705120344* 

50-324 

P 


8705110189 

50-440 

8705120351* 

50-324 

P 


8705110323 

50-440 

8705120357 

50-261 

F 


8705120285 

50-440 

8705130102 

50-261 

S 


8705190221 

50-440 

8705130141 

50-324 

S 


8705190221 

50-440 

8705180101 

50-400 

s 


8705210190 

50-440 

8705180145 

50-400 

s 


8705210201 

50-440 

8705180245 

50-400 

s 


8705210217* 

50-440 

8705190066 

50-400 

R 


8705210226* 

50-440 

8705190408 

50-400 

P 


8705210232* 

50-440 

8705190412* 

50-400 

P 


8705210697 

50-440 

8705190612 

50-400 

s 


8705280218 

50-440 

8705190632 

50-261 

Q 


8705280481 

50-440 

8705220454 

50-261 

S 


8705290005 

50-440 

8705260028 

50-400 

J 


8705290015* 

50-440 

8705260041 

50-324 

P 


8705290022 

50-440 

8705260041 

50-324 

P 


8705290098 

50-440 

8705260051* 

50-324 

P 

Cleveland-Cliffs Iron Co. 

8705120099 

40-8714 

8705260051* 

50-324 

P 

Coalition for Alternatives to Shearon 

8705120124 

PR 

8705270230 

50-324 

P 

Harris 



8705270230 

50-324 

P 

Coalitbn for Responsible Energy 

8705180012 

50-528 

8705270370 

50-325 

Q 

Education 



8705270587 

50-324 

F 

Coalition on West Valley Nuclear Wastes 

8705190629 

PR 

8705270587 

50-324 

F 

Colorado State Univ., Fort Collins, CO 

8705050057 

50-267 

8705270617 

50-261 

P 


8705060047 

50-322 

8705270617 

50-261 

P 


8705080072 

WASTE MGT 

8705270617 

50-261 

P 


8705220408 

WASTE MGT 

8705270617 

50-261 

P 


8705280379 

NUREG 

8705270701 

50-325 

P 

Colorado, State of 

8705050039 

PR 

8705270709* 

50-325 

P 

Colt Industries, Inc. 

8705140099 

PT21 

8705280048 

50-261 

Q 

Combustion Engineering, Inc. 

8705060451 

PR 

8705280109 

50-325 

Q 


8705110195 

70-36 

8705280122 

50-400 

P 


8705110212 

70-143 

8705280172 

50-400 

S 


8705110301* 

50-272 

8705280245 

50-400 

S 


8705130104 

PR 

8705280257 

50-325 

S 


8705180492 

50-368 

8705280348 

50-400 

S 


8705210093 

PR 

8705280461 

50-400 

Q 

Comex Corp. 

8704090267* 

50-528 

8705290010 

50-325 

S 

Commerce, Dept, of, National Bureau of 

8705260233 

WASTE RES 

8705290011 

50-324 

S 

Standards 


8705290042 

50-324 

F 


8705260257 

WASTE RES 

8705290114 

50-400 

R 

Commerce, Dept of. National Technical 

8705010063* 

CONTRACT 

8705290134 

50-324 

Q 

Information Services 


8705200082* 

50-331 

1 

Committee to Bridge the Gap 

8701130208* 

FOIA 

8705130104 

PR 



8705190014 

FOIA 

8705070215* 

50-29 

P 

Commonwealth Edison Co. 

8705040022 

60-295 

8705070219* 

50-29 

P 


8705040044 

60-304 

8705070312* 

50-29 

P 


8705040089 

50-456 

8705070368 

WASTE MGT 



8705040154 

50-456 

8705110192 

71-9168 



8705040154 

50-456 

8705110229 

71-9044 



8705040163 

50-373 

8705110273 

71-9044 



8705040163 

50-373 

8705110281* 

71-9044 



8705040272 

50-456 

8705190635 

PR 

M 


8705040291 

50-373 

8705010106 

50-455 


8705040306 

50-454 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8705050025 

50-455 

S 

8705120034 

50-456 

8705050073* 

50-237 

P 

8705120135 

71-9168 

8705050100 

50-295 

Q 

8705120186 

50-373 

8705050113* 

50-295 

Q 

8705120186 

50-373 

8705050177 

50-295 

S 

8705120188* 

50-373 

8705050182 

50-10 

F 

8705120188* 

50-373 

8705050182 

50-10 

F 

8705120242 

50-454 

8705050182 

50-10 

F 

8705120250 

50-254 

8705050203 

50-374 

S 

8705120250 

50-254 

8705050207 

50-10 

F 

8705120268 

50-249 

8705050219* 

50-237 

Q 

8705120272 

50-455 

8705050224* 

50-237 

Q 

8705120282 

50-10 

8705050239 

50-254 

P 

8705120282 

50-10 

8705050239 

50-254 

P 

8705120282 

50-10 

8705050248 

50-373 

S 

8705120282 

50-10 

8705050256 

50-295 

F 

8705120282 

50-10 

8705050256 

50-295 

F 

8705120282 

50-10 

8705050260 

50-295 

F 

8705120282 

50-10 

8705050260 

50-295 

F 

8705120282 

50-10 

8705050268 

50-295 

F 

8705120296* 

50-440 

8705050268 

50-295 

F 

8705120304* 

50-440 

8705050295 

50-295 

F 

8705120316* 

50-440 

8705050304 

50-456 

S 

8705120411 

50-254 

8705050368 

50-295 

S 

8705120411 

50-254 

8705050374 

50-10 

F 

8705120413 

50-454 

8705050374 

50-10 

F 

8705130031 

50-454 

8705050374 

50-10 

F 

8705130045 

50-457 

8705050374 

50-10 

F 

8705130047 

50-454 

8705050374 

50-10 

F 

8705130049 

50-237 

8705050374 

50-10 

F 

8705130094* 

50-456 

8705050374 

50-10 

F 

8705130225 

50-454 

8705050374 

50-10 

F 

8705130283 

50-249 

8705050374 

50-10 

F 

8705140122 

50-10 

8705050374 

50-10 

F 

8705140122 

50-10 

8705050374 

50-10 

F 

8705140122 

50-10 

8705050374 

50-10 

F 

8705140391 

50-10 

8705050374 

50-10 

F 

8705140391 

50-10 

8705050374 

50-10 

F 

8705140391 

50-10 

8705050400 

50-304 

S 

8705140400 

50-10 

8705060046 

50-295 

F 

8705140400 

50-10 

8705060046 

50-295 

F 

8705140400 

50-10 

8705060053 

50-295 

F 

8705150380 

50-237 

8705060053 

50-295 

F 

8705150380 

50-237 

8705060074 

50-10 

F 

8705180003 

50-295 

8705060074 

50-10 

F 

8705180094 

50-237 

8705060074 

50-10 

F 

8705180094 

50-237 

8705060074 

50-10 

F 

8705180094 

50-237 

8705060074 

50-10 

F 

8705180094 

50-237 

8705060074 

50-10 

F 

8705180094 

50-237 

8705060074 

50-10 

F 

8705180241 

50-454 

8705060074 

50-10 

F 

8705180241 

50-454 

8705060074 

50-10 

F 

8705180290 

50-237 

8705060074 

50-10 

F 

8705180300* 

50-237 

8705060074 

50-10 

F 

8705180321 

50-456 

8705060074 

50-10 

F 

8705180423 

50-456 

8705060074 

50-10 

F 

8705180423 

50-456 

8705060074 

50-10 

F 

8705190018 

50-373 

8705060087 

50-295 

R 

8705190018 

50-373 

8705060106* 

50-295 

R 

8705190033 

50-456 

8705060113* 

50-295 

R 

8705190210 

50-254 

8705060158 

50-373 

S 

8705190322 

50-373 

8705060199 

50-295 

F 

8705190369 

50-456 

8705060199 

50-295 

F 

8705190369 

50-456 

8705060291 

50-373 

S 

8705190599 

50-374 

8705060300 

50-456 

S 

8705200029 

50-456 

8705060428 

50-454 

F 

8705200029 

50-456 

8705070082 

50-374 

S 

8705200677 

50-295 

8705070146 

50-456 

P 

8705200677 

50-295 

8705070345 

50-374 

s 

8705210072 

50-237 

8705080249* 

50-454 

Q 

8705210072 

50-237 

8705080276 

50-237 

R 

8705210127 

50-237 

8705080276 

50-237 

R 

8705210339 

50-374 

8705080276 

50-237 

R 

8705210374 

50-373 

8705080276 

50-237 

R 

8705210396 

50-254 

8705080276 

50-237 

R 

8705210396 

50-254 

8705080284 

50-237 

P 

8705210431 

50-454 

8705110058 

50-373 

Q 

8705210491 

50-456 

8705110063 

50-373 

Q 

8705210515 

50-454 

8705110127* 

50-237 

R 

8705210599 

50-454 

8705110127* 

50-237 

R 

8705210599 

50-454 

8705110127* 

50-237 

R 

8705210599 

50-454 

8705110127* 

50-237 

R 

8705210599 

50-454 

8705110144 

50-456 

Q 

8705210648 

50-237 

8705110153 

50-456 

F 

8705210648 

50-237 

8705110153 

50-456 

F 

8705210648 

50-237 

8705110167 

50-456 

P 

8705210648 

50-237 

8705110215 

50-237 

S 

8705210648 

50-237 

8705110326 

50-456 

Q 

8705210648 

50-237 

8705110355 

50-457 

Q 

8705210698 

50-254 


G 

P 

P 

P 


P 

P 

P 

P 

P 

P 

P 

P 

J 
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AUTHOR AFFILIATION 


Conax Buffalo Corp. 

Confederated Tribes of Umatilla Indian 
Reservation 

Connecticut Yankee Atomic Power Co. 


Connecticut. State of 
Conner & Wetterhahn 


Conover & Associates. Inc. 

Conservation Council of North Carolina 
Consolidated Edison Co. of New York, Inc 
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ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8705210698 

50-254 

J 

8705220039 

50-454 

R 

8705260009 

50-456 

Q 

8705260027 

50-455 

Q 

8705260038 

50-455 

Q 

8705260312 

50-237 

R 

8705260312 

50-237 

R 

8705260312 

50-237 

R 

8705260312 

50-237 

R 

8705260312 

50-237 

R 

8705260439 

50-456 

S 

8705260485 

50-10 

R 

8705270019 

50-454 

S 

8705270088 

50-456 

Q 

8705270145* 

50-237 

R 

8705270145* 

50-237 

R 

8705270145* 

50-237 

R 

8705270145* 

50-237 

R 

8705270145* 

50-237 

R 

8705270251 

50-456 

F 

8705270251 

50-456 

F 

8705270283 

50-374 

S 

8705270384 

71-6574 


8705270436 

50-455 

P 

8705270511 

50-457 

S 

8705270593 

50-237 

S 

8705280009 

50-237 

S 

8705280021 

50-249 

S 

8705280222 

50-237 

S 

8705280265 

50-237 

Q 

8705280265 

50-237 

Q 

8705280365 

50-237 

Q 

8705280365 

50-237 

Q 

8705280388 

50-454 

P 

8705280393 

50-10 

F 

8705280404 

50-295 

P 

8705280426 

50-456 

F 

8705280426 

50-456 

F 

8705280437 

50-455 

S 

8705290065 

50-454 

P 

8705290065 

50-454 

P 

8705290065 

50-454 

P 

8705290065 

50-454 

P 

8705290072* 

50-454 

P 

8705290072* 

50-454 

P 

8705290072* 

50-454 

P 

8705290308* 

50-254 

F 

8705290312* 

50-254 

F 

8705290318* 

50-254 

F 

8705010146 

XPORTLIC 


8705200126 

PR 


8705040267 

50-213 

R 

8705060184 

50-213 

Q 

8705060348 

PR 


8705080203 

50-213 

P 

8705080214 

50-213 

S 

8705110184 

50-213 

P 

8705110344 

71-9070 


8705140131 

50-213 

F 

8705150417 

50-213 

P 

8705200007 

PR 


8705210420 

50-213 

S 

8705210605 

50-213 

S 

8705220189 

50-213 

R 

8705270625 

50-213 

P 

8705270625 

50-213 

P 

8705270721 

50-213 

P 

8705280191 

50-213 

F 

8705290237 

PR 


8705050157 

PR 


8705060089 

27-39 


8705120126 

50-352 

G 

8705200010 

50-352 

G 

8705270131 

27-39 


8705220253 

70-1621 


8705120124 

PR 


8705060329 

50-247 

Q 

8705070109 

50-3 

R 

8705070144 

50-3 

F 

8705070144 

50-3 

F 

8705070147 

50-3 

F 

8705070147 

50-3 

F 

8705070154* 

50-3 

F 

8705070154* 

50-3 

F 

8705080029* 

50-3 

F 

8705080029* 

50-3 

F 

8705120095 

PR 


8705130145 

50-247 

Q 


AUTHOR AFFlUATtON 


Consumers Power Co. 


Controls for Environmental Pollution, 

Inc. 

Coordination Council for North American 
Affairs 

Corn Belt Power Cooperative 
Cosmos Broadcasting Corp. 

Covington & Burling 


Culiinet Software, Inc. 
Dairyland Power Cooperative 


Dallas Times Herald, Dallas, TX 
Daniel & Associates, Inc. 

Data Design Laboratories 
Data Telecom 
Delaware, State of 
Detroit Edison Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8705180469 

50-247 

Q 

8705190041 

50-247 

P 

8705210696 

50-247 

Q 

8705270401 

50-247 

R 

8705280224 

50-247 

Q 

8705010151 

50-155 

S 

8705040111 

50-255 

F 

8705040117 

50-255 

F 

8705040118 

50-255 

F 

8705040131 

50-255 

R 

8705040140 

50-255 

F 

8705040152 

50-255 

F 

8705040169 

50-255 

F 

8705040173 

50-255 

F 

8705040176 

50-255 

P 

8705040179 

50-255 

F 

8705040180* 

50-255 

P 

8705040193 

50-255 

P 

8705040197 

50-255 

F 

8705040214 

50-255 

F 

8705040219 

50-155 

S 

8705040263 

50-255 

F 

8705040268 

50-255 

F 

8705050021 

50-255 

F 

8705050167 

50-155 

F 

8705050185 

50-255 

R 

8705050187 

50-165 

R 

8705050194 

50-255 

F 

8705050300 

50-255 

F 

8705050319 

50-255 

F 

8705050325 

50-155 

P 

8705050325 

50-155 

P 

8705050328 

50-265 

F 

8705050330 

50-255 

F 

8705050345 

50-255 

F 

8705050353 

50-255 

F 

8705050358 

50-256 

F 

8705050379 

50-255 

F 

8705050390 

50-265 

F 

8705080231 

50-155 

P 

8705080231 

50-155 

P 

8705110075 

50-255 

F 

8705120018 

50-255 

S 

8705120249 

50-155 

F 

8705120264 

50-156 

S 

8705120338 

50-255 

R 

8705120340 

50-255 

P 

8705130190* 

50-155 

F 

8705180002 

50-155 

H 

8705190189 

50-255 

F 

8705190246 

50-255 

J 

8705190477 

50-255 

S 

8705190576 

PR 


8705190642 

PR 


8705210460 

50-155 

F 

8705210522 

50-255 

F 

8705210577 

50-155 

Q 

8705220033 

50-155 

Q 

8705220050 

50-155 

P 

8705220137 

50-255 

F 

8705220293 

50-255 

F 

8705220299 

50-255 

F 

8705220312 

50-255 

F 

8705260352 

50-265 

S 

8705270329 

50-155 

P 

8705280167 

50-155 

1 

8705280356 

50-255 

s 

8705280403 

50-255 

F 

8705070069* 

50-528 

R 

8705070052 

XPORTLIC 


8705200074* 

50-331 

1 

8705290121 

50-346 

P 

8705180084* 

40-2061 


8705270109 

40-8027 


8705190326* 

CONTRACT 


8705010022 

50-409 

G 

8705010032 

50-409 

G 

8705060026 

50-409 

G 

8705060273 

50-409 

P 

8705180483 

50-409 

1 

8705280175 

50-409 

P 

8705290071 

FOIA 


8705010132* 

50-320 

P 

8705270084* 

50-289 

P 

8705080341* 

CONTRACT 


8705010166* 

CONTRACT 


8705040149 

50-341 

1 
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CORPORATE SOURCE INDEX 


AUTHOR AFFIUATION 


Ooc*Search Associates 


Dow Chemical Co. 
Dragon Valves, Inc. 
Dresser Industries. Inc. 
Duke Power Co. 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY NUMBER CATEGORY 


8705050223 

50-341 

R 

8705050266 

50-341 

P 

8705060183 

50-341 

R 

8705060270 

50-341 

F 

8705060318 

50-341 

F 

8705080190 

50-341 

S 

8705110250 

71-9094 


8705120294 

50-16 

P 

8705120322 

60-341 

P 

8705120386 

50-341 

F 

8705120389 

50-341 

S 

8705120417 

50-341 

S 

8705150257 

50-341 

P 

8705210133 

50-341 

S 

8705210156 

50-341 

S 

8705210178 

50-341 

S 

8705210429 

50-341 

J 

8705210440 

50-341 

R 

8705220006 

50-341 

Q 

8705220114 

50-341 

V 

8705220212 

50-341 

Q 

8705220222 

50-341 

P 

8705260075 

50-341 

F 

8705270326 

50-341 

S 

8705270406 

50-341 

P 

8705270431 

50-341 

S 

8705270677 

50-341 

P 

8705280004 

50-341 

P 

8705280022 

50-341 

P 

8705280028 

50-341 

P 

8705280032* 

50-341 

P 

8705280037* 

50-341 

P 

8705280042* 

50-341 

P 

8705280139 

50-341 

s 

8705290097 

50-341 

p 

8705290112 

50-341 

p 

8705290153 

50-341 

p 

8705290217 

50-341 

p 

8705290227* 

50-341 

p 

8705180386 

FOIA 



8705180219 

50-269 

S 

8705180278 

50-413 

S 

8705180337 

60-413 

S 

8706180349 

50-413 

S 

8706180362 

50-413 

S 

8705190123 

50-369 

S 

8705210558 

60-414 

R 

8705210610 

50-287 

S 

8705220019 

50-414 

S 

8705220025 

50-413 

P 

8705220085 

50-269 

R 

8705220085 

50-269 

R 

8705220085 

50-269 

R 

8705220124 

50-269 

P 

8705220139 

50-414 

Q 

8705220318 

60-270 

S 

8705220322 

50-269 

P 

8706260013 

50-369 

R 

8705260087 

50-369 

J 

8706260428 

50-413 

R 

8705260428 

50-413 

R 

8705270157 

50-369 

S 

8705270220 

50-369 

S 

8705270368 

71-9168 


8705270404 

50-369 

S 

8705270570 

50-287 

P 

8706270590 

50-287 

P 

8705270605 

50-414 

S 

8705280072 

50-369 

S 

8705280105 

50-369 

P 

8705280105 

50-369 

P 

8705280119 

TOPREP 


8705280137 

50-369 

Q 

8705280137 

50-369 

Q 

8706280221 

50-269 

P 

8705280221 

50-269 

P 

8706280221 

50-269 

P 

8705280221 

50-269 

P 

8705280280 

50-270 

S 

8705280289 

50-269 

V 


8705180393 

FOIA 



8705180458 

50-264 

J 


8705220324 

50-354 

P 


8705220002 

60-413 

s 


8705010010 

50-414 

S 


8705040314 

50-270 

s 


8705050337 

50-269 

R 


8705060374 

50-413 

R 


8705060374 

50-413 

R 


8705060442 

PR 


Duncan, Weinberg & Miller 

8705070134 

50-269 

F 


8705070141* 

50-269 

F 


8705070364 

8705080254 

50-370 

50-369 

S 

P 

Duquesne Light Co. 

8705080259* 

50-369 

P 



8705280289 

50-269 

V 

8705280289 

50-269 

V 

8705280414 

50-369 

P 

8705280414 

50-369 

P 

8705280424* 

50-369 

.P 

8705280424* 

50-369 

P 

8705290006 

50-269 

V 

8705290006 

50-269 

V 

8705290006 

50-269 

V 

8705120038 

50-530 

G 

8705130007 

50-530 

M 

8705270099 

50-530 

G 

8705010012 

50-334 

R 

8705040019 

60-334 

p 

8705040161 

50-334 

P 


8705110171 50-413 S 

8705110171 50-413 S 

8705110269 50-413 R 

8705110269 50-413 R 

8705110274* 50-413 R 

8705110274* 50-413 R 

8705110286* 50-413 R 

8705110351 50-287 S 

8705110357 50-269 P 

87n*iiin'5<;7 50-269 p 


8705040166 50-412 A 
8705040194 50-412 A 
8705040227 50-334 p 
8705040234 60-412 E 
8706040257 50-412 E 

8705050213 50-412 S 
8705060306 50-334 R 
8705070158 50-412 S 
8705070392 60-412 S 
8706080151 50-412 S 


50-269 P 

50-269 p 

50-369 P 

50-413 R 

pj 


8705080227 50-412 E 
8706080321 50-412 S 
8705110013 50-334 Q 
8706110036 50-412 E 
8705110086 50-412 A 


R 

R 

R 

R 

Q 


8705110092 50-412 
8705110120 50-334 
8705110123* 50-334 
8706110126* 50-334 
8705110206 50-412 


A 

P 

P 

P 

Q 


P 

P 

P 

Q 


8705110348 70-3008 
8705120246 50-334 
8705120251 50-412 
8705120267* 50-334 
8705120379* 50-334 


P 

K 

P 

P 


8705130292 
8705150266 
87051 50313 
8705160325 
8705180008 


50-334 

50-412 

50-334 

50-334 

50-412 


P 

A 

S 

S 

A 


8705180005 56414 S 

8705180019 50-413 S 


8705180202 

8706180262 

8706180291 

8705180293 


60-412 

50-412 

50-412 

50-412 


E 

A 

A 

E 



AUTHOR AFFILIATiOH 


EG&G Idaho, Inc. (subs, of EG&G, Inc.) 


EG&G, Inc. 

EQE, Inc. 

East End Shoreham Opponents 
Eastern Utilities Associates 

Ebasco Services, Inc. (subs, of Enserch 
Corp.) 


CORPORATE SOURCE tNDEX 285 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8705180439 

50-412 

E 

8705180463 

50-412 

F 

8705180472 

50-412 

E 

8705190084 

50-412 

A 

8705190095* 

50-412 

A 

8705190601 

PR 


8705210446 

50-412 

A 

8705210511 

50-412 

K 

8705210621 

50-412 

E 

8705210690 

50-412 

A 

8705220016 

50-334 

P 

8705220016 

50-334 

P 

8705220022* 

50-334 

P 

8705220022* 

50-334 

P 

8705220029 

50-334 

P 

8705220044 

50-334 

P 

8705220049* 

50-334 

P 

8705220081 

50-334 

P 

8705260343 

50-412 

S 

8705260392 

50-412 

S 

8705260415 

50-412 

S 

8705270206 

50-412 

s 

8705270321 

50-412 

s 

8705270336 

50-334 

p 

8705270336 

50-334 

p 

8705270346* 

50-334 

p 

8705270375 

50-412 

s 

8705270428 

50-334 

p 

8705270519 

50-334 

p 

8705270522 

50-412 

A 

8705270603 

50-412 

A 

8705270616 

50-412 

A 

8705280069 

50-412 

S 

8705280148 

50-334 

P 

8705280148 

50-334 

P 

8705280153 

50-412 

S 

8705280162 

50-412 

F 

8705280256 

50-412 

F 

8705280271 

50-412 

F 

8705280296* 

50-334 

P 

8705280386 

50-412 

E 

8705280408 

50-412 

A 

8705280428 

50-412 

A 

8705280456 

50-412 

A 

8705290043 

50-412 

A 

8705290096 

50-412 

A 

8705290136 

50-412 

A 

8703030696* 

50-335 

P 

8703310117* 

50-400 

P 

8704150145* 

50-295 

F 

8704270202 

NUREG 


8705070197 

TOPREP 


8705070198* 

TOPREP 


8705070201 

50-412 

A 

8705070202* 

50-412 

A 

8705070222 

50-302 

P 

8705070231* 

50-302 

P 

8705070233 

50-289 

P 

8705070242* 

50-289 

P 

8705070249 

50-305 

P 

8705070250 

50-335 

P 

8705070255 

TOPREP 


8705070261* 

50-305 

P 

8705070266* 

TOPREP 


8705070314 

50-424 

P 

8705070316 

50-289 

P 

8705070324* 

50-424 

P 

8705070329 

50-400 

P 

8705070336 

50-247 

P 

8705070342* 

50-247 

P 

8705180059* 

50-498 

A 

8705190101* 

50-327 

P 

8705190198* 

FOIA 


8705070155* 

50-275 

Q 

8705190156* 

FOIA 


8705040208* 

50-255 

P 

8705120262 

PR 


8705200020 

PR 


8705120274 

PR 


8705200601 

PR 


8705060290* 

50-445 

A 

8705060290* 

50-445 

A 

8705060376* 

50-445 

A 

8705060387* 

60-445 

A 

8705060397* 

50-445 

A 

8705060400* 

50-445 

A 

8705060403* 

50-445 

A 

8705060421* 

50-445 

A 


AUTHOR AFFILIATION 


Ecology/Alert 
Eddleman, W. 

Edison Electric Institute 
Ediow International Co. 

El Paso Natural Gas 
Electric Power Research Institute 
Energy Systems Research Group, Inc. 
Energy, Dept, of 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8705060425* 50-445 
8705060429* 50-445 
8705060429* 50-445 
8705070122* 50-445 
8705120107 PR 


A 

A 

A 

A 


8704140518 PR 

8705120183 PR 

8705110311 PR 

8706190437 XPORTLIC 

8705190444* XPORTLIC 


8705120016 71-468 

8705120019* 71-468 

8703020396* FOIA 
8705150340 REVIEW GR P 

8705120116* 50-322 G 


8703040549* 

8705050397 

8705060080 

8705060121* 

8705070168 


FOIA 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8705070177 

8705070200 

8705070204 

8705070210 

8705070251 

8706070271 

8705070274 

8705070279 

8705070295 

8705070298 

8705070326 

8705070331 

8705070339 

8705070341* 

8705070352 

8705070372 

8705070378* 

8705070386 

8705070388 

8705070390 

8705070393 

8705080007 

8705080014 

8705080015 

8705080021 

8705080033 

8705080039 

8705080043 

8705080047 

8705080054 

8705080058 

8705080063 

8705080068 

8705080071 

8705080084 

8705080089 

8705080091 

8705080094 

8705080095 

8705080106 

8705080113 

8705080117 

8705080118* 

8705080122 

8705080174 

8705080207 

8705080246 

8705080248* 

8705110006 

8705130106* 

8705150443 

8705150454* 

8705180030 

8705180154 

8705180156 

8705180164 

8705180166 

8705180179 

8705180180 

8705180198 

8705180208 

8705180237 

8705180328 

8705180373 

8705180378* 

8705190013 

8705190024 

8705190034 

8705190087* 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT, 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-320 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


P 



286 


CORPORATE SOURCE INDEX 


AUTHOR AFFtLIATION 


Energy, Inc. 


Engineers International, Inc. 
Environmental Protection Agency 


European Communities, Commission of 


Everest Minerals Corp. 

Evergreen International Airlines 

FBR Safety Laboratory, Ibaraki Prefectur 

e, J^an 

FW Energy Applications, Inc. 

Fauske & Associates, Inc. 

Federal Emergency Management Agency 


Ferret Exploration Company of Nebraska. 
Inc. 

Relder, S.L. 

Fischer Translation Service 
Florida Municipal Power Agency 

Florida Power & Light Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8705190104 

WASTE MGT 


8705190406 

WASTE MGT 


8705200026 

PR 


8705200067 

PR 


8705220230 

WASTE MGT 


8705220264 

WASTE MGT 


8705220279* 

WASTE MGT 


8705220288 

WASTE MGT 


8705220386* 

WASTE MGT 


870522041 1 

WASTE MGT 


8706220415 

WASTE MGT 


8705260183* 

WASTE MGT 


8705260187 

WASTE MGT 


8705260193 

WASTE MGT 


8705260480 

71-5874 


8705280058 

WASTE MGT 


8705280063* 

WASTE MGT 


8705280180 

WASTE MGT 


8705120362* 

50-324 

P 

8705150210 

REVIEW GR 

P 

8705120101 

NUREG 


8705120106 

40-8943 


8705130214* 

50-320 

P 

8706220001 

FOIA 


8705280079 

40-8905 


8705280101 

40-8584 


8705270481 

XPORTLIC 


8705270506 

XPORTLIC 


8705270515 

XPORTLIC 


8705270611 

XPORTLIC 


8705280210 

40-8857 


8705120066 

40-8857 


8705190577 

NUREG 


8705270137 

PROJ 


8705150359 

REVIEW GR 

P 

8705180014 

REVIEW GR 

P 

8705050157 

PR 


8705060033 

50-322 

T 

8705180067 

50-322 

G 

8705180435 

50-334 

F 

8705180447* 

50-334 

F 

8705270154 

50-322 

G 

8705270364 

50-285 

F 

8705290019 

50-250 

F 

8705290035* 

50-250 

F 

8705290045 

50-334 

F 

8705290054* 

50-334 

F 

8705290143 

50-331 

F 

8705290147* 

50-331 

F 

8705050384 

40-8829 


8705130060 

50-133 

G 

8705080080* 

CONTRACT 


8705210282 

PR 


8705010039 

50-250 

G 

8705010039 

50-250 

G 

8705010099 

50-335 

P 

8705010110 

50-389 

R 

8705010117* 

50-389 

R 

8706050272 

50-335 

S 

8705050310 

50-335 

P 

8705050310 

50-335 

P 

8705050385 

50-335 

s 

8705060002 

50-335 

Q 

8705060002 

60-335 

Q 

8705060045 

50-250 

P 

8705060055 

50-251 

S 

8705060062* 

50-251 

S 

8705060244 

50-250 

R 

8705060346 

60-250 

P 

8705060346 

50-250 

P 

8705080263 

60-250 

S 

8705110169 

60-250 

F 

8705180120 

50-251 

S 

8705180124 

50-335 

F 

8705180124 

50-335 

F 

8705180152 

50-335 

F 

8705180152 

50-335 

F 

8705180203 

50-389 

S 

8705190217 

50-335 

V 

8705210283 

50-335 

S 

8705210361 

50-260 

Q 

8705210361 

50-250 

Q 

8705210423 

50-250 

R 

8705210423 

60-250 

R 

8705210533 

50-250 

R 

8705210562 

50-261 

F 

8705210604 

50-250 

P 


AUTHOR AFFILIATION 


Florida Power Corp. (subs, of Florida 
Progress Corp.) 


Rorida Progress Corp. 

Florida, State of 

Florida, Univ. of, Qanesville, FL 


Frank Electric 

G&E interstate Funding 

GA Technologies, Inc./General Atomic Co. 


GTE Telecommunications, Inc. 
GUARD 

Gainesville Regional Utilities 

Gamma industries, Inc. 
Gerteral Dynamics Corp. 
General Bectric Co. 


General Physics Corp. 

General Ribiic Utilities Corp. - GPU 
Service Corp. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8705210604 

50-250 

8705210604 

50-250 

8705220453 

50-389 

8705220457* 

50-389 

8705260002 

50-335 

8705260005* 

50-335 

8705270061 

50-389 

8705280270 

50-250 

8705280299 

50-389 

8705280419 

50-389 

8705040138 

50-302 

8705050232 

50-302 

8705050342 

50-302 

8705060140 

50-302 

8705070281 

50-302 

8705110176 

50-302 

8705110191 

50-302 

8706120095 

PR 

8705120235 

50-302 

8705120261 

50-302 

8705120280 

50-302 

8705120281 

50-302 

8705120283* 

50-302 

8705120284 

50-302 

8705120299 

60-302 

8705120314 

50-302 

8705220046 

50-302 

8705220091 

50-302 

8705220204 

50-302 

8705280043 

50-302 

8705280334 

50-302 

8705280354 

50-302 

8705280383 

50-302 

8705290073 

50-302 

8705290123 

50-302 

8705290128* 

50-302 

8705120323* 

50-302 

8705200601 

PR 

8705010046 

50-83 

8705060099 

50-83 

8705260105 

50-83 

8705050317 

50-331 

8705120274 

PR 

8705050061 

50-163 

8705070171* 

50-267 

8705280196* 

70-734 

8705010061* 

CONTRACT 

8705200601 

PR 

8705120328* 

50-302 

8706120117 

71-9133 

8705110353 

71-9094 

8705010147 

TOPREP 

8705040032 

XPORTLIC 

8705040033* 

XPORTLIC 

8705040164 

70-1113 

8706040235* 

FOIA 

8705050134* 

FOIA 

8705050147* 

50-265 

8705050249* 

50-254 

8705050263* 

FOIA 

8705050276* 

50-254 

8705050290* 

FOIA 

8705060276* 

TOPREP 

8705070071 

TOPREP 

8705110199 

70-1113 

8705120114 

70-754 

8705120150 

70-1308 

8705120200 

70-754 

8706150276* 

50-293 

8705180190* 

FOIA 

8705200152 

XPORTLIC 

8705220122* 

QA999 

8705220156* 

QA999 

8705270101 

70-1113 

8705270284* 

50-410 

8705010009* 

CONTRACT 

8705180461* 

50-272 

8705040240 

60-219 

8705050145* 

50-320 

8705050238 

50-289 

8705050364 

50-219 

8705060097 

50-219 

8705060343 

50-320 

8705060350* 

50-320 

8705060357* 

50-320 

8705080196 

50-320 

8705080200 

50-320 
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CORPORATE SOURCE INDEX 287 


AUTHOR AFFILIATION 


Geomatrix Consultants, Inc. 
Georgia Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705080327 

50-289 

S 

8705080342 

50-320 

P 

8705080345* 

50-320 

P 

8705110079 

50-320 

P 

8705110098 

50-320 

P 

8705110099* 

50-320 

P 

8705110302 

50-219 

S 

8705110342 

50-320 

H 

8705120366 

50-320 

P 

8705120372* 

50-324 

P 

8705120374* 

50-320 

P 

8705120398 

50-219 

S 

8705130168* 

50-320 

P 

8705130262* 

50-320 

P 

8705130275* 

50-320 

P 

8705150056 

PR 


8705150221 

50-289 

F 

8705150317 

50-320 

P 

8705180016 

50-289 

P 

8705180077 

50-320 

G 

8705180204 

50-289 

F 

8705180438 

50-289 

F 

8705180456 

50-219 

P 

8705190180 

50-320 

P 

8705190188* 

50-320 

P 

8705190195 

50-289 

P 

8705190226 

50-320 

R 

8705190594 

PR 


8705220125 

50-289 

F 

8705220248 

50-320 

F 

8705220277 

50-219 

F 

8705220334 

50-320 

P 

8705220367 

50-219 

P 

8705220370* 

50-219 

P 

8705260320 

50-289 

P 

8705260389 

50-289 

Q 

8705260436 

50-289 

R 

8705260442 

50-219 

Q 

8705270074 

50-289 

P 

8705270573* 

50-219 

Q 

8705270662 

50-320 

P 

8705270669* 

50-320 

P 

8705280112 

50-320 

Q 

8705280352 

50-289 

P 

8705280445 

50-320 

P 

8705190649* 

CONTRACT 


8705010131 

50-321 

R 

8705050026 

50-424 

S 

8705050087 

50-424 

Q 

8705050098 

50-424 

P 

8705050171 

50-424 

P 

8705050246 

50-425 

A 

8705050370 

50-424 

S 

8705060168 

50-424 

S 

8705060423 

PR 


8705080184 

50-321 

P 

8705080184 

50-321 

P 

8705080197 

50-321 

P 

8705080197 

50-321 

P 

8705080330 

50-424 

Q 

8705110151 

50-321 

Q 

8705110172 

50-424 

F 

8705110172 

50-424 

F 

8705110204 

71-9176 


8705110227 

50-424 

S 

8705110304 

50-321 

P 

8705110304 

50-321 

P 

8705110306* 

50-321 

P 

8705110306* 

50-321 

P 

8705120376 

50-424 

S 

8705160354 

50-321 

Q 

8705150354 

50-321 

Q 

8705180025 

50-321 

P 

8705180025 

50-321 

P 

8705190264 

50-321 

P 

8705190268 

50-424 

R 

8705190281 

50-425 

Q 

8705190292 

50-321 

Q 

8705190292 

50-321 

Q 

8705190443 

50-321 

P 

8705190443 

50-321 

P 

8705190556 

PR 


8705190644 

50-424 

Q 

8705200113 

50-321 

P 

8705200116* 

50-321 

P 

8705200399* 

50-424 

P 

8705200399* 

50-424 

P 

8705200404* 

50-424 

P 

8705200404* 

50-424 

P 


AUTHOR AFFILIATION 


Georgia, State of 
Germany, Federal Republic of 
Goodson & Associates, Inc. 
Government Accountability Project 


Graterford inmates 

Gray Panthers 
Gulf States Utilities Co. 


Hampton Falls, NH 
Hampton, NH 


Hanford Engineering Development 
Laboratory 

Harmon & Weiss 


Hingham Energy Conservation Committee, 
Hingham, MA 

Hingham Municipal Lighting Plant 
Homestalce Mining Co. 

House of Rep. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705200408* 50-424 P 
8705200473* 50-424 P 
8705200473* 50-424 P 
8705210046 50-366 P 
8705210064* 50-366 P 

8705210138 50-321 R 
8705210138 50-321 R 
8705210421 50-424 S 
8705210444 50-424 S 
8705210459 50-424 S 

8705220095 50-424 S 
8705220133 50-321 P 
8705220269 50-424 K 
8705220276* 50-424 K 
8705260395 50-424 P 


8705260395 50-424 

8705260463 50-321 

8705260469 50-321 

8705270037 50-321 

8705270108 50-424 

8705270288 50-321 

8705280252 50-424 

8705280337 50-424 

8705280376 50-321 

8705280407 50-366 

8705280464 50-321 

8705280469* 50-321 

8702120641* FOIA 

8705120119 PR 

8705040224* FOIA 

8705270657 40-8903 

8705270663* 40-8903 

8705040026 FOIA 

8705040209 50-445 

8705050130 MISC 

8705070083 FOIA 

8705070090 50-498 

8705080262 FOIA 

8705130079 50-341 

8705140144 50-445 

8705150219 50-445 

8705180023 50-445 

8705190051 FOIA 

8705270447 FOIA 

8705060081 50-352 

8705180012 50-528 

8705050271 50-458 

8705050278* 50-458 

8705060172 50-458 

8705080178 50-458 

8706140129 50-458 

8705180225 50-458 

8705190008 50-458 

8705190155 50-458 

8705190160* 50-458 

8705210030 50-458 

8705210474 50-458 

8705260123 50-458 

8705260126* 50-458 

8705280029 50-458 

8705280108 50-458 

8705280138 50-458 

8705280477 50-458 

8705280489 50-458 

8705050157 PR 

8705010020 50-443 

8705010020 50-443 

8705010027* 50-443 

8705050157 PR 

8705120026 50-443 

8705120039 50-443 

8705190257* COMMISSIO 

8705190283* COMMISSIO 

8705120103 NUREG 


8705060035 

50-443 

8706110114 

FOIA 

8705110296 

PR 

8705130064 

50-443 

8705180070 

50-443 

8705260475 

50-29 

8705120274 

PR 

8705120140 

PR 

8705120175 

40-8903 

8705120177* 

40-8903 

8705280151 

40-8903 

8704290035* 

50-433 

8705060194* 

50-327 
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288 CORPORATE SOURCE INDEX 


AUTHOR AFFiLIATIOM ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


House of Rep., Energy & Commerce 

House of Rep., Interior & Insular Affair 
Houston Lighting & Power Co. 


8705060209* 50-251 H 

8705120073 50-443 G 

8705120119 PR 

8705180263 50-443 U 

8705200046* PROJ 

8705200107* 70-135 

8705220170* QA999 

8705220186* QA999 

8705220391* MISC 

8705270661* 50-277 U 

8705280044* MISC 

8705290052* 50-275 P 

8705290091* FOIA 

8701060032* NUREG 

8705190356* 50-445 U 

8705190356* 50-445 U 

8705190521* COMMISSIO N 

8705010095 50-498 A 

8705010095 50-498 A 

8705010096 50-498 F 

8705010096 50-498 F 

8705010100* 50-498 F 

8705010109 50-498 A 

8705010109 50-498 A 

8705010135 50-498 A 

8705010153 50-498 Q 

8705040001 50-498 E 

8705040001 50-498 E 

8705040228* 50-498 E 

8705040228* 50-498 E 

8705040239 50-498 E 

8705040239 50-498 E 

8705040299 50-498 E 

8705040299 50-498 E 

8705040308 50-498 E 

8705040308 50-498 E 

8705050030 50-498 F 

8705050030 50-498 F 

8705050032 50-498 A 

8705050032 50-498 A 

8705050036 50-498 A 

8705050036 50-498 A 

8705050060 50-498 A 

8705050060 50-498 A 

8705050104 50-498 F 

8705050104 50-498 F 

8705050170 50-498 A 

8705050170 50-498 A 

8705050188 50-498 A 

8705050188 50-498 A 

8705050234 50-498 A 

8705050234 50-498 A 

8705050287 50-498 E 

8705050287 50-498 E 

8705050316 50-498 A 

8705050320 50-498 A 

8705050320 50-498 A 

8705050336 50-498 A 

8705050336 50-498 A 

8705060207 50-498 A 

8705060207 50-498 A 

8705060207 50-498 A 

8705070005 50-498 A 

8705070005 50-498 A 

8705070050 50-498 S Hunton & Williams 

8705070050 50-498 S 

8705070248 50-498 A 

8705070307 50-498 A 

8705110154 50-498 E 

8705110154 50-498 E 

8705110159 50-498 A 

8705110186 50-498 A 

8705110230 50-498 A 

8705110230 50-498 A 

8705110279 50-498 A 

8705110279 50-498 A 

8705110365 50-498 A 

8705110365 50-498 A 

8705120079 50-498 A 

8705120079 50-498 A 

8705120208 50-498 S Rusted, aA. 

8705120208 50-498 S INTERA Technologies, Inc. 

8705120214 50-498 A 

8705120214 50-498 A 

8705120245 50-498 A IRTCorp. 

8705120245 50-498 A ITASCA Consulting Group, Inc. 

8705120278 50-498 Q » k 

8705120278 50-498 Q Idaho National Engineering Laboratory 

8705120318 50-498 A a » j 


8705120318 

50-498 

8705120319 

50-498 

8705120343 

50-498 

8705120343 

50-498 

8705120355 

50-498 

8705120355 

50-498 

8705120370 

50-498 

8705120370 

50-498 

8705120373 

50-498 

8705120373 

50-498 

8705130016 

50-498 

8705130016 

50-498 

8705130023 

50-498 

8705130023 

50-498 

8705130037 

50-498 

8705130037 

50-498 

8705140117 

50-498 

8705140117 

50-498 

8705150056 

PR 

8705180114 

50-498 

8705180114 

50-498 

8705180114 

50-498 

8705180170 

50-498 

8705180170 

50-498 

8705180409 

50-498 

8705180499 

50-498 

8705180499 

50-498 

8705190026 

50-498 

8705190026 

50-498 

8705210371 

50-499 

8705210413 

50-498 

8705210413 

50-498 

8705210436 

50-498 

8705210436 

50-498 

8705210437 

50-498 

8705210628 

50-498 

8705210628 

50-498 

8705220160 

50-490 

8705220160 

50-498 

8705260025 

50-498 

8705260025 

50-498 

8705260026* 

50-498 

8705260026* 

50-498 

8705260144 

50-498 

8705260370 

50-498 

8705260370 

50-498 

8705270025 

50-498 

8705270025 

50-498 

8705270064 

50-498 

8705270064 

50-498 

8705270225 

50-498 

8705270225 

50-498 

8705270233 

50-498 

8705270253* 

50-498 

8705270253* 

50-498 

8705270393 

50-498 

8705270393 

50-498 

8705270478 

60-498 

8705270478 

50-498 

8705200146 

50-498 

8705280146 

50-498 

8705290014 

50-498 

8705290159 

50-490 

8705290159 

50-498 

8705010028 

50-322 

8705010036 

50-322 

8705120070 

50-322 

8705120076 

50-322 

8705120096 

50-322 

8705120098 

50-322 

8705130054 

50-322 

8705130076 

50-322 

8705130117 

50-322 

8705200052 

50-322 

8705270031 

50-322 

8705270050 

50-289 

8705270058 

50-322 

8705270069 

50-322 

8705270076 

50-322 

8705270097 

50-322 

8705270050 

50-289 

8705280054 

40-8904 

8705280056* 

40-8904 

8705280062* 

40-8904 

8705060200* 

70-1359 

8705220163 

WASTE RES 

8705260408 

WASTE RES 

8703030696* 

50-335 

8703310117* 

50-400 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Idaho, State of 

Illinois Institute of Technology, 
Chicago, IL 


Illinois Power Co. 


Illinois Valley Community College, 
Oglesby, IL 

Illinois, State of 


Impell Corp. 


In-Situ, Inc. 

Indiana & Michigan Electric Co. 


Industrial Laboratories, Inc. 


8705070197 

TOPREP 


8705070198* 

TOPREP 


8705070201 

50-412 

A 

8705070222 

50-302 

P 

8705070233 

50-289 

P 

8705070242* 

50-289 

P 

8705070249 

50-305 

P 

8705070250 

50-335 

P 

8705070255 

TOPREP 


8705070266* 

TOPREP 


8705070314 

50-424 

P 

8705070316 

50-289 

P 

8705070324* 

50-424 

P 

8705070329 

50-400 

P 

8705070336 

50-247 

P 

8705070342* 

50-247 

P 

8705180059* 

50-498 

A 

8705190156* 

FOIA 


8705120262 

PR 


8705140039* 

50-295 

H 

8705140051* 

50-295 

H 

8705140073* 

50-295 

H 

8705140080* 

50-295 

H 

8705010128 

50-461 

F 

8705040330 

PR 


8705050078 

50-461 

S 

8705050125 

50-461 

S 

8705060279 

50-461 

P 

8705060404 

50-461 

P 

8705060420 

50-461 

R 

8705070059 

50-461 

P 

8705080019 

50-461 

S 

8705080119 

50-461 

S 

8705080316 

50-461 

S 

8705110148 

50-461 

S 

8705110173 

50-461 

P 

8705110194 

50-461 

P 

8705110231 

50-461 

F 

8705110246 

50-461 

P 

8705110253* 

50-461 

P 

8705110277 

50-461 

Q 

8705110328 

50-461 

R 

8705110334 

50-461 

P 

8705130152 

50-461 

Q 

8705130198 

50-461 

V 

8705140151 

50-461 

Q 

8705180103 

50-461 

R 

8705220260 

50-461 

J 

8705220439 

50-461 

S 

8705260360 

50-461 

Q 

8705270342 

50-461 

P 

8705290075 

50-461 

P 

8705290099 

50-461 

S 

8705290107 

50-461 

P 

8705290255 

50-461 

s 

8705270719* 

CONTRACT 


8705280038* 

CONTRACT 


8705200084 

27-39 


8705200099 

27-39 


8705060290* 

50-445 

A 

8705060313* 

50-445 

A 

8705060355* 

50-445 

A 

8705060361* 

50-445 

A 

8705060369* 

50-445 

A 

8705070206* 

50-29 

P 

8705190117 

FOIA 


8705220282* 

WASTE MGT 


8705060166 

50-315 

P 

8705060285 

50-315 

S 

8705050326 

50-316 

S 

8705060230 

50-315 

P 

8705060283 

50-315 

S 

8705060424* 

50-315 

R 

8705060424* 

50-315 

R 

8705070112 

50-315 

R 

8705070112 

50-315 

R 

8705110340 

50-315 

S 

8705120408 

50-315 

S 

8705130127 

50-315 

s 

8705210678 

50-315 

P 

8705260060 

50-315 

p 

8705260425 

50-315 

p 

8705270419 

50-315 

1 

8705270419 

50-315 

1 

8705280001 

50-315 

p 

8705290008 

50-315 

s 

8705290282* 

40-943 



Industry Degraded Core Rulemaking Progra 

8705150210 

REVIEW GR 

8705150238 

REVIEW GR 


8705150276 

50-171 


8705150340 

REVIEW GR 


8705150359 

REVIEW GR 


8705150389 

REVIEW GR 


8705150441 

REVIEW GR 


8705180003 

50-295 


8705180014 

REVIEW GR 


8705180033 

REVIEW GR 


8705180039 

REVIEW GR 

Institute of Nuclear Power Operations 

8705070133* 

CONTRACT 

8705180270* 

FOIA 

Interior, Dept, of 

8705130228* 

50-320 

Interior, Dept, of, Bureau of Minos 

8705220191 

WASTE MGT 


8705260275 

WASTE RES 

Interior, Dept, of, Geological Survey 

8705050277* 

50-274 

8705110164 

50-274 


8705190321* 

COMMISSIO 

International Atomic Energy Agency 

8705200102 

PR 

International Brotherhood of Electrical 

8705140352 

PR 

Workers 


8705150413* 

PR 

International Technical Services, Inc. 

8705270164* 

CONTRACT 

International Telephone & Telegraph Corp 

8705220171 

50-317 

Iowa Electric Light & Power Co. 

8705050198 

50-331 

8705050200* 

50-331 


8705060268 

50-331 


8705060269* 

50-331 


8705080290 

50-331 


8705110335 

71-5926 


8705110335 

71-5926 


8705180359 

50-331 


8705190211 

50-331 


8705190381 

50-331 


8705200062 

50-331 


8705200068* 

50-331 


8705210102 

50-331 


8705210117 

50-331 


8705210455 

50-331 


8705270503 

50-331 


8705270551 

50-331 


8705280092 

50-331 


8705280333 

50-331 

Iowa, State of 

8705120257 

PR 

Isham. Lincoln & Beale 

8705120034 

50-456 


8705270088 

50-456 

JRA Associates 

8705040064 

FOIA 


8705050378 

FOIA 

Jacobs Engineering Group, Inc. 

8705070319 

WASTE MGT 


8705070387 

WASTE MGT 


8705080147 

WASTE MGT 


8705220271 

WASTE MGT 

Japan, Govt, of 

8705010144 

XPORTLIC 


8705010162 

XPORTLIC 


8705040091 

XPORTLIC 

Jersey Central Power & Light Co. 

8705040203* 

50-219 

8705040271* 

50-219 

Joint Intervenors - Humboldt Bay 

8705120042 

50-133 

8705130060 

50-133 

Joint Intervenors - South African Import 

8704300154 

XPORTLIC 

8705180078 

XPORTLIC 

KMC. Inc. 

8705180084* 

40-2061 

KYW-TV3, Philadelphia, PA 

8705210129 

50-277 

Kennecott Corp. 

8705280237 

40-8904 

Kenrob & Associates, Inc. 

8705010189* 

CONTRACT 


8705280455* 

CONTRACT 

Kensington, NH 

8705130059 

50-443 

Kerr-McGee Chemical Corp. (subs, of 

8705110321 

71-9100 

Kerr-McGee Corp.) 

Kerr-McGee Corp. 

8705060293 

REGGD 

Kidder, Peabody & Co. 

8705120009 

PR 

Kirkpatrick & Lockhart 

8705060006 

50-322 


8705060022 

50-322 


8705060027 

50-322 


8705060049* 

50-322 


8705060084 

50-322 


8705060091* 

50-322 


8705060098* 

50-322 


8705120054 

50-322 


8705120058* 

50-322 


8705120062 

50-322 


8705120093 

50-322 


8705130085 

50-322 


8705130091 

50-322 


8705180081 

50-322 


8705180083 

50-322 


8705180131 

50-322 


8705180189* 

50-322 
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AUTHOR AFFiLIATION 


Kiski Valley Coalition to Save Our 
Children 

Kissimmee, FL 

Korea, Republic of (South Korea) 
Kudzu Alliance 

LN Technologies Corp. (formerly NUS 
Corp.) 


Lasermetrics, Inc. 

Lawrence Livermore National Laboratory 


Lawyers Ckjmmittee for Civil Rights Under 
Law 


League of Towns, Stratham, NH 
Lewis, M. 

Lincoln Electrical System 

Long Island Coalition for Safe Living 


Long Island Lighting Co. 


Los Alamos National Laboratory 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8705200071 

50-322 

G 

8705270063 

50-322 

G 

8705270081 

50-322 

G 

8705060432* 

70-135 


8705190479 

PR 


8705040037 

XPORTLIC 


8705120124 

PR 


8612100244 

71-9151 


8612100249* 

71-9151 


8612100253* 

71-9151 


8612100255* 

71-9151 


8612100261* 

71-9151 


8705060385* 

50-528 

R 

8705060393* 

50-528 

R 

8705110016 

FOIA 


8705110262 

71-9210 


8705120138 

71-9151 


8705120168* 

71-9151 


8705130191* 

71-9151 


8705150441 

REVIEW GR 

P 

8705180033 

REVIEW GR 

P 

8705180039 

REVIEW GR 

P 

8705180255 

FOIA 


8705180482 

FOIA 


8705190429* 

NUREQ 


8705190624 

FOIA 


8705010101 

XPORTLIC 


8704090267* 

50-528 

P 

8705260054* 

WASTE MGT 


8705260276 

WASTE RES 


8705260278 

WASTE RES 


8705260286* 

WASTE RES 


8705260289 

WASTE RES 


8705260291* 

WASTE RES 


8705260367 

WASTE RES 


8704300154 

XPORTLIC 


8705180078 

XPORTLIC 


8705050157 

PR 


8705110347 

PR 


8705120140 

PR 


8705010040 

PR 


8705010092 

PR 


8705120119 

PR 


8705120262 

PR 


8705150160 

PR 


8705190530 

PR 


8705200020 

PR 


8705200075 

PR 


8705200171 

PR 


8705200545 

PR 


8705290283 

PR 


8705290303 

PR 


8705010019 

50-322 

T 

8705010028 

50-322 

G 

8705010036 

50-322 

G 

8705040332* 

50-322 

R 

8705050095 

50-322 

R 

8705060048 

50-322 

T 

8705060063 

50-322 

T 

8705080186 

50-322 

S 

8705120070 

50-322 

G 

8705120076 

50-322 

G 

8705120096 

50-322 

T 

8705120098 

50-322 

G 

8705130076 

50-322 

G 

8705130117 

50-322 

G 

8705130125* 

50-322 

G 

8705180238 

50-322 

J 

8705180242 

50-322 

G 

8705180250* 

50-322 

G 

8705190626 

PR 


8705190650 

50-322 

S 

8705200052 

50-322 

G 

8705220121 

50-322 

P 

8705270031 

50-322 

G 

8705270058 

50-322 

G 

8705270069 

50-322 

G 

8705270076 

50-322 

G 

8705270097 

50-322 

T 

8705270117* 

50-322 

T 

8705290030 

50-322 

P 

8705290245 

50-322 

P 

8705050077 

50-267 

R 

8705190513 

NUREG 


8705190577 

NUREG 


8705190636 

NUREG 



AUTHOR AFFILIATION 


Los Alamos Technical Associates, Inc. 
Louisiana Power & Light Co. 


Louisiana, State of 
Lowell, UnIv. of, Lowell, MA 
M.M.P. Quality Inspections, Inc. 


MHB Technical Associates 


MK-Ferguson Co. 

MOVA-re, Inc. 

Maine Yankee Atomic Power Co. 


Maine, State of 
Malapai Resources Co. 


Management & Technical Consulting 

Management Analysis Co. 

Marsh & McLennan, Inc. 


Maryland, State of 


Maryland, Univ. of, College Park. MD 
Massachusetts Institute of Technology, 
Cambridge, MA 


Massachusetts, Commonwealth of 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705270307 

50-267 

P 

8705120372* 

50-324 

P 

8705010002 

50-382 

Q 

8705010006* 

50-382 

Q 

8705040114 

50-382 

R 

8705040160 

50-382 

R 

8705050002 

50-382 

S 

8705050294 

50-382 

F 

8705050312* 

50-382 

F 

8705060076 

50-382 

P 

8705060104 

50-382 

P 

8705080180 

50-382 

P 

8705190311 

50-382 

S 

8705190317 

50-382 

R 

8705190352 

50-382 

P 

8705210277 

50-382 

S 

8705220151 

50-382 

P 

8705280080 

50-382 

Q 

8705280207 

50-382 

P 

8705290027 

50-382 

P 

8705050208* 

CONTRACT 


8705190232* 

50-223 

P 

8705110224 

71-9033 


8705110239 

71-9007 


8705110308 

71-9141 


8705110338 

71-9032 


8705120118 

71-9147 


8705010033* 

50-322 

G 

8705220051 

FOIA 


8705220057 

FOIA 


8705290025 

50-528 

P 

8705070270 

40-6500 


8705270303* 

50-327 

P 

8705010018* 

50-309 

Q 

8705080201 

50-309 

Q 

8705110222 

50-309 

P 

8705110275 

50-309 

Q 

8705120342 

50-309 

F 

8705190239 

50-309 

R 

8705220283 

50-309 

F 

8705180341* 

50-309 

P 

8705120067 

40-8684 


8705270667 

40-8684 


8705270671* 

40-8684 


8705270676* 

40-8684 


8705280133 

40-8684 


8705280152 

40-8684 


8705280282 

40-8684 


8705280436 

40-8684 


8705280438 

40-8684 


8705280475 

40-8684 


8705080023 

WASTE MGT 


8705220021* 

CONTRACT 


8705040330 

PR 


8705070051 

TOPREP 


8705180058 

50-397 

J 

8705180254 

50-344 

J 

8705190012 

50-331 

J 

8705190022 

70-895 


8705190574 

50-313 

J 

8705190574 

50-313 

J 

8705190621 

50-445 

J 

8705220031 

50-171 

J 

8705220031 

50-171 

J 

8705220031 

50-171 

J 

8705220034 

50-458 

J 

8705220284 

50-250 

J 

8705220466 

50-244 

J 

8705260100 

50-272 

J 

8705260100 

50-272 

J 

8705260100 

50-272 

J 

8705260100 

50-272 

J 

8705260307 

50-302 

J 

8705260364 

50-220 

J 

8705260364 

50-220 

J 

8705260381 

50-293 

J 

8705260445 

50-271 

J 

8705270340 

50-309 

J 

8705280103 

50-327 

J 

8705120160 

PR 


8705130135* 

50-320 

P 

8705130148* 

50-320 

P 

8705120092 

NUREG 


8705040124 

TOPREP 


8705120082* 

CONTRACT 


8705060061 

50-443 

G 

8705060061 

50-443 

G 

8705060067* 

50-443 

G 



AUTHOR AFFILIATION 


Materials Engineering Associates, Inc. 
Mathtech, Inc. 

Mayfield Heights. OH 

McDermott, Will & Emery 
McGean-Rohco, Inc. (formerly McGean 
Chemical Co., Inc.) 


McGraw-Hill Publications Co. 
McKenna, Conner & Cuneo 

Memphis State Univ., Memphis, TN 


Merrill Lynch Capital Markets 
Michigan, State of 

Michigan, Univ. of, Ann Arbor, Ml 


Microform, Inc. 

Middleborough Gas & Electric Department 
Midwest Inspection Service, Ltd. 

Millstone Point Co. 

Minnesota, Mining & Manufacturing Co., 3 
Co. 

Minnesota. State of 
Missouri. State of 

Missouri, Univ. of, Columbia, MO 
Missouri, Univ. of, Rolla, MO 

Mitsubishi International Corp. (subs, of 
Mitsubishi Corp.) 

Mobil Alternative Energy, Inc. 

Montgomery County Legal Aid Service 
Morrison-Knudsen Engineers, Inc. 


N.C. Kist & Associates, Inc. 
NFS Services, Ltd. 


National Academy of Sciences 
National Association for the Advancement 
of Colored People 

National Association of Manufacturers 
National Council on Radiation Protection 

& Measurements 

National Research Council 

Native Americans for a Clean Environment 


Navy, Dept, of 


Navy, Dept, of, Naval Sea Systems Comman 
Nebraska Public Power District 


Nebraska, State of 


CORPORATE SOURCE INDEX 291 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8705060067* 

50-443 

G 

8705060071* 

50-443 

G 

8705120037 

50-443 

G 

8705120045 

50-443 

G 

8705200015 

50-443 

G 

8705200075 

PR 


8705270127 

50-443 

G 

8705270127 

50-443 

G 

8705270130* 

50-443 

G 

8705270130* 

50-443 

G 

8705270138* 

50-443 

G 

8705270138* 

50-443 

G 

8705270147* 

50-443 

G 

8705270147* 

50-443 

G 

8705270158* 

50-443 

G 

8705270158* 

50-443 

G 

8705270161* 

50-443 

G 

8705270161* 

50-443 

G 

8705270169* 

50-443 

G 

8705270169* 

50-443 

G 

8705270174* 

50-443 

G 

8705270174* 

50-443 

G 

8705190631 

NUREG 


8705270491* 

CONTRACT 


8705270094 

50-440 

G 

8705010035 

50-358 

A 

8705130122 

40-8724 


8705130122 

40-8724 


8705130209 

40-8724 


8705130209 

40-8724 


8705180128 

FOIA 


8705220036 

40-7580 


8705290194 

FOIA 


8705290198 

50-538 

P 

8705290201* 

50-538 

P 

8705190479 

PR 


8705060258* 

50-315 

P 

8705120014 

PR 


8705060426* 

50-315 

R 

8705110209 

50-2 

P 

8705190451 

ACRS 


8705220067 

50-2 

F 

8705280420* 

CONTRACT 


8705150451* 

CONTRACT 


8705210282 

PR 


8705110237 

71-476 


8705050062* 

50-245 

P 

8705110255 

71-466 


8705190530 

PR 


8705120277 

PR 


8705190479 

PR 


8705110187 

50-186 

P 

8705040231 

50-123 

R 

8705260459 

PROJ 


8705060154 

40-8911 


8705060081 

50-352 

G 

8705220303 

PT21 


8705280135 

WASTE MGT 


8705040018* 

CONTRACT 


8705120170 

70-143 


8705280010 

70-143 


8705280016* 

70-143 


8705210683* 

CONTRACT 


8705110077 

FOIA 


8705210093 

PR 


8705130092* 

50-320 

P 

8705130096* 

50-320 

P 

8705180207 

WASTE MGT 


8705070139 

40-8027 


8705180230 

FOIA 


8705120035 

71-9006 


8705120187 

70-1207 


8705270614 

70-143 


8705120007 

71-426 


8705010126 

50-298 

F 

8705110142 

50-298 

F 

8705110310 

PR 


8705120326 

50-298 

P 

8705130128 

50-298 

R 

8705180257 

50-298 

F 

8705190213 

50-298 

P 

8705220104 

50-298 

F 

8705280362 

50-298 

P 

8705120119 

PR 




8705120164 

40-8829 

Neutron Products, Inc. 

8705110263 

71-9102 

Nevada, State of 

8705070208 

WASTE MGT 


8705070217 

WASTE MGT 


8705190209 

WASTE MGT 

New Bedford, MA 

8705200601 

PR 

New England Coalition on Nuclear 

8705060035 

50-443 

Pollution 


8705110296 

PR 


8705120081 

PR 


8705180070 

50-443 

New Hampshire, State of 

8705120021 

PR 

8705200075 

PR 

New Orleans Public Service Co. 

8705060076 

50-382 


8705080180 

50-382 


8705280080 

50-382 

New York Power Authority (formerly Power 

8705040045 

50-286 

Authority of the State of New York) 


8705040045 

50-286 


8705040045 

50-286 


8705050309 

50-333 


8705060085 

50-3 


8705060085 

50-3 


8705070019 

50-286 


8705070389 

50-333 


8705080145 

50-286 


8705080211 

50-286 


8705120095 

PR 


8705120341 

50-333 


8705120385 

50-333 


8705140142 

50-333 


8705150290 

50-286 


8705150298* 

50-286 


8705150302* 

50-286 


8705150371 

50-286 


8705150371 

50-286 


8705150371 

50-286 


8705210101 

50-333 


8705210537 

50-333 


8705220152 

50-286 


8705220247 

50-286 


8705220329 

50-286 


8705220339 

50-286 


8705260433 

50-286 


8705270248 

50-333 


8705270583 

50-333 


8705280203 

50-286 


8705280443 

50-286 


8705280449* 

50-286 


8705280453* 

50-286 


8705290130 

50-333 

New York State Electric & Gas Corp. 

8705200012 

PR 

New York State Society of Professional 
Engineers 

New York, State Univ. of. Stony Brook, N 

8705120084 

PR 

8705200053 

PR 

New York, State of 

8705010024 

50-322 


8705010030* 

50-322 


8705040330 

PR 


8705060022 

50-322 


8705060027 

50-322 


8705060049* 

50-322 


8705060072 

50-322 


8705060079* 

50-322 


8705120048 

50-322 


8705120054 

50-322 


8705120058* 

50-322 


8705120093 

50-322 


8705130071 

50-322 


8705130085 

50-322 


8705130091 

50-322 


8705180081 

50-322 


8705180083 

50-322 


8705180131 . 

50-322 


8705180159* 

50-322 


8705200071 

50-322 


8705270081 

50-322 


8705270185 

50-322 

Newman & Holtzinger 

8705010022 

50-409 

8705010032 

50-409 


8705010039 

50-250 


8705050093 

FOIA 


8705060026 

50-409 


8705200029 

50-456 

Nez Perce Tribal (Council 

8705120125 

PR 


8705180022 

WASTE MGT 

Niagara Mohawk Power Corp. 

8705010119 

50410 

8706010124* 

50-410 


8705010137 

50410 


8705040150 

50-220 
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AUTHOR AFFIUATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8705040289* 50-220 P 

8705050033 50-410 Q 

8705060064 50-220 F 

8705070008 50-410 S 

8705080176 50-410 Q 

8705110228 50-410 S 

8705120236 50-220 P 

8705120360 50-410 F 

8705130207 50-410 P 

8705130211* 50-410 P 

8705140357 50-410 S 

8705180178 50-220 F 

8705180191 50-220 P 

8705180268 50-410 F 

8705190235 50-220 P 

8705210486 50-410 P 

8705270262 50-410 P 

8705270372 50-220 Q 

8705270382* 50-220 Q 

8705270437 50-410 S 

8705280372 50-410 P 

8705280380* 50-410 P 

8705290102 50-410 S 

Normandeau Associates, Inc. 8705050066* 50-443 R 

8705050069* 50-443 R 

North Carolina State Univ., Raleigh. NC 8705050027 50-297 Q 

North Carolina, State of 8705120290 PR 

8705120297* PR 

North Fork Opponents of Nuclear Exposure 8705150160 PR 

Northeast Nuclear Energy Co. (subs, of 8705040297 50-245 I 

Northeast Utilities) 

8705040297 50-245 I 

8705040297 50-245 I 

8705050043 50-336 P 

8705050074 50-245 P 

8705050086* 50-245 P 

8705050143 50-245 R 

8705050143 50-245 R 

8705050143 50-245 R 

8705050178 50-423 S 

8705050206 50-423 P 

8705050299 50-245 F 

8705050299 50-245 F 

8705050299 50-245 F 

8705050350 50-336 Q 

8705050362* 50-336 Q 

8705060001 50-423 R 

8705060003* 50-423 P 

8705060127* 50-423 R 

8705060156 50-336 P 

8705060348 PR 

8705070160 50-423 S 

8705080158 50-336 S 

8705110134 50-423 Q 

8705110285 50-336 F 

8705110287 50-423 S 

8705110290 50-245 P 

8705120207 50-423 R 

8705120332 50-245 R 

8705120354 50-336 R 

8705150393 50-423 P 

8705150405* 50-423 P 

8705180127 50-423 S 

8705180182 50-423 S 

8705180354 50-423 S 

8705200007 PR 

8705210079 50-245 P 

8705210086* 50-245 P 

8705210253 50-245 P 

8705210466 50-245 F 

8705210466 50-245 F 

8705210466 50-245 F 

8705260016 50-245 P 

8705260030* 50-245 P 

g 

Q 

S 

Q 

Q 

Q 

P 

P 

P 

P 

R 

S 

P 

F 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8705050299 60-245 

8706050299 50-245 

8705060001 50-423 

8705060127* 50-423 

8706060136* 50-423 

8706060136* 50-423 

8705060136* 50-423 

8705060156 50-336 

8705060348 PR 

8705070160 50-423 

8706080158 50-336 

8705110134 50-423 

8705110285 50-336 

8705110287 50-423 

8705110290 50-245 

8705120207 50-423 

8705120332 50-245 

8705120354 50-336 

8705150393 50-423 

8705180127 50-423 

8705180182 50-423 

8705180354 50-423 

8705200007 PR 

8705210079 50-245 

8705210253 50-245 

8705260016 50-245 

8705260280 50-245 

8705260484 50-245 

8705270129 50-336 

8705270191 50-245 

8705270561 50-245 

8705270561 50-245 

8705270625 50-213 

8705280273 50-423 

8705290237 PR 

Northeast Utilities Service Co. (subs, o 8208010004* FOIA 

Northeast Utilities) 

8705040267 50-213 

8705050143 50-245 

Northern States Power Co. 8705040232 50-282 

8705040300* 50-263 

8705050264 50-263 

8705050314* 50-263 

8705110198 50-263 

8705110284 60-282 

8705120238 60-263 

8705120334 50-282 

8705180459 50-263 

8705190325 50-263 

8705210052 50-263 

8705210270 50-282 

8705260063 50-263 

8705270568 50-263 

8705280405 50-282 

Nuclear Assurance CJorp. 8705080313* PROJ 

8705180071 QA999 

Nuclear Fuel Services, Inc. (subs, of 8702100038* 70-143 

Getty Oil Co.) 

8705050023* 70-143 

8705110002 70-143 

8705110005* 70-143 

8705110243 70-143 

8705110327 70-143 

8705120090 70-143 

8705120133 70-143 

8706120146 70-143 

8705120211 70-143 

8705120225 70-143 

8705130048 70-143 

8706130147 70-143 

8705130268 70-143 

8705270377 70-143 

8706270392* 70-143 

8706270517* 70-143 

8705290108* 70-143 

Nuclear Packaging, Inc. 8705110341 71-9070 

8705110366* 71-9070 

8706220148 71-9070 

8705270188 71-9200 

8705270190* 71-9200 

8705270637 71-9208 

8706270647* 71-9208 

Nuclear Qualificatiori Services 8705050331* 50-331 P 

Nuclear Utility Backfitting & Reform 87051 1 031 0 PR 

Group 

Nuclear Utility Fire Protection Group 8208010004* FOIA 

Nuclear Utility Management & Resources 8701300616* FOIA 

Committee (NUMARl) 


8705180253’ 


FOIA 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Nuclear Waste Consultants. Inc. 

8705180065* 

WASTE MGT 


8705180125 

50-133 


8705220436 

WASTE RES 


8705180132 

50-275 


8705260388 

WASTE RES 


8705180132 

50-275 


8705260400 

WASTE RES 


8705180197 

50-323 


8705260420 

WASTE RES 


8705180402 

50-275 

Oak Ridge Associated Univs. 

8705040177* 

70-143 


8705180402 

50-275 


8705190111* 

70-824 


8705180411* 

50-276 


8705190237* 

TOPREP 


8705190614 

50-323 


8705190498* 

70-27 


8705200040 

50-276 


8705210592 

40-8724 


8705200040 

50-275 


8705280163* 

70-27 


8705210093 

PR 

Oak Ridge National Laboratory 

8704270093 

NUREG 


8705210634 

50-323 


8705070321 

WASTE RES 


8705210659 

50-275 


8705190343 

NUREG 


8705260153 

50-275 


8705220201 

WASTE RES 


8705260153 

50-275 


8705220319 

WASTE RES 


8705260160* 

50-275 


8705220331* 

WASTE RES 


8705260160* 

50-275 


8705220331* 

WASTE RES 


8705260167* 

50-275 


8705220337* 

WASTE RES 


8705260167* 

50-275 


8705220344* 

WASTE RES 


8705260374 

50-275 


8705260158 

WASTE RES 


8705260374 

50-275 


8705280379 

NUREG 


8705270015 

50-275 

Ohio Citizens for Responsible Energy 

8705120257 

PR 


8705270015 

50-275 

Ohio. State of 

8704240217* 

50-346 

P 

8705270559 

50-275 

Oil. Chemical & Atomic Workers Internati 

8705110193 

70-143 


8705270595 

50-275 

onal Union 




8705270595 

50-275 


8705110371 

70-143 


8705280041 

50-323 


8705130160 

70-143 


Parameter, Inc. 8705050133* 

50-265 


8705130205 

70-143 


Pennsylvania Power & Light Co. 870501 01 95 

50-387 

Omaha Public Power District 

8705040151* 

50-285 

F 

8705010195 

50-387 


8705040155 

50-285 

F' 

8705010200* 

50-387 


8705040178 

50-285 

S 

8705050296 

60-387 


8705040182 

50-285 

S 

8705060288 

50-387 


8705040252 

50-285 

s 

8705060288 

50-387 


8705040276 

50-285 

p 

8705060362 

PR 


8705050155 

50-285 

F 

8705070097 

60-387 


8705050214 

50-285 

P 

8705110117 

50-387 


8705050280 

50-285 

F 

8705110157 

50-388 


8705050356 

50-285 

R 

8705110175 

50-387 


8705070066 

50-285 

F 

8705110175 

50-387 


8705070087 

50-285 

F 

8706110330 

71-9184 


8705070093* 

50-285 

F 

8705110330 

71-9184 


8705070287* 

50-285 

F 

8705180167 

50-387 


8705080202 

50-285 

S 

8705180277 

50-388 


8705110162 

50-285 

F 

8705180309 

50-388 


8705120293 

60-285 

H 

8706180375 

50-388 


8705120412 

50-285 

S 

8706200012 

PR 


8705180298 

50-285 

P 

8705210436 

50-387 


8705190260 

50-285 

R 

8705210435 

50-387 


8705210294 

50-285 

S 

8705210439 

50-387 


8705220109 

50-285 

P 

8706210439 

50-387 


8705220179* 

50-285 

F 

8706210556 

50-387 


8705220290 

50-285 

F 

8705220443 

50-387 


8705220347 

50-285 

P 

8706220451 

50-388 


8705270348 

50-285 

S 

8706260070 

50-387 


8705280375 

50-285 

F 

8705260074* 

50-387 


8705290062 

50-285 

F 

8705260076* 

50-387 

Ontario Hydro 

8705200231 

NUREG 


8705270270 

50-387 

Operations Engineering, Inc. 

8705060276* 

TOPREP 


8705270270 

50-387 


8705060278* 

TOPREP 


8705270434 

50-387 

Or^on, State of 

8705180352* 

FOIA 


8705280176 

50-387 

PS^G Research Corp. 

8705070117* 

50-272 

R 

8705280421 

50-387 

Pacific Gas & Electric Co. 

8705040095 

50-275 

Q 

Pennsylvania State Association of 8705060324 

PR 


8705040204 

50-275 

S 

Township Supervisors 



8705040204 

50-275 

S 

Pennsylvania, Commonwealth of 8705060338 

50-320 


8705050119 

50-275 

P 

8705120112 

PR 


8705050269 

50-323 

S 

8705130082 

50-352 


8705060107 

50-133 

F 

8705130132* 

50-320 


8705060227* 

50-498 

A 

8706130154* 

50-320 


8705060260* 

50-498 

A 

8705210671* 

70-135 


8705060323 

50-275 

S 

8705270126 

60-352 


8705070156* 

50-275 

P 

Petrotomics Co. (formerly Getty/Petrotom 8705070096 

40-6659 


8705070175* 

50-275 

P 

Ics Co.) 



8705070178* 

50-275 

P 

8705070100* 

40-6659 


8705070180* 

50-275 

P 

8705270698 

40-6659 


8705080224 

50-275 

P 

Philadelphia Electric Co. 870501 0044 

50-352 


8705080224 

50-275 

P 

8705010044 

50-362 


8705110027 

50-275 

Q 

8705010123 

50-277 


8705110027 

50-275 

Q 

8706040296 

50-277 


8705110140 

50-275 

S 

8706050111 

50-171 


8705110208 

50-275 

P 

8705050195 

50-277 


8705110214 

50-275 

F 

8706050195 

50-277 


8705110214 

50-275 

F 

8706050286 

50-352 


8705110217* 

50-275 

P 

8705050322 

50-352 


8705110223* 

50-275 

F 

8705050322 

50-352 


8705120132 

50-323 

P 

8705050332 

50-277 


8705120227* 

50-323 

P 

8705050371 

50-278 


8705120391 

50-323 

S 

8705080041 

50-278 


8705180069 

50-275 

Q 

8705110047 

50-277 
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AUTHOR AFFILIATION 


Pilgrim Alliance 

Plains Electric Generation & Transmissio 
Cooperative 


Plateau Resources, Ltd. 
Portland General Electric Co. 


President of U.S. & Executive Offices 
Professional Examining Service 
Professional Loss Control, Inc. 
Progress Services, I no. 

Public Citizen Litigation Group 

Public Citizen’s Critical Mass Energy 


sarch Group, New York 
)f Colorado 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705110115 

50-278 

S 

8705120126 

50-352 

G 

8705120363 

50-277 

S 

8705130204 

50-277 

R 

8705130210* 

50-277 

R 

8705130210* 

50-277 

R 

8705140178 

50-352 

F 

8705140178 

50-352 

F 

8705140199* 

50-352 

F 

8705140199* 

50-352 

F 

8705150276 

50-171 

P 

8705180105 

50-277 

P 

8705180150 

50-277 

P 

8705180274 

50-277 

P 

8705180313 

50-277 

R 

8705180369* 

50-277 

P 

8705180481* 

50-277 

P 

8705190315 

50-352 

R 

8705190561 

50-352 

S 

8705200010 

50-352 

G 

8705200283 

50-277 

S 

8705200283 

50-277 

S 

8705210179* 

50-277 

P 

8705210198* 

50-277 

P 

8705210216* 

50-277 

Q 

8705210416 

50-352 

Q 

8705210432 

50-277 

R 

8705210432 

50-277 

R 

8705210507 

50-352 

P 

8705210588 

50-277 

S 

8705220107* 

50-277 

P 

8705260208 

50-352 

S 

8705280216 

50-352 

P 

8705290017 

50-277 

S 

8705290080 

50-352 

F 

8705290080 

50-352 

F 

8705290085* 

50-352 

F 

8705290085* 

50-352 

F 

8705150160 

PR 


8705120038 

50-530 

G 

8705130007 

50-530 

M 

8705270099 

50-530 

G 

8705270703 

40-8698 


8705050186 

50-344 

R 

8705050196 

50-344 

P 

8705050359* 

50-344 

P 

8705050369* 

50-344 

P 

8705060255 

50-344 

P 

8705070294 

50-344 

S 

8705110352 

50-344 

P 

8705120228 

50-344 

R 

8705140134 

50-344 

R 

8705190365 

50-344 

F 

8705210687 

50-344 

S 

8705220446 

50-344 

S 

8705270613 

50-344 

F 

8705280288 

50-344 

F 

8705290007 

50-344 

P 

8705290064 

50-344 

P 

8705200573* 

COMMISSIO 

N 

8705210666* 

CONTRACT 


8705190372* 

50-344 

F 

8705120024 

71-630 


8705220084 

50-277 

P 

8705110042 

FOIA 


8705290265 

PR 


8705130026 

50-247 

H 

8705040072 

50-267 

S 

8705040329 

50-267 

S 

8705050222 

50-267 

P 

8705050386 

50-267 

P 

8705050398* 

50-267 

P 


50-267 

P 


50-267 

P 


50-267 

F 


50-267 

F 


50-267 

F 


50-267 

Q 


50-267 

S 


50-267 

S 


50-267 

S 


50-267 

Q 


50-267 

R 


50-267 

P 


50-267 

S 


50-267 

S 


50-267 

P 


AUTHOR AFFILIATION 


Public Service Co. of New Hampshire 


Public Sen/Ice Electric & Gas Co. of New 
Jersey 


Purdue Research Foundation 
Purdue Univ., West Lafayette, IN 
Quivira Mining Co. 


Remote Technology Corp. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8705280327 

50-267 

8705280416 

50-267 

8704290232 

50-443 

8705050054 

50-443 

8705060031 

50-443 

8705060042 

50-443 

8705060059 

50-443 

8705060059 

50-443 

8705060069* 

50-443 

8705060069* 

50-443 

8705060070 

50-443 

8705060070 

50-443 

8705060078* 

50-443 

8705060078* 

50-443 

8705060144 

50-443 

8705060144 

50-443 

8705060298 

50-443 

8705080292 

50-443 

8705130061 

50-443 

8705130061 

50-443 

8705130070 

50-443 

8705130070 

50-443 

8705190254 

50-443 

8705210581 

50-443 

8705210692 

50-443 

8705270143 

50-443 

8705280262 

50-443 

8705280262 

50-443 

8705290050 

50-443 

8705290050 

50-443 

8705010097 

50-272 

8705010141 

50-354 

8705040039 

50-354 

8705040041* 

50-354 

8705050243 

50-272 

8705050252* 

50-272 

8705060009 

50-354 

8705060013* 

50-354 

8705060212 

50-272 

8705060285 

50-354 

8705060375 

PRM 

8705070009 

50-311 

8705070040 

50-354 

8705070044* 

50-354 

8705070103 

50-272 

8705070103 

50-272 

8705070103 

50-272 

8705070379 

50-272 

8705080025 

50-354 

8705080038* 

50-354 

8705110156 

50-354 

8705110280 

50-272 

8705110280 

50-272 

8705110288* 

50-272 

8705110288* 

50-272 

8705120140 

PR 

8705120209 

50-354 

8705150356 

50-311 

8705180222 

50-354 

8705180258 

50-354 

8705180301 

50-354 

8705180433 

50-272 

8705180494 

60-272 

8705190016 

50-272 

8705190370 

50-354 

8705210514 

50-272 

8705210521* 

50-354 

8705210693 

50-354 

8705220010 

50-311 

8705220110 

50-311 

8705220304 

50-311 

8705260477 

50-354 

8705270572 

50-272 

8705270624 

50-354 

8705280129 

50-272 

8705280472 

50-354 

8705290122 

50-354 

8706290127* 

50-354 

8705290139 

50-272 

8705110105* 

CONTRACT 

8705220231 

50-T82 

8704030409 

40-8905 

8705060130 

40-8905 

8705110244* 

40-8905 

8705120043 

40-8905 

8705120049* 

40-8905 

8705120056* 

40-8905 

8704270352 

50-259 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Rensselaer Polytechnic Institute, Troy, 

8705120004 

70-920 



8705270376 

50-312 

NY 





8705270450 

50-312 


8705120015* 

70-920 



8705270668 

50-312 


8705120165* 

70-920 



8705280283 

50-312 

Resources for the Future, Inc. 

8705120183 

PR 



8705280392 

50-312 


8705140361 

PR 



8705280398* 

50-312 

Riverhead First Committee, Inc. 

8705120183 

PR 



8705280401* 

50-312 

Rochester Gas & Electric Ckjrp. 

8705010188 

50-244 

S 


8705290076 

50-312 


8705120274 

PR 



8705290082 

50-312 


8705130288 

50-244 

P 

Safe Energy Coalition of Michigan 

8705130079 

50-341 


8705210417 

50-244 

R 

Safety Light Corp. 

8705010165 

XPORTLIC 


8705270252 

50-244 

F 


8705010168* 

XPORTLIC 


8705270259* 

50-244 

F 


8705010173* 

XPORTLIC 


8705270267* 

50-244 

F 


8705010179* 

XPORTLIC 


8705270273* 

50-244 

F 

San Diego Gas & Electric Co. 

8705050388* 

50-206 


8705270306* 

50-244 

F 


8705150362* 

50-361 


8705270313* 

50-244 

F 

Sandia National Laboratories 

8705110137 

WASTE MGT 


8705270315* 

50-244 

F 


8705120196 

WASTE RES 


8705280335 

50-244 

Q 


8705200197 

50-327 


8705290244 

50-244 

S 


8705200221 

50-327 

Rochester, Univ. of, Rochester, NY 

8705130265 

70-2982 



8705200231 

NUREG 

Rockbestos Co. 

8705180474 

QA999 


Sandvik Special Metals Corp. 

8705120364 

QA999 

Rockford, IL 

8705270658* 

CONTRACT 


Sargent & Lundy, Inc. 

8705210623* 

50-454 

Rockland County, NY 

8705200601 

PR 


Science & Engineering Associates. Inc. 

8705040057* 

CONTRACT 

Rockwell International Corp. 

8705040316 

50-375 

J 

Science Applications mternational Corp. 

8703310246* 

50-327 


8705180035 

WASTE MGT 


(formerly Science Applications, Inc.) 




8705190282 

50-29 

S 


8705080301 

WASTE MGT 

Rocky Mountain Energy Co. 

8705120002 

40-8452 



8705110061 

WASTE MGT 

Rolsman, A.C. 

8705120071 

50-445 

G 


8705190087* 

WASTE MGT 

Ropes & Gray 

8705060011 

50-445 

G 


8705290248* 

CONTRACT 


8705060036 

50-445 

G 

Scientech, Inc. 

8705050140* 

CONTRACT 


8705060042 

50-443 

G 


8705270026* 

CONTRACT 


8705060059 

50-443 

G 

Scottsboro, AL 

8705280036* 

CONTRACT 


8705060059 

50-443 

G 

Seacoast Anti-Pollution League 

8705120050 

50-443 


8705060069* 

50-443 

G 


8705120059 

50-443 


8705060069* 

50-443 

G 


8705200027 

50-443 


8705060070 

50-443 

G 


8705200027 

50-443 


8705060070 

50-443 

G 


8705200164 

50-443 


8705060144 

50-443 

G 


8705200164 

50-443 


8705060144 

50-443 

G 


8705270057 

50-443 


8705120030 

50-445 

G 


8705270057 

50-443 


8705130070 

50-443 

G 


8705270068* 

50-443 


8705270143 

50-443 

G 


8705270068* 

50-443 

Rorem, B. 

8705120064 

50-456 

G 


8705270079* 

50-443 

STS Consultants, Ltd. (formerly Soil 

8705290230* 

50-341 

P 


8705270079* 

50-443 

Testing Services, Inc;) 





8705270119 

50-443 

SYNDECO, Inc. (subs, of Detroit Edison 

8705060430 

PRM 


Senate 

8704240177* 

50-397 

Co.) 





8705120119 

PR 

Sacks & Sacks 

8705180011 

50-280 

Q 


8705130089* 

50-346 

Sacramento Municipal Utility District 

8304060222 

50-312 

P 


8705140014* 

50-250 


8506190479 

50-312 

P 


8705180420* 

50-263 


8509110269 

50-312 

S 


8705190142* 

50-400 


8705010133 

50-312 

S 


8705190225* 

50-400 


8705040107 

50-312 

P 


8705190553* 

COMMISSIO 


8705040113* 

50-312 

P 


8705200388* 

COMMISSIO 


8705040156 

50-312 

P 


8705280094* 

50-277 


8705040247 

50-312 

P 

Senate. Energy & Natural Resources 

8705120084 

PR 


8705050038 

50-312 

S 

Senate, Small Business 

8705220103* 

COMMISSIO 


8705050354 

50-312 

P 

Separative Work Unit Corp., Inc. (SWUCO, 

8705040080 

XPORTLIC 


8705060123 

50-312 

s 

tnc.) 




8705060221 

50-312 

p 

Sequoyah Fuels Corp. (subs, of Kerr-McGe 

8705050091 

40-8027 


8705060328* 

50-312 

Q 

Nuclear Corp.) 




8705060406 

50-312 

P 


8705110324* 

40-8027 


8705060433* 

50-312 

S 


8705110362 

40-8027 


8705060444 

50-312 

S 


8705120052 

40-8027 


8705070011 

50-312 

S 


8705120057 

40-8027 


8705070016* 

50-312 

S 


8705120083 

40-8027 


8705070029 

50-312 

R 


8705130217 

71-82 


8705070034* 

50-312 

R 


8705130221* 

71-82 


8705080205 

50-312 

R 


8705130251 

40-8027 


8705080216 

50-312 

P 


8705130254* 

40-8027 


8705120241 

50-312 

R 


8705220158 

40-8027 


8705120276 

50-312 

S 


8705270109 

40-8027 


8705120288 

50-312 

P 

Shaines, Madrigan & McEachern Profession 

8705010020 

50-443 


8705120406 

50-312 

R 

al Association 




8705130006 

50-312 

P 


8705010020 

50-443 


8705130013* 

50-312 

P 


8705010027* 

50-443 


8705150205 

50-312 

S 


8705120039 

50-443 


8705180281 * 

50-312 

P 

Shanley & Fisher 

8705040062 

50-272 


8705210320 

50-312 

s 

Shaw, Pittman, Potts & Trowbridge 

8705120170 

70-143 


8705210410 

50-312 

p 


8705130024 

70-143 


8705210424* 

50-312 

p 


8705180077 

50-320 


8705220008 

50-312 

p 


8705270017 

71-143 


8705220015* 

50-312 

p 


8705280010 

70-143 


8705220023 

50-312 

S 


8705280016* 

70-143 


8705220058 

50-312 

p 

Shieidalloy Corp. 

8705130146 

40-7102 


8705220327 

50-312 

H 

Sierra Club 

8705110346 

PR 


8705270260 

50-312 

P 


8705120262 

PR 


8705270264* 

50-312 

P 

Silverglate, Gertner, Baker, Fine & Good 

8705180072 

50-443 
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AUTHOR AFFJLrATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Simpson, Thatcher & Bartlett 
Sinnissippi Alliance for the Environment 
(SAFE) 

Small Business Administration 


Smith-Emery Co. 

Smithsonian Institution 

Source Production A Equipment Co., Inc. 

South Carolina Electric & Gas Co. 


South Carolina, State of 
Southampton, NY 


Southern California Edison Co. 


Southern New England Telephone Co. 
Southwest Research Institute 

Southwestern Bell Telephone Co. 

Stan A. Huber Consultants, Inc. 

Standard Nuclear Consultants, Ltd 


8705290120 

FOIA 


8705010120 

50-455 

P 

8705010189* 

CONTRACT 


8705050140* 

CONTRACT 


8705110088* 

CONTRACT 


8705180444* 

CONTRACT 


8705270026* 

CONTRACT 


8705270164* 

CONTRACT 


8705280455* 

CONTRACT 


8705110260 

71-9033 


8705270549* 

CONTRACT 


8705110249 

71-9056 


8705050227 

50-395 

S 

8705050329 

50-395 

R 

8705050349 

50-395 

Q 

8705070229 

50-395 

Q 

8705110168 

50-395 

S 

8705110252 

50-395 

R 

8705110256* 

50-395 

R 

8705110265* 

50-395 

R 

8705110271* 

50-395 

R 

8705120229 

50-395 

S 

8705190605 

50-395 

P 

8705210012 

50-395 

S 

8705210669 

50-395 

R 

8705220035 

50-395 

Q 

8705280081 

50-395 

S 

8705120119 

PR 


8705010024 

50-322 

G 

8705060022 

50-322 

G 

8705120048 

50-322 

G 

8705120054 

50-322 

G 

8705120058* 

50-322 

G 

8705120093 

50-322 

G 

8705130091 

50-322 

G 

8705180081 

50-322 

G 

8705180083 

50-322 

G 

8705270081 

50-322 

G 

8705040168 

50-361 

S 

8705040242 

50-361 

Q 

8705040264 

50-206 

R 

8705050307 

50-206 

P 

8705050335 

50-206 

P 

8705050381 

50-206 

P 

8705050388* 

50-206 

P 

8705050389* 

50-206 

P 

8705060096 

50-206 

P 

8705070013* 

50-361 

Q 

8705110297 

50-206 

P 

8705110320 

50-361 

F 

8705150056 

PR 


8705150349 

50-361 

P 

8705150349 

50-361 

P 

8705150362* 

50-361 

P 

8705150362* 

50-361 

P 

8705150362* 

50-361 

P 

8705150369* 

50-361 

P 

8705150369* 

50-361 

P 

8705190139 

50-361 

S 

8705190158 

50-206 

R 

8705190258 

50-206 

Q 

8705190371 

50-206 

P 

8705190378 

50-361 

R 

8705210553 

50-362 

S 

8705220295 

50-206 

J 

8705220353 

50-206 

F 

8705260032 

50-206 

P 

8705260279 

50-361 

S 

8705260279 

50-361 

S 

8705280227 

50-206 

P 

8705280227 

50-206 

P 

8705280227 

50-206 

P 

8705280247* 

50-206 

P 

8705280247* 

50-206 

P 

8705280247* 

50-206 

P 

8705280303 

50-206 

P 

8705280303 

50-206 

P 

8705280303 

50-206 

P 

8705280310* 

60-206 

P 

8705280310* 

50-206 

P 

8705280310* 

50-206 

P 

8705280423 

50-361 

P 

8705150465* 

CONTRACT 


8705210391* 

50-499 

Q 

8705130137* 

CONTRACT 


8705040073 

FOIA 


8705050269* 

FOIA 


8705040127* 

FOIA 



Stanford Univ., Stanford, CA 
State, Dept, of 

State, Debt, of. Bureau of Oceans & Inti 
Environ. & Scientific Affairs 


Stone & Webster Engineering Corp. 


Suffolk County United East End Seniors 
Council 

Suffolk County, NY 


Superior Keypunch & Service Co. 
Susquehanna Valley Alliance, Lancaster, 
PA 

Sweden, Govt, of 

System Automation Corp. 

System Energy Resources, Inc. 


Systems Support, Inc. 

TtR Testing, Engineering & Research 
Services 

TU Electric (formerly Texas Utilities 
Generating Co.) 


8705040136* 

FOIA 

8705190492 

ACRS 

8705040068 

XPORTLIC 

8705010175 

XPORTLIC 

8705200038 

XPORTLIC 

8705200094 

XPORTLIC 

8705120383 

PR 

8705180044 

NUREG 

8705260040* 

50-412 

8705280413* 

60-412 

8705140412 

PR 

8705010023 

50-322 

8705010024 

50-322 

8705010038 

50-322 

8705060006 

50-322 

8705060022 

50-322 

8705060027 

60-322 

8705060047 

50-322 

8705060049* 

50-322 

8705060084 

50-322 

8705060091* 

50-322 

8705060098* 

50-322 

8705120047 

50-322 

8705120048 

50-322 

8705120054 

50-322 

8705120058* 

50-322 

8705120062 

50-322 

8705120093 

50-322 

8705130063 

50-322 

8705130085 

50-322 

8705130091 

50-322 

8705180081 

50-322 

8705180083 

50-322 

8705180131 

50-322 

8705180176* 

50-322 

8705180189* 

50-322 

8705200071 

50-322 

8705270063 

50-322 

8705270081 

50-322 

8705270567* 

CONTRACT 

8705130287* 

50-320 

8705070030 

XPORTLIC 

8705270465* 

CONTRACT 

8705040273 

50-416 

8705050284 

50-416 

8705060437 

PR 

8705110300 

50-416 

8705120095 

PR 

8705190241 

50-416 

8705200101 

50-416 

8705210467 

50-416 

8705210517 

50-416 

8705270566 

50-416 

8705270577* 

50-416 

8705270596 

50-416 

8705270632* 

50-416 

8705280113 

50-416 

8705280290 

50-416 

8705280312 

50-416 

8705260264 

WASTE RES 

8705200110 

PR 

8705010122 

50-446 

8705010177 

50-445 

8705010177 

50-445 

8705040077 

50-445 

8705040077 

50-445 

8705040106 

50-445 

8705040106 

50-445 

8705040216 

50-445 

8705040216 

50-445 

8705050075 

50-445 

8705050075 

50-445 

8705050105 

50-445 

8705050105 

50-445 

8705050191 

50-445 

8705050191 

50-445 

8705050204 

50-445 

8705050204 

50-445 

8705050327 

50-445 

8705050327 

50-445 

8705050341 

50-445 

8705050341 

50-445 

8705060011 

50-445 

8705060011 

50-445 
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CORPORATE SOURCE INDEX 297 


AUTHOR AFFILIATION 


Technassociates, Inc. 
Teknekron, Inc. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8705060036 

50-445 

G 

8705060036 

50-445 

G 

8705060175 

50-445 

S 

8705060175 

50-445 

S 

8705060266 

50-445 

A 

8705060387* 

50-445 

A 

8705060410* 

50-445 

A 

8705060414* 

50-445 

A 

8705060431 

50-445 

Q 

8705060431 

50-445 

Q 

8705060438* 

50-445 

A 

8705060439 

50-445 

S 

8705060443* 

50-445 

A 

8705060446* 

50-445 

A 

8705070003 

50-445 

S 

8705070003 

50-445 

S 

8705070062 

PR 


8705070085* 

50-445 

A 

8705080189 

50-445 

Q 

8705080189 

50-445 

Q 

8705080209 

50-445 

Q 

8705080209 

50-445 

Q 

8705120030 

50-445 

G 

8705120030 

50-445 

G 

8705120071 

50-445 

G 

8705120071 

50-445 

G 

8705120095 

PR 


8705120247 

50-445 

Q 

8705120247 

50-445 

0 

8705120253 

50-445 

A 

8705120253 

50-445 

A 

8705120275 

50-445 

Q 

8705120303 

50-445 

Q 

8705120303 

50-445 

Q 

8705120312 

50-445 

S 

8705120312 

50-445 

S 

8705120348 

50-445 

s 

8705120348 

50-445 

s 

8705120365 

50-445 

Q 

8705120371 

50-445 

S 

8705120371 

50-445 

S 

8705130040 

50-445 

A 

8705130040 

50-445 

A 

8705130056 

50-445 

G 

8706130056 

50-445 

G 

8705130101 

50-445 

S 

8705130101 

50-445 

S 

8705130130 

50-445 

s 

8705130130 

50-445 

s 

8705130255 

50-445 

Q 

8705130255 

50-445 

Q 

8705180246 

50-445 

S 

8705190238 

50-445 

S 

8705210430 

50-445 

Q 

8705210484 

50-445 

Q 

8705210484 

50-446 

Q 

8705210649 

50-445 

A 

8705220055 

50-445 

S 

8705220055 

50-445 

S 

8705220087 

50-445 

S 

8705220087 

50-445 

S 

8705220127 

50-445 

S 

8705220127 

50-445 

S 

8705260339 

50-445 

A 

8705260339 

50-446 

A 

8705260350* 

50-445 

A 

8705270040 

50-445 

Q 

8705270040 

50-445 

Q 

8705270310 

50-445 

1 

8705270310 

50-445 

1 

8705270327* 

50-445 

1 

8705270560 

50-446 

S 

8705270562 

50-445 

S 

8705270562 

50-445 

s 

8705270576 

50-445 

s 

8705270576 

50-445 

s 

8705270699 

50-445 

s 

8705270699 

50-445 

s 

8705280012 

50-445 

A 

8705280012 

50-445 

A 

8705280013 

50-445 

A 

8705280015 

50-445 

Q 

8705280015 

50-445 

Q 

8705280033 

50-445 

S 

8705280033 

50-445 

S 

8705280116 

50-446 

Q 

8705280116 

50-445 

Q 

8705110088* 

CONTRACT 


8705220182 

WASTE RES 



AUTHOR AFFILIATION 


Teledyne Isotopes 


Teledyne Isotopes Midwest Laboratory 


Teledyne Wah Chang Albany (formerly Wah 
Chang Corp.) 

Teledyne Wah Chang Huntsville (formerly 
Wah Chang Corp., Huntsville Div.) 


Tennessee Valley Authority 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8705220190* 

WASTE RES 


8705040332* 

50-322 

R 

8705050226* 

50-341 

'R 

8705050347 

50-338 

R 

8705010197* 

50-387 

R 

8705050274 

50-280 

R 

8705290260* 

40-943 


8706290212* 

40-6908 


8705290232* 

40-6908 


8705290253* 

40-943 


8705290278* 

40-943 


8705290284* 

40-943 


8705290287* 

40-6908 


8705290290* 

40-6908 


8705010139 

50-259 

R 

8705010191 

50-259 

F 

8705040201 

50-327 

P 

8705040201 

50-327 

P 

8705040278 

50-327 

S 

8705050067 

50-390 

A 

8705050089* 

50-259 

P 

8705050089* 

50-259 

P 

8705050089* 

50-296 

P 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050209 

50-259 

Q 

8705050245 

50-327 

R 

8705050261 

50-259 

Q 

8705050291 

50-327 

P 

8705050291 

50-327 

P 

8705050302 

50-327 

Q 

8705050302 

50-327 

Q 

8705050340 

50-327 

S 

8705050377 

50-259 

S 

8705060110 

50-259 

Q 

8705060122 

50-259 

R 

8705060131 

50-327 

P 

8705060131 

50-327 

P 

8705060133 

50-390 

S 

8705060133 

50-390 

S 

8705060145 

50-390 

A 

8705060145 

50-390 

A 

8705060189 

40-1341 


8705070043 

60-438 

S 

8705070043 

50-438 

S 

8705070060 

60-390 

S 

8705070060 

50-390 

S 

8705070105 

50-390 

S 

8705070181 

50-327 

P 

8705070181 

50-327 

P 

8705110254 

50-259 

S 

8705120220 

50-259 

F 

8705120220 

50-259 

F 

8705120220 

50-259 

f 

8705120223 

50-259 

F 

8705120223 

50-259 

F 

8705120223 

50-259 

F 

8705120231 

50-327 

P 

8705120231 

50-327 

P 

8705120240 

50-390 

Q 

8705120240 

50-390 

Q 

8705120295 

50-259 

F 

8705120295 

50-259 

F 

8705120295 

50-259 

F 

8705120369 

50-269 

Q 

8705120380 

50-327 

P 

8705120380 

50-327 

P 

8705120390* 

50-327 

P 

8705120396* 

50-327 

P 

8705120396* 

50-327 

P 

8705120400* 

50-327 

P 

8705120400* 

50-327 

P 

8705120403* 

50-327 

P 

8705120403* 

50-327 

P 

8705120404* 

50-327 

P 

8705120404* 

50-327 

P 

8705120407* 

50-327 

P 

8705120407* 

50-327 

P 

8705130001 

50-259 

F 

8705130001 

50-259 

F 

8705130001 

50-259 

F 



298 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8705130236 

REGGD 


8705140384 

50-259 

S 

8705150295 

50-327 

P 

8705150295 

50-327 

P 

8705180252 

50-259 

R 

8705190071 

50-438 

A 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190166 

50-259 

P 

8705190452 

50-327 

P 

8705190470* 

50-327 

P 

8705190470* 

50-327 

P 

8705190483* 

50-327 

P 

8705190483* 

50-327 

P 

8705190487* 

50-327 

P 

8705190491* 

50-327 

P 

8705190491* 

50-327 

P 

8705190586 

PR 


8705210463 

50-327 

S 

8705210526 

50-390 

S 

8705210540 

50-327 

S 

8705260018 

50-259 

F 

8705260018 

50-259 

F 

8705260018 

50-259 

F 

8705260023 

50-327 

F 

8705260023 

50-327 

F 

8705260066 

50-327 

P 

8705260066 

50-327 

P 

8705260071* 

50-327 

P 

8705260071* 

50-327 

P 

8705260310 

50-327 

Q 

8705260310 

50-327 

Q 

8705260368 

50-327 

P 

8705260368 

50-327 

P 

8705260448 

50-259 

P 

8705260448 

50-259 

P 

8705260448 

50-259 

P 

8705260452* 

50-259 

P 

8705260452* 

50-259 

P 

8705260452* 

50-259 

P 

8705270051 

50-259 

Q 

8705270224 

50-259 

V 

8705270244 

50-259 

Q 

8705270244 

50-259 

Q 

8705270244 

50-259 

Q 

8705270258 

50-327 

P 

8705270258 

50-327 

P 

8705270272 

50-327 

P 

8705270292* 

50-327 

P 

8705270292* 

50-327 

P 

8705270297 

50-259 

P 

8705270297 

50-259 

P 

8705270297 

50-259 

P 

8705270308 

50-327 

P 

8705270308 

50-327 

P 

8705270325* 

50-327 

P 

8705270325* 

50-327 

P 

8705270328 

50-259 

P 

8705270328 

50-259 

P 

8705270328 

50-259 

P 

8705270339 

50-327 

P 

8705270339 

50-327 

P 

8705270362* 

50-259 

P 

8705270362* 

50-259 

P 

8705270362* 

50-259 

P 

8705270366 

50-327 

Q 

8705270366 

50-327 

Q 

8705270386 

50-327 

P 

8705270386 

50-327 

P 

8705270395* 

50-327 

P 

8705270420 

50-327 

P 

8705270420 

50-327 

P 

8705270423* 

50-327 

P 

8705270423* 

50-327 

P 

8705270530 

50-327 

F 

8705270530 

50-327 

F 

8705270533 

50-259 

R 

8705270533 

50-259 

R 

8705270533 

50-259 

R 

8705270555 

50-327 

P 

8705270555 

50-327 

P 

8705270557* 

50-259 

P 

8705270571 

50-259 

F 

8705270571 

50-259 

p 


AUTHOR AFFILIATION 


Tennessee, State of 


Terra Therma, Inc. 

Texas A&M Univ., College Station, TX 


Texas Municipal Power Agency 
Texas, State of 


Three Mile island Alert 


Toledo Coalition for Safe Energy 
Toledo Edison Co. 


Transnuclear, Inc. 


Transwall Corp. 

Twomey, Latham & Shea 


U.S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.) 


UMETCO Minerals Corp. (subs, of Union 
Carbide Corp.) 


UNC Nuclear Industries 
UNC Resources, Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8705270571 

50-259 

F 

8705270597 

50-327 

S 

8705270704* 

60-327 

P 

8705280035 

50-327 

Q 

8705280035 

50-327 

Q 

8705280142 

50-327 

P 

8705280142 

50-327 

P 

8705280195 

50-259 

S 

870528021 1 

50-327 

P 

870528021 1 

50-327 

P 

8705280276 

50-259 

S 

8706280422 

50-327 

S 

8705290039 

50-259 

P 

8705290039 

50-259 

P 

8705290039 

50-259 

P 

8705290039 

50-259 

P 

8705290256 

50-327 

P 

8705290256 

50-327 

P 

8705120166 

70-143 


8705150160 

PR 


8705290249 

PR 


8705260036* 

WASTE RES 


8705130063 

50-322 

T 

8705210534 

50-128 

Q 

8705270287 

50-128 

P 

8705270337* 

50-445 

1 

8705080056 

WASTE MGT 


8705120072 

WASTE MGT 


8705190243 

WASTE MGT 


8705120061 

50-289 

G 

8705130280* 

50-320 

P 

8705270065 

50-289 

G 

8705200053 

PR 


8705040112 

50-346 

R 

8705040206 

50-346 

P 

8705040210 

50-346 

S 

8705040233 

50-346 

s 

8705060139 

50-346 

S 

8705060308 

PR 


8705060377 

50-346 

s 

8705060436 

50-346 

s 

8705110177 

50-346 

P 

8705120011 

50-346 

s 

8705120381 

50-346 

p 

8705120392* 

50-346 

p 

8705120395* 

50-346 

p 

8705180234 

50-346 

p 

8706180410 

50-346 

p 

8705190327 

50-346 

R 

8705270301 

50-346 

R 

8705270464 

60-346 

Q 

8705270641 

50-346 

P 

8705270645* 

50-346 

P 

8705270648* 

50-346 

P 

8705270691 

50-346 

F 

8705270695* 

50-346 

F 

8705280130 

50-346 

S 

8705290041 

50-346 

P 

8705290051 * 

60-346 

P 

8705290056* 

50-346 

P 

8705290176* 

50-346 

P 

8705010152 

XPORTLIC 


8705010192* 

XPORTLIC 


8705110272 

70-1426 


8705200314 

XPORTLIC 


8705200320* 

XPORTLIC 


8706040005* 

CONTRACT 


8706060022 

50-322 

G 

8705120054 

50-322 

G 

8705120058* 

50-322 

G 

8705120093 

60-322 

G 

8705130091 

50-322 

G 

8705180081 

50-322 

G 

8705180131 

50-322 

G 

8705270081 

50-322 

G 

8705060089 

27-39 


8705080138 

27-48 


8705220421 

27-48 


8705260413 

27-48 


8705270131 

27-39 


8705120401 

40-8681 


8705270714 

40-299 


8705270718* 

40-299 


8705280099 

40-299 


8705270083 

70-371 


8705120129 

70-820 


8705120212 

70-820 
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AUTHOR AFFILIATION 


Unicoi County Hosp. Erwin, TN 
Union "’'6 Minerals 

Union Associates 
Union Electric Co. 


Union of American & Japanese Professiona 
Is Against Nuclear Omnicide 
Union of Concerned Scientists 


United Kingdom, Govt, of 
United Nuclear Corp. (subs, of UNC 
Resources, Inc.) 


Uranium Resources, Inc. 

Utah, Univ. of. Salt Lake City, UT 

Utility Nuclear Waste Management Group 
Utility Power Corp. 

Valtek, Inc. 

Vanderbilt Univ., Nashville, TN 
Vermont Yankee Nuclear Power Corp. 


Viking Systems International 

Virginia Power (Virginia Electric & Powe 

Co3 


Virginia, Univ. of, Charlottesville, VA 
Vofth, Inc. 


Wantagh Union Free School District, 
Wantagh, NY 

Warner Area Residents Association, 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8705260055 

WASTE MGT 


Warner, OK 



8705260062* 

WASTE MGT 


Washington Public Power Supply System 

8705040236 

50-397 

8705270644 

40-8913 



8705040245* 

50-397 

8705110207* 

70-143 



8705050293 

50-460 

8705280095 

40-8584 



8705060352 

50-397 

8705220134 

FOIA 



8705060388 

PR 

8705040301 

50-483 

Q 


8705080011 

WASTE MGT 

8705050212 

50-483 

S 


8705110361 

PR 

8705050237 

50-483 

P 


8705120095 

PR 

8705050244 

50-483 

R 


8705120204 

71-9073 

8705060216 

50-483 

Q 


8705120221 

50-397 

8705110219 

50-483 

H 


8705120286 

50-397 

8705110358 

50-483 

S 


8705130234 

50-397 

8705120243 

50-483 

S 


8705190204 

50-397 

8705130017 

50-483 

S 


8705210282 

PR 

8705190231 

50-483 

S 


8705220098 

50-508 

8705190234 

50-483 

R 


8705270175 

50-460 

8705220082 

50-483 

Q 


8705270443 

50-397 

8705220256 

50-483 

F 


8705290095 

50-397 

8705280055 

50-483 

F 

Washington, State of 

8705110360 

PR 

8705290165 

50-483 

F 


8705180140 

WASTE MGT 

8705290283 

PR 



8705180151 

WASTE MGT 





8705180205 

WASTE MGT 

8705110296 

PR 



8705180232 

WASTE MGT 

8705110369 

PRM 



8705180251 

WASTE MGT 

8705260046* 

WASTE MGT 



8705180305 

WASTE MGT 

8705110278 

70-371 



8705200601 

PR 




West Newbury, MA 

8705180080* 

50-443 

8705270683 

40-299 



8705180080* 

50-443 

8705280160* 

70-371 



8705180088* 

50-443 

8705280313 

40-8786 



8705180088* 

50-443 

8705040215 

50-72 

R 


8705180099* 

50-443 

8705280134 

50-72 

F 


8705180099* 

50-443 

8705110311 

PR 


Western Nuclear, Inc. (subs, of Phelps 

8705270712 

40-1162 

8705210681 

TOPREP 


Dodge Corp.) 



8705120094* 

50-498 

A 

Westinghouse Electric Corp. 

8705010098* 

50-498 

8705120113* 

50-498 

A 


8705010103* 

50-498 

8705290297 

NUREG 



8705010150 

XPORTLIC 

8705040014 

50-271 

P 


8705010159 

XPORTLIC 

8705040141 

50-271 

R 


8705010182 

XPORTLIC 

8705040183 

50-271 

Q 


8705040024 

XPORTLIC 

8705040281* 

50-271 

P 


8705040031 

XPORTLIft 

8705050351 

50-271 

P 


8705040062 

50-272 

8705050361* 

50-271 

P 


8705040153 

QA999 

8705060451 

PR 



8705040269* 

50-412 

8705110233 

50-271 

Q 


8705040274* 

50-412 

8705120361 

50-271 

Q 


8705050056 

70-1151 

8705180480 

50-271 

P 


8705050334* 

50-280 

8705200689 

50-271 

R 


8705060177 

40-8502 

8705280286 

50-271 

P 


8705060264* 

50-498 

8705180444* 

CONTRACT 



8705060339* 

50-498 

8705040261 

50-280 

S 


8705060354* 

50-498 





8705070074* 

50-348 

8705050274 

50-280 

R 


8705070107* 

50-364 

8705050323 

50-280 

P 


8705070110* 

50-348 

8705050323 

50-280 

P 


8705070115* 

50-364 

8705050347 

50-338 

R 


8705110291* 

50*498 

8705080242 

50-281 

S 


8705110291* 

50-498 

8705120301 

50-339 

S 


8705110309* 

50-498 

8705120308 

50-339 

S 


8705110309* 

50-498 

8705130203 

50-280 

H 


8705120108 

71-631 

8705130203 

50-280 

H 


8705120131 

70-1151 

8705130269 

50-338 

S 


8705120151 

70-1151 

8705210247 

50-281 

P 


8705120152 

70-1151 

8705210334 

50-338 

S 


8705120159 

70-698 

8705210372 

50-338 

s 


8705120163* 

70-698 

8705210379 

50-338 

R 


8705120172 

70-1151 

8705220467 

50-338 

F 


8705120258* 

71-631 

8705260079 

50-280 

P 


8705130136 

PROJ 

8705260079 

50-280 

P 


8705130143* 

PROJ 

8705260084* 

50-280 

P 


8705130149* 

PROJ 

8705260084* 

50-280 

P 


8705130237 

PROJ 

8705270159 

50-280 

R 


8705150238 

REVIEW GR 

8705270159 

50-280 

R 


8705180123 

TOPREP 

8705270686 

50-280 

Q 


8705180130* 

TOPREP 

8705280019 

50-338 

P 


8705180206* 

50-412 

8705280127 

50-280 

F 


8705180235 

QA999 

8705280127 

50-280 

F 


8705180416 

TOPREP 

8705280131* 

50-280 

F 


8705180424* 

TOPREP 

8705280147* 

50-280 

F 


8705190581 

XPORTLIC 

8705280147* 

50-280 

F 


8705200041 

XPORTLIC 

8705290277 

50-338 

Q 


8705260250 

TOPREP 

8705290277 

50-338 

Q 


8705260261* 

TOPREP 

8705120155 

50-62 

P 


8705270082* 

50-498 

8705110248 

71-393 



8705270082* 

50-498 

8705110264* 

71-393 



8705270092* 

50-498 

8705060056* 

50-322 

G 


8705270092* 

50-498 





8705270543* 

CONTRACT 

8705130066 

40-8027 



8705280166 

40-8502 
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AUTHOR AFFILIATION 

Weston Geophysical Corp. 

Whittaker Corp. 

Williams & Associates 


Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


Wisconsin, State of 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8705010184* 

8705070303 

8705110322 

8705120205 

8705080121 

50-440 

WASTE RES 
40-7455 

40-7455 

WASTE RES 

R 


8705040325* 

8705040325* 

8705040327* 

8705040327* 

8705220030* 

50-266 

50-266 

50-266 

50-266 

50-266 

8705080134 

WASTE RES 


Wolf Creek Nuclear Operating Corp. 

8705040304 

8705050343 

50-482 

50-482 

8705120191 

40-8907 



8705110180 

50-482 

8705120260 

40-8907 



8705110181 

50-482 

8705180065* 

WASTE MGT 



8705110359* 

50-482 

8705220166 

WASTE RES 







8705120153 

50-482 

8705270724 

40-8905 



8705120210 

50-482 

8705050107 

PR 



8705120307 

60-482 

8705050176 

50-266 

P 


8705130009 

50-482 

8705050176 

50-266 

P 


8705150282 

50-482 

8705050179* 

50-266 

P 


8705150284* 

50-482 

8705050179* 

50-266 

P 


8705150335 

50-482 

8705080235 

50-266 

S 


8705150341* 

50-482 

8705110018 

50-266 

Q 


8705190569 

50-482 

8705110310 

PR 



8705210412 

50-482 

8705130062 

50-266 

S 


8705210456 

50-482 

8705180390 

8705210664 

8705210664 

8705220018 

50-266 

50-266 

50-266 

50-266 

R 

P 

P 

P 


8705210609 

8705260134 

8705260138* 

8705270221 

50-482 

50-482 

50-482 

50-482 

8705220018 

50-266 

P 

Wolverine Power Supply Cooperative, Inc. 
(formerly Wolverine Electric Cooperativ 
Woodward-Clyde Consultants, Inc. 

8705040158* 

50-341 

8705220435 

50-266 

P 

8705060023* 

50-354 

8705220435 

50-266 

P 

Worcester County Ecumenical Council 
Worsham, Forsythe, Sampels & Woolridge 

8705120183 

PR 

8705220437* 

8705220441* 

50-266 

50-266 

P 

P 

8705010049 

50-445 

8705220442* 

50-266 

P 

(formerly Worsham, Forsythe & Sampels) 

8705130056 

50-445 

8705270463 

50-266 

Q 


8705200111 

50-445 

8705270463 

50-266 

Q 

Wyle Laboratories 

8705120127* 

50-498 

8705280308 

50-266 

S 

8705180146* 

50-498 

8705050228 

50-305 

P 




8705050231* 

50-305 

P 

Wyoming, State of 

8705120097 

40-6622 




8705130002 

40-4492 

8705050270 

50-305 

P 

Yakima Indian Nation 

8705180133 

WASTE MGT 

8705050321 

50-305 

Q 

8705180142 

WASTE MGT 

8705060289* 

50-305 

Q 


8705220235 

WASTE MGT 

8705060392 

8705070062 

50-305 

PR 

S 

Yankee Atomic Electric Co. 

8705040130 

50-29 



8705050344 

50-29 

8705110139 

50-305 

F 


8705070159 

50-29 

8705110295 

50-305 

S 


8705070165* 

50-29 

8705120068 

50-305 

Q 


8705070293* 

50-29 

8705120140 

8705180286 

PR 

50-305 

R 


8705110226 

8705110292 

50-29 

50-29 

8705280026 

8705040320 

8705040324* 

50-305 

50-266 

50-266 

F 

R 

R 


8705120095 

8705120219 

8705200012 

PR 

50-29 

PR 

8705040324* 

50-266 

R 

Yell County Wildlife Federation 

8705140441 

PR 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

02-1040-1153 R02 

8705270695* 

50-346 

F 

09-0210-0017 ROO 

8705060313* 

50-445 

A 

223.2(B) R01 

8705120396* 

50-327 

P 

229.1(B) R03 

235.11(B) R02 

8705120400* 

50-327 

P 

8705120403* 

50-327 

P 

238.1(B) R03 

8705190470* 

50-327 

P 

238.3(B) R03 

8705120404* 

50-327 

P 

242.0(B) R03 

8705120407* 

50-327 

P 

29 

8705050205 

50-293 

R BECO 87-034 

31 

8705050224* 

50-237 

Q 

34753/2-48 R01 

8705120094* 

50-498 

A 

34753/52-48 R02 

8705120113* 

50-498 

A 

3526-004 R05 

8705190188* 

50-320 

P 

47950-01 

8705180146* 

50-498 

A 47950 

53640 R A 

8705120127* 

50-498 

A 

7Q-D-6 V01 B24 

8705060438* 

50-445 

A 

7Q-D-6 V01 B25 

8705070085* 

50-445 

A 

84-NE-16 

8705270303* 

50-327 

P TACR00141 

87-03 

8705040301 

50-483 

Q ULNRC-1503 

87-240 

8705050347 

50-338 

R 

87137.01-0-001 ROO 

8705040208* 

50-255 

P 

98A R03 

8705050147* 

50-265 

P 

A-000181 ROO 

8705060446* 

50-445 

A 

AB-579 

8705010129* 

50-389 

R 

ANL-OHS/HP-85-103 

8705120218* 

70-8 


BAW-10158NP 

8705060306* 

TOPREP 


BAW-1923 

8705290086* 

TOPREP 

47-1164347-01 

BFN-OSG3-048 R01 

8705270557* 

50-259 

P 

CO19201-SQN R08 

8705120390* 

50-327 

P 

CT-25266 ROO 

8706040274* 

50-412 

E 

DC-98 DRF=T 

8705050133* 

50-265 

S 

DRF AOO-01511-4 

8705270284* 

50-410 

P 

E.Y-YR-83033-2 R01 

8705070277* 

50-29 

P 

E41 00-87-01 

8705280032* 

50-341 

P 

E51 00-87-01 

8705280037* 

50-341 

P 

EA-OR-001 

8705270395* 

50-327 

P 

EE-EQ-0057 RA 

8705080303* 

50-267 

F 

EGG-EA-6900 R04 

8705070266* 

TOPREP 


EGG-EA-7498 

8705070202* 

50-412 

A 

EGG-NTA-7079 

8705070242* 

50-289 

P 

EGG-NTA-7166 R01 

8705070261* 

50-305 

P 

EGG-NTA-7296 SOI 

8705070316 

50-289 

P OBEN-23-87 

EGG-NTA-7368 

8704150145* 

50-295 

F TAG 51367 

EGG-NTA-7443 

8705070231* 

50-302 

P GL-87-37 

EGG-NTA-7468 

8705070324* 

50-424 

P 

EGG-NTA-7477 

8703030696* 

50-335 

P GL-83-37 

EGG-NTA.7500 

8705070342* 

50-247 

P 

EGG-NTA-7534 

8705190198* 

FOIA 


EGG-NTA-7567 

8703310117* 

50-400 

P 

EGG-NTA-7681 

8705180059* 

50-498 

A 

EGG-PHY-7580 

8705070198* 

TOPREP 


ER-2648-10-1 

8705070215* 

50-29 

P 

ER-2648-10-2 

8705070219* 

50-29 

P 

GJ/TMC-24 

8705260062* 

WASTE MGT 

UC-70A 

QP-R-212219 

8705180461* 

50-272 

P 

LR 4.1-7 

8705220344* 

WASTE RES 


LR-287-13 

8705220337* 

WASTE RES 


M-27 R01 

8705060355* 

50-445 

A 

MC-40703-SQN R02 

8705190483* 

50-327 

P 

MC-40709-SQN R02 

8705190491* 

50-327 

P 

MCSD-221 1.00-35 R01 

8705080259* 

50-369 

P 

MR-287-1 

8705220331* 

WASTE RES 


MR-287-1 

8705220331* 

WASTE RES 


NEDO-31331 R04 

8705060276* 

TOPREP 


NEDO-31331 R04 APP A 

8705060278* 

TOPREP 


NUREG-0020 VI 0 Nil 

8705120010 

NUREG 



These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

1 SUB> 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG-0090 V09 NOS 

8705290301 

NUREG 


NUREG-0450 VOS 

8705060051 

NUREG 


NUREG-0750 V23 

8705180001 

NUREG 


NUREG-0750 V24 N04 

8705120123 

NUREG 


NUREG-0800 06.5.5 ER 

8705200087 

NUREG 


NUREG-0980 R03 

8705290061 

NUREG 


NUREG-1122S01 

8705290304 

NUREG 


NUREG-1125 V08 

8705200003 

NUREG 


NUREG-1166 

8705190499 

50-133 

P 

NUREG-1230 DRFTFC 

8705290033 

NUREG 


NUREG-1235 

8705120069 

50-461 

P 

NUREG-1239 

8705190502 

40-6563 


NUREG-1244 

8705120074 

NUREG 


NUREG-1258 DRFT 

8704270073 

NUREG 


NUREG-1271 

8705120086 

NUREG 


NUREG-1300 

8705120121 

NUREG 


NUREG/CR-2000 V06 N2 

8704270093 

NUREG 

ORNL/NSIC-2000 

NUREG/CR-2000 V06 N3 

8705190343 

NUREG 

ORNL/NSIC-2000 

NUREG/CR-4098 

8705200231 

NUREG 

SAND84-2631 

NUREG/CR-4307 VOS 

8705120103 

NUREG 

HEDL-TME 86-2 

NUREG/CR.4469 VOS 

8705280412 

NUREG 

PNL-5711 

NUREG/CR.4550 VOS 

8705200221 

50-327 

S SAND86-2084 

NUREG/CR-4615 V02 

8705190513 

NUREG 

LA-1 0730-MS 

NUREG/CR-4623 

8705120101 

NUREG 


NUREG/CR-4651 

8705280379 

NUREG 

ORNL/TM-10100 

NUREG/CR-4700 V2 DRF 

8705200197 

50-327 

P SAND86-1135 

NUREG/CR-4739 

8705190595 

50-259 

P BNL-NUREG-52021 

NUREG/CR-4765 

8705190577 

NUREG 

LA-10856-M 

NUREG/CR-4802 

8704270202 

NUREG 

EGG-2486 

NUREG/CR-4814 

8705190636 

NUREG 

LA-1 091 e-MS 

NUREG/CR-4815 

8704270352 

50-259 

P 

NUREG/CR-4841 

8705190631 

NUREG 

MEA-2200 

NUREG/CR.4842 

8705200253 

NUREG 

ANL-86-46 

NUREG/CR-4872 

8705190623 

NUREG 

BMI-2149 

NUREG/CR-4878 

8705190355 

NUREG 

BMI-2151 

NUREG/CR-4883 

8705190524 

NUREG 

BNL-NUREG-520ei 

NUREG/CR-4889 

8705120087 

NUREG 

PNL-6166 

NUREG/CR-4890 

8705120091 

NUREG 

PNL-6165 

NUREG/CR-4912 

8705190537 

NUREG 


NUREG/CR-4918 V01 

8705120092 

NUREG 


NUREG/CR-4936 

8705290297 

NUREG 


NUS.4897 

8705060393* 

50-528 

R 

NUS-4999 

8705060385* 

50-528 

R 

PGE-1 006-85 

8705050186 

50-344 

R 

PGE-1 009-86 

8705140134 

50-344 

R 

R-209 

8705050066* 

50-443 

R 

R-210 

8705050069* 

50-443 

R 

RIL-150 

8705050151 

RES 


RSD-BWI-DP-016 RAdOO 

8705180035 

WASTE MGT 

2418 

RTL-ENV-87-01 

8705070117* 

50-272 

R 

S-87-05 

8705110301* 

50-272 

P 

SAIC-87/3030 

8703310246* 

50-327 

P 

SCE-1-A A09 R22 

8705280247* 

50-206 

P 

SCE-1-A A09 R23 

8705280310* 

60-206 

P 

SECY-75-283 

8705050114* 

FOIA 


SECY-75-283A 

8705050132* 

FOIA 


SECY-75-283B 

8705050148* 

FOIA 


SECY-84-044A 

8408090367* 

FOIA 


SECY-85-056 

8502200475* 

FOIA 


SECY-86-056A 

8705180265* 

FOIA 


SECY-86-216 

8705190296* 

FOIA 


SECY-87-051 

8703160408* 

PR 

AB78-1 066 

SECY-87-054 

8705180288* 

FOIA 


SECY-87-065 

8704140105 

SECY 


STR.33186.1 

8706120102* 

50-498 

A 

T4600-87-01 

8705280042* 

50-341 

P 
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REPORT NUMBER 

ACCESSION 

1 SUB- 


OTHER REPORT 


NUMBER 

JECT 

NUMBER 
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JECT 
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CATE- 





GORY 




GORY 



TER 3527-016 R03 

8705120374* 

50-320 

P 

VP-NOS-31 

8705210247 

50-281 

P 

87-254 

TER-3525-015 RIO 

8705110099* 

50-320 

P 

WCAP 11314 R02 

8705070115* 

50-364 

P 


TER-C5506-433 

8704200396* 

50-29 

P TAG 41602 

WCAP-10741 R01 

8705130149* 

PROJ 


28144 

TER-C6606-624 

8612160201* 

50-316 

P 

WCAP-11015 R01 

8705050334* 

50-280 

p 


TR-5418-1 

8705260244* 

WASTE MGT 


WCAP-11179 R01 

8705070110* 

50-348 

P 






WCAP-11461 

8705180206* 

50-412 

E 


UMTRA-DOE/AL 050518 

8705280180 

WASTE MGT 


WCAP-11488 

8705110309* 

50-498 

A 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 


8009190562 

8705070130 

87/05/05 

50-445 

A 

8703030696 

8705070250 

87/02/10 

50-335 

P 

8012160444 

8705290286 

87/05/27 

50-254 

F 

8703030774 

8705190030 

87/05/14 

FOIA 


8103040765 

8705070130 

87/05/05 

50-483 

P 

8703040549 

8705190030 

87/05/14 

FOIA 


8208010004 

8705040067 

87/04/29 

FOIA 


8703060118 

8705210007 

87/03/13 

NUREG 


8210210528 

8705040067 

87/04/29 

FOIA 


8703120123 

8705180135 

87/05/12 

FOIA 


8303160605 

8705050055 

87/03/09 

50-320 

P 

8703120211 

8705070302 

87/05/01 

50-269 

P 

8303160642 

8705280460 

87/05/22 

50-275 

T 

8703120221 

8705060182 

87/04/27 

50-317 

P 

8303160646 

8705280460 

87/05/22 

50-275 

T 

8703120223 

8705060182 

87/04/27 

50-317 

P 

83072005S2 

8705190634 

87/05/14 

50-312 

P 

8703160408 

8705260369 

87/05/20 

PR 


8311080106 

8705280460 

87/05/22 

50-275 

E 

8703230085 

8705070145 

87/04/28 

50-293 

P 

8312230075 

8705280460 

87/05/22 

50-275 

E 

8703260558 

8705190030 

87/05/14 

FOIA 


8403210190 

8705190168 

87/05/14 

FOIA 


8703310117 

8705070329 

87/02/23 

50-400 

P 

8405260445 

8705260094 

87/05/15 

FOIA 


8703310246 

8704090238 

87/04/02 

50-327 

P 

8408090367 

8705180259 

87/05/13 

FOIA 


8704090245 

8705260369 

87/05/20 

PR 


8502200475 

8705180259 

87/05/13 

FOIA 


8704090267 

8705080317 

87/05/05 

50-528 

P 

8509190470 

8705280008 

87/05/21 

FOIA 


8704150145 

8705190478 

87/05/15 

50-295 

F 

8509190478 

8705280008 

87/05/21 

FOIA 


8704200012 

8705200403 

87/04/21 

COMMISSIO 

N 

8604080494 

8705180029 

87/05/12 

50-445 

A 

8704200396 

8705260078 

87/05/13 

50-29 

P 

8604240358 

8705180029 

87/05/12 

50-445 

A 

8704240087 

8705060359 

87/04/28 

50-313 

H 

8605090387 

8705210007 

87/03/13 

NUREG 


8704240177 

8704240161 

87/04/17 

50-397 

U 

8605190430 

8705210007 

87/03/13 

NUREG 


8704240217 

8704240205 

87/04/17 

50-346 

P 

8606110660 

8705210007 

87/03/13 

NUREG 


8704290035 

8704290020 

87/04/21 

50-433 

P 

8607250205 

8705210007 

87/03/13 

NUREG 


8705010006 

8705010002 

87/04/27 

50-382 

Q 

8608180406 

8705210007 

87/03/13 

NUREG 


8705010009 

8705010003 

87/04/28 

CONTRACT 


8610170026 

8705260369 

87/05/20 

PR 


8705010018 

8705010015 

87/04/23 

50-309 

Q 

8610230236 

8705260369 

87/05/20 

PR 


8705010021 

8705010017 

87/04/17 

50-259 

Q 

8611140346 

8705260369 

87/05/20 

PR 


8705010027 

8705010020 

87/04/28 

50-443 

G 

8611180005 

8705110065 

87/05/07 

40-8027 


8705010029 

8705010017 

87/04/17 

50-259 

Q 

8611190076 

8705190168 

87/05/14 

FOIA 


8705010030 

8705010024 

87/04/27 

50-322 

G 

8611260046 

8705260369 

87/05/20 

PR 


8705010033 

8705010024 

87/04/27 

50-322 

G 

8612010289 

8705040121 

87/04/28 

50-424 

Q 

8705010059 

8705010054 

87/04/01 

50-305 

P 

8612100249 

8612100244 

86/11/20 

71-9151 


8705010061 

8705010053 

87/04/08 

CONTRACT 


8612100253 

8612100244 

86/11/20 

71-9151 


8705010062 

8705010054 

87/04/01 

50-305 

P 

8612100255 

8612100244 

86/11/20 

71-9151 


8705010063 

8705010058 

87/04/28 

CONTRACT 


8612100261 

8612100244 

86/11/20 

71-9151 


8705010071 

8705010067 

87/04/29 

70-1068 


8612110287 

8612110095 

86/12/08 

50-443 

P 

8705010084 

8705010074 

87/04/22 

50-388 

P 

8612160201 

8612160195 

86/12/10 

50-316 

P 

8705010088 

8705010074 

87/04/22 

50-388 

P 

8612290004 

8705190030 

87/05/14 

FOIA 


8705010089 

8704300208 

87/04/08 

ORG 


8612290361 

8705210007 

87/03/13 

50-400 

F 

8705010098 

8705010095 

87/04/28 

50-498 

A 

8701060032 

8705210007 

87/03/13 

NUREG 


8705010100 

8705010096 

87/04/24 

50-498 

F 

8701130208 

8705190030 

87/05/14 

FOIA 


8705010103 

8705010095 

87/04/28 

50-498 

A 

8701140121 

8705180135 

87/05/12 

FOIA 


8705010107 

8705010086 

87/04/08 

CONTRACT 


8701140432 

8705180135 

87/05/12 

FOIA 


8705010117 

8705010110 

87/04/27 

50-389 

R 

8701300616 

8705180135 

87/05/12 

FOIA 


8705010121 

8705010114 

87/04/24 

50-278 

p 

8701300624 

8705180135 

87/05/12 

FOIA 


8705010124 

8705010119 

87/04/28 

50-410 

P 

8702060260 

8705260369 

87/05/20 

PR 


8705010129 

8705010110 

87/04/27 

50-389 

R 

8702100038 

8705050018 

87/04/29 

70-143 


8705010132 

8705010127 

87/04/23 

50-320 

P 

8702110085 

8705260369 

87/05/20 

PR 


8705010140 

8705010130 

87/04/29 

50-213 

V 

8702120507 

8702270413 

87/02/13 

50-280 

S 

8705010148 

8705010143 

87/04/28 

50-530 

P 

8702120532 

8702270413 

87/02/13 

50-280 

S 

8705010160 

8705010154 

87/04/21 

50-334 

P 

8702120544 

8702270413 

87/02/13 

50-280 

S 

8705010163 

8705010154 

87/04/21 

50-334 

P 

8702120566 

8702270413 

87/02/13 

50-280 

S 

8705010166 

8705010157 

87/04/08 

CONTRACT 


8702120630 

8705180135 

87/05/12 

FOIA 


8705010167 

8705010164 

87/04/08 

CONTRACT 


8702120641 

8705180135 

87/05/12 

FOIA 


8705010168 

8705010165 

87/04/20 . 

XPORTLIC 


8702130129 

8705180062 

87/03/06 

WASTE MGT 


8705010173 

8705010172 

87/04/30 

XPORTLIC 


8702190494 

8704270150 

87/04/17 

ORG 


8705010179 

8705010172 

87/04/30 

XPORTLIC 


8702270422 

8702270413 

87/02/13 

50-280 

S 

8705010184 

8705010181 

87/04/27 

50-440 

R 

8703020105 

8705180135 

87/05/12 

50-322 

F 

8705010189 

8705010185 

87/04/12 

CONTRACT 


8703020364 

8705180135 

87/05/12 

FOIA 


8705010192 

8705010187 

87/04/30 

XPORTLIC 


8703020396 

8705180135 

87/05/12 

FOIA 


8705010193 

8705010180 

87/04/16 

50-250 

Q 
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8705010196 

8705010194 

87/04/27 

8705010197 

8705010195 

87/04/28 

8705010198 

8704300307 

87/04/24 

8705010200 

8705010195 

87/04/28 

8705010201 

8705010199 

87/04/16 

8705010204 

8705010203 

87/04/23 

8705040005 

8705040002 

87/04/15 

8705040018 

8705040015 

87/04/15 

8705040033 

8705040032 

87/04/24 

8705040035 

8705040034 

87/04/29 

8705040041 

8705040039 

87/04/23 

8705040054 

8705040040 

87/04/30 

8705040057 

8705040051 

87/04/29 

8705040058 

8705040040 

87/04/30 

8705040059 

8705040053 

87/04/22 

8705040088 

8705040079 

87/04/29 

8705040090 

8705040086 

87/04/30 

8705040092 

8705040079 

87/04/29 

8705040094 

8705040086 

87/04/30 

8705040098 

8705040079 

87/04/29 

8705040099 

8705040086 

87/04/30 

8705040102 

8705040079 

87/04/29 

8705040108 

8705040104 

87/04/17 

8705040113 

8705040107 

87/04/23 

8705040120 

8705040116 

87/04/30 


8705040127 

8705040136 

8705040142 

8705040147 

8705040151 

8705040158 

8705040167 

8705040175 

8705040177 

8705040180 

8705040195 

8705040196 

8705040199 

8705040203 

8705040208 

8705040211 

8705040217 

8705040218 

8705040223 

8705040224 

8705040228 

8705040230 

8705040235 

8705040238 

8705040241 

8705040244 

8705040245 

8705040254 

8705040255 

8705040256 

8705040258 

8705040259 

8705040260 

8705040265 

8705040266 

8705040269 

8705040271 

8705040274 

8705040281 

8705040285 

8705040288 

8705040289 

8705040300 

8705040305 

8705040309 

8705040311 

8705040315 

8705040318 

8705040322 

8705040324 

8705040325 

8705040326 

8705040327 

8705040332 

8705040333 

8705040335 

8705050004 

8705050013 

8705050020 

8705050023 

8705050029 

8705050037 


8705040079 

8705040079 

8705040139 

8705040144 

8705040146 

8705040149 

8705040159 

8705040171 

8705040174 

8705040176 

8705040191 

8705040192 

8705040191 

8705040184 

8705040193 

8705040200 

8705040213 

8705040213 

8705040184 

8705040184 

8705040308 

8705040220 

8705040184 

8705040202 

8705040184 

8705040226 

8705040236 

8705040249 

8705040251 

8705040250 

8705040243 

8705040184 

8705040249 

8705040251 

8705040184 

8705040257 

8705040184 

8705040257 

8705040184 

8705040184 

8705040282 

8705040184 

8705040184 

8705040295 

8705040302 

8705040307 

8705040303 

8705040313 

8705040319 

8705040320 

8705040320 

8705040319 

8705040320 

8705050095 

8705040328 

8705040334 

8705040334 

8705050007 

8705050016 

8705050018 

8705050012 

8705040184 


87/04/29 

87/04/29 

87/04/17 

87/04/17 

87/04/29 

87/04/28 

87/04/16 

87/04/23 

87/04/27 

87/04/30 

87/04/16 

87/04/29 

87/04/16 

87/04/28 

87/04/30 

87/04/17 

87/04/27 

87/04/27 

87/04/28 

87/04/28 

87/04/28 

87/04/29 

87/04/28 

87/04/20 

87/04/28 

87/04/28 

87/04/22 

87/04/20 

87/04/29 

87/04/27 

87/04/28 

87/04/28 

87/04/20 

87/04/29 

87/04/28 

87/04/24 

87/04/28 

87/04/24 

87/04/28 

87/04/28 

87/04/27 

87/04/28 

87/04/28 

87/04/28 

87/04/28 

87/04/29 

87/04/28 

87/04/22 

87/04/29 

87/04/27 

87/04/27 

87/04/29 

87/04/27 

87/04/29 

87/04/24 

87/04/27 

87/04/27 

87/04/27 

87/04/28 

87/04/29 

87/04/20 

87/04/28 


SUBJECT 

CATEGORY 

50-312 
50-387 
50-458 
60-387 
70-143 


50-333 Q 

CONTRACT 
CONTRACT 
XPORTLIC 
50-206 P 


P 

R 

P 

fl 


enclosure 


8705050041 

8705050046 

8705050052 

8705050062 

8705050066 

8705050069 

8705050073 

8705050080 

8705050082 

8705050083 


principal 

document 

8705050034 

8705050035 

8705040184 

8705040184 

8705050054 

8705050054 

8705040184 

8705050068 

8705040184 

8705050079 


DATE 

ISSUED 

87/04/29 

87/04/24 

87/04/28 

87/04/28 

87/04/30 

87/04/30 

87/04/28 

87/04/14 

87/04/28 

87/04/28 


SUBJECT 

CATEGORY 

50-498 
50-286 
FOIA 
50-245 
50-443 

50-443 
50-237 
50-416 
50-254 
50-395 


50-354 p 

50-272 S 

CONTRACT 
50-272 Q 

50-333 Q 

8705050084 

8705050086 

8705050088 

8705050089 

8705050094 

8705050055 

8705050074 

8705050079 

8705040184 

8705050055 

87/03/09 

87/04/28 

87/04/28 

87/04/28 

87/03/09 

50-320 

50-245 

50-395 

50-259 

50-320 

hUIA 

50-443 

FOIA 

50-443 

FOIA 

F 

F 

8705050102 

8705050106 

8705050108 

8705050109 

8705050110 

8705050085 

8705040184 

8705050055 

8705040184 

8705050097 

87/04/30 

87/04/28 

87/03/09 

87/04/28 

87/05/01 

50-324 

50-265 

50-320 

50-219 

50-454 

50-443 

FOIA 

50-397 

50-312 

50-382 

F 

Q 

P 

Q 

8705050112 

8705050113 

8705050114 

8705050115 

8705050120 

8705050097 

8705050100 

8705050101 

8705050055 

8705040184 

87/05/01 

87/04/28 

87/05/01 

87/03/09 

87/04/28 

50-454 

50-295 

FOIA 

50-320 

50-265 

FOIA 

FOIA 

50-206 

Q 

8705050122 

8705050126 

8705050128 

8705050055 

8705040184 

8705050055 

8705050123 

8705050101 

87/03/09 

87/04/28 

50-320 

FOIA 

50-344 

50-285 

Q 

F 

8705050131 

8705050132 

87/03/09 

87/04/30 

87/05/01 

50-320 

CONTRACT 

FOIA 

50-341 

50-397 

50-280 

70-143 

50-255 

1 

Q 

Q 

P 

8705050133 

8705050134 

8705050138 

8705050140 

8705050141 

8705040184 

8705040184 

8705040184 

8705050136 

8705040184 

87/04/28 

87/04/28 

87/04/28 

87/04/07 

87/04/28 

50-265 

FOIA 

FOIA 

CONTRACT 

FOIA 

50-312 

50-335 

Q 

Q 

8705050142 

8705050144 

8705050055 

8705040184 

8705050055 

8705040184 

8705050101 

87/03/09 

50-320 

50-312 

50-219 

50-255 

Q 

P 

P 

8705050145 

8705050147 

8705050148 

87/04/28 

87/03/09 

87/04/28 

87/05/01 

FOIA 

50-320 

50-265 

FOIA 

50-528 

50-400 

50-400 

FOIA 

FOIA 

Q 

Q 

Q 

8705050154 

8705050159 

8705050161 

8705050162 

8705050163 

8705040184 

8705040184 

8705050146 

8705050146 

8705040184 

87/04/28 

87/04/28 

87/05/01 

87/05/01 

87/04/28 

FOIA 

FOIA 

70-893 

70-893 

FOIA 

50-498 

50-266 

FOIA 

50-289 

FOIA 

E 

Q 

V 

8705050165 

8705050169 

8705050179 

8705050181 

8705050184 

8705050146 

8705040184 

8705050176 

8705050175 

8705050174 

87/05/01 

87/04/28 

87/04/24 

87/04/21 

87/04/21 

70-893 

FOIA 

50-266 

50-275 

50-344 

50-250 

50-397 

50-312 

50-382 

50-412 

Q 

P 

Q 

Q 

Q 

8705050190 

8705050199 

8705050200 

8705050208 

8705050211 

8705050189 

8705050197 

8705050198 

8705050201 

8705040184 

87/04/29 

87/04/21 

87/04/24 

87/04/29 

87/04/28 

50-309 

50-243 

50-331 

CONTRACT 

50-245 

50-317 

FOIA 

50-312 

60-382 

FOIA 

Q 

Q 

Q 

8705050215 

8705050219 

8705050224 

8706050226 

8705050229 

8705040184 

8705040184 

8705040184 

8705050223 

8705040184 

87/04/28 

87/04/28 

87/04/28 

87/04/30 

87/04/28 

FOIA 

50-237 

50-237 

50-341 

FOIA 

50-412 

50-219 

50-412 

60-271 

50-265 

E 

P 

E 

P 

P 

8705050231 

8705050233 

8705050236 

8705050242 

8705050249 

8705050228 

8705040184 

8705050225 

8705040184 

8705040184 

87/04/29 

87/04/28 

87/04/29 

87/04/28 

87/04/28 

50-305 

FOIA 

50-409 

50-254 

50-254 

50-324 

50-220 

50-263 

50-269 

50-271 

Q 

P 

P 

Q 

Q 

8705050252 

8705050253 

8705050257 

8705050259 

8705050263 

8705050243 

8705040184 

8705040184 

8705040079 

8705040184 

87/04/29 

87/04/28 

87/04/28 

87/04/29 

87/04/28 

50-272 

FOIA 

50-254 

FOIA 

FOIA 

50-395 

50-413 

50-250 

50-250 

50-266 

Q 

Q 

Q 

Q 

R 

8705050265 

8705050275 

8705050276 

8705050277 

8705050278 

8705040184 

8705040184 

8705040184 

8705050267 

8705050271 

87/04/28 

87/04/28 

87/04/28 

87/05/01 

87/04/30 

50-254 

50-265 

50-254 

50-274 

50-458 

50-266 

50-250 

50-266 

50-322 

50-245 

R 

Q 

R 

R 

Q 

8705050279 

8705050282 

8705050289 

8705060290 

8705050301 

8705050258 

8705040184 

8705050281 

8705040184 

8705040184 

87/04/29 

87/04/28 

87/04/24 

87/04/28 

87/04/28 

50-412 

50-254 

50-409 

FOIA 

50-265 

50-259 

50-259 

50-272 

50-293 

70-143 

Q 

Q 

Q 

R 

8705050312 

8705050313 

8705050314 

8705050331 

8705050333 

8705050294 

8705050308 

8705040184 

8705050317 

8705050324 

87/04/30 

87/04/29 

87/04/28 

87/04/29 

87/04/27 

50-382 

50-261 

50-263 

50-331 

50-160 

50-286 

50-260 

V 

P 

8705050334 

8705050352 

8705050323 

8705050338 

87/04/30 

87/04/15 

50-280 

50-206 


Q 

Q 

P 

R 

R 

P 

Q 

P 

P 

P 

P 

P 

P 

P 

V 

s 

p 

p 

p 

p 

Q 

P 

S 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 305 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


8705050355 

8705050344 

8705050357 

8705050346 

8706050359 

8705060255 

8705050361 

8705050351 

8706050362 

8705050350 

8705050369 

8705060255 

8705050387 

8705050375 

8705050388 

8705050381 

8705050389 

8705050381 

8705050391 

8705050375 

8705050398 

8705050386 

8705060003 

8705050206 

8705060013 

8705060009 

8706060023 

8705060009 

8705060043 

8705060025 

8705060049 

8705060027 

8705060056 

8705060025 

8705060062 

8705060055 

8705060066 

8705060025 

8705060067 

8705060061 

8705060068 

8705060054 

8705060069 

8705060059 

8705060071 

8706060061 

8705060078 

8705060059 

8705060079 

8705060072 

8705060082 

8705060073 

8705060091 

8705060084 

8705060094 

8705050220 

8705060098 

8705060084 

8705060106 

8705060087 

8705060113 

8705060087 

8705060116 

8705060109 

8705060117 

8705060111 

8705060121 

8705060109 

8705060124 

8705060111 

8705060127 

8705060001 

8705060128 

8705060111 

8705060136 

8705060001 

8705060138 

8704150238 

8705060161 

8705060153 

8705060162 

8705060157 

8705060176 

8706060174 

8705060178 

8705060174 

8705060179 

8705060150 

8705060181 

8704150238 

8705060194 

8705060190 

8705060200 

8705060192 

8705060209 

8705060195 

8705060217 

8705060197 

8705060220 

8705060214 

8705060226 

8705060213 

8705060227 

8705060207 

8705060229 

8705060225 

8705060231 

8705060225 

8705060236 

8705060213 

8705060239 

8705060197 

8705060240 

8705060237 

8705060243 

8705060207 

8705060253 

8705060207 

8705060258 

8706060230 

8705060260 

8705060207 

8705060262 

8705060259 

8705060263 

8705060207 

8705060264 

8705060207 

8705060267 

8705060265 

8705060269 

8705060268 

8705060276 

8705060272 

8705060277 

8705060275 

8705060278 

8705060272 

8705060289 

8705060286 

8705060290 

8705060256 

8705060294 

8705060287 

8705060301 

8705060297 

8705060305 

8705060302 

8705060307 

8705060304 

8705060310 

8706060304 

8705060312 

8705110234 

8705060313 

8705060256 

8705060321 

8705060315 

8705060328 

8705060320 

8705060337 

8706060315 

8705060339 

8705060207 

8705060342 

8705060341 

8705060345 

8705060344 

8705060349 

8705060344 

8705060350 

8705060343 

8706060354 

8705060207 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

87/04/30 

50-29 

P 

87/04/21 

50-443 

Q 

87/04/29 

50-344 

P 

87/04/28 

50-271 

P 

87/04/30 

50-336 

Q 

87/04/29 

50-344 

P 

87/04/23 

50-335 

Q 

87/04/28 

50-206 

P 

87/04/28 

50-206 

P 

87/04/23 

50-335 

Q 

87/04/23 

50-267 

P 

87/05/01 

50-423 

P 

87/04/30 

50-354 

R 

87/04/30 

50-354 

R 

87/05/04 

50-322 

G 

87/04/27 

50-322 

G 

87/05/04 

50-322 

G 

87/04/27 

50-251 

S 

87/05/04 

50-322 

G 

87/04/28 

50-443 

G 

87/04/29 

50-324 

Q 

87/04/22 

50-443 

G 

87/04/28 

50-443 

G 

87/04/22 

50-443 

G 

87/04/30 

50-322 

G 

87/05/01 

50-443 

G 

87/04/30 

50-322 

G 

87/04/27 

50-338 

Q 

87/04/30 

50-322 

G 

86/03/21 

50-295 

R 

86/03/21 

50-295 

R 

87/04/29 

WASTE MGT 


87/04/29 

50-397 

P 

87/04/29 

WASTE MGT 


87/04/29 

50-397 

P 

87/04/30 

50-423 

R 

87/04/29 

50-397 

P 

87/04/30 

50-423 

R 

87/04/13 

50-269 

G 

87/04/27 

40-299 


87/04/30 

50-416 

P 

87/04/28 

50-285 

P 

87/04/28 

50-285 

P 

87/04/29 

50-354 

Q 

87/04/13 

50-269 

G 

87/04/27 

50-327 

U 

87/06/01 

70-1359 


87/04/30 

50-251 

H 

87/05/04 

PR 


87/04/29 

50-133 

P 

87/04/30 

50-269 

P 

87/04/30 

50-498 

A 

87/04/29 

50-318 

P 

87/04/29 

50-318 

P 

87/04/30 

50-269 

P 

87/06/04 

PR 


87/04/29 

50-335 

P 

87/04/30 

50-498 

A 

87/04/30 

50-498 

A 

87/04/29 

50-315 

P 

87/04/30 

50-498 

A 

87/04/23 

50-309 

P 

87/04/30 

50-498 

A 

87/04/30 

50-498 

A 

87/04/27 

50-315 

P 

87/05/01 

50-331 

P 

87/04/23 

TOPREP 


87/04/28 

50-387 

P 

87/04/23 

TOPREP 


87/05/01 

50-305 

Q 

87/04/13 

50-445 

A 

87/04/27 

40-299 


87/04/23 

50-293 

Q 

87/04/21 

TOPREP 


87/05/04 

70-135 


87/05/04 

70-135 


87/05/04 

50-255 

P 

87/04/13 

50-445 

A 

87/04/29 

50-272 

Q 

87/04/29 

50-312 

Q 

87/04/29 

50-272 

Q 

87/04/30 

50-498 

A 

87/04/27 

50-315 

P 

87/04/30 

50-255 

Q 

87/04/30 

50-255 

Q 

87/04/23 

50-320 

P 

87/04/30 

50-498 

A 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8705060355 

8705060256 

8705060357 

8705060343 

8705060361 

8705060266 

8705060369 

8705060256 

8705060376 

8705060256 

8705060378 

8705060363 

8705060380 

8705060373 

8705060382 

8705060371 

8705060385 

8705060373 

8705060387 

8705060256 

8705060389 

8705060379 

8706060393 

8705060373 

8705060397 

8705060256 

8705060400 

8705060256 

8705060403 

8705060256 

8705060408 

8706060401 

8705060409 

8705060363 

8705060410 

8705060256 

8705060414 

8705060256 

8705060421 

8705060256 

8705060424 

8705070112 

8705060425 

8705060256 

8705060426 

8705070112 

8705060429 

8705060256 

8705060432 

8705060257 

8705060433 

8705060444 

8705060438 

8705060256 

8705060443 

8705060256 

8705060446 

8705060266 

8705060447 

8705060445 

8705060449 

8705060445 

8705070010 

8705060445 

8705070013 

8705070006 

8705070016 

8705070011 

8705070034 

8705070029 

8705070036 

8705060333 

8705070044 

8705070040 

8705070056 

8705060317 

8705070058 

8705070048 

8705070069 

8705070063 

8705070070 

8705070064 

8705070074 

8705070045 

8705070078 

8705070075 

8705070085 

8705060256 

8705070086 

8705070075 

8705070088 

8706070076 

8705070093 

8705070087 

8705070100 

8705070096 

8705070102 

8705070045 

8705070106 

8705070094 

8705070107 

8705070098 

8705070108 

8705070094 

8705070110 

8705070045 

8705070111 

8705070098 

8705070115 

8705070098 

8705070117 

8705070103 

8705070122 

8705070101 

8705070123 

8705070119 

8705070128 

8705070119 

8705070132 

8705040184 

8705070133 

8705070126 

8705070140 

8705070130 

8705070141 

8706070134 

8705070149 

8705070130 

8705070154 

8705070147 

8705070155 

8705070130 

8705070156 

8706070130 

8705070164 

8705070145 

8705070165 

8705070159 

8705070169 

8705070166 

8705070170 

8705070130 

8705070171 

8705070167 

8705070175 

8705070130 

8705070178 

8705070130 

8705070180 

8705070130 

8705070191 

8705070184 

8705070198 

8706070197 

8705070202 

8705070201 

8705070206 

8705070159 

8706070215 

8706070159 

8705070219 

8705070169 

8705070221 

8705070211 

8705070226 

8705070211 

8705070231 

8705070222 

8705070239 

8706070232 

8706070242 

8705070233 

8705070254 

8705070230 


DATE 

SUBJEC 

ISSUED 

CATEGOI 

87/04/13 

50-445 

87/04/23 

50-320 

87/04/13 

50-445 

87/04/13 

50-445 

87/04/13 

50-445 

87/04/30 

50-269 

87/04/30 

50-528 

87/04/21 

50-443 

87/04/30 

50-528 

87/04/13 

50-445 

87/04/30 

50-315 

87/04/30 

50-528 

87/04/13 

50-445 

87/04/13 

50-445 

87/04/13 

50-445 

87/05/01 

TOPREP 

87/04/30 

50-269 

87/04/13 

50-445 

87/04/13 

50-446 

87/04/13 

50-445 

87/05/01 

50-315 

87/04/13 

50-445 

87/05/01 

50-315 

87/04/13 

50-445 

87/05/01 

70-135 

87/05/01 

50-312 

87/04/13 

50-445 

87/04/13 

50-446 

87/04/13 

50-445 

87/04/28 

50-440 

87/04/28 

50-440 

87/04/28 

50-440 

87/04/30 

50-361 

87/05/01 

50-312 

87/04/24 

50-312 

87/04/30 

50-315 

87/04/30 

50-354 

87/04/29 

50-335 

87/05/04 

70-135 

87/04/27 

50-528 

87/04/28 

50-305 

87/05/04 

50-348 

87/04/29 

50-456 

87/04/13 

50-445 

87/04/29 

50-456 

87/04/30 

50-412 

87/04/16 

50-285 

87/04/06 

40-6669 

87/05/04 

50-348 

87/04/29 

50-528 

87/06/04 

50-364 

87/04/29 

50-528 

87/05/04 

50-348 

87/05/04 

50-364 

87/05/04 

50-364 

87/04/30 

50-272 

87/05/05 

50-446 

87/04/28 

40-8084 

87/04/28 

40-8084 

87/04/28 

FOIA 

87/04/22 

CONTRACT 

87/05/05 

50-275 

87/04/14 

50-269 

87/05/05 

50-275 

87/04/22 

50-3 

87/05/05 

50-275 

87/05/05 

50-275 

87/04/28 

50-293 

87/03/09 

50-29 

87/05/01 

50-305 

87/05/05 

50-275 

87/04/30 

50-267 

87/05/05 

50-275 

87/05/05 

50-275 

87/05/05 

50-275 

87/04/28 

50-412 

87/02/20 

TOPREP 

87/02/04 

50-412 

87/03/09 

50-29 

87/03/09 

50-29 

87/03/09 

50-29 

87/04/27 

40-8768 

87/04/27 

40-8768 

87/02/23 

50-302 

87/05/04 

50-416 

87/02/19 

50-289 

87/05/04 

50-528 
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306 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8705070256 

8705070261 

8705070266 

8705070277 

8705070287 

8705070291 

8705070293 

8705070312 

8705070323 

8705070324 

8705070341 

8705070342 

8705070344 

8705070378 

8705070381 

8705080002 

8705080016 

8705080029 

8705080032 

8705080035 

8705080038 

8705080055 

8705080080 

8705080092 

8705080107 

8705080118 

8705080173 

8705080177 

8705080195 

8705080213 

8705080222 

8705080236 

8705080238 

8705080244 

8705080248 

8705080249 

8705080259 

8705080268 

8705080273 

8705080280 

8705080293 

8705080303 

8705080305 

8705080313 

8705080322 

8705080324 

8705080332 

8705080339 

8705080341 

8705080345 

8705080346 

8705080353 

8705110005 

8705110009 

8705110010 

8705110012 

8705110020 

8705110024 

8705110030 

8705110034 

8705110045 

8705110069 

8705110073 

8705110088 

8705110095 

8705110096 

8705110097 

8705110099 

8705110102 

8705110105 

8705110109 

8705110111 

8705110112 

8705110116 

8705110123 

8705110126 

8705110127 

8705110135 

8705110138 

8705110145 

8705110161 

8705110170 

8705110178 

8705110207 

8705110210 

8705110211 

8705110213 


PRINCIPAL 

DOCUMENT 


8705070230 

8705070249 

8705070255 

8705070159 

8705070066 

8705070286 

8705070159 

8705070159 

8705070159 

8705070314 

8705070339 

8705070336 

8705070338 

8705070372 

8705070374 

8705080001 

8705080009 

8705070144 

8705080028 

8705080028 

8705080025 

8705080050 

8705080074 

8705080081 

8705080081 

8705080015 

8705080170 

8705080172 

8705080188 

8705080212 

8705070218 

8705080212 

8705080234 

8705080240 

8705080207 

8705080240 

8705080254 

8705080260 

8705080260 

8705070252 

8705080281 

8705080288 

8705080274 

8705070370 

8705080317 

8705080296 

8705080296 

8705080296 

8705080333 

8705080342 

8705080336 

8705080352 

8705110002 

8705110008 

8705110007 

8705110007 

8705110014 

8705110011 

8705110014 

8705110022 

8705110022 

8705110050 

8705110064 

8705110084 

8705110076 

8705110090 

8705110065 

8705110098 

8705110076 

8705110100 

8705110107 

8705110104 

8705110107 

8705110107 

8705110120 

8705110120 

8705080276 

8705110130 

8705080291 

8705110141 

8705110152 

8705110165 

8705110163 

8705110002 

8705110203 

8705110202 

8705110201 


ACCESSION NUMBER 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

87/05/04 

87/02/09 

87/02/24 

87/03/09 

87/04/21 

50-528 

50-305 

TOPREP 

50-29 

50-285 

P 

P 

P 

F 

8705110217 

8705110223 

8705110242 

8705110244 

8705110245 

8705110208 

8705110214 

8705110232 

8704030409 

8705110234 

87/05/06 

87/04/30 

87/04/30 

87/03/20 

87/05/04 

87/05/04 

87/03/09 

87/03/09 

87/03/09 

87/02/09 

50-352 

50-29 

50-29 

50-29 

50-424 

P 

P 

P 

P 

P 

8705110251 

8705110253 

8705110256 

8705110261 

8705110264 

8705110238 

8705110246 

8705110252 

8705110248 

8705110248 

87/05/06 

87/03/28 

87/05/06 

87/02/24 

87/02/24 

87/04/03 

87/02/09 

87/05/04 

87/04/08 

87/04/30 

WASTE MGT 
50-247 p 

50-335 Q 

WASTE MGT 
50-293 p 

8705110265 

8705110266 

8705110270 

8705110271 

8705110274 

8705110252 

8705110259 

8706110241 

8706110252 

8705110269 

87/05/06 

87/06/05 

87/05/06 

87/05/06 

87/04/30 

87/05/05 

87/04/30 

87/04/15 

87/05/04 

87/05/04 

50-298 

50-445 

50-3 

50-382 

50-382 

P 

Q 

F 

Q 

Q 

8705110281 

8705110283 

8705110286 

8705110288 

8705110289 

8705110273 

8705110259 

8705110269 

8705110280 

8705110241 

87/04/15 

87/05/06 

87/04/30 

87/05/05 

87/05/06 

87/05/01 

87/05/04 

87/04/27 

87/04/24 

87/04/24 

50-354 P 

50-313 Q 

CONTRACT 

50-327 Q 

50-327 Q 

8705110291 

8706110298 

8705110301 

8705110306 

8705110309 

8705110279 

8705110241 

8705110280 

8705110304 

8705110279 

87/05/08 

87/05/06 

87/05/05 

87/05/01 

87/05/08 

87/03/26 

87/05/04 

87/05/06 

87/05/01 

87/05/01 

WASTE MGT 

50-440 p 

70-135 

50-219 V 

50-219 Q 

8705110312 

8705110314 

8705110324 

8705110333 

8705110359 

8705110307 

8705110293 

8705120083 

8705110318 

8705110180 

87/05/07 

87/04/30 

87/04/20 

87/05/08 

87/05/05 

87/05/01 

87/05/01 

87/05/05 

87/05/01 

86/12/15 

50-269 p 

50-219 Q 

50-341 Q 

50-454 Q 

WASTE MGT 

8705110366 

8705110373 

8705120013 

8705120015 

8705120019 

8705110341 

8705110367 

8705120008 

8705120004 

8705120016 

87/02/27 

87/05/05 

87/05/12 

87/04/10 

87/03/26 

87/05/01 

87/05/04 

87/05/05 

87/05/05 

87/04/30 

50-454 

60-369 

50-267 

50-267 

50-272 

Q 

P 

P 

P 

P 

8705120025 

8705120028 

8705120033 

8705120040 

8705120044 

8705120020 

8705120022 

8706120022 

8705120022 

8706120022 

87/05/04 

87/06/04 

87/05/04 

87/06/04 

87/05/04 

87/04/29 

87/05/04 

87/05/01 

87/05/05 

87/05/05 

50-220 

50-267 

50-289 

PROJ 

50-528 

Q 

F 

V 

P 

8705120049 

8705120056 

8705120058 

8706120082 

8705120094 

8705120043 

8705120043 

8705120048 

8705120053 

8705120079 

87/01/21 

87/01/21 

87/05/07 

87/04/30 

87/06/08 

87/05/05 

87/05/05 

87/05/05 

87/05/05 

87/04/14 

50-445 

50-445 

50-445 

CONTRACT 

50-320 

T 

T 

T 

P 

8705120102 

8705120105 

8705120110 

8705120113 

8705120116 

8705120079 

8705120104 

8705120104 

8705120079 

8705120093 

87/05/08 

87/05/05 

87/05/05 

87/05/08 

87/05/06 

87/05/06 

87/05/01 

87/03/10 

87/01/16 

87/04/24 

QA999 

50-483 Q 

70-143 

WASTE MGT 

50-206 Q 

8705120127 

8705120134 

8705120137 

8705120139 

8705120143 

8705120079 

8705120130 

8705110269 

8705110269 

8705110269 

87/05/08 

87/05/06 

87/04/30 

87/04/30 

87/04/30 

87/04/24 

87/06/06 

87/05/05 

87/05/06 

87/05/06 

50-206 

50-373 

50-458 

50-373 

70-1374 

Q 

P 

Q 

P 

8706120145 

8705120163 

8705120165 

8705120168 

8705120177 

8705120126 

8705120159 

8705120004 

8705120138 

8705120175 

87/05/07 

87/04/02 

87/04/10 

87/04/28 

87/04/13 

87/05/06 

87/05/07 

87/05/01 

87/04/01 

87/05/01 

70-1374 

FOIA 

50-57 

CONTRACT 

50-354 

V 

Q 

8705120188 

8705120218 

8705120222 

8705120227 

8705120255 

8705120186 

8705120202 

8705120217 

8705120132 

8705120254 

87/04/29 

87/04/14 

87/05/06 

87/06/06 

87/05/01 

87/05/07 

87/05/07 

87/04/29 

87/05/01 

87/04/08 

FOIA 

40-8027 

50-320 

50-354 

CONTRACT 

P 

Q 

8705120256 

8705120258 

8705120267 

8705120273 

8705120283 

8705120254 

8705120108 

8705120246 

8705120269 

8705120281 

87/05/01 

87/04/15 

87/04/29 

87/05/07 

87/06/07 

87/05/06 

87/05/05 

87/05/06 

87/06/06 

87/04/30 

QA999 

50-322 

QA999 

QA999 

50^34 

Q 

P 

8706120296 

8705120297 

8705120304 

8705120306 

8705120316 

8705120285 

8705120290 

8705120285 

8705120300 

8705120285 

87/05/08 

87/04/29 

87/05/08 

87/05/07 

87/05/08 

87/04/30 

87/04/30 

87/04/24 

87/05/04 

87/05/05 

50-334 

50-237 

50-288 

50-528 

50-341 

P 

R 

Q 

P 

Q 

8705120317 

8705120320 

8705120323 

8705120328 

8705120331 

8705120305 

8705120315 

8705120299 

8705120299 

8705120310 

87/05/07 

87/05/06 

87/05/07 

87/05/07 

87/04/28 

87/05/04 

87/05/05 

87/05/07 

87/03/10 

87/03/26 

50-483 

50-2 

50-295 

70- 143 

71- 3 

Q 

V 

P 

8705120344 

8706120351 

8705120352 

8705120362 

8705120372 

8705120329 

8705120329 

8706120346 

8705120329 

8705120329 

87/05/01 

87/05/01 

87/06/08 

87/05/01 

87/05/01 

87/05/05 

87/05/01 

50-443 

50-317 

Q 

Q 

8705120374 

8705120379 

8705120366 

8705120246 

87/05/07 

87/04/29 


SUBJECT 

CATEGORY 


50-275 p 

50-275 F 

50-412 Q 

40-8905 

50-255 P 

50-322 Q 

50-461 P 

50-395 R 

71-393 
71-393 

50-395 R 

50-353 Q 

60-530 P 

50-395 R 

50-413 R 

71-9044 

50-353 Q 

50-413 R 

50-272 P 

50-530 P 

50-498 A 

50-530 P 

50-272 P 

50-321 P 

50-498 A 

50-213 Q 

50-410 Q 

40-8027 
CONTRACT 
50-482 R 

71-9070 

50-352 Q 

WASTE MGT 

70- 920 

71- 468 

50-348 P 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

40-8905 

40-8905 

50-322 G 

CONTRACT 
50-498 A 

50-498 A 

50-293 Q 

50-293 Q 

50-498 A 

50-322 G 

50-498 A 

50-317 Q 

50-413 R 

50-413 R 

50-413 R 

50-362 G 

70-698 

70- 920 

71- 9151 
40-8903 


50-373 P 

70- 8 

50-267 Q 

50-323 P 

50-282 Q 

50-282 Q 

71- 631 

50-334 P 

50-457 Q 

50-302 P 

50-440 S 

PR 

50-440 S 

60-16 Q 

50-440 S 

50-455 Q 

50-528 P 

50-302 I 

50-302 I 

PR 

50-324 p 

50-324 P 

40-8584 

50-324 p 

50-324 p 

50-320 p 

50-334 p 
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ACCESSION NUiyiBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 


document 

ISSUED 

CATEGORY 


8706120390 

8705120380 

87/05/08 

50-327 

P 

8705140088 

8705120392 

8705120381 

87/05/04 

50-346 

P 

8705140091 

8705120395 

8705120381 

87/05/04 

50-346 

P 

8705140105 

8705120396 

8705120380 

87/05/08 

50-327 

P 

8705140128 

8705120400 

8705120380 

87/05/08 

50-327 

P 

8705140160 

8705120403 

8705120380 

87/05/08 

50-327 

P 

8705140167 

8705120404 

8705120380 

87/05/08 

50-327 

P 

8705140199 

8705120407 

8705120380 

87/05/08 

50-327 

P 

8705140375 

8705120410 

8705120405 

87/05/06 

50-277 

Q 

8705140417 

8705120418 

8705120416 

87/05/01 

50-400 

Q 

8705140421 

8705130012 

8705130008 

87/05/05 

50-423 

Q 

8705140444 

8706130013 

8705130006 

87/05/01 

50-312 

P 

8705140453 

8705130032 

8705130028 

87/05/04 

50-275 

Q 

8705150171 

8705130035 

8705130027 

87/05/06 

50-369 

P 

8705150186 

8705130036 

8705130027 

87/05/06 

50-369 

P 

8705150275 

8705130046 

8705130042 

87/05/05 

50-272 

Q 

8705150284 

8705130055 

8705130053 

87/05/06 

50-412 

Q 

8705150298 

8705130057 

8705130053 

87/05/06 

50-412 

Q 

8705150302 

8705130072 

8705130062 

87/05/05 

50-322 

G 

8705150338 

8705130073 

8705130065 

87/05/04 

50-483 

P 

8705150341 

8705130075 

8705130067 

87/05/07 

50-338 

P 

8705150362 

8705130077 

8705130065 

87/05/04 

50-483 

P 

8705150362 

8705130089 

8705130083 

87/05/06 

50-346 

H 

8705150369 

8705130090 

8705130080 

87/05/07 

50-324 

P 

8705150398 

8705130092 

8705130044 

87/05/07 

50-320 

P 

8705150405 

8705130094 

8705130087 

87/05/07 

60-456 

Q 

8705150406 

8705130095 

8705130088 

87/04/27 

71-630 


8705150413 

8705130096 

8705130044 

87/05/07 

50-320 

P 

8705150434 

8705130097 

8705130093 

87/05/04 

50-317 

P 

8705150439 

8705130100 

8705130098 

87/05/04 

50-285 

P 

8705150451 

8705130105 

8705130099 

87/04/27 

71-426 


8705150454 

8705130106 

8705130044 

87/05/07 

50-320 

P 

8705150465 

8705130110 

8705130098 

87/05/04 

50-285 

P 

8705180009 

8705130116 

8705130044 

87/05/07 

50-320 

P 

8705180013 

8705130118 

8705140072 

87/05/06 

50-382 

P 

8705180031 

8705130119 

8705130113 

87/05/11 

QA999 


8705180042 

8706130123 

8705130044 

87/05/07 

50-320 

P 

8705180046 

8705130125 

8705130117 

87/05/07 

50-322 

G 

8705180048 

8705130131 

8705130129 

87/05/06 

50-133 

D 

8705180049 

8705130132 

8705130044 

87/05/07 

50-320 

P 

8705180052 

8705130135 

8705130044 

87/05/07 

50-320 

P 

8705180053 

8705130137 

8705130133 

87/05/11 

CONTRACT 


8705180057 

8705130138 

8705130126 

87/05/04 

40-8857 


8705180059 

8705130143 

8705130136 

87/04/24 

PROJ 


8705180060 

8705130148 

8705130044 

87/05/07 

50-320 

P 

8705180063 

8705130149 

8705130136 

87/04/24 

PROJ 


8705180065 

8705130154 

8705130044 

87/05/07 

50-320 

P 

8705180066 

8705130162 

8705130144 

87/05/06 

50-29 

P 

8705180076 

8705130168 

8705130044 

87/05/07 

50-320 

P 

8705180080 

8705130177 

8705130176 

87/05/07 

70-143 


8705180082 

8706130180 

8705130176 

87/05/07 

70-143 


8705180084 

8705130186 

8705130112 

87/05/06 

50-309 

P 

8705180086 

8705130188 

8705130184 

87/05/04 

50-318 

P 

8705180088 

8705130189 

8705130184 

87/05/04 

50-318 

P 

8705180093 

8705130190 

8705120249 

87/05/06 

50-155 

F 

8705180097 

8705130191 

8705120138 

87/04/28 

71-9151 


8705180099 

8705130202 

8705130200 

87/05/06 

50-382 

P 

8705180100 

8705130210 

8705130204 

87/05/08 

50-277 

R 

8705180104 

8705130211 

8705130207 

87/04/30 

50-410 

P 

8705180106 

8705130214 

8705130044 

87/05/07 

50-320 

P 

8705180108 

8705130218 

8705130179 

87/05/04 

50-322 

P 

8705180109 

8705130221 

8705130217 

87/04/27 

71-82 


8705180110 

8705130222 

8705130208 

87/04/27 

70-824 


8705180111 

8705130227 

8705130179 

87/05/04 

50-322 

P 

8705180113 

8705130228 

8705130044 

87/05/07 

50-320 

P 

8705180121 

8705130229 

8705130220 

87/05/04 

71-631 


8705180122 

8705130242 

8705130239 

87/05/01 

50-483 

P 

8705180130 

8705130247 

8705130233 

87/05/04 

71-9133 


8705180141 

8705130248 

8705130239 

87/05/01 

50-483 

P 

8705180146 

8705130254 

8705130251 

87/05/01 

40-8027 


8705180148 

8705130257 

8705130250 

87/05/08 

50-498 

S 

8705180153 

8705130262 

8705130044 

87/05/07 

50-320 

P 

8705180157 

8705130266 

8705130264 

87/05/11 

50-440 

P 

8705180159 

8705130275 

8705130044 

87/05/07 

50-320 

P 

8705180162 

8705130276 

8705130044 

87/05/07 

50-320 

P 

8705180171 

8705130280 

8705130044 

87/05/07 

50-320 

P 

8705180173 

8705130282 

8705130277 

87/05/08 

50-285 

Q 

8705180176 

8705130285 

8705130281 

87/06/08 

50-261 

P 

8705180183 

8705130287 

8705130044 

87/05/07 

50-320 

P 

8705180188 

8705130290 

8705130284 

87/05/06 

50-295 

Q 

8705180189 

8705130291 

8705130284 

87/05/06 

50-296 

Q 

8705180190 

a*9AC4 (DAOAn 

8705140014 

8705140010 

87/05/07 

50-250 

H 

87051 oU^UU 

OAAAfi 

8705140039 

8705140019 

87/04/01 

50-295 

H 

87051 o02Uo 

o’yncA QAO‘1 0 

8705140051 

8705140019 

87/04/01 

50-295 

H 

o7UO lOUtlfc 

8705140073 

8705140019 

87/04/01 

50-295 

H 

87051 oOZio 

8705140080 

8705140019 

87/04/01 

50-295 

H 

8705180218 

0*9AC«I OAOAA 

8705140081 

8705140072 

87/05/06 

50-382 

P 

o70o1 0\Jd£\J 


ACCESSION NUMBER 


PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

CATEGORY 

8705130215 

87/05/11 

50-155 

8705140076 

87/04/24 

50-237 

8705140019 

87/04/01 

50-295 

8705140019 

87/04/01 

50-295 

8705140154 

87/02/17 

40-8027 

8705140161 

87/05/10 

50-528 

8705140178 

87/04/27 

50-352 

8705140367 

87/05/06 

50-313 

8705140409 

87/05/07 

50-29 

8705140409 

87/05/07 

50-29 

8705140436 

87/05/07 

50-331 

8705140436 

87/05/07 

50-331 

8705150148 

87/05/11 

50-317 

8705150164 

87/01/22 

70-3016 

8705150264 

87/05/06 

50-293 

8705150282 

87/05/07 

50-482 

8705150290 

87/05/07 

50-286 

8705150290 

87/05/07 

50-286 

8705150164 

87/01/22 

70-3016 

8705150335 

87/05/07 

50-482 

8705150349 

87/05/12 

50-361 

8705150349 

87/05/12 

50-361 

8705150349 

87/05/12 

50-361 

8705150386 

87/05/07 

50-387 

8705150393 

87/05/05 

5CM23 

8705150386 

87/05/07 

50-387 

8705140352 

87/04/30 

PR 

8705150414 

87/05/08 

70-1308 

8705150414 

87/05/08 

70-1308 

8705150444 

87/05/11 

CONTRACT 

8705150443 

87/03/18 

WASTE MGT 

8705150463 

87/05/12 

CONTRACT 

8705180006 

87/05/12 

CONTRACT 

8705180007 

87/05/12 

40-8027 

8705180028 

87/05/13 

50-482 

8705180029 

87/05/12 

50-445 

8705180041 

87/05/06 

40-8905 

8705180027 

87/05/13 

50-280 

8705180041 

87/05/06 

40-8905 

8705180040 

87/05/13 

50-445 

8705180040 

87/05/13 

FOIA 

8705180040 

87/05/13 

50-445 

8705140025 

87/05/08 

50-498 

8705180029 

87/05/12 

50-446 

8705180047 

87/05/08 

50-329 

8705180062 

87/03/06 

WASTE MGT 

8705180040 

87/05/13 

50-445 

8705180040 

87/05/13 

50-445 

8705180072 

87/05/11 

50-443 

8705180040 

87/05/13 

50-445 

8705180079 

87/05/12 

40-2061 

8705180077 

87/05/11 

50-320 

8705180072 

87/05/11 

50-443 

8705180029 

87/05/12 

FOIA 

8705180077 

87/05/11 

50-320 

8705180072 

87/05/11 

50-443 

8705180029 

87/05/12 

50-445 

8705180077 

87/05/11 

50-320 

8705180077 

87/05/11 

50-320 

8705180107 

87/04/29 

50-312 

8705180029 

87/05/12 

50-445 

8705180107 

87/04/29 

50-312 

8705180029 

87/05/12 

50-445 

8705180107 

87/04/29 

50-312 

8705180116 

87/05/11 

50-374 

8705180115 

87/05/12 

40-8027 

8705180123 

87/05/04 

TOPREP 

8705180136 

87/05/12 

QA999 

8705180114 

87/05/08 

50-498 

8705180135 

87/05/12 

FOIA 

8705180149 

87/05/12 

QA999 

8705180149 

87/05/12 

QA999 

8705180131 

87/05/14 

50-322 

8705180149 

87/05/12 

QA999 

8705180163 

87/04/30 

50-334 

8705180169 

87/05/12 

QA999 

8705180131 

87/05/14 

50-322 

8705180135 

87/05/12 

FOIA 

8705180175 

87/05/11 

40-8380 

8705180131 

87/05/14 

50-322 

8705180135 

87/05/12 

FOIA 

8705180194 

87/05/11 

70-754 

8705180202 

87/05/11 

50-412 

8705180201 

87/05/11 

50-443 

8705180209 

87/05/08 

60-54 

8705180213 

87/05/12 

70-1151 

8705180209 

87/05/08 

50-64 
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ACCESSION NUMBER 


ENCLOSURE 


8705180221 

8705180223 

8705180224 

8705180228 

8705180231 

8705180236 

8705180240 

8705180243 

8705180249 

8705180250 

8705180253 

8705180265 

8705180270 

8705180271 

8705180275 

8705180280 

8705180281 

8705180287 

8705180288 

.8705180295 

8705180299 

8705180300 

8705180304 

8705180306 

8705180307 

8705180310 

8705180311 

8705180312 

8705180318 

8705180319 

8705180320 

8705180322 

8705180325 

8705180329 

8705180332 

8705180338 

8705180341 

8705180344 

8705180346 

8705180346 

8705180352 

8705180353 

8705180360 

8705180361 

8705180365 

8705180366 

8705180367 

8705180368 

8705180369 

8705180370 

8705180371 

8705180378 

8705180379 

8705180380 

8705180384 

8705180385 

8705180387 

8705180392 

8705180395 

8705180399 

8705180403 

8705180404 

8705180411 

8705180412 

8705180418 

8705180420 

8705180424 

8705180444 

8705180447 

87051 RfVAiia 


PRINCIPAL 

DOCUMENT 

8705180215 

8705180213 

8705180215 

8705180217 

8705180227 

8705180226 

8706180029 

8705180029 

8705180029 

8705180242 

8705180135 

8705180259 

8705180135 

8705180266 

8705180135 

8705180273 

8705180135 

8705180282 

8705180259 

8705180282 

8705180284 

8705180290 

8705180135 

8705180282 

8705180279 

8705180279 

8705180285 

8705180282 

8705180282 

8705180302 

8705180135 

8705180316 

8705180303 

8705180282 

8705180316 

8705180282 

8705180135 

8705180282 

8705180323 

8705180333 

8705180135 

8705180343 

8705180282 

8705180135 

8705180282 

8705180351 

8705180342 

8705180333 

8705180135 

8705180363 

8705180282 

8705180373 

8705180282 

8705180351 

8705180282 

8705180382 

8705180135 

8705180381 

8705180382 

8705180135 

8705180398 

8705180391 

8705180402 

8705180397 

8705180397 

8705180406 

8705180416 

8705180426 

8705180435 

8705180436 


87/05/12 

87/05/12 

87/05/12 

86/09/15 

87/05/08 

87/05/11 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

87/05/13 

87/05/12 

87/04/09 

87/05/12 

87/05/08 

87/05/12 

87/04/10 

87/05/13 

87/04/10 

87/05/06 

87/05/12 

87/05/12 

87/04/10 

87/05/11 

87/05/11 

87/05/12 

87/04/10 

87/04/10 

87/05/08 

87/05/12 

87/05/12 

87/05/08 

87/04/10 

87/05/12 

87/04/10 

87/05/12 

87/04/10 

87/05/08 

87/05/12 

87/05/12 

87/05/07 

87/04/10 

87/05/12 

87/04/10 

87/06/08 

87/05/12 

87/05/12 

87/05/12 

87/05/08 

87/04/10 

87/03/06 

87/04/10 

87/05/08 

87/04/10 

87/05/11 

87/05/12 

87/05/08 

87/05/11 

87/05/12 

87/05/12 

87/05/11 

87/05/12 

87/05/12 

87/05/12 

87/05/11 

87/05/04 

87/04/20 

87/05/08 

87/06/12 

87/05/11 

87/05/08 

87/05/11 

87/05/12 

87/05/13 

87/05/12 

87/05/13 

87/05/12 

87/05/11 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 

50-277 
70-1151 
50-277 Q 
WASTE MGT 


ENCLOSURE 


Q 


50-213 

50-412 

50-446 

50-446 

50-445 

50-322 

FOIA 

FOIA 

FOIA 

50-443 

50-312 

50-285 

50-312 

50-443 

FOIA 

50-443 

50-289 

50-237 

FOIA 

50-443 

50-352 

50-352 

50-255 

50-443 

50-443 

50-298 

50-309 

50-409 

50-322 

50-443 

50-409 

50-443 

50-309 

50-443 

50-387 

50-277 

FOIA 

50-266 

50-443 

50-344 

50-443 

60-295 

50-498 

50-277 

50-277 

70-143 

50-443 
WASTE MGT 


Q 

A 

A 

A 

G 


H 

P 

Q 

P 

H 


Q 

P 

H 

P 

P 

Q 

H 

H 

Q 

P 

Q 

V 
H 
Q 

H 

P 

H 

V 
Q 


P 

H 

P 

H 

P 

Q 

Q 

P 


50-443 
50-295 
50-443 

50-272 

FOIA 

50-395 

50-272 

FOIA 

FOIA 

50-282 

50-275 

50-454 

50-454 

50-263 

TOPREP 

CONTRACT 

50-334 

50-313 

50-412 
50-458 
50-338 
50-272 
50-369 


H 

P 

H 


Q 

Q 


50-352 
50-277 
50-424 
50-346 
50-339 

50-339 
50-454 
50-454 
50-29 
50-29 

71-3 

WASTE MGT 


Q 

Q 

P 

P 

P 

P 

P 

H 

Q 

P 

P 

Q 

Q 

P 

P 


8705190054 
8705190068 
8705190069 
8705190078 
8705190079 

8705190082 

8705190087 

8705190088 

8705190089 

8705190090 

8705190095 

8705190101 

8705190111 

8705190116 

8705190129 

8705190137 

8705190142 

8705190150 

8705190151 

8705190153 

8705190156 

8705190160 

8705190173 

8705190174 

8705190187 

8705190188 

8705190191 

8705190198 

8705190202 

8705190224 

8705190225 

8705190228 

8705190232 

8705190237 

8705190256 

8705190257 

8705190259 

8705190274 

8705190277 

8705190283 

8705190289 

8705190296 

8705190306 

8705190307 

8705190314 

8705190320 

8705190321 

8705190326 

8705190331 

8705190356 

8705190367 

8705190372 

8705190383 

8705190392 

8705190394 

8705190396 

8705190399 

8705190402 

8705190409 

8705190410 

8705190412 

8705190421 

8705190426 

8705190429 

8705190432 

8705190444 

8705190448 

8705190463 

8705190470 

8705190483 

8705190487 

8705190488 

8705190491 

8705190495 

8706190498 

8705190501 

8706190506 

8705190519 

8705190521 

8705190553 

8705190557 

8705190566 

8705190617 

8705190628 

8705190633 

8705190646 

8705190649 


PRINCIPAL 

DOCUMENT 

8705190037 

8705190052 

8705190058 

8705190058 

8705190072 

8705190072 

8705190076 

8705190030 

8705190080 

8705190085 

8705190084 

8705190055 

8705190105 

8705190085 

8705190125 

8705190125 

8705190134 

8705190146 

8705190144 

8705190144 

8705190030 

8705190155 

8705190162 

8705190169 

8705190176 

8705190180 

8705190176 

8705190030 

8705190171 

8705190215 

8705190216 

8705190168 

8705190030 

8705190229 

8705190250 

8705190247 

8705190248 

8705190266 

8705190252 

8705190247 

8705190266 

8705180259 

8705190247 

8705190302 

8705190247 

8705190272 

8705190247 

8705190310 

8705260168 

8705190338 

8705190358 

8705190365 

8705210007 

8705210007 

8705190391 

8705210007 

8705210007 

8705210007 

8705190395 

8705210007 

8705190408 

8705210007 

8705190422 

8705210007 

8705190422 

8705190437 

8705150457 

8705190435 

8705190452 

8705190452 

8705190452 

8705180029 

8705190452 

8705190435 

8705190484 

8705190485 

8705190490 

8705190485 

8705190503 

8705190538 

8705190485 

8705190534 

8705190607 

8705190607 

8705190607 

8705120109 

8705190647 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


87/04/02 

87/05/12 

87/05/11 

87/05/11 

87/05/08 


WASTE MGT 
50-334 p 

50-373 Q 

50-373 Q 

60-315 p 


87/05/08 

87/04/14 

87/05/14 

87/05/08 

87/05/12 


50-315 p 

WASTE MGT 
FOIA 

50-261 Q 

50-454 Q 


87/05/12 

87/05/11 

87/05/05 

87/05/12 

87/05/12 


50-412 A 

50-327 p 

70-824 

50-454 Q 

50-348 F 


87/05/12 

87/05/11 

87/05/01 

87/05/13 

87/05/13 


50-348 F 

50-400 H 

50-338 Q 

50-423 P 

50-423 p 


87/05/14 

87/05/11 

87/04/30 

87/05/05 

87/05/13 


FOIA 

50-458 p 

50-250 Q 

50-416 Q 

70-1703 


87/05/14 

87/05/13 

87/05/14 

87/05/01 

87/05/01 


50-320 P 

70-1703 

FOIA 

50-269 Q 

50-250 Q 


87/05/11 

87/05/14 

87/05/14 

87/05/05 

87/05/11 


50-400 H 

FOIA 

50-223 P 

TOPREP 
50-261 Q 


87/05/11 

87/04/08 

87/04/30 

87/05/14 

87/05/11 


COMMISSIO N 
WASTE MGT 
50-416 Q 

50-341 Q 

COMMISSIO N 


87/04/30 

87/05/13 

87/05/11 

87/04/29 

87/05/11 


50-416 
FOIA 
50-443 
50-369 - 

COMMISSIO 


Q 

F 

Q 

N 


87/05/05 

87/05/11 

87/05/13 

87/05/13 

87/05/05 


50-269 Q 

COMMISSIO N 
CONTRACT 
50-458 P 

50-445 U 


87/05/14 

87/05/08 

87/03/13 

87/03/13 

87/05/12 


50-373 

50-344 

NUREG 

NUREG 

50-335 


Q 

F 

Q 


87/03/13 

87/03/13 

87/03/13 

87/05/04 

87/03/13 


NUREG 

50-400 F 

NUREG 

50-438 Q 

50-317 F 


87/05/14 

87/03/13 

87/04/30 

87/03/13 

87/04/30 


50-400 P 

NUREG 

50-369 Q 

NUREG 

50-369 Q 


87/05/01 

87/03/16 

87/05/14 

87/05/13 

87/05/13 


XPORTLIC 

CONTRACT 

FOIA 

50-327 P 

50-327 P 


87/05/13 

87/05/12 

87/05/13 

87/05/14 

87/05/06 


50-327 P 

50«446 A 

50-327 p 

50-275 P 

70-27 


87/05/15 

87/04/28 

87/05/15 

87/05/05 

87/05/04 


50-341 S 

50-83 Q 

50-341 S 

COMMISSIO N 
COMMISSIO N 


87/05/15 

87/05/15 

87/05/12 

87/05/12 

87/05/12 


50-341 S 

ACRS 

50-324 P 

50-324 p 

50-324 P 


87/04/30 

87/05/01 


50-443 Q 
CONTRACT 
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ACCESSIOH NUIflBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


8705200046 

8705200037 

87/05/05 

PROJ 


8705200068 

8705200062 

87/05/11 

50-331 

I 

8705200074 

8705200062 

87/05/11 

50-331 

I 

8705200082 

8705200062 

87/05/11 

50-331 

I 

8705200104 

8705200083 

87/05/11 

70-135 


8705200107 

8705200083 

87/05/1 1 

70-135 


8705200116 

8705200113 

87/05/08 

50-321 

P 

8705200160 

8705200089 

87/05/14 

XPORTLIC 


8705200172 

8705200089 

87/05/14 

XPORTLIC 


8705200182 

8705200089 

87/05/14 

XPORTLIC 


8705200194 

8705200162 

87/05/14 

FOIA 


8705200204 

8705200089 

87/05/14 

XPORTLIC 


8705200217 

8705200089 

87/05/14 

XPORTLIC 


8705200242 

8705200089 

87/05/14 

XPORTLIC 


8705200252 

8705200089 

87/05/14 

XPORTLIC 


8705200259 

8705200089 

87/05/14 

XPORTLIC 


8705200320 

8705200314 

87/05/06 

XPORTLIC 


8705200348 

8705200336 

87/05/14 

50-155 

V 

8705200388 

8705200369 

87/04/27 

COMMISSIO 

N 

8705200399 

8705200370 

87/05/14 

50-424 

P 

8705200404 

8705200370 

87/05/14 

50-424 

P 

8705200408 

8705200370 

87/05/14 

50-424 

P 

8705200473 

8705200370 

87/05/14 

50-424 

P 

8705200488 

8705200403 

87/04/21 

COMMISSIO 

N 

8705200573 

8705200556 

87/04/17 

COMMISSIO 

N 

8705200734 

8705200706 

87/05/05 

50-395 

Q 

8705200759 

8705200706 

87/05/05 

50-395 

Q 

8705210025 

8705210009 

87/05/08 

50-400 

Q 

8705210039 

8705210023 

87/05/12 

50-220 

Q 

8705210064 

8705210046 

87/05/08 

50-366 

P 

8705210086 

8705210079 

87/05/12 

50-245 

P 

8705210179 

8705210151 

87/05/14 

50-277 

P 

8705210198 

8705210151 

87/05/14 

50-277 

P 

8705210216 

8705210151 

87/05/14 

50-277 

Q 

8705210217 

8705210201 

87/05/15 

50-440 

S 

8705210226 

8705210201 

87/05/15 

50-440 

S 

8705210227 

8705210223 

87/05/12 

50-29 

Q 

8705210232 

8705210201 

87/05/15 

50-440 

S 

8705210233 

8705210223 

87/05/12 

50-29 

Q 

8705210285 

8705210267 

87/05/12 

50-309 

Q 

8705210291 

8705210267 

87/05/12 

50-309 

Q 

8705210308 

8705210298 

87/05/12 

50-244 

Q 

8705210391 

8705210371 

87/05/14 

50-499 

Q 

8705210399 

8705200403 

87/04/21 

COMMISSIO 

N 

8705210424 

8705210410 

87/05/14 

50-312 

P 

8705210521 

8705210693 

87/05/1 1 

50-354 

R 

8705210591 

8705210587 

87/05/12 

50-333 

Q 

8705210597 

8705210587 

87/05/12 

50-333 

Q 

8705210623 

8705210599 

87/05/11 

50-454 

P 

8705210641 

8705210627 

87/05/15 

50-295 

Q 

8705210657 

8705210653 

87/05/15 

71-9200 


8705210666 

8705210663 

87/05/08 

CONTRACT 


8705210668 

8705210662 

87/05/15 

71-9208 


8705210671 

8705210651 

87/05/11 

70-135 


8705210683 

8705210679 

87/05/05 

CONTRACT 


8705210688 

8705210685 

87/05/15 

50-482 

Q 

8705220007 

8705220005 

87/05/15 

CONTRACT 


8705220015 

8705220008 

87/05/14 

50-312 

P 

8705220020 

8705220017 

87/05/11 

50-289 

Q 

8705220021 

8705220013 

87/05/13 

CONTRACT 


8705220022 

8705220016 

87/05/1 1 

50-334 

P 

8705220024 

8705220014 

87/05/18 

50-528 

P 

8705220027 

8705220017 

87/05/1 1 

50-289 

Q 

8705220028 

8705220009 

87/05/14 

40-6563 


8705220030 

8705220018 

87/05/13 

50-266 

P 

8705220047 

8705220040 

87/05/12 

50-272 

Q 

8705220049 

8705220044 

87/05/13 

50-334 

P 

8705220070 

8705220062 

87/05/12 

50-412 

Q 

8705220077 

8705220068 

87/06/13 

QA999 

N 

8705220103 

8705220089 

87/05/1 1 

COMMISSIO 

8705220105 

8705220092 

87/05/12 

70-1257 


8705220107 

8705220099 

87/05/18 

50-277 

P 

8705220122 

8705220068 

87/05/13 

QA999 


8705220143 

8705220091 

87/04/23 

50-302 

P 

8705220146 

8705220144 

87/05/15 

50-285 

Q 

8705220153 

8705220091 

87/04/23 

50-302 

P 

8705220158 

8705220068 

87/05/13 

QA999 


8705220170 

8705220068 

87/05/13 

QA999 


8705220174 

8705220167 

87/05/11 

50-528 

P 

8705220179 

8705220172 

87/05/15 

50-285 

F 

8705220183 

8705220091 

87/04/23 

50-302 

P 

8705220186 

8705220068 

87/05/13 

QA999 


8705220190 

8705220182 

87/04/06 

WASTE RES 


8705220203 

8705220068 

87/05/13 

QA999 


8705220213 

8705220210 

87/05/08 

50-313 

R 

8705220217 

8705220091 

87/04/23 

50-302 

P 

8705220228 

8705220068 

87/06/13 

QA999 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


8705220241 

8705220068 

87/05/13 

QA999 


8705220246 

8705220238 

87/05/11 

50-263 

Q 

8705220251 

8705220068 

87/05/13 

QA999 


8705220254 

8705220238 

87/05/11 

50-263 

Q 

8705220265 

8705220263 

87/05/15 

50-482 

Q 

8705220276 

8705220269 

87/05/06 

50-424 

K 

8705220279 

8705220271 

87/05/04 

WASTE MGT 


8705220282 

8705220270 

86/11/21 

WASTE MGT 


8705220331 

8705220319 

87/04/01 

WASTE RES 


8705220331 

8705220319 

87/04/01 

WASTE RES 


8705220337 

8705220319 

87/04/01 

WASTE RES 


8705220344 

8705220319 

87/04/01 

WASTE RES 


8706220370 

8705220367 

87/05/12 

50-219 

P 

8705220385 

8705220381 

87/03/25 

WASTE MGT 


8705220391 

8705220388 

87/05/05 

MISC 


8705220416 

8705220368 

87/05/15 

50-498 

Q 

8705220427 

8705220368 

87/05/15 

50-498 

Q 

8705220437 

8705220435 

87/05/15 

50-266 

P 

8705220441 

8705220435 

87/05/15 

50-266 

P 

8705220442 

8705220435 

87/05/15 

50-266 

P 

8705220447 

8705220440 

87/05/15 

50-10 

Q 

8705220457 

8705220453 

87/05/13 

50-389 

P 

8705220458 

8705220455 

87/05/18 

50-409 

Q 

8705220460 

8705220456 

87/05/12 

50-313 

P 

8705260004 

8705260001 

87/05/12 

50-327 

P 

8705260005 

8705260002 

87/05/13 

50-335 

P 

8705260006 

8705260001 

87/05/12 

50-327 

P 

8705260011 

8705260007 

87/05/08 

50-346 

Q 

8705260014 

8705260007 

87/05/08 

50-346 

Q 

8705260019 

8705260001 

87/05/12 

50-327 

P 

8705260021 

8705260017 

87/05/11 

50-410 

P 

8705260026 

8705260025 

87/05/15 

50-498 

F 

8705260030 

8705260016 

87/05/15 

50-245 

P 

8705260036 

8705220436 

87/03/25 

WASTE RES 


8705260040 

8705190095 

87/05/11 

50-412 

A 

8705260046 

8705220175 

87/04/22 

WASTE MGT 


8705260051 

8705260041 

87/05/15 

50-324 

P 

8705260054 

8705260053 

87/02/04 

WASTE MGT 


8705260058 

8705260044 

87/05/13 

50-321 

P 

8705260061 

8705260044 

87/05/13 

50-321 

P 

8705260062 

8705260055 

87/05/01 

WASTE MGT 


8705260068 

8705260059 

87/05/08 

50-305 

Q 

8705260071 

8705260066 

87/05/18 

50-327 

P 

8705260074 

8705260070 

87/05/14 

50-387 

P 

8705260076 

8705260070 

87/05/14 

50-387 

P 

8705260084 

8705260079 

87/05/14 

50-280 

P 

8705260085 

8705260078 

87/05/13 

50-29 

P 

8705260097 

8705260093 

87/05/08 

50-327 

T 

8705260124 

8705260094 

87/05/15 

50-443 

P 

8705260126 

8705260123 

87/05/15 

50-458 

P 

8705260138 

8705260134 

87/05/14 

50-482 

P 

8705260141 

8705260094 

87/05/15 

FOIA 


8705260147 

8705260094 

87/05/15 

FOIA 


8705260151 

8705260148 

87/05/18 

50-461 

P 

8705260160 

8705260153 

87/05/14 

50-275 

P 

8705260161 

8705260094 

87/05/15 

FOIA 


8705260166 

8705260159 

87/05/18 

50-352 

P 

8705260167 

8705260153 

87/05/14 

50-275 

P 

8705260170 

8705260094 

87/05/15 

50-443 

P 

8705260176 

8705260094 

87/05/15 

50-443 

P 

8705260181 

8705260177 

87/05/14 

50-289 

P 

8705260182 

8705260177 

87/05/14 

50-289 

P 

8705260183 

8705180179 

87/03/27 

WASTE MGT 


8705260188 

8704090238 

87/04/02 

50-327 

P 

8705260192 

8705260186 

87/05/13 

50-289 

P 

8705260194 

8705260186 

87/05/13 

50-289 

P 

8705260198 

8705260178 

87/05/14 

50-483 

P 

8705260201 

8705260094 

87/05/15 

FOIA 


8705260202 

8705260200 

87/05/15 

50-443 

T 

8705260225 

8705260094 

87/05/15 

50-443 

P 

8705260237 

8705260226 

87/05/18 

40-8027 


8705260243 

8705260238 

87/05/18 

50-271 

P 

8705260244 

8705180179 

87/03/27 

WASTE MGT 


8705260253 

8705260094 

87/05/15 

50-443 

P 

8705260261 

8705260250 

87/05/15 

TOPREP 


8705260265 

8705260094 

87/05/15 

50-443 

P 

8705260274 

8705260094 

87/05/15 

50-443 

P 

8705260281 

8705260140 

87/05/19 

50-374 

P 

8705260286 

8705260276 

87/04/03 

WASTE RES 


8705260290 

8705260285 

87/05/15 

50-346 

Q 

8705260291 

8705260276 

87/04/03 

WASTE RES 


8705260301 

8705260094 

87/05/15 

50-3 

P 

8705260305 

8705260294 

87/05/18 

40-3392 


8705260329 

8705260318 

87/05/20 

50-498 

Q 

8705260335 

8705260328 

87/05/15 

50-410 

P 

8705260336 

8705260328 

87/05/15 

50-410 

P 

8705260340 

8705260328 

87/05/15 

50-410 

P 



310 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSiON NUMBER 

ENCLOSURE PRINCrPAL 

DOCUMENT 


8705260350 

8705260339 

8705260377 

8705260369 

8705260390 

8705260094 

8705260393 

8705260369 

8705260396 

8705260369 

8705260397 

8705260094 

8705260398 

8705260369 

8705260399 

8705260094 

8705260401 

8705260094 

8705260403 

8705260094 

8705260404 

8705260369 

8705260406 

8705260094 

8705260407 

8705260369 

8705260409 

8705260369 

8705260410 

8705260402 

8705260411 

8705260369 

8705260412 

8705260369 

8705260414 

8705260369 

8705260416 

8705260369 

8705260419 

8705260369 

8705260422 

8705260418 

8705260424 

8705260094 

8705260426 

8705260369 

8705260427 

8705260094 

8705260429 

8705260369 

8705260430 

8705260369 

8705260432 

8705260369 

8705260435 

8705260369 

8705260437 

8705260094 

8705260438 

8705260369 

8705260441 

8705260369 

8705260444 

8705260094 

8705260449 

8705260369 

8705260450 

8705260094 

8705260452 

8705260448 

8705260453 

8705260094 

8705260454 

8705260369 

8705260455 

8705260369 

8705260456 

8705260094 

8705260457 

8705260094 

8705260458 

8705260369 

8705260460 

8705260369 

8705260461 

8705260094 

8705260464 

8705260369 

8705260467 

8705260369 

8705260470 

8705260369 

8705260472 

8705260466 

8705260473 

8705260466 

8705260474 

8705260369 

8705260478 

8705260369 

8705260479 

8705260369 

8705260482 

8705260369 

8705260483 

8705260369 

8705270026. 

8705270018 

8705270033 

8705270032 

8705270036 

8705270032 

8705270068 

8705270057 

8705270071 

8705270052 

8705270075 

8705270052 

8705270079 

8705270057 

8705270082 

8705270064 

8705270084 

8705270074 

8705270087 

8705270066 

8705270092 

8705270064 

8705270117 

8705270097 

8705270120 

8705270110 

8705270124 

8705270110 

8705270130 

8705270127 

8705270138 

8705270127 

8705270144 

8705280143 

8705270145 

8705260312 

8705270147 

8705270127 

8705270158 

8705270127 

8705270161 

8705270127 

8705270164 

8705270155 

8705270169 

8705270127 

8705270174 

8705270127 

8705270190 

8705270188 

8705270207 

8705270201 

8705270212 

8705270192 

8705270218 

8705270201 

8706270232 

8705270226 

8705270237 

8705080002 

8705270253 

8705270225 

8705270259 

8705270252 

8705270264 

8705270260 

8706270267 

8705270252 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

87/05/19 

50-445 

A 

87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/15 

50-443 

P 

87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-528 

Q 

87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-286 

Q 

87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/15 

50-259 

P 

87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-443 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/15 

50-325 

P 

87/05/15 

50-325 

P 

87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/05/20 

PR 


87/04/24 

CONTRACT 


87/05/19 

70-157 


87/05/19 

70-157 


87/05/19 

50-443 

G 

87/05/15 

50-325 

P 

87/05/15 

50-325 

P 

87/05/19 

50-443 

G 

87/05/18 

50-498 

A 

87/05/15 

50-289 

P 

87/05/18 

50-498 

Q 

87/05/18 

50-498 

A 

87/05/18 

50-322 

T 

87/05/13 

50-302 

P 

87/05/13 

50-302 

P 

87/05/19 

50-443 

G 

87/05/19 

50-443 

G 

87/04/28 

50-29 

P 

87/05/13 

50-237 

R 

87/05/19 

50-443 

G 

87/05/19 

50-443 

G 

87/05/19 

50-443 

G 

87/04/14 

CONTRACT 


87/05/19 

50-443 

G 

87/05/19 

50-443 

G 

87/04/29 

71-9200 


87/05/20 

50-131 

Q 

87/05/01 

50-259 

P 

87/05/20 

50-131 

Q 

87/05/14 

50-423 

Q 

87/04/28 

50-293 

P 

87/05/18 

50-498 

A 

87/05/15 

50-244 

F 

87/04/17 

50-312 

P 

87/05/15 

50-244 

F 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8705270273 

8705270252 

8705270284 

8705270262 

8705270292 

8705270258 

8705270303 

8705270258 

8705270306 

8705270252 

8705270313 

8705270252 

8705270315 

8705270252 

8705270324 

8705270312 

8705270325 

8705270308 

8705270327 

8705270310 

8705270334 

8705270312 

8705270337 

8705270310 

8705270343 

8705270310 

8705270346 

8705270336 

8705270354 

8705270335 

8705270362 

8705270328 

8705270382 

8705270372 

8705270392 

8705270377 

8705270395 

8705270386 

8705270411 

8705270396 

8705270421 

8705270418 

8705270423 

8705270420 

8705270441 

8705270438 

8705270456 

8705270453 

8705270465 

8705270458 

8705270480 

8705270371 

8705270482 

8705270473 

8705270491 

8705270484 

8705270496 

8705270490 

8705270517 

8705270493 

8705270520 

8705270514 

8705270523 

8705270516 

8705270525 

8705270508 

8705270539 

8705270516 

8705270543 

8705270524 

8705270549 

8705270540 

8705270552 

8705270545 

8705270556 

8705270547 

8705270557 

8705270546 

8705270558 

8705270553 

8705270564 

8705270553 

8705270567 

8705270534 

8705270573 

8705270553 

8705270577 

8705270566 

8705270623 

8705270618 

8705270627 

8705270612 

8705270632 

8705270566 

8705270636 

8705270631 

8705270645 

8705270641 

8705270647 

8705270637 

8705270648 

8705270641 

8705270658 

8705270650 

8705270661 

8705270652 

8705270663 

8705270657 

8705270669 

8705270662 

8705270671 

8705270667 

8705270676 

8705270667 

8705270695 

8705270691 

8705270704 

8705270272 

8705270709 

8705270701 

8705270717 

8705270713 

8705270718 

8705270714 

8705270719 

8705270716 

8705270744 

8705270371 

8705280006 

8705280005 

8705280011 

8705280007 

8705280016 

8705280010 

8705280032 

8705280028 

8705280036 

8705280025 

8705280037 

8705280028 

8705280038 

8705280034 

8705280042 

8705280028 

8705280044 

8705280040 

8705280047 

8705280039 

8705280051 

8705280039 

8705280056 

8705280054 

8705280062 

8705280054 

8705280063 

8705280058 

8705280074 

8705280064 

8705280094 

8705280085 

8705280120 

8705280114 

8705280124 

8705280114 

8705280131 

8705280127 

8705280147 

8705280127 

8705280156 

8705280149 

8705280159 

8705280155 

8705280160 

8705280150 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

87/05/15 

50-244 

F 

87/05/18 

60-410 

P 

87/05/15 

50-327 

P 

87/05/15 

50-327 

P 

87/05/15 

50-244 

F 

87/05/15 

50-244 

F 

87/05/15 

50-244 

F 

87/05/18 

50-331 

Q 

87/05/12 

50-327 

P 

87/05/19 

50-445 

1 

87/05/18 

50-331 

Q 

87/05/19 

50-445 

1 

87/05/19 

50-445 

1 

87/05/15 

50-334 

P 

87/05/07 

50-206 

Q 

87/05/15 

50-259 

P 

87/05/19 

50-220 

Q 

87/04/08 

70-143 


87/05/15 

50-327 

P 

87/05/20 

50-341 

Q 

87/05/01 

50-54 

Q 

87/05/12 

50-327 

P 

87/05/18 

50-219 

Q 

87/05/20 

50-382 

P 

87/05/19 

CONTRACT 


87/05/19 

50-245 

P 

87/05/15 

50-331 

Q 

87/05/05 

CONTRACT 

87/01/05 

50-313 

F 

87/03/27 

70-143 


87/05/15 

50-410 

Q 

87/05/13 

50-259 

P 

87/05/20 

50-443 

G 

87/05/13 

50-259 

P 

87/05/05 

CONTRACT 


87/05/04 

CONTRACT 


87/05/20 

50-293 

H 

87/05/15 

50-286 

Q 

87/05/22 

50-259 

P 

87/05/15 

50-219 

Q 

87/05/15 

50-219 

Q 

87/05/11 

CONTRACT 


87/05/15 

50-219 

Q 

87/05/19 

50-416 

P 

87/05/11 

40-4492 


87/05/18 

50-528 

P 

87/05/19 

50-416 

P 

87/05/18 

50-344 

Q 

87/05/19 

50-346 

P 

87/04/23 

71-9208 


87/05/19 

50-346 

P 

87/05/19 

CONTRACT 


87/05/15 

50-277 

U 

87/05/01 

40-8903 


87/05/20 

50-320 

P 

87/04/28 

40-8684 


87/04/28 

40-8684 


87/05/14 

50-346 

F 

87/05/15 

50-327 

P 

87/05/22 

50-325 

P 

87/05/18 

50-213 

Q 

87/04/29 

40-299 


87/05/07 

CONTRACT 


87/05/19 

50-245 

P 

87/05/18 

50-333 

Q 

87/05/18 

50-483 

Q 

87/05/05 

70-143 

87/05/22 

50-341 

P 

87/05/21 

CONTRACT 


87/05/22 

50-341 

P 

87/05/19 

CONTRACT 


87/05/22 

50-341 

P 

87/05/15 

MISC 


87/05/20 

70-1151 


87/05/20 

70-1151 


87/04/27 

40-8904 


87/04/27 

40-8904 


87/05/08 

WASTE MGT 


87/05/19 

50-309 

Q 

87/05/15 

50-277 

U 

87/05/20 

50-309 

P 

87/05/20 

50-309 

P 

87/05/21 

50-280 

F 

87/05/21 

50-280 

P 

87/05/18 

50-412 

Q 

87/05/21 

50-352 

Q 

87/05/19 

70-371 
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ACCESSION NUtyiBER 


ACCESSION NUMBER 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT ENCLOSURE 

CATEGORY 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


8705280163 

8705280177 

8705280178 

8705280194 

8705280196 

8705280205 

8705280206 

8705280208 

8705280213 

8705280215 

8705280220 

8705280238 

8705280240 

8705280242 

8705280247 

8705280250 

8705280251 

8705280254 

8705280259 

8705280264 

8705280266 

8705280278 

8705280296 

8705280300 

8705280309 

8705280310 

8705280320 

8705280331 

8705280336 

8705280340 

8705280355 

8705280357 

8705280359 

8705280363 

8705280367 

8705280368 

8705280378 

8705280380 

8705280385 

8705280396 

8705280398 

8705280401 

8705280413 

8705280417 

8705280420 

8705280424 

8705280425 

8705280427 

8705280435 

8705280440 

8705280442 

8705280449 

8705280453 

8705280454 

8706280455 

8705280465 

8705280466 

8705280467 

8705280469 

8705280470 

8705280473 

8705280485 

8705290015 

8705290018 

8705290024 

8705290029 

8705290031 

8705290035 

8705290044 


8705280145 

8705280166 

8705280171 

8705280188 

8705280184 

8705280198 

8705280202 

8705280197 

8705280202 

8705280197 

8705280214 

8705280230 

8705280228 

8705280235 

8705280227 

8705280235 

8705280230 

8705280239 

8705280243 

8705280239 

8705270135 

8705280267 

8706270428 

8705280298 

8705280301 

8705280303 

8705280314 

8705280326 

8705280329 

8705280338 

8705280347 

8705280350 

8705280351 

8705280347 

8705280351 

8705280361 

8705280364 

8705280372 

8705280361 

8705280391 

8705280392 

8705280392 

8705280408 

8705280415 

8705280411 

8705280414 

8705280409 

8705280409 

8705280322 

8705280431 

8705280430 

8705280443 

8705280443 

8705280448 

8705280452 

8705280458 

8705280463 

8705280460 

8705280464 

8705280460 

8705280460 

8705280482 

8705290006 

8705280460 

8705280460 

8705280460 

8705290016 

8705290019 

8705280460 


87/05/05 

70-27 

86/09/04 

40-8502 

87/05/21 

70-398 

87/05/22 

50-498 

87/05/15 

70-734 

87/05/19 

50-498 

87/05/22 

50-341 

87/05/15 

50-305 

87/05/22 

50-341 

87/05/15 

50-305 

87/05/18 

50-309 

87/05/14 

50-160 

87/05/08 

50-275 

87/05/19 

50-382 

87/05/18 

50-206 

87/05/19 

50-382 

87/05/14 

50-160 

87/05/18 

50-322 

87/05/14 

50-327 

87/05/18 

50-322 

87/05/15 

50-445 

87/05/14 

50-327 

87/05/14 

50-334 

87/05/14 

50-269 

87/05/19 

50-213 

87/05/18 

50-206 

87/05/21 

50-228 

87/05/12 

70-893 

87/05/20 

50-498 

87/05/11 

50-344 

87/04/01 

CONTRACT 

87/05/14 

50-424 

87/04/29 

50-424 

87/04/01 

CONTRACT 

87/04/29 

50-424 

87/05/15 

50-390 

87/05/22 

50-298 

87/05/20 

50-410 

87/05/15 

50-390 

87/05/13 

50-259 


Q 


Q 

Q 

P 

Q 

P 

Q 

Q 

Q 

Q 

P 

Q 

Q 

Q 

Q 

Q 

T 

Q 

P 

Q 

Q 

P 

F 

Q 

Q 


Q 

Q 

Q 

Q 

Q 

P 

Q 

Q 


8705290048 

8705290051 

8705290052 

8705290054 

8705290056 

8705290058 

8705290070 

8705290072 

8705290083 

8705290085 

8705290086 

8705290091 

8705290108 

8705290127 

8705290128 

8705290140 

8705290145 

8705290147 

8705290154 

8705290160 

8705290166 

8705290170 

8705290174 

8705290176 

8705290177 

8705290180 

8705290187 

8705290190 

8705290192 

8705290201 

8705290205 

8705290212 

8705290215 

8705290220 

8705290227 

8705290230 

8705290232 

8705290239 

8705290240 

8705290242 


87/04/24 

50-312 

P 

8705290243 

87/04/24 

50-312 

P 

8705290246 

87/05/20 

50-412 

A 

8705290248 

87/05/19 

CONTRACT 


8705290250 

87/05/22 

CONTRACT 


8705290253 

07/05/20 

50-369 

P 

8705290258 

87/05/18 

50-322 

P 

8705290260 

87/05/18 

50-322 

P 

8705290268 

87/05/20 

ORG 


8705290271 

87/05/12 

50-259 

Q 

8705290272 

87/05/21 

50-3 

Q 

8705290278 

87/05/21 

50-286 

P 

8705290281 

87/05/21 

50-286 

P 

8705290282 

87/05/20 

50-344 

Q 

8705290284 

87/05/15 

CONTRACT 


8705290285 

87/05/15 

50-413 

Q 

8705290287 

87/05/22 

50-186 

Q 

8705290288 

87/05722 

50-275 

P 

8705290290 

87/05/18 

50-321 

P 

8705290294 

87/05/22 

50-275 

P 

8705290299 

87/05/22 

50-275 

T 

8705290300 

87/05/18 

50-225 

Q 

8705290302 

87/05/22 

50-440 

F 

8705290307 

87/05/22 

50-275 

P 

8705290308 

87/05/22 

50-275 

P 

8705290311 

87/05/22 

50-275 

E 

8705290312 

87/05/21 

50-247 

Q 

8705290313 

87/05/18 

50-250 

F 

8705290318 

87/05/22 

50-275 

P 

8706010117 


8705280460 

8705290041 

8705280460 

8705290045 

8705290041 


87/05/22 

50-275 

87/05/20 

50-346 

87/05/22 

50-275 

87/05/22 

50-334 

87/05/20 

50-346 


8705280460 

8705290060 

8705290065 

8705290077 

8705290080 


87/05/22 

FOIA 

87/05/22 

FOIA 

87/05/20 

50-454 

87/05/14 

50-413 

87/05/12 

50-352 


8705290078 

8705290069 

8705280366 

8705290122 

8705290123 

8705290135 

8705290135 

8705290143 

8705290135 

8705290135 

8705290135 

8705290135 

8705290169 

8705290135 

8705290169 

8705290169 

8705290181 

8705290189 

8705290036 

8705290198 

8705290200 

8705290195 

8705290208 

8705290208 

8705290217 

8705290217 

8705290195 

8705290195 

8705290238 

8705290238 

8705290235 

8705290235 

8705290236 

8705290069 

8705290195 


87/05/25 

87/05/26 

87/05/19 

87/05/22 

87/05/20 

87/05/27 

87/05/27 

87/05/22 

87/05/27 

87/05/27 

87/05/27 

87/05/27 

87/05/26 

87/05/27 

87/05/26 

87/05/26 

87/05/26 

87/05/21 

87/05/22 

87/05/22 

87/05/22 

87/05/27 

87/05/22 

87/05/22 

87/05/26 

87/05/26 

87/05/27 

87/05/27 

87/05/13 

87/05/13 

07/05/21 

87/05/21 

07/05/26 

87/05/26 

87/05/27 


TOPREP 

FOIA 

70-143 

50-354 

50-302 

50-346 

50-346 

50-331 

50-346 

50-346 

50-346 

50-346 

50-321 

50-346 

50-321 

50-321 

50-483 

50-322 

50-528 

50-538 

50-259 

40-6908 

50-261 

50-261 

50-341 

,50-341 

40-6908 

40-943 

50-338 

50-330 

50-397 

50-397 

CONTRACT 

FOIA 

40-943 


P 

P 

P 

P 

F 

P 

P 

P 

P 

Q 

P 

Q 

Q 

P 

H 

S 

P 

F 

P 

P 

P 

P 


P 

P 

P 

P 


8705290069 

8705290195 

8705290069 

8705290195 

8705290267 


87/05/26 

FOIA 

87/05/27 

40-943 

87/05/26 

FOIA 

87/05/27 

40-943 

87/05/21 

50-458 


8705290195 

8705290181 

8705290195 

8705290195 

8705290181 


87/05/27 

40-943 

87/05/26 

50-483 

87/05/27 

40-943 

87/05/27 

40-943 

87/05/26 

50-483 


8705290195 

8705290181 

8705290195 

8705290195 

8705290195 


87/05/27 40-6908 

87/05/26 50-483 P 

87/05/27 40-6908 

87/05/27 40-6908 

87/05/27 40-6908 


8705290286 

8705290195 

8705290195 

8705290286 

8705290306 


87/05/27 50-254 F 

87/05/27 40-6908 

87/05/27 40-6908 

87/05/27 50-254 F 

87/05/22 50-261 P 


8705290286 

8705290195 

8705290286 

8705290286 


87/05/27 50-254 F 

87/05/27 40-6908 

87/05/27 50-254 F 

87/05/27 50-254 Q 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Apph.cation for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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I. 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report), 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

1. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

(C. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Malysis Report (FSAR) (formerly called Final Hazards Summary Report), 
ind changes to the FSAR. 

otices citing availability of items 1 and 2. 

'edgement letters. 

FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. . 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9* Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS> meeting transcripts. 

8. Corrections to above items. 
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U, CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1 . 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as; Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Conunission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Fnclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory C'ommittee on Reactor Safeguards, 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


MSCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1 . Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 
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GEN TECH IS — Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG — Correspondence with Other Organizations 


This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - lYoposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE; For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPRJEP ~ Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste fn 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC’ meetings in which DOE presents information on 
their geological exploration program to identit\ sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing IX)E with technical assistance 
in the Waste Isolation Klot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research, 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC - Export and Import Dcenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a License would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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